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MOTOR VEHICLE TRANSPORT 
ACT, 1987 
LOI DE 1987 SUR LES 
TRANSPORTS ROUTIERS 


MOTOR VEHICLE TRANSPORT ACT, 1987, 
PART II TRUCK APPLICATIONS: 


The following are applications for extra-provin- 
cial truck transport operating licences under 
Part II of the Motor Vehicle Transport Act, 1987, 
S.C. 1987, Chapter 35. These Applicants have 
been found to meet the fitness requirements pursu- 
ant to Section 8(2) of that Act and the provincial 
transport board for Ontario proposes to issue the 
licences if no objection is served on the Applicant 
and filed with the Registrar of Motor Vehicles with 
the prescribed filing fee, within twenty-nine days of 
this publication. 


EXTRA-PROVINCIAL APPLICATIONS: 


NOTE: Where the application is for a licence other 
than a corridor operating authority, an 
interested person who serves and files an 
objection must also provide the Ontario 
Highway Transport Board with written evi- 
dence, within thirty-nine days of this publi- 
cation that satisfies that Board that, in the 
absence of evidence to the contrary, the 
operation of the undertaking in respect of 
which the licence is sought would likely be 
detrimental to the public interest. 


*Indicates a person who has applied for licences 
under both Part II and Part III of the Motor 
Vehicle Transport Act, 1987. 


The following applicants have applied for Author- 
ity to offer a transportation service as detailed 
below for extra-provincial movement, between 
(00000) POINTS IN ONTARIO and the: 


ONTARIO/QUEBEC, ONTARIO/MANITOBA, 
ONTARIO/USA BORDER CROSSINGS: 


*BILODEAU, BERTRAND 102089431 
540 CHEMIN VILLE-MARIE Original 
BEAUMONT QUE 

GOR 1C0 

GENERAL FREIGHT. 

*BRAY, BYRON, R 035099959 
PTL 26 C2 EBR ALBEMARLE TP Original 


WIARTON R4, ONTARIO 
NOH 2T0 
GENERAL FREIGHT. 


Le, 
(~ 
*CLARKE, KEVIN, ‘ 

85 ST VINCENT ST 
MEAFORD, ONTARIO, 


NOH 1Y0 Dy, 
GENERAL FREIGHT. 





*COLEMAN’S MOVING & 
STORAGE LTD 

933 BLOOR ST W 

OSHAWA, ONTARIO 

Pies Ya 

GENERAL FREIGHT; NEW VEHICLES. 


012215388 
Amend 
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*DAVIS, WAYNE, ALBERT 000787326 
DPCP OF LAND E. Original 


LANSDOWNE, ONTARIO 

KOE 1L0 

OWNER DRIVER, exempt from Public Interest 
Test. 


*DE LA FONTAINE 
(DIVISION TRANSPORT) 


INC. 088271249 
6045 RUE RODRIGUE Original 
ROCK FOREST QUEBEC 
JIN 3A7 
GENERAL FREIGHT. 

*DEMENAGEMENT J. BRAULT 

INC. 079921019 
859 ST-JACQUES Amend 
ST-JEAN-SUR-RICHELIEU QC 
J3B 2N2 
GENERAL FREIGHT. 

*F.G. PLANTE INC. 088335919 
160 ST JACQUES Original 


BONCONSEIL QUE 

JOC 1A0 

OWNER DRIVER, exempt from Public Interest 
Test. 


*G & W FREIGHTWAYS 


LTD 051548339 
101 DONEY CR Original 
CONCORD, ONTARIO 
LAK 1P6 
INTERMEDIARY. 

*GAGNON, JACQUES 098951134 
41 RUE DU PARC Original 


SCOTT JONCTION QUE 
GOS 3G0 
SINGLE SOURCE; GENERAL FREIGHT. 


*GILROY, BRIAN, D 008964237 
E25:G3 Original 
ZEPHYR, ONTARIO 
LOE 110 
GENERAL FREIGHT; TANK. 
*GOODING, ROBERT, JAMES 032160315 
L8 C6 RAWDON TP Original 
STIRLING R1, ONTARIO 
KOK 3E0 
GENERAL FREIGHT. 
*GUARANTEED TRANSPORT 

LTD 091505310 
140 MILNER AV UN42 Original 


SCARBOROUGH, ONTARIO 
MIS 3R3 
GENERAL FREIGHT. 
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*INSTANT FREIGHT SERVICES 
INC. 

209 WILKINSON ROAD 

BRAMPTON, ONTARIO 

L6T 4M2 

GENERAL. FREIGHT. 


102433105 
Original 


J. R. HUDSON HORSE 
TRANSPORTATION INC. 

435 WEST ST 

BRAINTREE MASSACHUSETTS, USA 

02184 

GENERAL FREIGHT. 


102489580 
Original 


* JONES TRANSPORT CO 
LIMITED 

2 WILSON ST W 

PERTH, ONTARIO 

K7H 2M6 

GENERAL FREIGHT; TANK; HOUSEHOLD 

GOODS, provided that the licensee has a place or 

places of business only at: (40000) BRANT CO, 

(16000) HAMILTON-WENTWORTH R, (01000) 

METROPOLITAN TORONTO R, _— (20000) 

OTTAWA-CARLETON R, (75000) WELLING- 

TON CO: 


063465119 
Original 


* JULIEN PRINCE PAYSAGISTE 
INC. 

1187 BOUL DESAULNIER 2 

LONGUEUIL QUEBEC 

J4K 1K8 

SINGLE SOURCE; GENERAL FREIGHT. 


080966170 
Original 


*KUBISESKI, JOSEPH, A 001829381 
9 CAMERON ST Original 
DOUGLAS, ONTARIO 
KOJ 1S0 
GENERAL FREIGHT; TANK. 
*LES ENTREPRISES MARIDEY 

INC 085170341 
19005 ST LOUIS Original 


ST HYACINTHE PQ 

J2S 8B1 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee only maintains 
a place or places of business in locations other 
than the Province of Ontario. 


*LES TRANSPORTS MAGUINA 


INC 092619581 
1106 CHAMOVIX ST JEAN Amend 
CHRYSOSTOME QUEBEC 
G6Z 1V9 
SINGLE SOURCE. 

*LES TRANSPORTS ROUTIERS 

FERNAND PLOUFFE INC 081843340 

4895 TROYAT LAVAL QUEST Original 


LAVAL, QUEBEC 

H7R SEI 

OWNER DRIVER, exempt from Public Interest 
Test. 
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009800498 
Original 


*MACLEOD, DAVID, B 

2184 MAJOR MACKENZIE DR 
MAPLE, ONTARIO 

L6A 1R7 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee has a place or places of 
business only at: (01000) METROPOLITAN 
TORONTO R, (27405) VAUGHAN T. 


*MACMUNN, A,T, RODGER 069716723 
fy CASOLDEN-TP, Original 
MOUNTAIN GROVE R3, ONTARIO 

KOH 2E0 

GENERAL FREIGHT. 

*MAREK, JOHN, B 044598863 
L10 C7 AMABEL TP Original 
HEPWORTH R1, ONTARIO 

NOH*1P0 

SINGLE SOURCE. 

MCPHERSON BROS. INC. 102282716 
496 120TH AVENUE Original 
NORWALK IOWA, USA 

50211 

GENERAL FREIGHT. 

*MOTT, DONALD, GEORGE 029450461 
114 PAULINE CRES UNIT44 Original 


LONDON, ONTARIO 

N6E 2X6 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


PSR ENTERPRISES INC 
824 NIGHTINGALE 
DEARBORN MI, USA 
48128 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee only maintains 
a place or places of business in locations other 
than the Province of Ontario. 


102628074 
Original 


101516816 
Original 


_*PATRY, GILLES 
214 BEAULIEU ST 
MANIWAKI QUEBEC 
BOF 1B1 
SINGLE SOURCE; GENERAL FREIGHT. 


100277760 
Original 





*PIERGIL TRANSPORT INC. 
| 64 9 IEME RUE 
| MONTMAGNY QUEBEC 
GS5V 3C9 

SINGLE SOURCE; GENERAL FREIGHT. 






*REAL PRINCE INC 
5 ROYALE 
VICTORIAVILLE PQ 
_ G6P 6R8 

OWNER DRIVER, exempt from Public Interest 


091811362 
Original 
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REO DISTRIBUTION SERVICES 

INC. 102070615 
RTE624DELPHINE RD RTE1BX110 Original 
LYNDHURST VA, USA 
22952 
GENERAL FREIGHT. 
*ROBERTSON, DANIEL, R 074331830 
L3 C10 REAR LEEDS/LANSD Original 
LYNDHURST R2, ONTARIO 
KOE 1NO 
GENERAL FREIGHT. 
*STORMS, WAYNE, D 038017073 
430 KENNY CRT BXS541 Original 
PORT PERRY, ONTARIO 
LOB 1NO 
SINGLE SOURCE; GENERAL FREIGHT. 
*TILLEY, ROBIN, R 074921934 
45 POND MILLS RD AP210 Original 


LONDON, ONTARIO 
N6E 1L3 

SINGLE . SOURCE: 
ERAL FREIGHT. 


INTERMEDIARY; GEN- 


*TRANSPORT ANDRE TURCOTTE 
INC 

137 RUE!*DES PRES VERTS 

ST HENRI DE LEVIS 

GOR 3E0 

SINGLE SOURCE; GENERAL FREIGHT. 


099287818 
Original 


*TRANSPORT FPRL INC 
5545 RUE LAFLAMME 
TROIS RIVIERES QUEBEC 
GSyY 612 

SINGLE SOURCE; GENERAL FREIGHT. 


090737669 
Original 


*TRANSPORT HENDY INC 
220 PRINCIPALE 

SD EUG QUEBEC 

GOR 1L0 

SINGLE SOURCE; GENERAL FREIGHT. 


087320380 
Original 


*TRANSPORT JEAN-LUC CARRIER 


INC. 093996335 
1460 DES PINS Amend 
VAL D OR QC 
JOP 5K8 
GENERAL FREIGHT. 

*TRANSPORT MIDEN INC 095871177 
120 PRESENTATION Original 
ST-PIE OC 

JOH 1W0 

SINGLE SOURCE; GENERAL FREIGHT. 
*TRANSPORT 1508 INC 097032297 
1508 CHEMIN DU SAULT Amend 


ST-ROMUALD QUEBEC 
G6W 2M3 
SINGLE SOURCE. 
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VIRONICO SYSTEMS INC 

LS C2 INNISFIL 
COOKSTOWN R1, ONTARIO 
LOL 1C0 

GENERAL FREIGHT. 


091299189 
Amend 


042188749 
Original 


*WATSON, WILLIAM, H 
Paeit EOWMs TP 
PARKHILL, ONTARIO 

NOM 2K0 

GENERAL FREIGHT; TANK. 


042234088 
Original 


*WHITE, KENNETH, J 

5656 GORDON ST BOX 203 
OSGOODE, ONTARIO 
KOA 2WO 

GENERAL FREIGHT. 


049990315 
Original 


*WILLIAMS, RANDY, A 

13 HIGHLAND DR 
BRANTFORD R4, ONTARIO 
Nal ol 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (40000) BRANT CO. 


084442826 
Original 


*119181 CANADA INC 

22 SONNY, RR#1 
ST-SAUVEUR, QUEBEC 
JOR 1RO , 
SINGLE SOURCE; GENERAL FREIGHT. 


*131392 CANADA LTEE 
476 WELLESLY 
HAWKESBURY ONT. 
K6A 2G1 

SINGLE SOURCE; GENERAL FREIGHT. 


091114187 
Original 


*157998 CANADA INC 
1500 ROUTE 343 
VAUCLUSE QUE 
JOK 3P0 

SINGLE SOURCE; GENERAL FREIGHT. 


089476450 
Original 


*166707 CANADA INC, 102028695 
20 RUE ROW Original 
MATAGAMIE QUE 

JOY 2A0 


SINGLE SOURCE; GENERAL FREIGHT. 


*166842 CANADA INC, 

101 PLAMONDON 
DRUMMONDVILLE QUEBEC 
J2C 3V9 

OWNER DRIVER, exempt from Public Interest 
Test. 


102148318 
Original 


*2166-0691 QUEBEC INC. 102390819 
196 QUINN Original 
LA PLAINE QUE 

JON 1B0 


SINGLE SOURCE; GENERAL FREIGHT. 
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085674518 
Original 


*2330-7887 QUEBEC INC 

62 PRATIE 

TROIS RIVIERES OUEST QUEBEC 
G9B 1H3 

SINGLE SOURCE; GENERAL FREIGHT. 


092921419 
Original 


*2428-4671 QUEBEC INC. 
4254 43E RUE ST MICHEL 
MONTREAL QUEBEC 
H1Z 1R6 

SINGLE SOURCE; GENERAL FREIGHT. 


*2754-1572 QUEBEC INC. 102388965 
44 RUE PRINCIPALE Original 
ST-JUSTE DU LAC QUEBEC 

GOL 3R0 

GENERAL FREIGHT. 

*705009 ONTARIO INC 096710251 
177 UNION ST BOX 323 Original 


BELMONT, ONTARIO 
NOL 1B0 
SINGLE SOURCE; GENERAL FREIGHT. 


102384131 
Original 


*715231 ONTARIO INC. 

L7 PLAN-1026 TP OF W NISSOURI 
THORNDALE, ONTARIO 

NOM 2P0 

GENERAL FREIGHT; TANK. 


094930485 
Original 


*800644 ONTARIO LTD. 
396 KINMOUNT CR 
OSHAWA, ONTARIO 
Liss 7 

SINGLE SOURCE. 


*809298 ONTARIO INC. 

845 CARTIER BLVD 
HAWKESBURY, ONTARIO 
K6A 1W9 

GENERAL FREIGHT. 


102379759 
Original 


*834241 ONTARIO LTD 
Li1 Cl CALEDON 
CALEDON R2, ONTARIO 
LON 1C0 

GENERAL FREIGHT. 


099512067 
Original 


*853391 ONTARIO LIMITED 

L1 C4 NORWICH TP 
WOODSTOCK RR8, ONTARIO 
N4S 7W3 

GENERAL FREIGHT; TANK. 


102408483 
Original 


*879095 ONTARIO INC 
93 ROBERTS CR 
KITCHENER, ONTARIO 
N2R1C9 

SINGLE SOURCE. 


101777162 
Original 
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ONTARIO/QUEBEC, ONTARIO/MANITOBA 
BORDER CROSSINGS: 


GERALD L REIMER HOLDINGS 
LTD 

4859-30TH ST SE 

CALGARY ALBERTA 

128 2S5 

GENERAL FREIGHT. 


102342686 
Original 


ONTARIO/QUEBEC, ONTARIO/USA BORDER 
CROSSINGS: 


LIBERTY EXPRESS INC. 
3194-15th AVE BLVD SE 
CONOVER NC, USA 
28615 

GENERAL: FREIGHT? 


101954527 
Original 


*PERRAS, RAYMOND, JOHN 
5520 4TH LINE ROAD RR3 
NORTH GOWER, ONTARIO 
KOA 2T0 

GENERAL FREIGHT. 


029688288 
Amend 


*ROTH, HOWARD, P 

2 QUEEN ST 

TAVISTOCK R1, ONTARIO 
NOB 2R0 

GENERAL FREIGHT. 


033822325 
Original 


STAN LEWIS TRUCKING 
LTD 

35 KING ST BOX 1292 

DIGBY NOVA SCOTIA 

BOV 1A0 

GENERAL FREIGHT. 


078621492 
Original 


ONTARIO/MANITOBA BORDER CROSSINGS: 


*J & R BURSTROM 


CONTRACTORS LTD 097741747 
TB28059 HAGEY BOX25 Original 
SHEBANDOWAN, ONTARIO 
POT 2T0 
GENERAL FREIGHT. 

ONTARIO/USA BORDER CROSSINGS: 
CONTRACT FREIGHTERS INC. 080279960 
2900 DAVIS BLVD Original 
JOPLIN MISSOURI, USA 
64804 
GENERAL FREIGHT. 

_*DAVIS, WAYNE, ALBERT 000787326 
27Cl F OF L AND L Original 


LANSDOWNE, ONTARIO 

KOE 1L0 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee has a place or places of 
business only at: (56000) LEEDS & GRENVILLE 
PO. 
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*GREG PHILLIPS TRUCKING 

LTD 024490943 
L13 C9 GOSF N BOX 100 Amend 
COTTAM R1, ONTARIO 
NOR 1B0 
GENERAL FREIGHT; TANK. 
HODGE TRUCKING COMPANY 101286060 
707 NW TEXAS ST BOX 386 Original 
HOXIE ARKANSAS, USA 
72433 
GENERAL FREIGHT. 
HULL & SMITH HORSE VANS 

INC. 102493427 
342 BIRCH RR1 BOX12 Original 
ASHLAND NEBRASKA, USA 
68003 
GENERAL FREIGHT. 
R. J. LIDDY TRANSPORT 

INC. 102610464 
13101 ECKLES ROAD Original 
PLYMOUTH MICHIGAN, USA 
48170 
GENERAL FREIGHT. 
RAISIN VALLEY INC 102610102 
11608 ROUGET RD Original 


BLISSFIELD MI, USA 
49228 
GENERAL FREIGHT. 


MOTOR VEHICLE TRANSPORT 
ACT, 1987 
LOI DE 1987 SUR LES 
TRANSPORTS ROUTIERS 


INTRA-PROVINCIAL TRUCK APPLICATIONS: 


The following are applications for operating 
licences under Part III of the Motor Vehicle 
Transport Act, 1987, S.C. 1987, Chapter 35. These 
applicants have been found to meet the fitness 
requirement in like manner to section 6 of the 
Truck Transportation Act, 1988, S.O. 1988, Chap- 
ter 64, and the provincial transport board for 
Ontario proposes to issue the licences unless a per- 
son, within thirty days of this publication, serves 
on the Applicant and files with the Registrar of 
Motor Vehicles with the prescribed filing fee, a 
written request for a fitness hearing or a public 
interest test in like manner to Subsection 7(4) of 
the Truck Transportation Act, 1988, S.O. 1988, 
Chapter 64. 


NOTE: A person who requests a public interest 
hearing must, within thirty-nine days of this 
publication, serve on the Ontario Highway 
Transport Board a document that makes 
out a written case to the Board that the 
granting of the operating authority applied 
for would be likely to have a significant 
detrimental effect on the public interest 
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using the criteria set out in subsection 10(1) 
of the Truck Transportation Act, 1988, 
S.O. 1988, Chapter 64, and that the 
request is not frivolously made. 


* Indicates a person who has applied for licences 
under both Part II and Part III of the Motor 
Vehicle Transport Act, 1987. 


The following applicants have applied for Author- 
ity to offer a transportation service as detailed 
below between (00000) POINTS IN ONTARIO: 


102089431 
Original 


*BILODEAU, BERTRAND 
540 CHEMIN VILLE-MARIE 
BEAUMONT QUE 

GOR 1C0 

GENERAL FREIGHT. 


035099959 
Original 


*BRAY, BYRON, R 

Pil 26.CZ.EBR ALBEMARLE TP 
WIARTON R4, ONTARIO 

NOH 2T0 

GENERAL FREIGHT. 


012186733 
Original 


*CLARKE, KEVIN, R 

Soto VINCENT ST 
MEAFORD, ONTARIO 

NOH 1Y0 

GENERAL FREIGHT; TANK. 


*COLEMAN’S MOVING & 
STORAGE LTD 

933 BLOOR ST W 

OSHAWA, ONTARIO 

ELS ¥7 

GENERAL FREIGHT; NEW VEHICLES. 


012215388 
Amend 


*DAVIS, WAYNE, ALBERT 
LAGIAE OF LAND L 
LANSDOWNE, ONTARIO 
KOE 1L0 

OWNER DRIVER, exempt from Public Interest 
Test;; GENERAL FREIGHT; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (56000) LEEDS & 
GRENVILLE CO. 


000787326 
Original 


*DE LA FONTAINE 
(DIVISION TRANSPORT) 


INC. 088271249 
6045 RUE RODRIGUE Original 
ROCK FOREST QUEBEC 
JUN SAT 
GENERAL FREIGHT. 

*DEMENAGEMENT J. BRAULT 

INC. 079921019 

859 ST-JACQUES Amend 


ST-JEAN-SUR-RICHELIEU QC 
J3B 2N2 
GENERAL FREIGHT; HOUSEHOLD GOODS. 
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088335919 
Original 


*F.G. PLANTE INC. 
160 ST JACQUES 
BONCONSEIL QUE 
JOC 1A0 

OWNER DRIVER, exempt from Public Interest 
ihest. 


*G & W FREIGHTWAYS 


LTD 051548339 
101 DONEY CR Original 
CONCORD, ONTARIO 
LAK 1P6 
INTERMEDIARY. 

*GAGNON, JACQUES 098951134 
41 RUE DU PARC Original 


SCOTT JONCTION QUE 
GOS 3G0 
SINGLE SOURCE; GENERAL FREIGHT. 


*GILROY, BRIAN, D 

[b23'@3 

ZEPHYR, ONTARIO 

LOE 1T0 

GENERAL FREIGHT; TANK. 


008964237 
Original 


*GOODING, ROBERT, JAMES 
L8 C6 RAWDON TP 
STIRLING R1, ONTARIO 
KOK 3E0 

GENERAL FREIGHT. 


032160315 
Original 


*GREG PHILLIPS TRUCKING 
LTD 

L13 C9 GOSF N BOX 100 

COTTAM R1, ONTARIO 

NOR 1B0 

GENERAL FREIGHT; TANK. 


024490943 
Amend 


*GUARANTEED TRANSPORT 
LTD 

140 MILNER AV UN42 

SCARBOROUGH, ONTARIO 

MIS 3R3 

GENERAL FREIGHT. 


091505310 
Original 


*INSTANT FREIGHT SERVICES 
INC. 

209 WILKINSON ROAD 

BRAMPTON, ONTARIO 

L6T 4M2 

GENERAL FREIGHT. 


102433105 
Original 


*J & R BURSTROM CONTRACTORS 
LTD 

TB28059 HAGEY BOX25 

SHEBANDOWAN, ONTARIO 

POT 2T0O 

GENERAL FREIGHT. 


097741747 
Original 


*JONES TRANSPORT CO 
LIMITED 

2 WILSON ST W 

PERTH, ONTARIO 

K7H 2M6 

GENERAL FREIGHT; TANK; HOUSEHOLD 


063465119 
Original 














; 


mea? Cl OLDEN TP. 





_ *LES TRANSPORTS MAGUINA 


2184 MAJOR MACKENZIE DR 
| MAPLE, ONTARIO 
_L6A 1R7 
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GOODS, provided that the licensee has a place or 
places of business only at: (40000) BRANT CO, 
(16000) HAMILTON-WENTWORTH R, (01000) 
METROPOLITAN TORONTO R, _— (20000) 
OTTAWA-CARLETON R, (75000) WELLING- 
TON CO. 


*JULIEN PRINCE PAYSAGISTE 
INC. 

1187 BOUL DESAULNIER 2 

LONGUEUIL QUEBEC 

J4K 1K8 

SINGLE SOURCE; GENERAL FREIGHT. 


080966170 
Original 


KELSEY-TRAIL TRUCKING 


LTD. 091584806 

1206 MAIN ST Amend 
| TISDALE SASKATCHEWAN 

SOE 1T0 

GENERAL FREIGHT. 

*KUBISESKI, JOSEPH, A 001829381 
~ 9 CAMERON ST Original 
~ DOUGLAS, ONTARIO 
_ KOJ 180 
_ GENERAL FREIGHT; TANK. 

*LES ENTREPRISES MARIDEY 
im INC 085170341 

19005 ST LOUIS Original 


ST HYACINTHE PQ 


id 2S 8B1 


GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee only maintains 


a place or places of business in locations other 


than the Province of Ontario. 


INC 092619581 
1106 CHAMOVIX ST JEAN Amend 
CHRYSOSTOME QUEBEC 
G6Z 1V9 

_ SINGLE SOURCE. 
_*LES TRANSPORTS ROUTIERS 

FERNAND PLOUFFE INC 081843340 
4895 TROYAT LAVAL QUEST Original 


LAVAL, QUEBEC 

eH7R 5L1 

OWNER DRIVER, exempt from Public Interest 

Test. 

*MACLEOD, DAVID, B 009800498 
Original 


GENERAL FREIGHT; HOUSEHOLD GOODS, 


| provided that the licensee has a place or places of 


business only at: (01000) METROPOLITAN 


TORONTO R, (27405) VAUGHAN T. 


*MACMUNN, A,T, RODGER 069716723 
Original 

MOUNTAIN GROVE R3, ONTARIO 

KOH 2E0 


GENERAL FREIGHT. 


4515 
*MAREK, JOHN, B 044598863 
L10 C7 AMABEL TP Original 
HEPWORTH R1, ONTARIO 
NOH 1P0 
SINGLE SOURCE; GENERAL FREIGHT. 
*MOTT, DONALD, GEORGE 029450461 
114 PAULINE CRES UNIT44 Original 


LONDON, ONTARIO 

N6E 2X6 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


101516816 
Original 


*PATRY, GILLES 

214 BEAULIEU ST 
MANIWAKI QUEBEC 
J9E 1B1 

SINGLE SOURCE; GENERAL FREIGHT. 


*PERRAS, RAYMOND, JOHN 029688288 
5520 4TH LINE ROAD RR3 Amend 
NORTH GOWER, ONTARIO 

KOA 2T0 

GENERAL FREIGHT. 

*PIERGIL TRANSPORT INC. 100277760 
64 9 IEME RUE Original 


MONTMAGNY QUEBEC 
GSV 3C9 
SINGLE SOURCE; GENERAL FREIGHT. 


*REAL PRINCE INC 091811362 
5 ROYALE Original 
VICTORIAVILLE PQ 

G6P 6R8 


OWNER DRIVER, exempt from Public Interest 
Test. 


*ROBERTSON, DANIEL, R 074331830 
L3 C10 REAR LEEDS/LANSD Original 
LYNDHURST R2, ONTARIO 

KOE 1NO 

GENERAL FREIGHT. 

*ROTH, HOWARD, P 033822325 
9 QUEEN ST Original 
TAVISTOCK R1, ONTARIO 

NOB 2RO0 

GENERAL FREIGHT. 

*STORMS, WAYNE, D 038017073 
430 KENNY CRT BX541 Original 


PORT PERRY, ONTARIO 
LOB 1NO 
SINGLE SOURCE; GENERAL FREIGHT. 


*TILLEY, ROBIN, R 

45 POND MILLS RD AP210 
LONDON, ONTARIO 
N6E 1L3 

SINGLE SOURCE; 
ERAL FREIGHT. 


074921934 
Original 


INTERMEDIARY; GEN- 


4516 
*TRANSPORT ANDRE TURCOTTE 

INC 099287818 
137 RUE DES'PRES' VERS Original 


ST HENRI DE LEVIS 
GOR 3E0 
SINGLE SOURCE; GENERAL FREIGHT. 


090737669 
Original 


*TRANSPORT FPRL INC 
5545 RUE LAFLAMME 
TROIS RIVIERES QUEBEC 
G8Y 6L2 

SINGLE SOURCE; GENERAL FREIGHT. 


087320380 
Original 


*TRANSPORT HENDY INC 
220 PRINCIPALE 

Sia uG OUPBEC 

GOR 1L0 

SINGLE SOURCE; GENERAL FREIGHT. 


*TRANSPORT JEAN-LUC 
CARRIER INC. 

1460 DES PINS 

VAL D OR QC 

JOP 5K8 

GENERAL FREIGHT. 


093996335 
Amend 


095871177 
Original 


*TRANSPORT MIDEN INC 
120 PRESENTATION 
ST-PIE QC 

JOH 1W0 

SINGLE SOURCE; GENERAL FREIGHT. 


097032297 
Amend 


*TRANSPORT 1508 INC 
1508 CHEMIN DU SAULT 
ST-ROMUALD QUEBEC 
G6W 2M3 

SINGLE SOURCE; GENERAL FREIGHT. 


*WATSON, WILLIAM, H 042188749 
L3°Cil E WMS: TP Original 
PARKHILL, ONTARIO 

NOM 2K0 

GENERAL FREIGHT; TANK. 

*WHITE, KENNETH, J 042234088 
5656 GORDON ST BOX 203 Original 
OSGOODE, ONTARIO 

KOA 2WO 

GENERAL FREIGHT. 

*WILLIAMS, RANDY, A 049990315 
13 HIGHLAND DR Original 


BRANTFORD R4, ONTARIO 

NL OL? 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (40000) BRANT CO. 


*119181 CANADA INC 

22 SONNY, RR#1 
ST-SAUVEUR, QUEBEC 
JOR 1RO 

SINGLE SOURCE; GENERAL FREIGHT. 


084442826 
Original 
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091114187 
Original 


*131392 CANADA LTEE 
476 WELLESLY 
HAWKESBURY ONT. 
K6A 2G1 

SINGLE SOURCE; GENERAL FREIGHT. 


089476450 
Original 


*157998 CANADA INC 
1500 ROUTE 343 
VAUCLUSE QUE 
JOK 3P0 

SINGLE SOURCE; GENERAL FREIGHT. 


*166707 CANADA INC. 102028695 
20 RUE ROW Original 
MATAGAMIE QUE 

JOY 2A0 

SINGLE SOURCE; GENERAL FREIGHT. 
*166842 CANADA INC. 102148318 
101 PLAMONDON Original 


DRUMMONDVILLE QUEBEC 

J2C 3V9 

OWNER DRIVER, exempt from Public Interest 
‘Fest: 


*2166-0691 QUEBEC INC. 102390819 
196 QUINN Original 
LA PLAINE QUE 

JON 1B0 

SINGLE SOURCE; GENERAL FREIGHT. 
*2330-7887 QUEBEC INC 085674518 
62 PRATIE Original 


TROIS RIVIERES OUEST QUEBEC 
G9B 1H3 
SINGLE SOURCE; GENERAL FREIGHT. 


092921419 
Original 


*2428-4671 QUEBEC INC. 
4254 43E RUE ST MICHEL 
MONTREAL QUEBEC 
HiZtRo 

SINGLE SOURCE; GENERAL FREIGHT. 


*2754-1572 QUEBEC INC. 102388965 
44 RUE PRINCIPALE Original 
ST-JUSTE DU LAC QUEBEC 

GOL 3RO 

GENERAL FREIGHT. 

*705009 ONTARIO INC 096710251 
177 UNION ST BOX 323 Original 


BELMONT, ONTARIO 
NOL 1BO 
SINGLE SOURCE; GENERAL FREIGHT. 


*715231 ONTARIO INC. 102384131 
L7 PLAN-1026 TP OF W NISSOURI Original 
THORNDALE, ONTARIO 

NOM 2P0 

GENERAL FREIGHT; TANK. 

*800644 ONTARIO LTD. 094930485 
396 KINMOUNT CR Original 


OSHAWA, ONTARIO 
jv he bo) 
SINGLE SOURCE. 
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*809298 ONTARIO INC. 102379759 
845 CARTIER BLVD Original 
HAWKESBURY, ONTARIO 

K6A 1W9 

GENERAL FREIGHT. 

*834241 ONTARIO LTD 099512067 
L11 Cl CALEDON Original 
CALEDON R2, ONTARIO 

LON 1C0 

GENERAL FREIGHT; TANK. 

*853391 ONTARIO LIMITED 102408483 
L1 C4 NORWICH TP Original 
WOODSTOCK RR8, ONTARIO 

N4S 7W3 

GENERAL FREIGHT; TANK. 

*879095 ONTARIO INC 101777162 
93 ROBERTS CR Original 


KITCHENER, ONTARIO 
N2R 1C9 

SINGLE SOURCE; 
TANK. 


GENERAL FREIGHT; 


CORRIDOR APPLICATIONS: 


NOTE: The Motor Vehicle Transport Act, 1987, 
Regulations SOR 1987-1026, section 9 pro- 
vides that a corridor operation is exempt 
from the application of subsections 8(3) to 
(5) of the Act (public interest test). 


The following applicants have applied for Author- 
ity to offer a transportation service through 
Ontario, provided there is no pickup or delivery in 
Ontario, utilizing the appropriate border crossings: 


ONTARIO/QUEBEC, ONTARIO/MANITOBA, 
ONTARIO/USA BORDER CROSSINGS: 


BILODEAU, BERTRAND 102089431 
540 CHEMIN VILLE-MARIE Original 
BEAUMONT QUE 
GOR 1C0 
GENERAL FREIGHT. 
CLARKE, KEVIN, R 012186733 
BS ST VINCENT ST Original 
MEAFORD, ONTARIO 
NOH 1Y0 
GENERAL FREIGHT. 
COLEMAN’S MOVING & 

STORAGE LTD 012215388 
933 BLOOR ST W Amend 


OSHAWA, ONTARIO 
m1) SY7 
GENERAL FREIGHT; NEW VEHICLES. 


080279960 
Original 


CONTRACT FREIGHTERS INC. 
2900 DAVIS BLVD 

JOPLIN MISSOURI, USA 
64804 

GENERAL FREIGHT. 


DE LA FONTAINE 
(DIVISION TRANSPORT) 
INC. 

6045 RUE RODRIGUE 

ROCK FOREST QUEBEC 

JIN 3A7 

GENERAL FREIGHT. 


DEMENAGEMENT J. BRAULT 
INC. 

859 ST-JACQUES 

ST-JEAN-SUR-RICHELIEU QC 

J3B 2N2 

GENERAL FREIGHT. 


GAGNON, JACQUES 

41 RUE DU PARC 
SCOTT JONCTION QUE 
GOS 3G0 

GENERAL FREIGHT. 


GILROY, BRIAN, D 

En G3 

ZEPHYR, ONTARIO 

LOE 1T0 

GENERAL FREIGHT; TANK. 


GUARANTEED TRANSPORT 
LTD 

140 MILNER AV UN42 

SCARBOROUGH, ONTARIO 

MIS 3R3 

GENERAL FREIGHT. 


INSTANT FREIGHT SERVICES 
INC. 

209 WILKINSON ROAD 

BRAMPTON, ONTARIO 

L6T 4M2 

GENERAL FREIGHT. 


J. R. HUDSON HORSE 
TRANSPORTATION INC. 
435 WEST ST 


4517 


088271249 
Original 


079921019 
Amend 


098951134 
Original 


008964237 
Original 


091505310 
Original 


102433105 
Original 


102489580 
Original 


BRAINTREE MASSACHUSETTS, USA 


02184 
GENERAL FREIGHT. 


JONES TRANSPORT CO 
LIMITED 

2 WILSON ST W 

PERTH, ONTARIO 

K7H 2M6 


063465119 
Original 


GENERAL FREIGHT; TANK; HOUSEHOLD 


GOODS. 


JULIEN PRINCE PAYSAGISTE 
INC. 

1187 BOUL DESAULNIER 2 

LONGUEUIL QUEBEC 

J4K 1K8 

GENERAL FREIGHT. 


080966170 


Original 


4518 
LES ENTREPRISES MARIDEY 

INC 085170341 
19005 ST LOUIS Original 


STMAYACINIHE PO 

J2S 8Bl 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee only maintains 
a place or places of business in locations other 


than the Province of Ontario. 


MCPHERSON BROS. INC. 102282716 
496 120TH AVENUE Original 
NORWALK IOWA, USA 

50211 

GENERAL FREIGHT. 

PSR ENTERPRISES INC 102628074 
824 NIGHTINGALE Original 


DEARBORN MI, USA 
48128 


GENERAL FREIGHT; TANK; HOUSEHOLD 


GOODS. 


PATRY, GILLES 

214 BEAULIEU ST 
MANIWAKI QUEBEC 
JOE 1Bl 

GENERAL FREIGHT. 


PIERGIL TRANSPORT INC. 
64 9 IEME RUE 
MONTMAGNY QUEBEC 
GSV 3C9 

GENERAL FREIGHT. 


TILLEY, ROBIN, R 

45 POND MILLS RD AP210 
LONDON, ONTARIO 

ss 9) raked 

GENERAL FREIGHT. 


TRANSPORT ANDRE TURCOTTE 
INC 

ii RUE DES PRES VERTS 

SAH ENRE DE LEVIS 

GOR 3E0 

GENERAL FREIGHT. 


TRANSPORT FPRL INC 
5545 RUE LAFLAMME 
TROIS RIVIERES QUEBEC 
G8Y 6L2 

GENERAL FREIGHT. 


TRANSPORT HENDY INC 
220 PRINCIPALE 
SLC OUEBEC 

GOR 1L0 

GENERAL FREIGHT. 


TRANSPORT JEAN-LUC CARRIER 
INC. 

1460 DES PINS 

VAL D OR QC 

JOP 5K8 

GENERAL FREIGHT. 


101516816 
Original 


100277760 
Original 


074921934 
Original 


099287818 
Original 


090737669 
Original 


087320380 
Original 


093996335 
Amend 
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TRANSPORT MIDEN INC 
120 PRESENTATION 
ST-PIE QC 

JOH 1WO 

GENERAL FREIGHT. 


TRANSPORT 1508 INC 
1508 CHEMIN DU SAULT 
ST-ROMUALD QUEBEC 
G6W 2M3 

GENERAL FREIGHT. 


119181 CANADA INC 

22 SONNY, RR#1 
ST-SAUVEUR, QUEBEC 
JOR 1RO 

GENERAL FREIGHT. 


131392 CANADA LTEE 
476 WELLESLY 
HAWKESBURY ONT. 
K6A 2G1 

GENERAL FREIGHT: 


157998 CANADA INC 
1500 ROUTE 343 
VAUCLUSE QUE 
JOK 3P0 

GENERAL FREIGHT. 


166707 CANADA INC. 
20 RUE ROW 
MATAGAMIE QUE 
JOY 2A0 

GENERAL FREIGHT. 


2166-0691 QUEBEC INC. 
196 QUINN 

LA PLAINE QUE 

JON 1B0 

GENERAL FREIGHT. 


2330-7887 QUEBEC INC 

62 PRATIE 

TROIS RIVIERES OUEST QUEBEC 
G9B 1H3 

GENERAL FREIGHT. 


2428-4671 QUEBEC INC. 
4254 43E RUE ST MICHEL 
MONTREAL QUEBEC 
H1Z 1R6 

GENERAL FREIGHT. 


2754-1572 QUEBEC INC. 

44 RUE PRINCIPALE 
ST-IUSTE: DU LAC QUEBEC 
GOL 3R0 

GENERAL FREIGHT. 


705009 ONTARIO INC 
177 UNION ST BOX 323 
BELMONT, ONTARIO 
NOL 1B0 

GENERAL FREIGHT. 


095871177 | 
Original 


097032297 
Amend 


084442826 
Original 


091114187 
Original 


089476450 
Original 


102028695 
Original 


102390819 
Original 


085674518 
Original 


092921419 
Original 


102388965 
Original 


096710251 
Original 
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715231 ONTARIO INC, 102384131 
L7 PLAN-1026 TP OF W NISSOURI Original 
THORNDALE, ONTARIO 

NOM 2P0 

GENERAL FREIGHT; TANK. 

809298 ONTARIO INC. 102379759 
845 CARTIER BLVD Original 
HAWKESBURY, ONTARIO 

K6A 1W9 

GENERAL FREIGHT. 

834241 ONTARIO LTD 099512067 
L11 Cl CALEDON Original 
CALEDON R2, ONTARIO 

LON 1C0 

GENERAL FREIGHT. 

853391 ONTARIO LIMITED 102408483 
L1 C4 NORWICH TP Original 


WOODSTOCK RR8, ONTARIO 
N4S 7W3 
GENERAL FREIGHT; TANK. 


ONTARIO/QUEBEC, ONTARIO/USA BORDER 
CROSSINGS: 


LIBERTY EXPRESS INC. 
3194-15th AVE BLVD SE 
CONOVER NC, USA 
28615 

GENERAL FREIGHT. 


101954527 
Original 


TRUCK TRANSPORTATION 
ACT, 1988 
LOI DE 1988 SUR LE 
CAMIONNAGE 


The following are applications for operating 
licences under the Truck Transportation Act, 1988, 
S.O. 1988, Chapter 64. These Applicants have 
been found to meet the fitness requirements pursu- 
ant to section 6 of that Act and the Registrar of 


Motor Vehicles proposes to issue the licences 
unless a person, within thirty days of this publica- 


tion, serves on the Applicant and files with the 
Registrar of Motor Vehicles with the prescribed fil- 
ing fee, a written request for a fitness hearing or a 
public interest test pursuant to subsection 7(4) of 
the Act. 


The following applicants have applied for 


Authority to offer a transportation service as 


detailed below between (00000) POINTS IN 
ONTARIO: 


ANSTEAD, EDWARD, JOHN 019377177 
Original 

SPENCERVILLE RR2, ONTARIO 

KOE 1X0 


SINGLE SOURCE; GENERAL FREIGHT. 


4519 
BAINESTEEL INCORPORATED 034879223 
8050 WOODBINE AVE Original 
MARKHAM, ONTARIO 
L3R 2N8 
GENERAL FREIGHT. 
BERNER, DENNIS, T 031126809 
L15 C2 SAUGEEN TP Original 


PAISLEY RS, ONTARIO 

NOG 2NO0 

OWNER DRIVER, exempt from Public Interest 
Test (GENERAL PREIGHT- 


BRIDGE, DONALD, W 058276246 
23 OAKWOOD AVE BX38 Original 
CAPREOL, ONTARIO 

POM 1HO 

GENERAL FREIGHT. 

BROOK, LORNE, H 004234747 
L20 Cl ALBION BxX34 Amend 
CALEDON EAST R3, ONTARIO 

LON 1E0 

GENERAL FREIGHT. 

BURGHER, PERCIVAL, H 000426336 
105 BRAYMORE BLVD Original 
SCARBOROUGH, ONTARIO 

M1B 2N6 

GENERAL FREIGHT. 

BUTLER, BRADLEY, R 027471079 
21 GRAND RAPIDS SQ Original 


BRAMPTON, ONTARIO 

L6S 2J1 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


027475183 
Amend 


BUUCK, WAYNE, NORMAN 
41 MODERNWELL ST 
STRATFORD, ONTARIO 
NSA 1T6 

GENERAL FREIGHT. 


015980288 
Amend 


CHABOT, DONALD 

132 MELROSE AV BX241 
MATTICE, ONTARIO 

POL 1T0 

GENERAL FREIGHT; TANK. 


DALE FARREN AND 
SON TRENCHING LTD 
L20 C2 KING TWP 
KING CITY RR3, ONTARIO 
LOG 1K0 
GENERAL FREIGHT; TANK. 


075889104 
Amend 


031672384 
Amend 


DAVIS, J,V, GLEN 

L7 C8 RR1 ENNISMORE TP 
ENNISMORE, ONTARIO 
KOL 1T0O 

GENERAL FREIGHT. 


4520 


DAVIS, TREVOR, A 
WeACHIGWELL CRY 
MISSISSAUGA, ONTARIO 
LAT 1N3 

GENERAL FREIGHT: 


DEWEY, STEPHEN, J 

4288 LAKESHORE RD 
BEAMSVILLE, ONTARIO 
LOR 1B0 

GENERAL FREIGHT; TANK. 


DON JAMES & SONS 
SAND GRAVEL & 
EXCAVATING LTD. 
L10 C3 EMILY TWP BOX220 
OMEMEE, ONTARIO 
KOL 2WO 
GENERAL FREIGHT. 


FERRANTE, RICHARD, A 

br eis BETRHUNE. TP BOX 22 
EMSDALE, ONTARIO 

POA 1JO 

GENERAL FREIGHT. 


FITZGERALD, JAMES, P 
L4 C8 N CROSBY 
WESTPORT R2, ONTARIO 
KOG 1X0 

GENERAL FREIGHT. 


FRANK KELLY & SONS 
GARAGE LIMITED 

L12 Cl LOGAN BX158 

MITCHELL R3, ONTARIO 

NOK 1NO 

GENERAL FREIGHT. 


GAUDREAULT, ROMEO 
Pees WAYELE ER A2548 
HEARST, ONTARIO 
POL INO 

GENERAL FREIGHT. 


GRAHAM, ROCKY, A 

L35 C6 GLAMORGAN BX163 
GOODERHAM, ONTARIO 
KOM 1RO0 

HEAVY & SPECIALIZED. 


HAUL-A-WAY EQUIPMENT 
LTD. 

9 ROXANNE CRESCENT 

SCARBOROUGH, ONTARIO 

M1V 3X2 

GENERAL FREIGHT; TANK. 


HERNIMAN, LEO, ROBERT 
282 SEACLIFFE DR W 
LEAMINGTON, ONTARIO 
N8H 4C8 

GENERAL FREIGHT. 


023953194 
Original 


039459426 
Original 


054949976 
Original 


020371139 
Amend 


004949998 
Original 


055189526 
Original 


012780040 
Original 


032185254 
Amend 


085177213 
Original 


040080689 
Amend 
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J M MCGEE ENTERPRISES 
LTD 

46 PLOWMAN DR 

AJAX, ONTARIO 

LiS 6R9 


082499939 
Original 


GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee has a place or places of | 


business only at: (10401) AJAX T. 


JAY, DAVID, R 

120 QUIGLEY RD UNS 
HAMILTON, ONTARIO 
L8K 6L4 


073832386 
Original 


OWNER DRIVER, exempt from Public Interest 


Test. 


JURCIC, MARA 

369 HEMLOCK AV 

STONEY CREEK, ONTARIO 
Sie Go 

GENERAL FREIGHT. 


LAURMART TRANSPORT 
INC. 
LOT16 CON2 USBORNE TWP R3 
EXETER, ONTARIO 
NOM 1S5 
GENERAL FREIGHT; TANK. 


LOVCO LTD 

L2 Cl MOULTON TP 
DUNNVILLE R1, ONTARIO 
NIA 2W1 

GENERAL FREIGHT. 


MAINPRIZE, MURRAY, A 

53 SUNNIDALE BL 
JACKSONS POINT, ONTARIO 
LOE 1L0 

GENERAL FREIGHT. 


MALCOLM, ROBERT, B 

L2 C4 MARIPOSA TP. 

MANILLA (VICTORIA), ONTARIO 
KOM 2J0 

GENERAL FREIGHT. 


MCGREGOR, ROBERT, C 
IS*KITCHENER-SE BX 2509 
ORILLIA, ONTARIO 

L3V_ TAS 

GENERAL FREIGHT. 


MINIGAN, GREGORY, A 

L6 C7 EMMOSA TP 
ROCKWOOD R4, ONTARIO 
NOB 2K0 

GENERAL FREIGHT; TANK. 


MITCHELL & SONS 
EXCAVATING INC. 

L2-3;G SNYDERS RD N 

PETERSBURG RR2, ONTARIO 

NOB 2M0 

GENERAL FREIGHT; TANK. 


076488005 
Original 


099116937 
Original 


059940252 
Amend 


032986672 
Original 


036853633 
Amend 


048573073 
Original 


064132403 
Original 


102383828 
Original 
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MONTGOMERY, LYLE 

155 JAMES ST 

CLINTON R3, ONTARIO 
NOM 1L0 

GENERAL FREIGHT; TANK. 


017828852 
Original 


MOONEY BROS FUELS 
LTD 
1702 2-AV E 
OWEN SOUND, ONTARIO 
N4K 2J7 
GENERAL FREIGHT; TANK. 


021692719 
Original 


MYLES, MERVIN, L 

L20 C3 WBR EASTNOR TP 
LIONS HEAD R1, ONTARIO 
NOH 1W0 

SINGLE SOURCE; GENERAL FREIGHT. 


081368376 
Original 


PALMER, MALCOLM, JOHN 
44 PARKS ST 

RIPLEY, ONTARIO 

NOG 2RO0 

GENERAL FREIGHT. 


048920235 
Original 


076185713 
Original 


PRIOR, DANIEL, J 

L4 Cl NICHOL TP 
ELORA R2, ONTARIO 
NOB 1S0 

GENERAL FREIGHT. 


RAYMOND PROVOST CARTAGE 
CO LTD 

4 PLEASANT ST 

CRYSLER, ONTARIO 

KOA 1RO 

GENERAL FREIGHT. 


022114628 
Amend 


RICHARDSON AND ROY 
TRUCKING LTD. 

1115 DOMINION DR : 

HANMER, ONTARIO 

POM 1Y0 

GENERAL FREIGHT. 


102185688 
Original 


069235282 
Amend 


RODRIGUES, MIGUEL, J 

420 NORTH MARKS ST APT5 
THUNDER BAY, ONTARIO 
P7C S5A6 

GENERAL FREIGHT. 


049259910 
Original 


ROSS, CLIFFORD 

131 C9 KING TP 

SCHOMBERG (YORK) R1, ONTARIO 
LOG 1T0 

GENERAL FREIGHT. 


SILBURN SCOTT HAULAGE 
INC. 

7 HOLFORD CR 

AGINCOURT, ONTARIO 

MIT 1L9 

GENERAL FREIGHT. 


098305763 
Original 


4521 


030357097 
Original 


TAYLOR, GARY, B 

35 ANN ST.N. 

CANNINGTON (DURHAM), Ontario 
LOB LEO 

SINGLE SOURCE; GENERAL FREIGHT. 


TERSIGNI, ROCCO 

44 DONNA DR 
BRAMPTON, ONTARIO 
L6Z 3V2 

GENERAL FREIGHT. 


068029661 
Original 


061310519 
Original 


TOMIC, IVAN 

52 HIXON RD 
HAMILTON, ONTARIO 
L8K 2B7 

SINGLE SOURCE; GENERAL FREIGHT. 


TONIN, EUGENIO 

L8 Co CASIMIR TWP 

ST CHARLES RR1, ONTARIO 
POM 2W0 

SINGLE SOURCE; GENERAL FREIGHT. 


045869573 
Amend 


TRAFFORD CRANE LTD 
36 CULTRA SQ 

WEST HILL, ONTARIO 
MIE 2E2 

GENERAL FREIGHT. 


073119199 
Original 


VANDAMME, ALBERT 

L16 C4 CHATHAM 
WALLACEBURG RS, ONTARIO 
N8A 4L2 

GENERAL FREIGHT. 


007331786 
Original 


011270496 
Original 


WALLACE, GORDON, W 

L12 C3 CARTWRIGHT TP 
BLACKSTOCK R2, ONTARIO 
LOB 1B0 

GENERAL FREIGHT. 


067444312 
Original 


WISEMAN, BARRY, DENNIS 
U-28 534 ST CLAIR ST 
CHATHAM, ONTARIO 
Nii-SGl 

GENERAL FREIGHT. 


058708791 
Original 


310213 ONTARIO LTD 
439 S BROCK ST 
SARNIA, ONTARIO 
N7T 2H2 

GENERAL FREIGHT. 


101495122 
Original 


877123 ONTARIO LIMITED 
101 KENTEEBY DR 
HAMILTON, ONTARIO 
LSBvtbAS 

GENERAL FREIGHT. 


4522 
894553 ONTARIO LTD. 102383527 
[G07 ELLICE TP Original 


SEBRINGVILLE, ONTARIO 


NOK 1X0 
GENERAL FREIGHT; TANK. 
The following applicants have applied for 


Authority to offer a transportation service as 
detailed below between specific geographic areas: 


DONNAN, JOHN, E 051090166 
L21 C2 ADOLPHUSTOWN TP Original 
NAPANEE R2, ONTARIO 

K7R 3K7 

ROAD CONSTRUCTION MATERIALS, 


restricted to 1 vehicle, (46000) FRONTENAC CO, 
(51000) HASTINGS CO, (55000) LANARK CO, 
(56000) LEEDS & GRENVILLE CO, (57000) 
LENNOX AND ADDINGTON CO, (20000) 
OTTAWA-CARLETON R, (67000) PRESCOTT 
ANDine “RUSSELL- CO; (68000). «, PRINCE 
EDWARD CO, (69000) RENFREW CO, (71000) 
STORMONT, DUNDAS, GLENGARRY CO. 


Michael T. Curtin, 
Manager. 


REWRITE APPLICATION: 


Notice is hereby given that a rewritten certificate 
of public necessity and convenience has been 
issued under the Public Commercial Vehicles Act, 
R.S.O. 1980, Chapter 407, Section 10b and the 
Motor Vehicle Transport Act, 1987, S.C. 1987, 
Chapter 35, in respect of the following licence and 
operating licence: 


Hill Top Nurseries & Landscaping Ltd. D 3364, 
R 1078 


Persons who are not parties to this application 
may, within sixty days of the date of this notice, 
file written submissions with the Ontario Highway 
Transport Board with respect to the rewritten cer- 
tificate. 


MOTOR VEHICLE TRANSPORT 
ACT, 1987 


PUBLIC VEHICLES ACT 
BUS APPLICATIONS: 


The following application for an operating 
licence under Part I of the Motor Vehicle Trans- 
port Act, 1987, S.C. 1987, Chapter 35, or the Pub- 
lic Vehicles Act R.S.O. 1980, Chapter 425 is pub- 
lished pursuant to Section 8, R.R.O. 1980, 
Regulation 716 under the Ontario Highway Trans- 
port Board Act, R.S.O. 1980, Chapter 338. Section 
8 provides that the Board may dispose of. this 
application summarily if no objection is served and 
filed in the prescribed manner within twenty-nine 
days of this publication, 
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MOTOR VEHICLE TRANSPORT ACT, 1987, 
PART I APPLICATION: 


Cape Transit Corp. 40285 
Wellington Avenue 
Ventnor, New Jersey 


U.S.A. 


applies for an extra-provincial operating licence as 
follows: 


“For the transportation of passengers on a char- 
tered trip from points in the United States of 
America from the Ontario/U.S.A. Border Cross- 
ings: 

1. to points in Ontario. 


2. in transit through Ontario to the Ontario/Que- 
bec border crossings for furtherance 


and return of same passengers on the same char- 
tered trip to point of origin. 


The following application for an _ operating 
licence under The Public Vehicles Act, R.S.O. 
1980, Chapter 425, is published pursuant to Section 
3, R.R.O. 1980, Regulation 716 under the Ontario 
Highway Transport Board, R.S.O. 1980, Chapter 
338. The application published in the Ontario 
Gazette of April 28th was heard on July 24th and 
25th, 1990 and will continue on Thursday the 30th 
day of August, 1990 at the Board’s Chambers, Bri- 
tannica House, 151 Bloor Street West, 10th Floor, 
Toronto, Ontario, at 10:00 a.m. 


736215 Ontario Limited 
839 Erskine Avenue 
Peterborough, Ontario. 
K9J 5V1 


applies for an extension to public vehicle operating 
licence No. PV 3283 as follows: 


DELETE. 


‘For the transportation of passengers, baggage and 
express freight, having prior or subsequent move- 
ment by air, between the City of Peterborough, 
Town of Lindsay, Villages of Lakefield, Omemee, 
Millbrook, Norwood, points in the Townships of 
Cavan, Dummer, Smith, Emily, Manvers, Ops, 
South Monaghan, North Monaghan, Douro, Ennis- 
more and Otonabee, and a place known as Bewd- 
ley in the Township of Hamilton on the one hand 
and the Lester B. Pearson International Airport 
and hotels with installations on Dixon Road in | 
Mississauga on the other hand, with no pick-up or 
discharge privileges other than at points named 
herein; 


PROVIDED THAT under any public vehicle oper- 
ating licence issued pursuant to this certificate; (a) 
the licensee be restricted to public vehicles having 
a maximum capacity of twelve passengers exclusive 
of the driver, (b) charter trips be prohibited. 


SUBSTITUTE: 


For the transportation of passengers, baggage and 
express freight, having prior or subsequent move- 
ment by air, between the Counties of Peterborough 
and Victoria on the one hand and the Lester B. 


44258-A 
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Pearson International Airport, and hotels with 
installations on Dixon Road, Airport Road and 
Carlingview Drive in Mississauga and Metropolitan 
Toronto on the other hand, with no pick-up or dis- 
charge privileges other than at points named 
herein; 


PROVIDED THAT under any public vehicle oper- 
ating licence issued pursuant to this certificate the 
licensee be restricted to public vehicles having a 
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maximum seating capacity of fifteen passengers 
exclusive of the driver. 


PROVIDED FURTHER that under this authority 
charter trips be prohibited from the Lester B. 
Pearson International Airport, Metropolitan 
Toronto and Mississauga. 


(EARIFY OF TOLLS: 


This replaces terms that appeared in the Ontario 
Gazette dated April 28th, 1990. 
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Ministry of 
. Transportation and 
Communications 


Ontario TARIFF OF TOLLS 


HIGHWAY CARRIER LICENSING OFFICE 
1201 WILSON AVE. 

MAIN FLOOR, EAST BUILDING 
OOWNSVIEW, ONTARIO 

M3M 1J8 


PURSUANT TO SECTION I8 OF THE PUBLIC VEHICLE ACT SUBMITTED HEREWITH IN 


TRIPLICATE ,FOR THE APPROVAL OF THE MINISTRY,IS A TARIFF OF TOLLS PROPOS 


THE PUBLIC VEHICLE SERVICE OPERATED. 
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PUBLIC VEHICLES ACT 


BUS APPLICATIONS: 


The following applications for an _ operating 
licence under the Public Vehicles Act R.S.O. 1980, 
Chapter 425 is published pursuant to Section 8, 
R.R.O. 1980, Regulation 716 under the Ontario 
Highway Transport Board Act, R.S.O. 1980, 
Chapter 338. Section 8 provides that the Board 
may dispose of this application summarily if no 
objection is served and filed in the prescribed man- 
ner within twenty-nine days of this publication. 


PUBLIC VEHICLES ACT APPLICATION: 


B & G Bus Lines Inc. 
mR. R. No. 2 Box 304 
Nepean, Ontario 
K2C.3H1 


applies for transfer of public vehicle (school bus) 
Operating licence No. PVS-6756 from Wilfred 
Teal Limited, R. R. No. 2, Richmond, Ontario, 
KOA 2Z0. 


44351 


Bourgeault Bus lines Inc. 44238-E 
125 Mill Road 

P. O. Box 456 

Chapleau, Ontario 


POM 1K0O 
applies for transfer of shares as follows: 


100 common shares of the capital stock of the 
company from Marcel Bourgeault to Laurent 
Lacroix, c/o Weaver, Simmons 30 Paris Street, 
Sudbury, Ontario. 


50 common shares of the capital stock of the com- 
pany from Marcel Bourgeault to Marcel Lacroix 
clio Weaver, Simmons, 130 Paris Street, Sud- 
bury, Ontario. 


50 common shares of the capital stock of the com- 
pany from Marcel Bourgeault to Monique 
Lacroix c/o Weaver, Simmons, 130 Paris Street, 
Sudbury, Ontario. 


Laurie A. Desautels 44342 
258 First Street 
Dryden, Ontario 


P8N 2T6 


applies for transfer of public vehicle (school bus) 
operating licence PVS-6498 from Gedeon Nolet, 
Wabigoon, Ontario, POV 2W0. 


DEMANDES DE MODIFICATION : 


Avis est donné par la présente que des certificats 
@utilité publique ont été modifiés et délivrés en 
vertu de la Loi sur les véhicules utilitaires autori- 
sés, L.R.O. de 1980, chapitre 407, article 10b et de 
la Loi de 1987 sur les transports routiers, L.C. de 
1987, chapitre 35, en ce que concerne le licence et 
permis d’exploitation suivants : 


Hill Top Nurseries & Landscaping Ltd. D 3364, 
R 1078 


4527 


Les personnes qui ne sont pas membres de ces 
parties peuvent présenter leurs observations écrites 
relatives a la modification des certificats a la Com- 
mission des transports routiers de l'Ontario dans 
les soixante jours suivant la date de publication du 
présent avis. 


LOI DE 1987 SUR LES 
TRANSPORT ROUTIERS 


LOI SUR LES VEHICULES DE 
TRANSPORT EN COMMUN 


DEMANDES D’EXPLOITATION D’UN 
AUTOBUS : 


Le demande suivante des licences d’exploitation 
ont été présentée en vertu de la partie 1 de la Loi 
de 1987 sur les transports routiers, L.C. de 1987, 
chapitre 35 ou de la Loi sur les véhicules de trans- 
port en commun, L.R.O. de 1980, chapitre 425 et 
sont publiées en vertu de l’article 8, R.R.O. de 
1980, réglement 716 pris en application de la Loi 
sur la Commission des transports routiers de l’On- 
tario, L.R.O. de 1980, chapitre 338. L’article 8 sti- 
pule que la Commission peut traiter ces demandes 
sans autre forme de procs si aucune objection n’est 
soulevée et déposée de la maniére prescrite dans 
les vingt-neuf jours suivant la présente publication. 


DEMANDE PRESENTEE EN VERTU DE LA 
PARTIE I DE LA LOI DE 1987 SUR LES 
TRANSPORTS ROUTIERS : 


Cape Transit Corp. 40285 
Wellington Avenue 
Ventnor, New Jersey 


U.S.A. 


présente une demande de licence d’exploitation 
extra-provinciale aux fins suivants : 


“Pour le transport nolisé de passagers aller-retour 
a partir de divers lieux situés dans les Etats-Unis a 
partir de la frontiére Ontario/E.-U. 


a) a divers lieux situés dans Ontario 


b) en transit 4 travers; a Province d’Ontario a la 
frontiére Ontario/Québec pour l’avencement 


et pour le transport entre lesdits et le point de 
depart.”’ 


Le Demande suivante de licence d’exploitation ont 
été présentée en vertu de la partie 1 de la loi de 
1987 sur les Transports Routiers, L.C. De 1987, 
chapitre 35 et sont publiées en vertu de I’article 3, 
R.R.O. de 1980, réglement 716 pris en application 
de la loi sur la Commission des Transports Rou- 
tiers de L’Ontario, L.R.O. de 1980, Chapitre 338. 
Le demande publiée dans la gazette de L’Ontario 
du 28 Avril 1990 a été etendue le 24 et 25 du Juil- 
let veux continuer Jedui le 30 Aout 1990 dans les 
Bureau de la Commission, Britannica House, 151 
Rue Bloor ouest, 10° étage, Toronto, Ontario. 
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736215 Ontario Limited 
839 Erskine Avenue 
Peterborough, Ontario. 
K9J 5V1 


44258-A 


présente une demande d’extension du permis d’ex- 
ploitation de véhicule de transport en commun PV 
3283 aux fins suivantes : 


SUPRIMER : 


‘Pour le transport nolisé de passagers, leur bag- 
gage et de fret express ayant ou pourrait avoir un 
mouvement par air entre le cité de Peterborough, 
le ville de Lindsay, Les Villages des Lakefield, 
Omemee, Millbrook, Norwood, les cantons de 
Cavan, Dummer, Smith, Emily, Manvers, Ops, 
Monaghan Sud, Monaghan Nord, Douro, Ennis- 
more and Otonabee, et une place connue comme 
Bewdly dans le canton de Hamilton d’une part et 
l’aéroport international Lester B. Pearson et hote- 
liers avec installations sur le rue Dixon entre Mis- 
sissauga d’autre part, sans privilege embarquer ou 
dembarquer des passagers a d’autres points que 
ceux ci-dessous mentionnes 


SOUS RESERVE (a) que le titulaire no soit auto- 
risé a conduire que des véhicules de transport en 
commun pouvant transporter au plus douze passa- 
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gers assis, en sus du conducteur. (b) les voyages 
nolisé soient interdit.” 


LA REMPLACER PAR: 


‘Pour le transport nolisé de passagers, leur bag- 
gage et de fret express ayant ou pourrait avoir un 
mouvement par air entre les comtés de Peterbo- 
rough et Victoria d’une part et l’aéroport interna- 
tional Lester B. Pearson et hdteliers avec installa- 
tions sur les rue Dixon et Carlingview entre 
Mississauga et Métropolitain Toronto sur d’autre 
part, sans privilége embarquer ou debarquer des 
passagers a d’autres points que ceux ci-dessus men- 
tionniés 

SOUS RESERVE que toute licence délivrée en 
vertu du présent certificat le titulaire du permis 
n’utilise que des véhicules de transport en commun 
ne pouvant transporter plus de quinze (15) passa- 
gers, en sus de conducteur. 


ET SOUS RESERVE ci-dessus cette autorisation 
les voyage nolisé a partir de Lester B. Pearson 
International Airport, Métropolitan Toronto and 
Mississauga soient interdits. 


TARIF : 


Ceci remplace les conditions publiée dans la 
Gazette de |’Ontario du 28 Avril, 1990. 








THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


Ministry 
: 
Transportation 
Ontario 


CARRIER LICENSING OFFICE 
1201 WILSON AVE 

MAIN FLOOR, EAST BUILDING 
DOWNSVIEW, ONTARIO 

M3M 1J8 


PURSUANT TO SECTION I8 OF THE PUBLIC VEHICLE ACT 
TRIPLICATE ,FOR THE APPROVAL OF THE MINISTRY,IS A TARIFF OF TOLLS PROPOSED FOR 
Tigie! Bio Cave iG Messer VIIGCEIOPE RATED: 


BY if) £4 CSS ON TIMI Ett 


4529 


NOTE 
Opposite Sin euch space enter thes 
or one wOy fore proposed 





Opposite R' in euch spoce enter the re 


TARIEPSOR ROLIGS 


fare proposed 
In the columns headed’ From’ and'To' 
enter names of stopp ng picces or fare div.< 


© the order in which they are lacated on y 
route 


‘n the column headed Cistance' enter tt 
distance in Kilometer between each stoppir 
place or fare division. 


SUBMITTED HEREWITH IN 


In the space provided for Special Far: 
anter ‘Rates’ for trip or book tickets and 
school or children's fares,if any. 


(Als tA 


are 





Iw7t GISlar BCLOWI 


Me a ‘fA 
=, 















Vt OR 















































BETWEEN LMI MACT GR 1/2 COUN TS . AND : 
PROPOSED EFFECTIVE DATES fb SUPT EL. & __signaiure__ .—_ See ~-\ Ce “~~ Y ae 
‘Ey OM Oe A 
TO 
FROM DISTANCE 
S S S S 
R R R R 
Te BOC. 
: S S 5 S 
R R R R 
WooQVitle 
S S S S 
R R R R 
Faveuon Fares. 
f S60 Ow S S S S 
R&D. Gu R R R R 


rose e@YGeon 





























WI So Ae Stale 





DE ia ie 


W, 





oe 
i. = UO /f: (i77n ae ct" pice 


S 
- */ Yaiews MY of tir true R 














KR YS 





al si 

















$R-LH-74 87-06 


4530 THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


\ Ministry of ECEIVED NOTE- 
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Ministry of NOTE= 
. Transportation and Opposita’S in each space enter the sin, 
i Communications or one woy fore proposed 


Opposite R' in each space enter the ret 


Ontario TAREE EWOrF FOLES fare proposed. 


In the columns headed From and"To' 


HIGHWAY CARRIER LICENSING OFFICE ; 
enter names of stopping places or fore divis: 


1201 WILSON AVE. 


MAIN FLOOR, EAST BUILDING In the order in which they are locoted on y 
OOWNSVIEW, ONTARIO AMO 

MSM (J8 In the column headed "Distonce enter the 
PURSUANT TO SECTION I8 OF THE PUBLIC VEHICLE ACT SUBMITTED HEREWITH IN distance inKilometer batween each stopping 
TRIPLICATE ,FOR THE APPROVAL OF THE MINISTRY,IS A TARIFF OF TOLLS PROPOSED FOR °F fare division 

THE PUBLIC VEHICLE SERVICE OPERATED. In the space provided for "Special Fare: 


enter Rates’ for trip or book tickets and 


BY school or children's fores,if any. 
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LOI SUR LES VEHICULE DE 
TRANSPORT EN COMMUN 


DEMANDE D’EXPLOITATION D’UN AUTOBUS : 


Le demande suivantes de permis d’exploitation ont 
été présentée en vertu de la Loi sur le véhicule de 
transport en commun, L.R.O. de 1980, chapitre 
425 et est publiée en vertu de l’article 8, R.R.O. 
de 1980, réglement 716 pris en application de la 
Loi sur la Commission des transports routiers de 
P’Ontario, L.R.O. de 1980, chapitre 338. L’article 8 
stipule que la Commission peut traiter ce demande 
sans autre forme de proces si aucune objection 
n’est soulevée et déposée de la maniére prescrite 
dans les vingt-neuf jours suivant la présente publi- 
cation. 


B & G Bus Lines Inc. 
R. R. No. 2 Box 304 
Nepean, Ontario 
K2C 3H1 


44351 


présent une demande de transfert du permis d’ex- 
ploitation de véhicule de Transport en commun 
(autobus scolaire) PVS-6756 actuellement délivré a 
Wilfred Teal Limited, R. R. No. 2, Richmond, 
Ontario, KOA 2Z0. 


4533 
Bourgeault Bus lines Inc. 44238-E 
125 Mill Road 
P. O. Box 456 
Chapleau, Ontario 
POM 1K0 


présente une demande de transfert d’actions : 


100 actions ordinaires du capital-actions seraient 
transférées de Marcel Bourgeault a Laurent 
Lacroix, c/o Weaver, Simmons, 30 Paris Street, 
Sudbury, Ontario. 


50 actions ordinaires du capital-actions seraient 
transférées de Marcel Bourgeault a Marcel 
Lacroix, c/o Weaver, Simmons, 30 Paris Street, 
Sudbury, Ontario. 


50 actions ordinaires du capital-actions seraient 
transférées de Marcel Bourgeault 4 Monique 
Lacroix, c/o Weaver, Simmons, 30 Paris Street, 
Sudbury, Ontario. 

Laurie A. Desautels 44342 

258 First Street 

Dryden, Ontario 

P8N 2T6 


present une demande de transfert du permis d’ex- 
ploitation de véhicule de Transport en commun 
(autobus scolaire) PVS-6498 actuellement délivré a 
Gedeon Nolet, Wabigoon, Ontario, POV 2WO. 


Felix D’Mello 
Secretary of the Board 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Incorporation/Certificats de constitution 


Notice Is HEREBY GIVEN that a certificate of incorporation under the Business Corporations Act, 


1982 has been endorsed: 








Name of Corporation me Tae He Registered Office 
eet CEATHER (1990) LIMITED )..5..;-..02.00 897020 June 13,1990 Welland 
BLASS SERVICES LD yeccsce ots 904828 July 20,1990 Nobleton 
mUAMEDA TECHNOLOGIES LID. 3. .5...0.0me 904846 July 20,1990 Markham 
ANDERSON - DENNING LIMITED ............. 903427 = July 9, 1990 Orangeville 
AQUA-TERRA RESTAURANT 

Pe RIB ORS AUS re ont cs duces al oon 904854 July 20,1990 Mississauga 
ATTITUDES DANCE & PERFORMING 

N87 Wea al FB) Cnt IG Ba eerie ramet rad ee 904824 July 20,1990 Markham 
AUDREY PEARL HOLDINGS LIMITED ...... 904826 July 20,1990 Scarborough 
Bemetoer ORCENG Bee ie ae te Nes L 904840 = July 20,1990 North York 
BRIAN PENROSE INVESTMENTS LIMITED 894940 July 19,1990 Bradford 
BUSINESS MANAGEMENT 

PeNA LION AL ING en Were ee 904894 July 20,1990 Downsview 
mere TE, CORPORATION, INC ie .sioe..aecstoeen 904900 = =July 20,1990 Don Mills 
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Name of Corporation eet raise Registered Office 

CAMELOT BUSINESS CENTRE 

WAREHOUSE LIMITED “2 ncgeonet tran: 895530 July 19,1990 Nepean 
CANA HERCULES HOLDING COMPANY 

LAMPE re ee ee cae scde ps Bee sctee einen 904880 July 20, 1990 Scarborough 
CANADIAN CENTRE FOR EDUCATIONAL 

DEVELOPNIEN ICING vcartesveqteraiuce ceeneae sos 904845 July 20,1990 Mississauga 
CANADIAN CORPORATE MEDICINE INC. 897437 July 19,1990 Thunder Bay 
CANADIAN INTERNATIONAL MEDICAL 

AND PARAMEDICAL SERVICES INC. ..... 904867. =July 20,1990 Toronto 
CASEY CONTRACTING (MUSKOKA) LTD... 894943 July” =: 19, 1990 ~— Uttterson 
CEICHOL DINGS SEIMITE Ds .qi07. nin: peo: 904823 July 20,1990 Toronto 
CENTURY SPRING MFG. & SUPPLY INC. ... 904888 July 20,1990 Toronto 
CHASE’S AUTO SOUND & CELLULAR 

Se We EN te eo tere enn ned Snauhiacee ate 904892 July 20,1990 Scarborough 
CHINA DOES CARE ING: chore ecauciieesnctae 904838 July 20,1990 Toronto 
CONCUIRRENE SYSTEMS UNG... ccuer 904808 July 20,1990 Mississauga 
COVERMAX CORPORATION™ cee: ses Peasnaae es 904866 July 20,1990 Brampton 
DISTINCTIVE DESIGN UPHOLSTERY INC. 904817. July 20,1990 Markham 
DOWNTOWN RENTALS De aera 904853 July 20,1990 Toronto 
BePGIROE FOYE UUDM. cs ies cicec eee e 903451 July 11,1990 Ennismore 
ELGIN: WOODWORKING ING. vores 895742 July 19,1990 St Thomas 
ENDICOTT. FLOORINGIING . oescticcereeees 903422 July 9, 1990 Rexdale 
EVROSERYVE:MAGHINING EDD i ci. cocia sree 904886 July 20,1990 Orangeville 
BERGOLCA-CAPITARTLIMITED iiss sndennescisiiess 904877. = July ~=20, 1990 ~=—St Catharines 
BLOWERSAIN. PHE- GLEN ING mi ecshaneeossenen 903450 = July 11,1990 Oakville 
GABRIBE INVESTMENTS ING hice bsses.2.deneats 904857. = July = 20, 1990 ~=—s- Toronto 
ADEE RY Joo. 1s Ris) Wea. citer nn aiarcseerce evs 904885 July 20,1990 Gloucester 
GARWOOD BUSINESS STORES 

ING ORPO RAM ee rare ot ca tei co adnan 899373, June 29, 1990 Caledonia 
GOLDIGUARD-GAR GARE VID e boc sserceobyes 904821 July 20,1990 Thornhill 
HAMMER DESIGNING ose. eensears ata oes 904881 July 20,1990 Toronto 
HIGH PARK HOME IMPROVEMENTS INC. 904849 = July 20,1990 Toronto 
HONEY HARBOUR SMALL MOTORS LTD. 904876 July 20,1990 Toronto 
HOOPP VANCOUVER REALTY INC. .......... 904831 July 20,1990 Toronto 
HORATIO’S RESTAURANT OF PENETANG 

LO PEES, erence ces ae ae es Pend oe Pee eae 904796 = July) = 20, 1990 ~—s Willowdale 
KERIDASH_GAMES LIMITED. i... canta tiuene 900028 July 19,1990 Burlington 
KIBI GOLDFIELDS INTERNATIONAL LTD. 904820 =July 20,1990 Oakville 
KIDS’N YOU TRAVEL UNLIMITED INC. .... 899386 = July 3, 1990 Richmond Hill 
KNECHTEL & WAQUE REAL ESTATE 

SPECTABISISQELDS f)stak i aa ee eee 900903. July 19,1990 Kitchener 
KRYSART INTERNATIONAL 

EMPLOYMENT AGENCY ING. Uinsiascunor 904890 = July 20,1990 Brantford 
LANDERING RAL VOTING. fn cck ietcmmucath in oben’ 904800 = July 20,1990 Richmond Hill 
LEA IMEINIFER NATIONAL ING Ha 2 eee 899276 ~— July 5, 1990 London 
M.Ga2GRAVEW GONSTRUCTION LID. 2.2... 900202 July 19,1990 Sudbury 
MANEK FOOD SERVICING CORP. ............. 904872 July 20,1990 Brampton 
MARANG LANDSCAPE & MAINTENANCE 

TN IRE ssc tg cr chigih ote eee ae ee ca 904893. July 20,1990 Brampton 
MARNOCH ELECTRICAL SERVICES INC. .. 894942 July 19,1990 Stroud 
MAX GRIALDI CONSULTING INC ............. 904813, July = 20,1990 Oakville 
MBL ENGINEERING AND INSTALLATION 

Dy (ORS BREN ener fa 1G Tart er Coane rte a Ze P ey oit 904875 July 20,1990 Stoney Creek 
MCA CONCERTS CANADA, DI Dd2 cnet 904856 July 20,1990 Willowdale 
MCCROSSAN ENVIRONMENTAL SERVICES ; 

Lee Se ARR ae NN Ram reer ra: SEN, I, His 904807. =July 20,1990 Cannington 
MCDYRE OVERSEAS INTERNATIONAL 

ENGI CTI TLD. aecsscuaesepeaes scan eget eee 904804 July 20,1990 Toronto 
MCLEAN’S. GENERAL STORE: ING? sao, 900203. July 19,1990 Spanish 
MIRAGE DEVELOPMENTS 

ND ALE TEES 0 9 2 De aR A ol ern Soe me ee nie 904802 July 20,1990 Thornhill 
MORTGAGE WORLD CORPORATION ....... 904861 July 20,1990 Scarborough 
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) Ontario Date of 
Name of Corporation Corp. No, Incorporavien Registered Office 

MR. HOME IMPROVEMENT SPECIALTIES 

Li ares Seinen 8. SANE Ne UN ARS 904859 July 20,1990 Markham 
NCP CONSULTING CORPORATION ............ 904882 July 20,1990 Mississauga 
NIAGARA RECYCLING INDUSTRIES LTD. 895039 July 19, 1990 Niagara Falls 
NIRAVAL ANALYTICAL TECHNOLOGIES 

EIN 55s ROMANS EPO Rh A 900901 July 19,1990 Guelph 
NORTHTOWN STRUCTURAL LIMITED ...... 904803 July 20,1990 Bolton 
NOVADEL INDUSTRIES CORPORATION ... 904848 ~=—s July =. 20, 1990 _~— Toronto 
NUTRA WATER TECHNOLOGIES INC. ...... 904884 July 20,1990 Mississauga 
PHOENICIA GOURMETILID.....tbcc dae 904837 July 20,1990 Toronto 
PLAINS DRUGESTOREeING: of... conta fees 904810 July 20,1990 Burlington 
PROMOSEL UNG 3, Sed celns cs. See ce cee 904850 July 20, 1990 Unionville 
QUANTUM ENVIRONMENTAL INC. .......... 895739 July 19, 1990 Strathroy 
ROBERT'S. WHITE*& ASSOCZINCG: \:\.....028 903429 = July 9, 1990 Scarborough 
SHIRLEY CHEUNG SYSTEMS CONSULTING 

ANC 5 gt Re Oe CUE 5 inl See 894766 July 19, 1990 Willowdale 
SINGLE POINTIMEG INGE 296 <. 0t ee 904868 July 20,1990 Thornhill 
SOREN Bg ed ang oP. od 1 Biches 07) 8) B ime ase He ee Be 893171 July 19,1990 Windsor 
SPORTS PAGE PHONE PROMOTIONS INC. 904899 July 20,1990 Toronto 
BLAND ALONEYDIRECTEING #0. ).fitk.. Ee 900902. = July 19, 1990 Cambridge 
Pile XxX TRADING GORPASAG..A0Me. ee 904871 July 20,1990 Downsview 
SYLBEA COMMUNICATIONS INC .............. 904855 July 20,1990 Toronto 
PN REINO VAMIONS “Ly PDP Pees. cehels 0 fe 904896 July 20,1990 Toronto 
TAKE, OUT; MARKETINGUNGE :2.viehcn ths 904827. July 20,1990 Mississauga 
PeCHNO: PEBOURIG ING) Os... ett... ce 904883 July 20,1990 Weston 
THE CHARGER CONNECTION INC. .......... 904878 July 20,1990 North Bay 
THE CRITIC’S CHOICE, SOFTWARE & 

HARDWAREWDID. 2s i flats... BE2 895526 July 19,1990 Ottawa 
THE MARBLE CORNER/LE COIN DU 

MARBRESING mets. Sede eles Hoe 895531 July 19,1990 Vanier 
THE ROYAL OAK RESTAURANT LTD. ..... 904869 =July 20,1990 North York 
THE SEAGULL CONSULTING GROUP INC. 895528 July 19,1990 Gloucester 
LO MISCANEGUYsrU NDSYING. vith... oe 904860 July 20,1990 Mississauga 
TRAVEL RESERVATION SERVICE 

EIMITED ce See RG doc Sete so ME ok Oe 904864 July 20,1990 Unionville 
fT RIMINGHAMsCO. ING WE... hain cae 904852 July 20,1990 Toronto 
mM NALINK GING mia. cA i. ruthassr, ee 904863 July 20,1990 Mississauga 
VENGROVE CONSTRUCTION INC. ............ 904141 July 13,1990 Toronto 
WHITEHALL REHABILITATION SERVICES 

BIN GEE ON chase tha OU Na ead Wee oi oe wa von eae 904889 July 20,1990 Mississauga 
BONUHAIGIBIS(gnLOVS LUD: i.carisass ees 904819 July 20,1990 Toronto 
ea SON A RTOUIN a aca Reasearch 883558 July 18,1990 Kingston 
map oDo ONTARIO MBIMITED Too. scscsedeesaceten 883559 July 19,1990 Kingston 
533000 ONTARIO LIMITED ieee) peas: 883560 July 19,1990 Kingston 
Beet | ONTARIORING 5 incor ei nncide csi sour oes 894941 July 19,1990 Barrie 
Baus ONTARTIOU LIMITED o.oo... ss0satenetesesers 895040 July 19, 1990 St Catharines 
ee CONTA RIGUING) sce sasan bianca eer 895041 July 19,1990 St Catharines 
Ban 9 LONIDARIO) INC eqeniaartie te ay ee ak 895529 July 19,1990 Pembroke 
Bo AU ON TAR LORING 3 ti paca aierasc nha eden i ui 895740 July 19,1990 London 
aed 41 ONTARIO ING 2 Sie ehh he es 895741 July 19,1990 London 
fs tONTARIO LIMIT BIGGS on cp. aieeneeevetveus 895743, July 19, 1990 London 
a oRsONIDA RIO ING fee erent... conan, <ocdbsace 899388 July 18,1990 Timmins 
mee ONE A RIOM ING 29 oe e288 2 sacs ncteowcintionitenles 900026 July 19,1990 Stoney Creek 
Brn HON TA RIOMING seg itivanessnnicensurereveanvas 900027. =July 19,1990 Cayuga 
ee? LON A RIOMUNG wee tg inde aasaiaeuatrealan 900029. July 19,1990 Toronto 
ONT A RIOTS. 2 tire GO hoc cntes eyieaeivonuis 900030 July 19, 1990 Binbrook 
Be osONTARIOMING€ 4, ct V Sp csccrrtescncerecns 900031 July 19,1990 Hamilton 
Bere ONTARIO ING? cus feethics cect estes k 900201 July 19,1990 Sudbury 
TOON ARTO! INC sc ocs scccanx ois cseeyasrsae’s 903407 July 5, 1990 Summerstown 
ONTARIO ING) | ites WG ae cccss oc esia snes es 903423 = July 9, 1990 _ Belleville 
et -ON TA RIO ING 6 te, a) feck dene vins sve secon ve 903424 =July 9, 1990 Chatham 
eee ONTARIO ING. opi ccivecsee¥invbaaveaehsi: 903425 = July 9, 1990 Scotland 
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Ontario Date of 


Corp. No. _ Incorporation Registered Office 


Name of Corporation 








OSA 26 (ON RAR IGN Gata, Poe ote sath akira 903426 July 9, 1990 Delhi 
903437, OME ARTO TDAP? cWtncscataeen cca tt ee 903432 July 9, 1990 Carleton Place 
9047950) N RAR LOTTIE Coe ee eeiitss eee 904795 July 20,1990 Newcastle 
904797 ONPARTOUING SF backs scune tes cocaenes 904797 July 20,1990 Claremont 
SUAS ONT AR 1 INCE, A teense RES 904798 =July 20,1990 Toronto 
D4ATISSONTARIOMING. Se alin: eteiren Cae 904799 July 20,1990 Toronto 
O0480 PONT A RIO EEMITPE DE pati beet tenn tates 904801 July 20,1990 North York 
HAS ONTARIOMAMTUE DP ate. cere re ne 904805 July 20,1990 Mississauga 
904806 ON PARIOWING, SER eh ence 904806 July 20,1990 Woodbridge 
D0E809 ‘ONTARIO MSIMI TE Brain taies iee 904809 =July 20,1990 Toronto 
D046 1Z2OON TARO MISC © SRN Pea iw ste vicendudocen 904812 July 20,1990 Toronto 
DUAS IZ ONTARIOCRIMITE Dc. s a tasun. ate 904814 July 20,1990 Weston 
SU4815 ON TA RIOIDIMIETED: 20 ata: i55 dere 904815 July 20,1990 Toronto 
NASI OTON BARITOWLIMITED : asec is sdbeetvces otor 904816 July 20,1990 Toronto 
OER eo UN EN ING ies, 5 dr atone sto wenn nechids tale teas 904822, =July 20,1990 Toronto 
904829 OO NIEARTONEIM TED cde. 86ers 904829 July 20,1990 Mississauga 
DASSZcON EA RTO EIMITE Dc secs iene 904832 July 20,1990 North York 
DOF83S-ONTARION LIMITED? oxic. certian ork net 904833. July 20,1990 Toronto 
Mesa ONTARIO NEIMITED) ..)i.;.00heen nace 904834. July 20,1990 Toronto 
SUAS SSO N DARIO IMDB: Ga, : 130 eee ras aeeee 904835 July 20,1990 Toronto 
YUAS50-ON PAR IOUUMTTE DY oi ince aro hee biccerise eds 904836 July 20,1990 Toronto 
OAS S9. COON TA TORINO) lies. val aw ve ieee 904839 =July 20,1990 Toronto 
SUSSSIVONTARIOUEIM EVE gran ence 904841 July 20,1990 Toronto 
QUASMZTON PAI TOGIE OMIT IE) eo th is. acer ame 904842, July 20,1990 Toronto 
904343 ONTARIO? EIMIMED? Giioc cc coesesc ee 904843, =July 20,1990 Woodstock 
DO4SSS4 (ON TARIONISEDS Vitae ot acdbety »danstoen 904844 July 20,1990 Toronto 
PUA SOULONT ARIORING 0 3 duc eosmear nan nccacuewenen 904851 July 20,1990 North York 
PUASSSCON TA RIOALIMT PED ee acti cooeeane 904858 July 20,1990 Downsview 
904865 ON TA RIO LE IMIPED. 5 ests. caine iece ete 904865 July 20,1990 Toronto 
DOSSTOCON TA RIDEING mse iene soe oxecs eee 904870 July 20,1990 Orangeville 
Q048 73° ONTEACRTOBIN Cte ood ee 2, 2 ne oe 904873 July 20,1990 Downsview 
204574 ON PARTOSIN GST 2795, 00a. owe eae 904874 July 20,1990 Englehart 
UD4879 (ON TA RIOR RED, yh Ses soe eee 904879 July 20,1990 Mississauga 
DUASST ON TA RIOSEIMITE Dy J ne iscens ec aude 904887 July 20,1990 Toronto 
20489 ONTARIO LIMITED 2a ee 904891 July 20, 1990 Toronto 
904897 ONEARLOUING. 0) sen 1 eee eee 904897, = July) =20, 1990 Markham 
903898 ONTRARIOMUSIMITDE Di. cicases Sec de 904898 July 20,1990 Mississauga 
DIANE S. NAGEL, 
32/90 Director, Companies Branch. 


Certificates of Incorporation Issued 
Certificats de constitution délivrés 


Noticr Is HEREBY GIVEN that, under the Co-operative Corporations Act, a Certificate of Incorpora- 
tion has been issued to: 


AVIS EST PAR LES PRESENTES DONNE qu’en vertu de la Loi sur les coopératives, un certificat de consti- 
tution a été délivré a: 


Sr a Ae et ee a eee ee 


Date of Head 
N 
ame of Corporation Incorporation Office 
, Date de Siége 
N 
om de la compagnie constitution social 
BEVERLEY HILLS CO-OPERATIVE’ HOMES ING: ......- 8s 1990 — 07 — 24 Toronto 
CONTACT HOUSING CO-OPERATIVE INC. ............05.......... 1990 — 07 — 13 Toronto 
COURTLAND MEWS CO-OPERATIVE HOMES INC. .............. 1990 —07 - 18 Toronto 
NEEDLEWOODS CO-OPERATIVE HOMES OF KITCHENER 
BING oats cee con tes SN Ceasar a sc N,N 1c anes ae 1990 — 07 — 23 London 


PRIORY SQUARE CO-OPERATIVE HOMES INC. .................. 1990-07-05 Waterloo 
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Date of Head 
NES BAS 99 Seis Incorporation Office 
Date de Si€ge 
pomuferascorabegtic constitution social 
Poy Cli y BOuUsSING CO-OPERATIVE "ING, iret. 1990-07-09 Waterloo 


C. N. H. WILSON, 

Director, Credit Unions and Co-operatives Services Branch, Ministry of Financial Institutions. 

Directeur, Direction des Caisses populaires et des coopératives, 

32/90 Ministére des Institutions financiéres. 


Certificates of Amalgamation/Certificats de fusion 
NoticE Is HEREBY GIVEN that a certificate of amalgamation under the Business Corporations Act, 
1982 has been endorsed: 


A Name of Amalgamated Ontario Effective Names of Amalgamating 
Corporation Corp. No. Date Corporations 


BRIDGELAND TERMINALS LIMITED 900888 July 16, 1990 B-Line Express Limited 
Bridgeland Terminals Limited 


DORCAN:SINDUSTRIES, ING? «6.03.25 904830 July 20,1990 Dorcan Industries Inc. 
899848 Ontario Limited 
DONE ECHaCIMUER Day 26.25 this Gaus 904612 July 18,1990 826367 Ontario Inc. 


546155 Ontario Limited 

Dynetech Limited 
POLARIS CONSULTING SERVICES 

TD Pes Seal Dee econ tote ah eas 904825 July 20,1990 Polaris Consulting Services 
Ltd. 
New Polaris Ltd. 
DIANE S. NAGEL, 

32/90 Director, Companies Branch. 


Corrected Certificates of Amalgamation 
Certificats de fusion rectifiés 


Notice Is HEREBY GIVEN that a certificate of amalgamation under the Business Corporations Act, 
1982 has been endorsed: 


Name of Amalgamated Ontario Effective Names of Amalgamating 
Corporation Corp No; Date Corporations 
INUSSEY TRANSPORT LIMITED ........ 792683 Sept. 30, 1988 Nussey Transport Limited 


627584 Ontario Inc. 


DIANE S. NAGEL, 
32/90 ‘Director, Companies Branch. 


Certificates of Continuance/Certificats de prorogation 


Notice Is HEREBY GIVEN that a certificate of continuance under the Business Corporations Act, 1982 
has been endorsed: 


Ontario Effective ; 
Name of Corporation Corp. No. Dae Registered Office 
POE AUSHIP GROUP LIMITED Wine. x STOIS MS Uyt er 990 | Nepean 


DIANE S. NAGEL, 
32/90 Director, Companies Branch. 
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Transfer of Ontario Corporations 
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Transfert de compagnies ontariennes 


Notice Is HEREBY GIVEN that, under the Business Corporations Act, 1982, an authorization to make 


an application for an instrument 


Name of Corporation 


THERMOGRAFIX ING. Wi.®: 


VICTORIA PEACE INVES PMENTS ING. iz... 


VISCOUNT FOODS LIMITED 


32/90 


of continuance outside Ontario, has been given to: 


Ontario Effective Jurisdiction 
Corp. No. Date Where Applying 
ests devices ten 863404 July 17, 1990 Canada 
607125 July 18, 1990 Canada 
ee eee ene 200402 July 18, 1990 Canada 


DIANE S. NAGEL, 
Director, Companies Branch. | 


Amendments to Articles/Modifications aux statuts 


Notice Is HEREBY GIVEN that, under the Business Corporations Act, 1982, amendments to articles 


have been effected as follows: 


A FINE LINE PRODUCTIONS LIMITED (formerly Paul-Okada 


Productions Limited) 


ee erry 


ADAMSON ACOUSTIC DESIGN CORPORATION 


Realty Investments Corp.) 


ANDORA INC. (formerly Eastern Wire & Conduit Limited) 


THE ARNOLDI CONSULTING GROUP LTD. (formerly Arnoldi 


Marketing Limited) 


ee ey 


Inc.) 


Ce ry 


BETTE-LYN FASHIONS LIMITED 


BETTER AND UP-DATE ENTERPRISE INC. (formerly General 


Resources Textiles & Industrial Inc.) 


BOB’S MOVING LTD. 


BRANTECH CORPORATION 


BUFF’N SHINE INC. (formerly 864392 Ontario Limited) 


C.C. AGGREGATES INC. (formerly North Meadow Nursery & 


Landscaping Ltd.) 


CC eer 


Limited) 
CAKEWALK SYSTEMS INC. 


CC i er er rs 


CAMBRIDGE DESERT INN, INC. 


Corporation) 
CANTEX HOLDINGS CORP. 


Cece reece reese seeseees 


CARMEN ALFANO HOLDINGS LIMITED 
CHRIS PUBLISHING INC. (formerly 671869 Ontario Ltd.) 
CLEMENTS AND CLEMENTS REAL ESTATE LIMITED 
COMAY PLANNING CONSULTANTS LIMITED 
COMPTON CABLE T.V. LIMITED 
CONFEDERATION FINANCIAL SERVICES LIMITED 


Temporary Help Services Inc.) 


CONTROLEC SERVICES LIMITED 


Name of Corporation ae ae 
wowing ols dies Rk sere 4:5 aR ae 273678 July 20, 1990 
ACI ARGYLE COMMUNICATIONS INC. (formerly Informedia Inc.) .... 734888 July 19, 1990 
Ce eT es ent ame 706920 = July 24, 1990 
ADELAIDE GROUP INC. (formerly Adelaide Personnel Services Limited) 465925 July 24, 1990 
ADVANTAGE REALTY INVESTMENTS CORP. (formerly W.D.G.E. 
Sib aig sn: 674-00 wk D6 dnsed viable NT NOs On 895983 = July 20, 1990 
IRAE S cots sees oe 463389 July 13, 1990 
jan Wacepivlehies) aw instn eto ct eR RO ree 740205 July 20, 1990 
BALDWIN INDUSTRIAL & MAINTENANCE SUPPLIES LTD. ........... Od 7026 eet tuly® 245.1990 
BEAMSVILLE INDUSTRIES LIMITED (formerly Black Gold Plastics 
Foia heals apStn th Ee Ba ee 848165 July 20, 1990 
2 nse 6 ac: <M errs ae SI na ne 417647 = July” 19, 1990 
1 ealteeniagttaaty dey tear Munro neetne A Sal en 857523 July 24, 1990 
Sia Fs vaiell egos botee eae sus vse Oe aan TE ee 825111 July 18, 1990 
BORCROSS FREIGHT SERVICES INC. (formerly 877514 Ontario Inc.) . 877514 July 20, 1990 
» ae UR BEAR is be scare aI bt ie heen ee 690932 July 23, 1990 
3, Se BrP oe oe 864392 = July 19, 1990 
Flo's sin 5 Bed ws go Ree ore SRO AO Dice = GR diac 691535 July 18, 1990 
CAGNEY’S RIBBS AND CHICKEN LTD. (formerly 735564 Ontario 
sid sepals pA sa fe eee rg ee a ete 735564 = July 23, 1990 
siule'y 5 wad 5.00 clue ATE ee EIU Tie AE ae ICE a nm et ecto et 863403 July 23, 1990 
PPP es se ey aE Oe 307270 = July =. 20, 1990 
COMPASS FASTENER CORPORATION (formerly Consolidated Fastener 
EC ee | ae Oe 899829 July 24, 1990 
ers nGengndtVses se «eet cee ene eter ce eee 521968 July 18, 1990 
altainn Aa Batts 207 AON 619454 July 18, 1990 
Saas esas eo a 671869 July 24, 1990 
Sonienrres tex de hes 255705 July 23, 1990 
Re a ane oss eee 204743 = July”: 18, 1990 
+t chee RO eid LR ee oe tera ctartc ae 253809 = July 20, 1990 
arene sititastasretst 752790 = July ~—5,, 1990 
CONTRACT STAFFING OF CANADA INC. (formerly Workbusters 
isd Cig 5 AR RES NOB er edie tet cules oa elie ogee 825908 July 18, 1990 
CONSUMER INSTA-QUOTE INC. (formerly 884033 Ontario Ltd.) ........ 884033 July 24, 1990 
ieee RUSth Ocoee Gl dia ot eere ome ote so eee 267185 July 18, 1990 
SA A Te So Rrarak ie ic oder tage ne 527055 July 18, 1990 
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Ontario Effective 
Name of Corporation Corp, No. aie 
COURTICE AUTO RECYCLING LTD. (formerly Courtice Auto Parts 

SRN MORN anseh eucwhicneue nich oh Wiewnashdaatonerdi soe ansie dyad ece ee METAS 584464 July 9, 1990 
Pew LAND SECURITIES CORPORATION a... 260051. Re a 158972 “July, 219531990 
ee SOLD INGS OLD occ Re RA, oe eels Se Cl ET! 691636 July 13, 1990 
BRADFORD & ADAMS HOMES LIMITED (formerly 883540 Ontario 

MESA) Mess ee sie, VA TEAS, C2 UA MPM NR TEM ls ALL ELS oleate d 883540 July 18, 1990 
DANIELS KINSMEN CORPORATION (formerly Daniels Lakeshore G 

SPOT POL ATION) Poy. ne EM ad: 2.9 Boric a se a ed Sere ie GL Pah hace hay do Sabo 876341 July 18, 1990 
DANIELS TRINITY CORPORATION (formerly Daniels Lakeshore J 

RPO POAT es Sy ot eta sid nde UO MM OA gah xchat cond teatbiree es 876342 July 18, 1990 
DEVINS BUILDING SUPPLIES LTD. (formerly Lindstrom and Nilson 

BEE UURINECL ) We aan tor sc Ne ta a eos eR AMAaecIKW LA Uh NSN EES UL Nee tnd tha avenues 45427 =July 9, 1990 
PiEING HAM HORDINGS: LIMITED: .iititatgsis treats ome ete ees 810905 July 20, 1990 
DIXIE INTERNATIONAL ARENAS INC. (formerly Dixie International 

SAGOTE CMI SETI CH)! Vere SON Nt Aah crnabe bere nee Ch umey eae eM ns OeMines ReASDbaah aes 793845 July 17, 1990 
DRAW-TITE (CANADA) LTD. (formerly Trimas Acquisition III, Inc.) .. 878662 July 19, 1990 
Bee VUPIN DEINE ERE IRIS ES UNG semetscnentenianioctaunnioaate enaaer tnd usibatnn iehansewenan st 403891 July 23, 1990 
BS) PUR ES IB TIN Camda, tox cmercielnteulslgndtne ste Gosh iseaed Be alas Aura Ah a 530041 July 24, 1990 
UG. IONATS PRUST SERVICES ING. nisin cunsingiviscinenssanieureesatovens 888458 July 18, 1990 
Pee GrROZAD SUPPLY CO: (LONDON) LIMITED tn kc Aae tea. 238744 July 19, 1990 
EMERGENCY CONTRACTING CO. LTD. (formerly Trades Marketing 

DELON RT ne SEE NUR dndny Weak dh vA «UA eb As adwnndnbenhioniaaiemidewh ide bie 866927 July 20, 1990 
FAST-VAL SCHOOL OF TILE INSTALLATION LTD. (formerly Fast- 

Py aICMOCNOOM OL 1] Nesmistallationeal Aelia senusleniicavvovsnhsleanseuamnwwiiedeeanebrs canteen 902355 July 23, 1990 
FESTIVAL CITY MOTORS LIMITED (formerly Festival City 

FR USPOT OO MMM LALTUINCC CL) Om, racer e yee Cetin el eltaim usher onnwnleeeaeheudaoalsbvewhialtneas S102 «Joly ly 23941990 
PER OME Sy EAR EES OIG iy Phar Bo ak en ncte tide aL ONG nas cmaeOne Neen ov eA ands 880716 July 12, 1990 
PN ROA MEA NO SHORDINGS LIMPED sercxctnerancnvinwianoninatsnacesitn sede. 619462 = July 18, 1990 
Sprit PeNCOURT BUILDING CONSULTANTS! LED. 62s ice oa 366637 =July 19, 1990 
G. RICHARDSON INSURANCE AGENCY AND FINANCIAL 

Ble VLC EU UIN CG Marieke hy ace pent orci RLS A Redan a dah tole Bade Teens 728296 July 20, 1990 
GENMARKUNSURANCE BROKERS LIMITED (yea ie. 236426 July 20, 1990 
GILLIS EVERGREEN MARKETING INC. (formerly Gillis Evergreen 

PNAC HE INA TICIE SLI LTO) Foe rete dh cteamrosetengresrc eo ctemats esto rnih reteset ieontxceaainie hy doth aloo stot 903326 July 24, 1990 
GOLDOME MORTGAGE INVESTMENT CORPORATION ................ 891958 July 20, 1990 
GOTHIC UTILITY INSURANCE ADJUSTERS INC. (formerly Gothic 

SOL SUT ALIU SOE.) BARR a is vccrenvihecs geus Re ces yordieenteniei gir betbarerensee nota Lok 899192 = July 19, 1990 
HANNA’S LAWN AND GARDEN CENTRE LTD. (formerly Fraser 

PAA SATAGe: LLC) ut vcxa 2%. x: SAE ee oh AREE AFAR EM eee iad hh b tk Muar ad 250492 July 18, 1990 
1 Go UES hg fo Oy UB casi | C8 Be BB Paneer terre ee eee ee eee 359771 July 5, 1990 
Pe OMEN SAC OMPANY LIMITED Wad catasta teres. erenik, Soh eral 51924 July 23, 1990 
Pree! COMMUNIGA TIONSIING wr wsesurceneszbatehech lente eels odie k tawthoe 647548 July 9, 1990 
Peet LE ANG) HOUDINGS LIMITED mrs cietesrenurieiat <atvnivoronneniniviecaanimriien 619455 = July 18, 1990 
JASMINE CANADA INC, (Jobst Institute Canada Inc.) .................0.00088 863131 July 18, 1990 
ee LINEK SPORTS-INC* (formerly 901976:Ontario: Ine:,))  snidicccienensseeseeners 901976 July 24, 1990 
ee ATSTOML NOY ey EVES ING SC LIVLL- De BD oe siciesnisreaitnocerrniiererersn iatcawion «outer Arvds dank rated te 209520 =July 19, 1990 
Bee Ser LCT UING See 1D roe, 9. ck OIE RAEI, de Ee SUS. IR aT 468790 July 19, 1990 
KEY SUPPORT SYSTEMS INC. (formerly 882552 Ontario Limited) ........ 882552 July 18, 1990 
ee ARE TAO LLL ING Sd NC aia s.r decal arty Ladi elena seme vine Pemniaisen sibel tuk 542230 July 24, 1990 
KITCHER DEVELOPMENT CONSULTANTS LTD. (formerly Kitcher, 

PACE WETY DE VELOPIens CONSUIAIITS LAG.) <nenucw tw einngenacemttuon sou duindenasiese 133315 July 20, 1990 
Pre OOD RODWCTS: PIMMLE DIy.ch Aponte neaiea Ueda Rigerdis shake ced bats 579421 July 20, 1990 
fey Y ENHOVEN ‘GREENHOUSES ING. OFAN. Febltaid tod ele elbods & 501069 =July 19, 1990 
PIANC OEAS SON HAULAGE LT Do. sscesivaewevavinedvaenoetsnnangannaonbey 665590 July 23, 1990 
eon! ee GCEIMATE;-CONTROL SYSTEMS ING@atA Mate L Lee 670077 Ws duly’ 2351990 
ee PEON SENG TED, cele dithag trcarntinnanrneitemeyeoninrs ventas aiutnleanietviniin 29A2I3. of Duly 2975,91990 
3 CHMAN INSURANCE BROKERS LIMITED tii. ibs ccacivinelinile, nde 133200) <4 July 92371990 
LEGGO HOLDINGS INC. (formerly Lakeshore Minerals Inc.) ............... 43073 July 18, 1990 
eee PES Loe OLY LY peri dsan Avenue gesestics tybonte tree acoveet nonin dlalicinatg Seeks 503127) -\ July « 19,1990 
LINDSAY + HAUER INTERNATIONAL LTD. (formerly Lindsay + 

NES CTAGIN GTC tay nM hin! PRMD eC On Cet ene ee ee on eC en tes ee 600519 July 18, 1990 
Se OO NOP PREV EOU IP NIENT. LTD» sdacrocdantnranestecsinreinrdnsnvancatenaaasense 509729 July 20, 1990 
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Name of Corporation ee cee a 
LONETREE CONSTRUCTION MANAGEMENT LTD. (formerly Bowles 

and. Blundell: Mechanical Contractors INC).) ic: ae sa.sena0t sno ontaaer banana 773794 July 24, 1990 
LUSTRECANUNC (formerly 888997 Ontario. Inc.) ....<.., 464 4).¢ateevte eet 888997 July 18, 1990 
THE LVD SALES GROUP LIMITED (formerly Stevens Machinery Sales 

Lette dd) «sc ee acces a a) ee eae ee Reread Sa race od ees eee 593423 July 20, 1990 
M.J.A. MACGOWAN HOLDINGS LTD. (formerly 899981 Ontario Inc.) . 899981 July 19, 1990 
MHD INVESTMENTS. LIMITED & Soiieeas cc eee ere ee ee 543493 July 19, 1990 
MICHAEL HABER HOLDINGS LTD. (formerly 805039 Ontario Inc.) .... 805039 July 19, 1990 
MOLLENHAUER PROJECTS INC. (formerly 734433 Ontario Limited) ... 734433 July 23, 1990 
MONASTERY BAKERY & DELICATESSEN LTD. (formerly Sweet 

Abbey’s Bakery & Delicatessen Litd.)”.i.00c. sseasenude.s ovetcyenewer + ee ea derees 892042 July 24, 1990 
Wiis GP RES AU RANGING eis essen po eranere bape cease sooerphgnieen teen 352687 July (| 29,41990 
MULTDISTREAM POWER CORPORATION? 2 Siiaccisceesun sonner sean Pan eeee 738282 July 24, 1990 
MULTITEX INTERNATIONAL INC. (formerly 862476 Ontario Limited) 862476 July 24, 1990 
MUEURGOL DrRESOURGES ING) .0 9.8 raves oe tertdrsnteb asters acceso mereereeeee 441731 July 20, 1990 
MYRRELINVESTMENTS LIMITED). .227..tenstinipuoiee. eee eee ertpna eas nar 137663 July 23, 1990 
RONMICCH OMDOINGSBIMITED, .2ckcc0ccstvealoc-oacas ods once doy esousienppeminouert cae 506995 July 18, 1990 
NieAi@rONEAC BRICK & G.Mi Ce LTD in o55.c2.15 eee ioeeennsee nae 348408 July 9, 1990 
NPAG AR AVES TA PES IEF Dis. cnc oshiiek va dese icty folsnin oa ewes eaataneeeeee eee tee 871212 July 19, 1990 
THE NIAGARA GUARDIAN LIMITED (207,..cR teks tae eee een bees 842790 July 20, 1990 
NORANDAGING ociseschocas toda ale tSt tRNA, pee tne. Shee ee toc tae ied ae T5380 > July 2390 
Cab SHOBDINGS, DIMM EDs as oncetes 9 bs setts cparteema reer kant en ta 436385 July 17, 1990 
ODNOKON CONSTRUCTION LIMITED (formerly Centre Line Driver 

Pooltines Wie Anke ck ley nate Oakanevaceanaewneghas Mace ee eee ee 655034 July 20, 1990 
OKUDA GENERAL CONTRACTING COMPANY LTD. (formerly 

903682: Ontario) WG) FE. agsan arate tet atidw, tha oeelearamie Cee Mena eeee oe eet eee 903632 July 18, 1990 
Pee LMeCANA DArCORPORATION: vse. nvsce eet en ee ee 849983 July 19, 1990 
PER. EAMONT ADVERTISING, LID. . 40: jsescanosteees aren eee ene 367632 July 23, 1990 
PANA TRUCK LEASING CORPORATION CORPORATION DE 

LOCATION DE CAMIONS PANA (formerly 852748 Ontario Inc.) ...... 852748 July » 123; 1990 
PARBIRDIE HOLDINGS INC. (formerly 849968 Ontario Limited) ......... 849968 July 19, 1990 
PARKLANE DEPARTMENT STORE INC. (formerly 898591 Ontario Inc) 898591 July 23, 1990 
PATE YN( COMPANY: ETD: «, 01. oeaeien ca eens ae eee ae ee ee ee 374239 =July 23, 1990 
PAULIS CUSTOMEIRE*ASSA YING LUD) Geet egsecae terreno ganar eto 576714 July 24, 1990 
PEREZ BRAMALEA LIMITED ............. MEA ees. Saeeeae res ee 809368 July 20, 1990 
PINE: WINDSOR: HOEDINGS El Dect maeseraye nena ee ee eee 882833. July: 19,,1990 
PORTISARRTAsMIARINESE IMI LE D's ccchesonwacs au eens’ case one eases 284775 July 20, 1990 
PRINCIPAL PRINTING INC. (formerly Vittorio Holdings Inc.) .............. 864575 July 24, 1990 
PROBODY GYM & FITNESS CENTRE INC. (formerly 894265 Ontario 

EAC Nie ret cet os esse seestgry nose Suances me ane eee ee ee 89426570) aluly ) 93571990 
PROSEP TECHNOLOGIES INC. (formerly Prosep Technology Inc.) ....... 819169 July 20, 1990 
Ra RUTHERFORD:*CONTRACTING SERVICES PUD. face ccee. ce ee 375451 July 24, 1990 
Ree? OL DINGSLEIMITED. «.. smincsscunn sue seaninenee seueie uate cr eae are 467575 July 19, 1990 
REEMARK3MANAGEMENT SERVICES LIMITED yiie eee tae 6155187 4 July, 42351900 
REEESINCORPORA TED o..0s onssiisounacsied sates nedee copper eee: tee teenen Raney: 512451 July 18, 1990 
REV EREGTRANSDUCERS (CANADA (LTD eee eee eee 708716 July 23, 1990 
RGT PROPERTIES INC. (formerly Fast Food Shops Company Limited) .. 266968 July 23, 1990 
ROBERT DADUNN:AND “ASSOCIATES! LIMPREIDD) ee omere raat <0.8 0 533024 July 19, 1990 
ROESCANIMANAGEMENT LUD... cc cccc cat. cage cenetete he ane cree tere See 386010 July 18, 1990 
THE ROYAL BUSINESS GROUP INC. (formerly Karen Royal & 

PASSOCIATESHINC! View SAA G, . Ssn'stal ste dhs Ane Bay Ore ta cin el re ee ee a 817699 July 18, 1990 
ROY AE CLEY AU LOVEE ASING. LTD wie. cuctee eer ete eat vs 577950. July . 17,.1990 
RUBBERMAID INDUSTRIES CANADA INC./LES INDUSTRIES 

RUGBERMAID CANADA JING. 03.2. ip cboneaeee te ea et 62321 July 19, 1990 
SABATINI U. GOURMET FOODS LIMITED (formerly Stardust 

Bourme mods» Patiited) sai a dehy feces aa a ea eee en at ee heer 286353) vhulyiny 233 4990 
SALA TINGINVESTMENTS LTD i, nacsnasnsiiss wneudjcegee a eee mee ee ees 387414 July 20, 1990 
SALLEN TIA; HOLDINGS LTD... csicssatants tated cates: pean Ae ead 377191 July 20, 1990 
SANDE IN BRO TEE Rar UME PED oy cacchoed 1c tiers ee eee een eS 719992 = July 20, 1990 
SARNIA: MACHINE & WELDING WORKS: LIMITED... eye 72657 ba tauly y 231900 
Nag EAS ER iO MLD Sod og 24 BTS: 3 Ee oe ee Ae Bi ec ANY 842537 July 24, 1990 
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Ontario Effective 
Name of Corporation Corp. No. noe 

SIMPLEXITY SYSTEMS INC. (formerly Mizrachi Hertzman Computer 

Peer ee Ratti GEC OAM MO '02) 02 doh cchssk coals aleatnoe Ca sachcwoodunecUvaack xisankaundgent 887376 July 20, 1990 
SPECIALTY AIR ADVERTISING INC. (formerly Debco Rentals and 

ERSTE ESP UAT Cle IPP a OR RO ee cree a ce 444949 = =July 19, 1990 
Serie NSON.S RENDLAALDs LIMITED cccis ce encvadnesatiteberderavtecetacccoseesss 435041 July 18, 1990 
STICKER QUEEN INC. (formerly Cycle Auto Sales Inc.) .....0....ccccceeeeeee 606966 July 24, 1990 
SPIRO GEAR CORPORATION (formerly 721886 Ontario Inc.) ............. 721886 July 24, 1990 
SEG Bs LENG) at 0 2 ON Pe See a ee. ee 577918 July 19, 1990 
SEE RAND INY ES CMENTSMGUMIL LED ccscnse..ccteedecesscsssecscstceece, 130871 July 18, 1990 
eext SeeNe ALS GOR Panes... s21n.uuak at SeeweL et io. wales hive. taal, x 730039 = July =24, 1990 
TARLEE ENTERPRISES LTD. (formerly 617786 Ontario Ltd.) ............. 617786 July 23, 1990 
pein) ele 1) EVEL OPMENT-ING--cosecenerrs srerererrmnteeerenienns etree 809478 July 24, 1990 
TELECATOR TORONTO EAST INC. (formerly 868928 Ontario Inc.) .... 868928 July 19, 1990 
TELECATOR YORK INC. (formerly 743765 Ontario Limited) ............... 743765 = July 24, 1990 
se GCORRSHOLDIN GS ol NG wees crrese x errs ys cepteetteetirc oes ence ean en etree ee 690622 July 23, 1990 
TRANSCO INTERNATIONAL CORPORATION (formerly 644418 

EISESEGM LPN TaL "2.5, oem ehh a mn GA te eine boa ere aC 644418 July 24, 1990 
TRI-CLEAR TECHNOLOGY CORP. (formerly Meritor Financial Corp.) . 847984 July 19, 1990 
TEM ING NA na LTD assess sev sin ane civin's sn xyes eines same Hed Cae poh sShwtcee eet 418731 July 9, 1990 
TS GRAPHICS LTD. (formerly Thomson Seyffer Graphics Ltd.) ............. 344556 July 24, 1990 
LINEN OPAL RANOMIOUDINGS (ING... cscsncsesssegneessdctsucedessoeevoacoms 619464 July 18, 1990 
Y ERITIME- INC. (formerly 833145 Ontario Limited). .2c.02.seeeasceoe-csascosse: 833145 July 18, 1990 
PICATHGORDUNVESTMENTS LIMITED 5cccs0ts5sed amin ei satencae, 202820 July 18, 1990 
PMN RUDGE HOLDING SUN Be re ee tae Res ae Noid 433180 July 20, 1990 
WEST ROOFING (CANADA) INC. (formerly 882606 Ontario Inc.) ........ 882606 July 18, 1990 
pyeS TWOOD-DAPEWOODWMIMAILED Fer ee 382311 July 24, 1990 
YORK BAY CAPITAL CORPORATION (formerly Telecom Capital 

Se ORO OU Neg erat eee arent None easy dat at cass saonc ec ee ere ck 650120 July 20, 1990 
PabOLCER-BROWN LIMITED (..i2. 0. eee. ee oer. 148622 July 18, 1990 
7-24 VIDEO RENTALS LTD. (formerly 7-24 Auto Glass Inc.) ............... 870598 July 18, 1990 
foe OEP ARID AVENUECEASD LIMITED cen. cuter pone 228760 July 5, 1990 
259747 ONTARIO LIMITED (formerly Yardstick Home Centres Limited) 259747 July 9, 1990 
OO FSU 1A. ce ere GA & 1) 6) Wai Led lB SCURRY Faroe Ra 263449 July 18, 1990 
Rita e esr GS fe La 5 WJ 08 BPR prea Bee" leh ehh 337864 July 18, 1990 
Bee OE ARTO IMIG Cat Rts nos cease ee, 374595 = July ~=-9, 1990 
396577 ONTARIO LIMITED (formerly Terveld Bros. Auto Service Gs) a 396577 July 24, 1990 
SV ESIS eh ONS 2s 21 CG BF 6% 1 St Deanery ad Real avr obtain 531592. July’ 11, 1990 
537118 ONTARIO LIMITED (formerly Video Goes Hollywood Inc.) ....... 537118 July 19, 1990 
Beer Re a ls CSUN ade cess ee tak et oe eR cin cee 548731 July 19, 1990 
ACSUSHTEN CLS il To BEES) LC. gee aera a a Mi etl tle 548957 = July ~——: 9, 1990 
554646 ONTARIO LIMITED (formerly White Oaks Welding Supplies 

| GION ISTC Wire et meme eat ee tk elie ue Se eh 554646 = July 19, 1990 
SLU Ow Seal Dt 2 (C6 IN lS Be pei’ ele tae leet ela en inn eel coon a 561046 July 20, 1990 
et ONTARICTL LID Pine me eee ah.t. ee pent kamen Ee a ae 564554 July 11, 1990 
576100 ONTARIO INC. (formerly Bioculture (Ontario) Inc.) ...........000000. 576100 July 24, 1990 
Se N LARIOCLIMUL EDs occa ee 599955 July_=19, 1990 
fe 3ON TARO abIMITE Diteret ries A edd bee 28. renee «hoc ee 601213. July’ 17, 1990 
610841 ONTARIO INC. (formerly Canadian Closet Company Inc.) .......... 610841 July 18, 1990 
ps! -ONTARIO-LT D> (formerly-Planco: Drafting-Ltd.)erssrsneneuencn: 617381 July 16, 1990 
648340 ONTARIO LIMITED (formerly Brian Dufour Therapeutic Services 

| AVL) FS SAPO ot recs) ene en es Oni ie 648340 July 17, 1990 
728163 ONTARIO LIMITED (formerly Cobico Industries Ltd.) ............... 728163 = July _~— 24, 1990 
mee ONEARIO ING Ck aite, Pregeein 6 hes. oun ee oe oo en cue y’ 751665 July 19, 1990 
OT COPSALRDINGT EEN CAC BV GT RES Re a a le ane ee 763926 July 18, 1990 
PEG 18 Re 6 1 ha sl ge A a OU 794277 = July =: 18, 1990 
(ISS OSSIAN BL G0 8 A Mao edt Reed a 814565 July 23, 1990 
818125 ONTARIO INC. (formerly Theratronics Technical Incorporated) ... 818125 July 19, 1990 
837882 ONTARIO INC. (formerly Andrew Sarlos Bond Fund General 

Beerencrel jiaited) ln eines, al. bet che ah ce. Seca AIR, oN aaa Shes ies. steps 837882 July 19, 1990 
Peer SAA RIO IMITED edt 1. 1 cua bats. Lox. Braden. bude. en. 849516 July 20, 1990 
MN OATS) TNC BINS, os vcs coe ous vee ven-ane cocteduae ie lap savnwahecesiarisvecnctocuee. 867012 July 23, 1990 


ee RTC UNL CE) terres sotss-dorgnp Aians duonsedemhens fercnss caecavicees oes 869337 July 18, 1990 
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Name of Corporation oN eo 
BSBAG5> ON LA RIO ED, ie ac ence ie eed eee tre th Oe tec bid FU RRL ic 888465 July 24, 1990 
ROU Ea CNG RI COMLINNG 5.0 ra eee ee tak Aa cat sd aad samen atts ana che nae 890043 July. 17, 1990 
896236 (ON FARIOVNING.« cep.cc as ee ee. IE seer 896236 July 20, 1990 
DIANE S. NAGEL, 
32/90 Director, Companies Branch. 


Articles of Revival/Statuts de reconstitution 


Notice Is HEREBY GIVEN that certificates of revival under the Business Corporations Act, 1982 have 
been endorsed reviving the following corporations: 





Name of Corporation ees mipieotin 
ELECTRONIC ENERGY CONTROL INC. (formerly EEC Electronic 
Bretey Control ECS) Reo 23 i cco xxoakscautemacs sed ona valle chowtserat anise aaa ameeaees 651949 July 24, 1990 
KRAMAK CONSTRUCTION COMPANY LIMITED .............. ee 233956 July 13, 1990 
554052 ON BARI OTIS UVR D is cuca nade Vaaiardslensateantdanedelien pean needrueneane ae mec ene 534852 July 15, 1990 
DIANE S. NAGEL, 
32/90 Director, Companies Branch. 


Extra-Provincial Licences Endorsed 
Permis extraprovinciaux inscrits 


Notice Is HEREBY GIVEN that, under Section 5 of the Extra-Provincial Corporations Act, 1984, 
Extra-Provincial Licences have been endorsed for: 








Name of Corporation Ontario Jurisdiction of Effective 
Corp. No. Incorporation Date 
BOWLES -PRUGCKRING CO prINGt re. sae tees 899325 Ohio July 12, 1990 
C. VAN BOXELL TRANSPORTATION, INC. ..... 899376 Michigan June 29, 1990 
COS TOO Ne UN Cae sce sn Set eer EP tian rae cance 881850 New York July 5, 1990 
HECLAIMENINGSCOMPAN Yoo ete hid oee ce seneas 899378 Delaware June 29, 1990 
HYUNDAI ELECTRONICS AMERICA .............. 899273 California July 13, 1990 
LIS FER Br el RS UNG. toys Annee ee ene eee 899377 Delaware June 29, 1990 
DIANE S. NAGEL, 

32/90 Director, Companies Branch. 


Extra-Provincial Licences Terminated 
Permis extraprovinciaux resiliés 


Notice Is HEREBY GIVEN that, under Section 5 of the Extra-Provincial Corporations Act, 1984, 
termination of Extra-Provincial Licences have been endorsed for the following corporations: 


Name of Corporation Ontario Jurisdiction of Date of 
Corp. No. Incorporation Termination 
KASSON CANADA ETD s.cntsemee eee 730892 New York June?) 22591990 


DIANE S. NAGEL, 
32/90 Director, Companies Branch. 
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Certificates of Dissolution/Certificats de dissolution 


Notice Is HEREBY GIVEN that a Certificate of Dissolution under the Business Corporations Act, 1982 
has been endorsed: 


ee a a ee ee 


Ontario Effective 
Name of Corporation Corl Nol ate 
Pee iN FASHIONS ANCOR See eS) Se AROEe F Suenee ray 738321 July 16, 1990 
ON SENS COPE SEARCH LIMITED? ety SUA CU ee ces 438895 July 4, 1990 
le AN Da Sha Bd as I Ee Oe rere tte eo Ch: a a ns ee 713075. July 17, 1990 
Sages OW NALA ME TE Doo On epee nr, SURGE Rie bor rl ce ey 570633 July 16, 1990 
PS 2 iO TORSSERVIGES IMT Pee, Fe re, Rs La) cece une, 123565 = July 5, 1990 
Peet PUI VY hE CLRIC-LIMITE Deter... Sete toe 54553 July 4, 1990 
oo CONSULTA N DOs? erie eee. eee, BDA Sule C5 te 661703 July 13, 1990 
ola DAUNINES*LIMPTED.~ 2a) Sone... Bere 8 Wiehe dos 207619 July 18, 1990 
ee DATESMINES (IMITED Inger eee. a eek 40786 July 17, 1990 
Bo OL IMANFORIENTAIMR UGS ACIMITE DGee es... Rte hk ee Pa 141709 July 17, 1990 
Pa RRENGCE-RYWALLAGH -&-ASSOCIATESANG, Sis. call ws 626311 July 12, 1990 
Pee NAG EY EEOPMENT SING Aaa... (eee... SRR ss Cleat ee cree 356153 June 29, 1990 
SPeaivViiNGaN VES LMENTSONG 10 tor! 1 oe). ER. Bike! Bou ayo 713864 July 19, 1990 
Po ONGARIONMMITE Dame... oa 2 ea ee See tel 4 541692 July 17, 1990 
Saooe- ONILARTOLMNG In mw mn reien t Pinole he, Cas Sie ed BN trea, 562385 July 12, 1990 
Peco ON PAR ROAM ITE Diao: GOR! Woe be eeatets Nek 811851 July 18, 1990 
DIANE S. NAGEL, 


32/90 Director, Companies Branch. 


Decisions on Applications for Audit Exemption 
Décisions quant aux demandes de dispense en matiére 
de vérification 


Notice Is HEREBY GIVEN that the Director has received applications for exemption from certain 
requirements of Part XII of the Business Corporations Act, 1982 from the corporations named hereunder 
and has rendered her decision. 








Name of Corporation Ontario Whether Exemption 
Corp. No. Granted 
BURLINGTON RIVIERA CONSTRUCTION LIMITED .......... 245128 Exemption Granted 
BURLINGTON RIVIERA CONSTRUCTION LIMITED ........... 245128 Exemption Granted 
Se UCOMERICANA DAWING) 5..4..).crene Mal ad). AEM enae ty, 354548 Exemption Granted 
Poa MMERSON IMISSISSAUGAsING ah. 0.04.23... RBOES As 752957 Exemption Granted 
SOCH ENGINEBERINGIGOMPANYscFD.%. 229... 9SERE ee 134318 Exemption Granted 
Beano ALLEY FINANGIAIRING Inns Waals... Meets oe. 762203 Exemption Granted 
Ee ANCO SEATING) CO I6L0D se? fice t eee Se). OTIS | 614315 Exemption Granted 
SCHLUETER CHEVROLET OLDSMOBILE LIMITED .......... 531718 Exemption Granted 
DIANE S. NAGEL, 
32/90 Director, Companies Branch. 


Notice of Default in Complying with the Corporations Tax Act 
Avis de défaut d’observer la 
Loi sur l’‘imposition des personnes morales 


The Director has been notified by the Minister of Revenue that the following corporations are in 
default in complying with the Corporations Tax Act. 


Notice Is HEREBY GIVEN under subsection 240 (1) of the Business Corporations Act, 1982 that 
unless the corporations listed hereunder comply with the requirements of the Corporations Tax Act within 
90 days of this notice, Orders will be made dissolving the defaulting corporations. All enquiries concern- 
ing this notice are to be directed to Corporations Tax Branch, Ministry of Revenue, 33 King Street West, 
Oshawa, Ontario L1H 8H6. 


4544 


Name of Corporation 


AC Ga G Vae store Limmten’ tic. 
A. To. Z Marketme Services: Ltd... sce. 
Aerodynamic Industries Corp. ............ 
Alarntia,y (Shetrwayitdase cnvekecen 
AIDE COOP DORI Meare ya nsacmresoniaiaotoeeedeles 
Algonquin Estates Himmted: 2225.2 ..5 ns 
All-Calis Delivery Service Inc. oon s..: 
AMP TOPS poriss WOMGRINC. .n5.sanciehenes 
Avievor Incwig...ige tise Sea seme 
Aime Me Comsritantssines icccssdnetcnnsannor 
BARS Wy cloner Gr toc i rasa aceon 
Bay Rou biace LMmMeGy (0. caccstyecned 
Basic Trading and Supply Corporation . 
Baye se ven anivestinents Utd tig ean nae 
Beau Nash Gentlemen’s Apparel 
LETT ge a | Pa a ie eee ee ee 
Petlewilie Yeats Lame d) 20. Gass onsansounce 
Bivesavinesro: Lhings INC. 2h... rsseasec- 
Bodycare Industries (Ontario) Inc. 
Buckhorn Property Corporation .......... 
C.1.C. the Canadian Information Centre 
NIG. > sonata cuts) coe eid eo Re mask gisiena etins nhac 
C.J’s Roadhouse & Restaurant Inc. ..... 
Cadieux & Webster Jewellery 
Manufacturing Limited eyes. a 
Canadian Motor Corporation .............. 
Cansia International Corporation ......... 
Carsleen: Sales#Litdit 5.2 sae ee 
Cash-A-Cheque Services Inc. .............. 
Cavoto’s:Sharpen-Up, Ine. sans 
Centennial Commercial Cleaners 
Litmnited: fenvener ates: co yaetteeds eet, Seen 
Chailenging- Homes -Lid. vnitieisan.caes 
Cheniiséerie: Designs: lncieas cei eursncines 
Classic Stables Incorporated ............... 
Clinton V. Donaldson & Company 
Limitedecetreeet mes Gere nts 
Ghppenw umeront Lidge 2, acters a 
Cobalt Retimenyalimitedrc., ....insases ac 
Com-Plan Insurance Agency Ltd. ........ 
Comfy Living Company Limited .......... 
Consolidated Aluminum & Glass Corp. 
Converttigne@ suttacumiteds v- Cemedea cs: 
Core: FundiManagement Lid. Aeshna 
CowlsonePressol iC ame tet ca eeacetem. oc % 
Creative Leasing Inte 42225... eee 
CominuMinesolmited) aust tee del ct Aen usoon 
De Ke Mo oManagement elt. ites se. cere 
DK Brennan Holdings Eth a. & 
Dainuvite: Nalninselncs «Ave getv 
Danny’s Transport & Haulage Ltd. ...... 
Delta Ward Company Limited ............ 
Denis Wilson Creative Services Limited 
Diamond Detailing Thal wee een 
Direct Aluminum Products Limited ..... 
Dixon Automotive Centre Limited ...... 
Dorms Imported SHOeSNING vache te tennis. 
Double E Management Ltd. <i. acccuses 
Dovercourt Tavern [imited, ccc cccccsceun ee 
aie, Lt ae ns tee ere eee eee ee 
Vowntows Livery Lidice cesueterne cis: 
Drago Construction Incorporated ........ 
Ere Wane Mise Bee ee tai teageiee 


eee eee 


Ontario 
Corp. No. 


642723 
292413 
511983 
635080 
653542 
655122 
679035 
677914 
594841 
677873 
338808 
456164 
594948 
678601 


230718 
394617 
677316 
678635 
680883 


680201 
562587 


637657 
680044 
259621 
555601 
515586 
311923 


226726 
341519 
642819 
641994 


274556 
526848 
120341 
632573 
563468 
523119 
356884 
704199 
636904 
263129 
281383 
629642 
629577 
342452 
677432 
209613 
677625 
673523 
144226 
454929 
559529 
572454 
215183 
563400 
Oso T) 
276288 
635576 
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Name of Corporation 


East Dumping Services*Ltd?” 2). aia. -2.. 
Eden Mechanical Services Limited ....... 
Elverston-Trethewey Nursery School 
Pairtitecd ee ses etree cnkde ss ke 02 San ames 
Erwin H. Investments Inc. 
ESE Properties LimiteGy:¢. 2.2409 eee 
Estate and Corporate Funding Programs 
Co. Limited:. 7st eee eta 
Euro-Brick dimiitedess eee sed. te 
Eurocraft Store Fixtures and Custom 
Cabinets Ltd Var: ees. oe ces 
FN _V Sales Canada Limited arya 774 
Fanaco Holdings Cimitédy? 2-222. iue. eos 
Fensteel Investments Limited .............. 
Frank Flanagan Custom Clothier 
Limited y, Mea. edd Min td ee eg oe: 
Freeway Friends Promotions Inc. ........ 
G. & T. Barber Shopeiitds 4 faeces. 
G. Fleet Custom Machine Limited ....... 
Gemologists Incorporated 
Glamour Housefurnishings Limited ...... 
Gobin Investments Inc? 4.. ane ee 
Grayleen Enterprises Limited 
Great Canadian Donut Manufacturers 
Wirnited teen... san eee 
Hb Godirey Enterprizes tds a. 
H.C.H. General Construction Ltd. 
HiDyMarcustEnterprisés: Inc! 2 x),.eaae eee. 
H.M.P.J. Inc. 
Hadley Hotels 1nCy cer sce warrsmernevns 
Hamco Video Productions Inc. 
HLP Corporation 
Home-Style Bake Shoppe Limited ....... 
Hugh Hoggarth Landscape Services Ltd. 
TeeAGTaphies) CORO o00.2 sc incgtsteecoanen ee 
InterCab Incorporated, centscs:cenae sees 
Inverness Realty -Lhtd-*co-e..ceeeeree 
IRE-ZEB! Investments ILtdit.ts.4pan.seeeee 
TSH yiNielseniitd. Yt Ales dee eee 
J. A. McKeown:Co. (1985) etde eens 
J..M.. Construction¢limited it aaa ae 
Jack F. Wakeman Limited 
Jalna. Travel CentresLimited i, Yan 
James Robinson Service of Wallaceburg 
DSUUGC te stead vk cee ORE ne gee 
JeroluWheelerAssoctates: td. 24.2.0... 
Jy bmaneial! bids 9 27cm eee 
Julievale Developments Limited .......... 
PUNK POO INC. cnet nn cone eee eae 
IKross-Kan, Holidays Mit net totes wares 
Lamplighters Investments Inc. ............. 
Brame ussell al nmited <3. 5. scccs¢nscutasscesen 
Leamington Hardware (1982) Limited .. 
Legal Audio Services of Canada Ltd. ... 
Leotherbert:Limitedin. A268 et. core 
Life Care Development (Peterborough) 
DNC Pe chit fea a kh Os ce aed tale iw eae 
Lincraft Cement Contractors Inc. ........ 
Laskeard ce cui micie ANG a ice nice 
London, Cone chOners Qs essen hoc sis0 een 
TAtmistat DleCOrOmiCe \Casnik ee ere cn 
Madama Racquets Developments Inc. . 
Magda Bureerc& Donut btds 2222 ccna 


eee www nee 


ee 


ee 


serene 


i ee ee 


eee rete eens 


ee 


er) 


Ontario 
Corp. No. 


678718 
680984 


308356 
456115 
673527 


134508 
657007 


632743 
677433 
364398 
516444 


78345 
673176 
526480 
431392 
342703 
152665 
491317 
527630 


609378 
424434 
562809 
396877 
640019 
421441 
454937 
634313 
627528 
411675 
677904 
260272 
459510 
380156 
264319 
635984 

67621 
127194 
676341 


213679 
292010 
309274 
265371 
411298 
453144 
596593 
367064 
445077 
260308 
316851 
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Name of Corporation 


Makmo Industries Inc. 
Malcolm Batty Photography Inc. 
Malezis Maintenance Company Limited 
Maritime International Inc. 
McGaffey Enterprises Limited 
McLellan Turf Spray Inc. 
MCM Communications Inc. 
Preishana Holdings Inc. \.:..éesemst esis 
Menger Enterprises Limited 
Messenjah Incorporated 
National Automation Ltd. 
National Communication Supply Limited 
National Harness Ltd. 
Nestar Systems (Canada), Inc. 
New Shamrock Hotel (Toronto) Limited 
Nijjar Taxi Limited 
PAU ALC VGA ALIS LUC cascades os ohn 58 Atom 
mBousseConsultants Utd | ta atucete csc, 
North Yonge Piano Sales Limited 
Omni Educational Services Limited 
Omnia Pelts Inc. 
CUESTA Ete Eo 2 oe ae 
Baise MAGE LO LINCiin ceces cise. hast <% 
Parish Holding Corporation Ine. .......... 
Park Luxury Ontario Limited 
Pathcrest Developments Limited 
Paul Black Construction Ltd. 
Peregrine Yachts Inc 
Pomodoro Corporation 
Professional Aesthetic Educational 
Services Limited 
R & S Foundation Repairers Limited ... 
POT Maximizations Ince sieha ascents. 
Bee oe IU At OTS NC te Sle top! eros 
R&N Painters and Decorators Ltd. ...... 
Ray jay sales ‘Enterprises: Ltda neva.)..a: 
Recork Developments Limited 
Reflections in Glass Limited 
Rendor Ltd. 
RNR Investments Group Inc. ............. 
Ronald Chatel. Enterprises Inc, assccis.0ss 
Royal York Auto Collision Ltd. .......... 
RTC Engineering & Contracting Ltd. 
aiiicay ACHES INCA UREA A ent eet A 
Semloh Limited 
Show Laces Inc. 
Skidco Ltd. 
Smith & Topping Limited 
Spurling Aluminum Limited 
Bitar Of Canada Trading Inc." .)..3.....5... 
Still Spots Inc. 
Strathrose Limited 
Summerberry Investments Limited 
Syncomp Office Systems Inc 
T. H. E. Computer System Services Inc. 
T. S. Kohli Enterprises Limited 
T.&S. Carpentry Limited 
T.C. Willow Investments Inc./ Les 
Placements T.C. Willow Inc. ........... 
TCC Chemicals International Inc. ........ 
Tekarti Innovations Inc. 
Be Barthet Group Ltd) cciiscossccecsessees 
The Canadian Printing Group Ltd. ...... 
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Ontario 
Corp. No. 


DO3135 
342136 
212310 
678144 
315881 
597145 
677980 
388155 
341146 
516835 
430020 
567916 
555470 
677906 
146074 
514876 
354641 
564502 
127909 
554976 
455519 
612002 
677321 
517246 
593797 
470675 
674679 
596206 
675925 


672084 
672335 
490190 
542874 
489503 
484358 
296329 
489602 
299810 
678047 
631223 
423730 
259624 
649738 
314974 
477397 
640287 
215634 
689278 
619080 
501597 
634987 
387774 
682932 
490088 
411869 
541023 


681372 
682274 
491271 
680575 
564226 


Name of Corporation 


The Eastern Ontario Insurance Agencies 
POMeS Ie nt. Group .ING........eeesetnl.. SOS 
The Heads Hair Styles Inc. 
The Railing Man Inc. 
Thickson Place Developments Inc. 
Thormag Engineering Inc. 
Thorolease Inc. 
Three G’s Limited 
Threerich Enterprises Ltd. 
Timflicks Ltd. 
Transit Distributing Inc. 
Tri-Oak Sales Group Limited 
Tulloch & Wright Capital Limited 
Vasilkir Hotels Limited 
Welncle-Management Ltd, oe ccccmy bomsars 
Vermon*Brothers. Cartage Ltd..f db cuses 
Vespro Construction & Equipment Ltd. 
Vienna Beisl Restaurant Inc. ............. 
WV COKE NG IS OIES eC O iewien woe cnaceow ret shen 
Whatsa Bagel Enterprises Inc. ............ 
Wilf Fritz and Son Limited 
WimcFrenken Construction Ltd....6..s<0 
World-Wide Window Administration 
Ltd. 
122893 Ontario Limited 
288178 Ontario Limited 
SLOG SACO MALO Mot Ck wtirn ste acctiece de snes Solace 
334219 Ontario Limited 
347372 Ontario Limited 
347743 Ontario Limited 
SO AAS AMG) MAT Om EC we Pe ec. Back meee vviiers 
415603 Ontario Limited 
427128 Ontario Limited 
446440 Ontario Limited 
GI OOK SHOUTALOn LUG: Sieenccteses teeta ose 
455793 Ontario Limited 
456719 Ontario Limited 
469643 Ontario Limited 
472374 Ontario Inc. 
489710 Ontario Limited 
AOA SOT AT IO Clie hte BA cies siisc o's oso 
499710 Ontario Limited 
509448 Ontario Limited 
517132 Ontario Limited 
534131 Ontario Inc. 
536474 Ontario Limited 
538672 Ontario Inc. 
548278 Ontario Limited 
557119 Ontario Limited 
559943 Ontario Limited 
561990 Ontane Lids. £24 hae, ead els 
563575 Ontario Inc 
5037-15 OntanOr Lid 14 teeth cee ee 
564870 Ontario Inc. 
568698 Ontario Limited 
569657 Ontario Limited 
587270 Ontario Limited 
590450 Ontario Inc. 
593815 Ontario Inc. 
594244 Ontario Inc. 
596300 Ontario Inc. 
600917 Ontario Inc. 
606409 Ontario Inc. 
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Ontario 
Corp. No. 


626137 
342330 
722920 
633903 
367980 
616919 
677907 
678308 
682732 
624714 
613030 
678031 
430456 
537403 
309647 
517441 
680323 
680907 
677518 
259914 
632444 


495553 
122893 
288178 
310934 
334219 
347372 
347743 
39445] 
415603 
427128 
446440 
446615 
455793 
456719 
469643 
472374 
489710 
499418 
499710 
509448 
S132 
534131 
536474 
538672 
548278 
sav to 
559943 
561990 
563575 
563715 
564870 
568698 
569657 
587270 
590450 
593815 
594244 
596300 
600917 
606409 
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Ontario Ontario 

Name of Corporation Corp. No. Name of Corporation Corp. No. 
608737 OntartoHeimiteds aint cciseil hk 608737 (677496) Ontario lamited 2f4...Gn4 sank 677436 
624886: Ontario} Limited..:;.ach ems )on 624886 677480: Ontario: Limited meinen 677480 
625804 ‘Ontariorine ma: ea. att. 625804 ‘677536 Ontario) imitedaen. aa 677536 
GZ7Z5 7 CINTATIONUALE ck: heb omedencseteoes toned 627257. 678184 Ontario: Limited. 24 Nae 678134 
63047) OntariosLimited ars eh. ae 630417 678344 Ontarioi bimitedte.) .- eae 678344 
Sasso Ontario ne cua 633923 . 678627. Ontario: Limited: 2... va. 678627 
Ga424 2 ONEATION CM eatin ede ican deindacktets 634242. 678774 Ontario Limited. 2 678774 
654941 Ontario Limited) tic osccvessteeien 634941 678817 Ontario. Limited-...-247.4e2-: 678817 
Gs50G7 Ontario: Lidia enthas eee 635001 679423. Ontario“ lnca ante eee 679423 
GSS SG OntarialiGse Mea rosedesceteersaiceen 6351/78 680419 Ontario Limited? 4 680419 
C554 10) Ontario, PAGW Lorna tee ee 635410 680433 Ontario Limited ..................... 680433 
g55448 Ontario LimitedS sik... yaw oe 635448 680435 Ontario Limited .............0....... 680435 
637414, Ontario’ lees ere ee 637414 | 680441 Ontario-Limited’...0...02207.2. 680441 
G52235 Ontariowlimmited 7. AeA ee ee 6532335 680820 Ontario Limited’ =... ne 680820 
656437 Ontario *imited: Hee ee 656437 680872 Ontario Limited ..................... 680872 
OF Ure Ontarioulstd.. ante Ae eaten OCOTST. G8I431c Ontario! ince eee 681431 
GTA Ontario nce wer testi. delta teens Or0l4y FGETS Ontano Wid ee 716915 
Groot CMNtal iO VLC. "ek foes, cee te cee 673571 TIGL IEOnNCAG ON eltttCC meee ees 726729 
Oro CONtariowletd.! vc ee cetetetee rss s O75820 ‘“Fa00TR Ontario Ltd eee 732918 
Goo. Ontanorlimitedees 7. .cts sets 675853 750 Burnhamthorpe Holdings Limited .. 679047 
Groce) Ontario? Oei meee acon tee 675867 
G700so Ontario htdaye c e eee 676633 DIANE S. NAGEL, 
OUT Ot IOOINO, setae ere eras tice tee 677428 32/90 Director, Companies Branch. 


Cancellation of Certificates of Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(defaut d’observer la Loi sur l’‘imposition des personnes morales) 


Notice Is HEREBY GIVEN that, under subsection 240 (3) of the Business Corporations Act, 1982, the 
Certificates of Incorporation of the corporations named hereunder have been cancelled by an Order dated 
16 July, 1990 for default in complying with the provisions of the Corporations Tax Act, and the said 
corporations have been dissolved on that date. 


Ontario Ontario 

Name of Corporation Corp. No. Name of Corporation Corp. No. 
A & A Sandblasting Limited .............. 356677 Anselmo Art Studios & Associates Inc . 551944 
POOR SE AUTITIOM LG ccs vs: 3a dean Sey 606020"  AokieAdvertising Ine: ccs. cc eae eee 662978 
ais otewart Holdimes Ltd. pc nnist atic OG 7404. \ ApplemNloldy WiGs scan ead Set boss an as roe: 596257 
Bow werkark Greennouses. Ltd. \.suae jckes 336380" “Aniadglnvesuments ING? os cias.cssc0sees5 as 572867 
BOR HOMMINgS ING. 5. sic: Sadat Ss ei 373973 ~Arjic Renovations & Investments Ltd. . 663128 
Ab-Tech Research & Consulting Inc. ... 587219 Arro-Mac Manufacturing Inc. ............. 512399 
PNT LSM DRE Ri loe St ce me eee eee 586596 Aspen Rubber & Plastics Corp. .......... 615058 
Accurate Investigation Services Limited S/5812 -LAutosMotion Sales In. 5. fe. 5.0 ens 50 ees 359593 
METS TAD NICSE DT INC, «cede ctueeh ers 533227. Automotive Equipment Warehousing 
POE ISIN CS Sa IG ULE vor Foye they ns Bama 137948 ECR cet Peete BPA oh ctreratenn SY irs 571583 
Aimilveht InsulationiGo. Ltd. ccc! sexe 586518 Avanti Fitness:Centres Inc. ..ccceatieev..3: 672123 
Alex Macdonald Variety and Gift Stores BrandiC: Cammentivebtd. rex sese.aecteanse 380400 

EE 6 Gee ae ee rene cee ers acre 362136 B.S. Bhinder Insurance Agencies 

PurGIVe CAterywl ne: s.c5).deneaer tees 583439 Bate. wocsceser tes cua iys A drew 374085 
Pines CONDOT ALON fo. 2088 os ee eee 664993 — Babies #at Bula (die teee chee tiem inet 2 620615 
Aames: Hostera Ine: oe c0.5i5 2:5, ante ake 393045 Banbase Investments Limited .............. 271057 
Amoura sHair: Design Ltd) oc. iss: teatt ieee 622105 Bargain Plastic & Neon Signs Ltd. ...... 367146 
Anbow Marine Products Ltd. ............. 404238 Baseline Roofing & General Contracting 
Ancaster Awnings & Canvas Goods Ltd. 563571 etciey 11. Stone seuree aut moe we eet 5 664262 


Andrea Renovation Limited ............... 529186; Bavaro Holdings Wimitedqi% yeah ce 585623 
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Ontario Ontario 
Name of Corporation Corp. No. Name of Corporation Corp. No. 

pole Ee ntenprises Ine. ...4115. eh) GOs28 - CynantyHoldings Ltd. ns) anew 510550 
Beaches Records & 'Tapes*Litdi) a) gs BOOTS DRM mPO Mat aires one aca can asniecashaicsca cd 584121 
peemve, Canada Ltd.oni His. SRI: 663346  D.Smerhy Enterprises Ltd) er.iov.4.s4 508897 
Ben Chalk and Company Limited ........ 379523 D.D.S. Landscaping & Contracting 
peaunn, Holdings: Lidyaes. 290.. 20 508810 PE | oicinincsycncgcaokones Attn See 664726 
Bern Marketing «Ltd pegvscuvie tenant 517810 D.W. Hartford Investments Limited .... 508276 
peor Plectronics.Ltdgan cic. ore 558378 | Dale Holman Trucking Industries Inc. .. 513495 
Bill Jackson Enterprises Limited ......... 623598 | Danbrie Moulded Plastics Ltd. ............ 432858 
Biolink Management Consultants Ltd. .. pois. Darianneof,Canada, Ltd... va. ....+leh. tit 558700 
eee nterprises, Limited: <.)u0 a0... 537794 David Ashby Enterprises Limited ........ 366287 
bevolsen Agencies Limited 347.0020 361676 David Kestenberg Insurance Agency 
Boutique Yamoto (Ontario) Ltd .......... 664710 EUG Sant: Sexes: Shiite SAME eee Tie 568739 
mravin, | echnologiesslne?!).,...aWarecdss.. 643818 Davine Building Products Limited ....... 559835 
meer Recon LAG sia. Jd sod mitieMe la 247/221 Deeourcy Motels. Limited 2ay:..cic2<i0.. 143298 
Soa eVICE AR Ans Ltd we vsc tue cctneatoiaselids 5 443288 Delhi Sports Centre Limited ............... 234180 
Bridesburg Investments Limited .......... DUOI « emormeC hocolat: Inca. ee es) AE, 663481 
Brock Jewellers Incorporated .............. 235633 Dix and Sinnicks Incorporated ............ 503033 
Bruce Cormack Associates Limited ...... 334099 Drew Roofing & Renovations Limited . 711401 
Bun basket. Bakery itdet. fate, ine). AVjos¢  WDrumsvin ithe Nightinea hy; ai 8. ee 523104 
Burlington Office Equipment Limited .. 127485 ‘Dudek Realsestateding: (ie Usizets.2. Poe 359129 
Burnhamthorpe Computer Systems Ltd. 663133" “DWAsCompany Ltdaewantl.4 2uRoe... 691668 
Busy Bee Painting & Decorating Ltd ... DOt162. TEM Bata. Cowltd ng noe PaW ener eA 444744 
Bytown Dental Laboratories Ltd. ........ 465407 Ed Benenati’s Rolling Stock Tire 
Brain Calpentets: INC ati cten cancers 478150 Supplies Limited: way sates Male five. ae)! 445001 
Wate-international. Ltd), Sere e571 “BRMiConsulting< Incest, aap 569447 
Cam-Mart Coatings Ino... sons. 24. 663491 Elias F. Bassile Corporation ............... 410418 
eatiedasrastenerstleta © tactile 662516 . Emponoplewellerseltde tite cocsiemsecc nee 570025 
Canada Forgings Management Empress Development Corporation ...... 519675 

COIpOralionl se Lee TI) 59 ye O5j745  Encoursesincs teat, Miwa Aus 445951 
Canada Machinery Corporation ........... O22 4982” Eg aA EG UibleS «L1G pms sn eaguretene  ssoererdinece 637076 
Canadian Power Development Ernie McCulloch Company Limited ..... 238238 

COLPOLAaliGn: arccscssgna ieee eer etd 601737: -BucasDistabuting, tdi) een see oF oa 017227 
Canadian Sales & Salvage Inc. ............ 584447 Everyware Computing Ine. ................. 517612 
anciia FPrutteMarket Ltd: ae see. 386425 Express Bookkeeping Services Inc. ...... 509456 
Wanramsan Enterprises Inc .20280..4..00. 583875 F. Merlo Equipment Rental Limited .... 635237 
Captain Marvell Ice Cream Ltd. .......... 655061 Federal Packaging Systems Ince. ........... 583798 
Car-U-Drive Company Limited ........... 47064 Fernyhurst Investments Ltd. ............... 448879 
Carronade Investments Limited ........... S450 <P iWeaWilowsi Lites cei). Jae as 421452 
SACOYIClECOn Nest. se, Cae. Lee 532008  Porécast;Data,Corporation\....005.2.204 621606 
Salis Lioldings kimited “st wae ee 304429 Four Continents Travel Ltd. ............... 662629 
Central Professional Building Limited .. 1200) Frances: Seto;Enterprises Ltd). ine 362134 
Sharome Investments: [neste ee. 594533. Gary Addison Enterprises Limited ....... 312978 
Chateau St. Jerome Bar-B-Q Ltd. ....... 549346 Gary Hoffman Enterprises Ltd. ........... 555055 
ener Joy Crafts: Limited 188i.) 22s OlMa® ° WGenmStareS qles tet: comcnansan.csiadiee oe 623321 
Chermack Tourist & Resort Corp. ....... 431505 Gemini Electric Company Limited ....... 150400 
Piorrroperty Limited yccvacorevattet: O40505. Genbro, Blectrictl Ad inc cuss os Me 668109 
Columbia Asphalt Paving Contracting George Street Properties of Brampton 

Se WR as ORR, bt 469774 APIO Eres, S arobert enc tates ancntpicineinse. facet 221864 
Commisso Hair Salons Inc. ................ 6602005" .Givonefintermationalelitd:......004.02. 559895 
Onis DOs» Ltdyow./ eae Ae 461843 Glenariff Management Ince. ................. 383233 
Connie Taylor Consulting Incorporated S47456 Glen Managementalitd..........hb.0e: 444802 
Consumer Merchandising Group Limited 675205 Global Ventures (Canada) Inc. ........... 586564 
Consumers Enterprises Co. Ltd. .......... 443562 Golden Mile Roofing Limited ............. 665712 
Cooltec Coolers of Canada Limited ..... 435610 Golden Rays Tanning Salons Ltd. ....... 624963 
Cosgrove & Hodges Auto Repair and Graham Energy Associates Inc. .......... 586899 

BPCHINCL Td Prenae, Sitis hh oscnten el Avo204 Hace ys Plating Linnited i cshran..2i9: 106164 
feosmuc InternationaleLtd.....22). Pala S838/2 Haight & Willson, China. Lids. ccc.ccscn sok 666602 
Pountry Pure Corporation: «3.0 OOPS  Harrout dnvestments.Ltd. tii. ee 609979 
Countryside Food & Farm Market Ltd. 616190 Havenridge Construction (1986) Limited 683127 
Pave intemationalincein2.5 iui. 220 CZs “Hercules, Stone lediniy ue. Ae 354953 
Protssant Croissant Inc. s....0...lss. helt 505077. Homecare Nursing Lab Services Inc. .... 663233 
Crown Jules Holdings Limited ............ 665446 Hubera Investments-Ltd.....26\.unio8}. 454062 


Pailin Productions Inc), 902. 365980 ‘Hublit Hotel Limited...2)... 2. sich 118870 
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Name of Corporation 
I E C Technological Research 


COORPOTAUON, pane aces oe: ance ra chee 
Te Malogorski Trucking Lid? 2saseycisc 


Immondizia Incorporated 
Indoco Installations Ltd. 
International Display and Lighting 

Group Limited 
Iris Chocolates Ltd. 


lnveccHoldings Lid. ccsecsmaadd. owes 
Jeses. Building Supplies tdsitc. 22.0... 


J. & T. Acoustics Ltd. 
J. D. Reid and Associates Limited 


ie PaeGorng Servicesuiid. eterna. eee 
WAS Levine) & Associates. hides. st aes3 
J.J. Whittier Estates (Windsor) Inc. .... 
JaPeaixivard:-Farm) Drainage. Ltd. 2at ete 


Jadara Investments Inc. 
Jane Hall Inc. 
JBS Management Group Limited 


Jocelyn Robert Consultants Limited .... 


John Hunter Motors Limited 
John R Killick Associates Inc. 


John Rosenbaum & Associates Ltd. .... 
JonntsS. Panos Enterprises, Ltd... teexen. 
Joyce Parsons Management Inc. ......... 
Justin Time. Leasing Inewepargerr oer 
Kankitch: Ine. nes kce erences doe eee 


Karen Wookey Holdings Limited 
Kaye Property Management Services 

Inc. 
Kee-Wis Inc 


Kelly Sales & Management Ltd. ......... 
Ki-Ad Holdings Incorporated ............. 
Kim-Ken Masonry: Ltdncorsi 2 eee 
Kam-Kir Enterprise ssletdiy cs. ee totese. 
Kingspence Corporation Ltdhyee 2. 
Kingston Tours & Shuttle Services Ltd. 
Katmeer Supermarket: Limited 22.558 aap 


L & S Hunting Camp Limited 


PeandsA: Holdimes: Ine. t5.2taeaa. eee 


L.D.T. Aluminium Prime Inc. 


L&T Upholstery & Interiors Ltd. ........ 
MetiterRealtyiinc, sole. oscriieen tet ane 
Paresol Goldene ages aca. c cas see ene 


Lakeshore Tourist Centre Inc. 


Paro istnibutors Inc = 242.54. Seka mee 
LDSG Packaging & Assembly Limited . 


Leartech Inc. 


Esfestyie Pursuitnc: |. 7... cg secact ee 


Lillie Translations Co. Ltd. 


Lyle Printing Limited 


Macamar Productions Incorporated 





Magnum II Printing Inc 
Malcolm’s Mobile Meals Ltd 


ee ey 


Ce 


ee ee 


cr 


Pr ee ee 


ee 
re 


see eeee 


ee 


a eee eeresee 


vee eeee 


ee 


ee ea 


ee ee er 


sewer eenne 


CC ee ec ec 


Oommen w erence ere 


Pislesnsulations cid. ..3¢..0sed. Meee 
Eaokout inn Lamited Gk isda eee 
Lorac Communications Consulting Inc. . 
Evie Brown Limited) 2 eiee cena 
M & D Chapelle Management Inc. ...... 
Wistenip ier ata) be eared eerie 
Noes, Holdings: Limited 433.) atnaies 
M.T. Compensation Consultants Ltd. ... 


sae e rer reeves 


Ontario 
Corp. No. 


512406 
480570 
288011 
661603 


554728 
664282 
526582 
475409 
455466 
151818 
S5IDAO 
504810 
538147 
414507 
332405 
517402 
625607 
664702 
215476 
661692 
542410 
508908 
664459 
570168 
661726 
487280 


541226 
661366 
292716 
658617 
390315 
358987 
369534 
544799 
585614 
408435 
253818 
439944 
433707 
582727 
443285 
513139 
492518 
658627 
694829 
569966 
412922 
411647 
545897 
517336 
206495 
285547 
D7 2727 
453335 
124605 
638282 
564805 
667724 
661091 
649728 
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Name of Corporation 


Man-Sonic Industries “Inc. <2, oesee eons 


Marcel J-P Pilon Investments Inc. 
Marscott Associates Limited 


McCartney-Brown Productions Ltd. ..... 


McNichol-Heitman Sales Ltd. 


MePrint< Inc.) ee « ee 


Meadowview Pools & Spas Inc. 


Media’ Finanz Canadailid? s2..-2.4: 


Meredyth — Lynch Incorporated 
Merton Business Records Services Ltd. 
Metro Residential Care Incorporated . 


MicormGraphics: [nc tase. faeeten 2). foe 


Micro Bazzar Computer Inc. 


Mieske’* Contracting Limited: «..: 2:5 ¢ae 


Minute Mail Inc. 
Modular Alliance Corporation 
Mos Stores Ltd. 
Mosash Investments Ltd. 
Motor City Auto Export Limited 


MTGO Enterprises«InCseae paeenct coats 
Mulburry Properties Limited ............... 
Murgor Oil & Gas Intertenct. eet! 
Murray Longson Enterprises Ltd. ........ 
NE Bers In. ccstodsic) atsoa.5 ene eae eee 


Nevada II Entertainment Inc. 


NieeorGlass: In¢- 35... 42.05.00 ee ee 
Nielsen-Degraaf Construction Limited .. 
Noel Wild the ‘Crimpem Ine= 2eues dens 
Norm Guillemette Construction Ltd. .... 
NortheyYork Ventilation Lidy..33.ca0niee 


North-Video Distributors Inc. 


Northwoods Steel Limited. .3.7). 2... ae 
Nowack’s Auto Repair Limited ........... 
Nusirend ‘Transports lnc sqtoa 5. gaa cee 
Oakes: Bakery Limited ..caet steer eeea es. 


Olde Ferry Inn Inc. 


Omnex:Internationali nese ane ee 
Ontario Sprinkler Fabricators Limited .. 
@ntarfo’ Sprinkler Sales Ltd)”. 2-8 
Ontario Woodwrights Inc: aces 3 3a 
Orionix Corporation 4. aj.8 aes eee 


Ottawa Art Distributors, Inc. 


BAS Rombos Pizzertasine. cagy eres. 
PD; baStructures (Ottaway [ncay,..-se% 
Pelmik Managemental ica. rae 
Perec SCrolle nic gr nies. i ereaee Ss ay, 
Pendrith World Wide Developments Inc. 


Perspective Development Corporation 


Wainitediee, oe ee eee tay 
PetemMacican Holdings bids 2814. .2 
Petters Auto; Collision, Limited ox<.°¥. «04 
Philip A. Gillies Consulting Limited .... 
Prazmowski, Ricker & Associates Ltd. . 
Bresage Productionstine: sister. steers 


Price-Rite Auto Parts Ltd. 


Brocollectsitic Mie. eter tes ec tatol 
Proseect! Associates: Inc, ..-2sa. dette: 
Ouality Monograms Lids: scaemsearet >. 


Radmor Services Inc. 
Ram Machines Ltd. 
Ram’s Produce Ltd. 


Rathny Developments Limited ............ 
Red Mill Theatre Company Ine. .......... 


ay 


Cr 


ey 


iy 


Pere moe e meer eres eeseeoeeesenes 
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eee eneee 
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Ontario 
Corp. No. 


665622 
620532 
153655 
446461 
Si195n 
571708 
622508 
664721 
619993 
525364 
623836 
42544] 
620803 
625479 
664648 
541465 
539954 
478674 
381871 
683369 
519376 
462448 
520075 
547009 
664741 
567589 
545060 
373532 
382382 
475930 
547584 
412594 
241024 
606539 
461251 
666601 
685706 
497884 
383924 
656984 
683926 
550117 
385903 
661337 
329229 
622444 
558220 


217630 
355962 
335447 
664931 
490187 
658271 
526941 
571561 
664506 
506603 
584736 
488332 
619295 

95774 
506942 
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Ontario 
Name of Corporation Corp. No. 
Reuven s Foods. Limited Pac......4458. ees 267131 
RIGO ANC Msc een ikcn heroes caret SONS 420799 
minut JewelletssLimited 2A0.0. te 566358 
Rio Grande Texas-Style BBQ and Fine 

Mexican Foods Limited .0.5....0. 240% 580976 
Rodger Lodenquai Investments Inc. ..... 662160 
Rokes Management Company Ltd. ...... 444599 
Rudioso Investments Limited .............. 663356 
SaCLYeSOLUMONS, CONC... (aha Mee 599991 
Sandwich Tree (250 Dundas St. West) 

MAAR 298 otek Cuneta vistas cunt lntes AORE 664603 
papineg Carpentry Limited 00... 008). 8 517714 
Schlarb’s K-W Meat Packers Limited ... 233579 
peibrite Holdings Limited. <i Sun4 318607 
Select Models (St. Catharines) Limited . 516089 
preserva investments Inc:*.,..Jenen hee 662600 
Shark Software Design Inc. ................ 591204 
Shaw Driver Evaluation and Leasing Co. 

Ras REN suk cee tae recaaaees Ot 599686 
Siciliano Import & Export Ltd. ........... 375467 
Silver Dart Investments Ltd. ...... a 586137 
Small Fry Parcel & Cartage Limited .... 463023 
sonar Security Systems Ltd. .....20...45..: 663382 
PROUUIIERNIVEL \VENCEl INC. |... AG sieicok cee 666313 
PACERS OALS INCL. cones coche ee RS 581873 
Spirit of Independance Music Corp. ..... 304128 
Spruce Tree Construction Limited ....... 382833 
BE RSOLLWALE| COLD ica vcnnccaet coe tc Tek. TRE 624792 
Starworld Video Incorporated ............. 603420 
Stately Way Developments Inc. ........... 508267 
Stephen M. Wallis Enterprises Limited . 622011 
Straddie Technologies Inc. .......:04...04. 580496 
Brae gic -ETOCGUCKS INC. ccske venue oot AO 661209 
Susavelea Products Inc... .o,snc..eites SUNG 641749 
Bu per Driver s.Service Lid. (ie... .0:.8 602246 
Superior Wood Finishing Co. Ltd. ....... 551633 
Supreme Business Services Ltd. .......... 667208 
Swanberg/Cevallos Enterprises Inc. ...... 667697 
Sweethaven Investments Limited ......... 476792 
T.E.V.I.M.A. Investments Limited ...... 382803 
Siete Ko Limited dcccciw, Ween ee 510769 
watics Mechanical Ltd s.cimimacseett eo eae 639725 
BETAEGCSIONS L1G ore. sensseiciite RTE. Ae 638668 
Taylor-Myers Investments Inc. ............ 664865 
ees Lt NM ecn asrocubincets nine tite He 688680 
The Dunvegan Apartments Limited ..... 506535 
The First Canadian Tire & Rubber 

im PAaNy oleiMited We asbormivvasns Stee Ke 657746 
The First Gulf Currency Corporation ... 605686 
The Gandalf Contract Services Group 

1 HOTLY RR ae eee Reena ene pre eve 664922 
Bie Group of 1947 Ines vei. .ccieesdecvesse: 664512 
The Kitchen Perspective Inc ......6.5..... 655501 
BrceOther Woman Ltd. jivcics. cscs devenden 444434 
The Stove & Fireplace Inn Ltd. .......... 443150 
Bee Wall. Network Inc... iis. 8fcieee 664910 
The World’s Smallest Department Store 

Re teh orto Vdd as onisvian £8 Averenbes 663165 
Thermo Stack & Breeching Limited ..... 397667 
Meroe ROUING $i. Adersis, savcenhAaeul.ch ts 436508 
MI MPOPOOTAUON 5 =. ipiescrenneevsasivadurs: 662027 


Top of the Hill Restaurant Ltd. .......... STaI27 


Ontario 
Name of Corporation Corp. No. 
Torella/Bremner Communications 
RO Oma LANG eeaans Aire we. tes eh ocala 521824 
Toronto Specialty Coatings Inc. .......... 621397 
Toronto Underground Contractors 
8011 Kars Sp aR aE DR een ero Spee es 262430 
Travers Lift Trucks Holdings Ltd. ....... 541045 
DE ISE OCtHIC 10s Vives ges coy sed Bae 302699 
Turkey Realty Corp. Ltd. yaciey: t.a0ee 335148 
Wimicom Research Inc...) dayne 8 ack 457733 
Winity FRecOndsHINCs. 5 a, cus theses Btictic 664622 
Upper Canada Security Services Inc. .... 663119 
Van Dam Farms Limited ................... 236200 
wecken Consultants Inc, ta. dramiic rose 564750 
Victory Paving & Construction Co. Inc. 305702 
VideosShoppe (Canada) Inc... ..csccsseusne 465250 
Vito’s Cave of London Limited ........... 205336 
W. B. Henry’s Motel- Limited ............. 150519 
WWABSC OL DOTA OD cess tn c09s sie tanahunatcw 663549 
Wentworth Music Studios Limited ....... 255603 
Wierseride ParinersuIne, fetta. care a: 580486 
Westiield Holdings InGs. a... ticceass ots cismer 618840 
Westside Plumbing & Heating of 
Wancsor lamitedh tr, Bence cea sare cceros 242642 
WHG: Enterprises Limited 2. ....2...5-.04+- 420944 
Willaude Properties Limited ............... 662020 
WalroNManagementelnc. cess mami 614534 
Woodward Shell Service Inc. .............. 545438 
Yaue Wine: Herbs: Centre Ltd) <.... cde: 478732 
Zealot Sales & Services Limited .......... 502873 
269585, Ontario. Limited s..25.0s<cseecicesss 269585 
29232 8sOntario.Cimited. a, 4.5604. onhencun 292328 
DOLD BOM MEAMIOMNC. 0. ..50.cree es carcass 332289 
349756 Ontario Limited ..................... 349756 
S502 5 .Ontario Limited > . A devices. ae 356515 
SAO USO NtaAnOn LITE ..ce. ssa os 356708 
S917, Ontario Limited. oo can 357917 
Sos Lor@ntario’ Limited en. .s:. +60 sees. 384016 
405868 Ontario Limited ..................... 405868 
408997 Ontario Limited .................... 408997 
418591 Ontario imited te ucser..4.cna. 418591 
2S ONEATIO NCHS yon Catakssc, stokd aes 428908 
41.6 Ontaniorbimited torre eee. oe 431677 
433963, Ontaniorlbinited’ 25.259 ok cen 433583 
40599 (@) mtario, Inc ewes wee 436399 
440188 Ontario Limited ..................... 440188 
AS44593 Ontario Ines ®. csv eee 444493 
4462638: Ontario’ Limited. ..:..:......2.0. 446268 
4469551 Ontario-Linited: 23.25. 446551 
447017 Ontario Limited ..................... 447017 
447370 Ontario Limited ..................... 447370 
4 1A GsOntanio-Wimitedesee aes. os 451418 
457482 Ontario Limited ..................... 457482 
468082 Ontario Limited ..................... 468082 
AVI Ontario Limited (ar Os Ss 472612 
475489 Ontario Limited ..................... 475489 
475616,Ontanio Limited (2.2.5. eccessecsuas 475616 
27 O590 CON¢ATIOSI NC? aecivcul Shoah oe cecens 476856 
47 F045 Ont ariominc..4ceen nn, Aas mires. 477048 
47 T4I9 OntaniOrL mite dubs. iccnecetewts <a de 477473 
AT S15 We Ontariosinited Sewseks Boas st 478151 
AID MONATIONI NC: dare outs cos eee 478525 
403 lg@ntatio Limited —.ccceiceis yes neces 493221 
497408 Ontario Limited. ...2ivcs..2accke. 497408 
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Ontario Ontario 

Name of Corporation Corp. No. Name of Corporation Corp. No. 
503542° Ontaria Inenmy ee eet eats ee §03542 — 602374: Ontario, id .....c. ae ee 602374 
5092567 Ontario NC eter, eee rie 59756 = P6086 Ontariov Ince. 7. eaten eneneab es 607861 
512907 Ontario lids Aca ee ee 52902 SoUsT2t. Ontario bid! 7... Aiea ee 609121 
515299 Ontario LiGgeereti<. ee a eee 515299 612435 Ontariominewe: Lake ase eee 612435 
S15500 CNCATIO WILE s ventusaee cea 515386. “614705 Ontario; ities ele 614705 
517194 Ontario Linited ys, aoe er ees 517194 694715 Ontario Limitedae.cie eee 614715 
517423: Ontario: Vamited ye. ee on 517423 615170 Ontario. [neh Bese es etc 615170 
S771) Ontario Limited it. 2 eae eee SITTTE—"61617% Ontario, Ince . eis. eteehad 616179 
516243 Ontario Limited’ 2--.ive. ee 518243, 618173 Ontario Limited, este ee 618173 
51959s Ontario elmited Asse eae ee 519398 618819 Ontariowtd’ ee eee ee 618819 
521750 Ontario 521756. . “620269 Ontario: Ltda ee eee ee eee 620269 
SO S002 CONtAriO ING en ate oaene eee 523002 ~620303° Ontario Ince 2 Saree eee 620303 
DZ599 2: OMLATION EHC | 9... fee ae tere 525992 621274 Ontario nea. 22a eee ee 621274 
B55 Ontario Lice weve tere sector 535054. 622277 Ontario, Eimited”. fesise. eee 622217 
AOA L COOILATION LIC 0. ecco nts ce eciae te 536401 622477 Ontariotinc. 7 esi eee 622477 
DOT OU GMTHTO INC. Sart ease ets eats antes 537205 623680: Ontario, Limited”... .3) eee 623680 
SSS LOM OMCATIOS LNG. (fo or, eceeia set ncca ee aes 538160 624810 Ontario: Limited roe.) Wateone- eee: 624810 
ss CLCATIO. EC. oe. ee meena totus 538868 625408 Ontario Limited ..................... 625408 
NA L947 OMtAnO LAMUICU Yi ccav esses ons crea ee S41947 627406, Ontario, Lid. os acasc ceptors eaeeces 627406 
SA45a7, Ombratlo LAE een voee aster ee $44587 _ 0642528 Ontario, Limited 1-mr.. oe ee 642528 
ATOR ItATIO MILE G | tesco tace creer car: 547617 — 655065, Ontario Inc. ....tkk.)..2) seen 655065 
AT UO ORIKATIOU LNCS | Meare acter wdas hein 547706 655100 Ontario Limited <74.2.4..ee 655100 
SAT A SuOMATiO VALE Ue cach Soe Meceeae S47743 (O62 Ontario, Inc... ...:03.). eee ee 661211 
SAR ce, Ontario: MNCs. 2: okiee mente saeco ees 548072, .661408 Ontario, Limited .......ce4..keaetew ee 661408 
5484606 Ontario Limited) 04-4..ch0 ae eran. 548466 661412, Ontario Limited, ...0..-.0.cec.eetene 661412 
DEG WOLITATIO LMC. (oc: aeavan Sie sae eae SA8818 (601662. Ontanollncs 1.21. ee eee 661662 
SOU) Ontario Limitediss..stacecver es eae SSO0UZL ” 3661063. Ontario Incaivn..£ see 661663 
5546038 Ontarios iGreen ees 354638 661668 Ontario INC. cscanc ccs cmn tata eae 661668 
556/43 Ontario [simimted".. css. eee 556743. 6613818 Ontario, Limitedsiav. veut. Bao. 661818 
S5aa00 Ontario, imiited: 2 ees cane 558503 «.661935- Ontario. Limited seme ere. 661935 
SO) LiL @intario dsimited esse cc mice waste Soliit . 662102 OntanosLimiteders tea bee 4, 662102 
ihe Le OMPAn On ACen se. err near SOLIAL, -.66Z168: Ontario: Lid. .4.4..cgbe. saws 662103 
5655) Rca LC en eae nah cent cuca are 503371 662488 Ontario Incs os...3:.06ec ele eee 662488 
563812 Ontario-LANMTed) cvcececan esses. S03812 6625 Is: Ontang Inc 4.0, ee eee 662513 
564420 ONntatiOsbnes a arek sich sugtoaac sats caer 204429 662548: Ontario, Limited 44.). seca 662548 
SOS59 1) Ontanion Laited xk ci once aa aesttae 568891. 4662553 Ontario Ince t.e.) aeieeies ee 662553 
Dt OL) OME AL IO AICI Be arg tia oat cancesacteeben ah: S71260. 1662601 Ontarios nck Skt ae eee 662601 
SOV CTEATIOR INC Ie fk bres teinitar cothcns eescideae 571596 662635"Ontario: new. see oe. eee 662635 
Hi, fo, OEE SEO Ol a. ata duis incu aco waak stewetes S76177 662922- Ontario: Limited... .i2en een. 662922 
DZ OSs ONE DELON iC aastia te ce orien va tence commen AER 578268 662997, Ontario Limited) = 662997 
DOs COMPAR OmUN Ces elk acs stay sercrumedia ah onicwanes 581914 663112 Ontario Limited .................000. 663112 
SOAS OLOMAMO ING] 25.0. ca<ianasass spans 584516 —663134-Ontario. Lid! x. tec... oh dese 663134 
BSC IG OC MEAMOENG scenes eis cae eee 584698 663163 Ontario Limited ..................008 663163 
a64/44 Ontano Limited cn nwsnrarteneretaes 584744. » 663503: Ontario tdi a-ee).eweeenn: a 663503 
DSRoc i OCA O MC ts ors .s5a.70-7 ko canes atti 284887 66460 Ontario. Lid, 222 ene ce oe 664607 
980498 Ontario; Limited 5.9. mises ereners 586498 668113 Ontario Limited .................00. 668113 
980703 Ontario Limited ov.4saccssenndens 586763 697631 Ontario Limited ...............0008. 697631 
96/200 Ontario Limited 7.04 figs rcaee 587200 702576; Ontario. Lid. ...mcessutmenennn e. 702576 
383796 Ontario Limited ........0.40.-5..0+«: 588796 | 703306-OntariovIncmgee. ees! 703306 
SyeADS OM ANG ING, si, pecans, ease 592468" 707478 Ontariolinc) Mates cree. 707478 
naso05 Ontarovlimited  hoc% nekuse hae 595975 
Sosiee Ontario Limited sacs. e ee 596186 DIANE S. NAGEL, 


59687), Ontario (imited: «chaos hg 596321 32/90 Director, Companies Branch. 


THE ONTARIO GAZETTE / LA GAZETTE DE L’?ONTARIO 


Change of Name Act 
Loi sur le changement de nom 


Notice Is HEREBY GIVEN that the following 
changes of name were granted during the week 
ending July 20th, 1990. The listing below shows the 
previous name followed by the new name. 


AVIS EST PAR LA PRESENTE DONNE que les 
changements de noms suivants ont été accordés au 
cours de la semaine se terminant le 20 juillet 1990. 
La liste ci-dessous indique les anciens noms suivis 
par les nouveaux noms. 


Abdul, Sameena, Lisa — Boodram, Sameena Lisa. 

Abernethy, Terri-Jeanne — Morrish, Terri-Jeanne. 

Albert, Tammy, Gail — Albert-Walters, Tammy, 
Gail. 

Anderson, Laura, Lee — Mattis, Laura, Lee. 

Aranha, Diana, Norma, Rita, Pushpa — Machado, 
Diana, Norma, Rita, Pushpa. 

Archer, Susan, Darlene — Stolz, Susan. 

Baekken, Jorunn, Hilde — Baekken McKenzie, 
Jorunn, Hilde. 

Barongan, Benilda, 
Benilda, Conducto. 

Bassant, Kumarie — Latchman, Kumarie. 

Beaton, Phyllis — Vazquez, Phyllis. 

Beaulieu, Gabrielle, Lise, Marie, Henriette — 
Laramee, Gabrielle, Lise, Marie, Henriette. 

Benton, Verna, Joyce — Houston, Verna, Joyce. 

Bezemer, Suzanne, Elizabeth — _ Sutherland, 
Suzanne, Elizabeth. 

Biel, Dorota, Alicja — Styrczula-Masniak, Dorota, 
Alicja. 

Bisram, Sharmilla, Aretha — Khan, Sharmilla, 
Aretha. 

Bisson, Louise — Romano, Louise. 

Bogatek, Bogdan, Tadeusz — Mulyk, Bogdan, 
Tadeusz. 

Bolder, Sheryl, Louise — McRae, Sheryl, Louise. 
Boltyansky, Fira, Yosifovna — Kislyanski, Fira, 
Yosifovna. 
Booth, Vivian, 

Laraine. 
Bosma, Lisa, Marie — Hogeveen, Lisa, Marie. 
Boult, Lisa, Caren — Boult, Elisabeth, Caren. 
Breakenridge, Tammy, Nanna — McNeil, Tammy, 

Nanna. 


Conducto — _ Laberinto, 


Laraine — Galbraith, Vivian, 


Brown, Catherine, Anne — _ Brown-Ratcliffe, 
Catherine, Anne. 

Brown, Heather, Mariea — Leduc, Heather, 
Mariea. 

Brown, Valerie, Dianne — Rivers, Valerie, 
Dianne. 


Budd, Sharon, Anne — Dunbar, Sherrie, Ann. 

Burbine, Patricia, Ann — Kayorie, Patricia, Ann. 

Burnham, Helen, Margaret — Bretzke, Helen, 
Margaret. 

Bush, David, William — Bush, Heather, Denise. 

Camelon, Mary, Rose — Chevalier, Mary, Rose. 

Campbell, Babara, Louise — Odenthal, Barbara, 
Louise. 

Cannon, Teresa, Jo-Anne — MacArthur, Teresa, 
Jo-Anne. 

Carlson, Sandra, Ruth — Leckie, Sandra, Ruth. 
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Carvish, Judith, Diane — MacPhee, Judith, Diane. 

Castaneda, Rachel, Jane — Caluste, Rachel, Jane. 

Catalano, Olga, Mary — Catalano Leyman, Olga, 
Mary. 

Caughill, Shirley, May — Ramsbottom, Shirley, 
May. 

Caverhill, Olive, Eleanor — Caverhill, Eleanor. 

Cefaratti, Amanda — Broughton, Amanda, Leigh. 

Chau, Carly — Leung, Carly. 

Chin Sue, Ceceila, Shirley — Chang, Ceceila, 
Shirley. 

Chmela, Glenn, Gary, Walter, Matthew — 
Courtland, Glenn, Gary, Walter, Matthew. 

Chmielinska, Teresa — Limowski, Teresa. 

Ciccarelli, Carol, Lynn — Boccia, Carol, Lynn. 

Clause, Angela, Jean — Davidson, Angela, Jean. 

Collins, Christina — Menke, Christina. 


Collins, Suzanne, Carole — Therrien, Suzanne, 
Carole. 

Cook, Katharine Rachel — Pattison, Katharine, 
Rachel. 


Corbett, Judith, Anne — Weatherell, Judi, Anne. 

Cornellier, Christine, Edith, Maria — Curran, 
Christine, Edith, Maria. 

Corscadden, Susan, Jane — Di Poce, Susan, Jane. 

Couvillion, Richard, Wallace — Leonard, Richard, 
Wallace. 

Cowin, Lorna, Trudy — Flannigan, Lorna, Trudy. 

Cox, Shawn, Michael — Cox-Dauphin, Shawn, 
Michael. 

Cruz, Arlene, Reyes — Alvaran, Arlene, Reyes. 

Cuggy, Sharon, Mary, Lynne — Vanden Beek, 
Sharon, Mary, Lynne. 

Culhane, Aileen, Frances — Culhane Pentland, 
Aileen, Frances. 

Dafre, Marli — Dafre Soares, Marli. 

Dalcourt, Nancy, Sheila, Marie — Haar, Nancy, 
Sheila, Marie. 


Daley, Jayne, Elizabeth — Cascagnette, Jayne, 
Elizabeth. 

Datta, Kristina, Nabanita — Coens, Kristina, 
Nabanita. 


Davies, Linda, Ruth — Clarkson, Linda, Ruth. 

Davis, Dawn, Jeanne — Gannon, Dawn, Jeanne. 

Day, Stacey, Ellen — Clarke, Stacey, Ellen. 

De Carli, Loretto, Anne — Vella, Loretto, Ann. 

De Oliveira, Arilda, Fernandes — O’Connor, 
Arilda, Fernandes. 

Denommee, Richard, Joseph — Sametz, Richard, 
Joseph. 

Diceman, Shelley, Lyn — Kaastra, Shelley, Lyn. 

Dixon, Fern, Colleen — Charron, Fern, Colleen. 

Donald, Agnes, Edgar, McAleece — Burleigh, 
Agnes, Edgar, McAleece. 

Douglas, Amy, Melissa — Marth, Amy, Melissa. 

Dowse, Perpetua, Fidelma — Lynch, Perpetua, 
Fidelma. 

Duck, Marlene, Margaret — Lightfoot, Marlene, 
Margaret. 

Dunklee, Andrea, Lynn — Bower, Andrea, Lynn. 

Durocher, Marie, Marcelle, Jeannine, Denise — 
Genge, Marie, Marcelle, Jeannine, Denise. 

Dye, Karen, Louise — Syptak, Karen, Louise. 

Dykstra, Richelle, Elizabeth — Young, Richelle, 
Elizabeth. 

Easun, Pamela, Shelly — Gray, Pamela, Shelly. 
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Elliott, Lois, Wilma — Hennigar, Lois, Wilma. 

Emmanuelpillai, Ida — Vethanayagam, Ida. 

Endersby, Barbara, Lynne — Bazylewski, Barbara, 
Lynne, Marie. 

Ethier, Paulette, Anita — Erfle, Paulette, Anita. 

Evans, Karin — Tenny, Karin. 

Ezekiel, Jodi, Mae — Slingsby, Jodi, Mae. 


Farrell, Marylyne, Jane — Farrell, Marilynne, 
Jane. 

Farrington, Ellen, Gertrude — Farrington-Stord, 
Ellen, Gertrude. 

Faulkner, Mary, Theresa — Thomson, Mary, 
Theresa. 

Fogarty Banville, Carol, May — Harding, Carol, 
May. 

Forrest, Tamara, Roxanne — Tailor, Tamara, 
Roxanne. 

Fraser, Lonny, Vernon — Gelinas, Lonny, 
Vernon. 

Froy, Karen, Lynn — Robinson, Karen, Lynn. 

G/Kidan, Saba. G/Hiwoat —  W/Selassie, 
Yeworkwuha. 


Gianakakos, Sophia — Traiches, Sophia. 

Gill, Jo-Ann, Marlene — Ray, Jo-Ann, Marlene. 

Gilmer, Tracey, Elizabeth — Stewart, Tracey, 
Elizabeth. 

Ginn, Judith, Juanita — Costello, Judith, Juanita. 

Glebocka, Liliana — Czupryna, Lilliana. 

Gooch, Christopher, James — 
Christopher, James. 

Gooch, Jean, Alcorn — Campbell, Jean, Alcorn. 

Gooch, Sheri, Lynn — Campbell, Sheri, Lynn. 

Goodfellow, Carol, Ann — Jay, Carol, Ann. 

Gordon, Philip, William — Princetown, Philip, 
William. 


Campbell, 


Graham, Jennifer, Lynne — Smith, Jennifer, 
Lynne. 

Graham, Tracey, Diane — Snoddon, Tracey, 
Diane. 

Granato, Maria, Cristina — Charbonneau, Maria, 
Cristina. 


Griffin, Susan, Patricia — Burdey, Susan, Patricia. 

Gumbs, Yolanda — St. Juste, Yolanda. 

Gust, Donna, Evelyn — Duffin, Donna, Evelyn. 

Haddock, Michelle, Marie — Brown, Michelle, 
Marie. 

Hadlow, Sandra, Jean — Hamilton, Sandra, Jean. 

Hall, Barbara, Ann — Phillip-Brown, Barbara, 
Ann. 

Hall, Duran, Roberto, Oliver — Hall-Ferguson, 
Duran, Roberto, Oliver. 

Hannigan, Karen, Lynn — Barrett, Karen, Lynn. 

Hannula, Holly, Beverly — Muir, Holly, Beverly. 

Hansler, Audrey, Dorothea — Boylan, Audrey, 
Dorothea. 

Hargreaves, Ruth, Ellen — Chilco, Ruth, Ellen. 

Hatch, Elizabeth, Mary-Grace — Williams, 
Elizabeth, Mary-Grace. 

Hecimovic, Anna — Mamic, Anna. 

Hellings, Christopher, William — Starr, Damin. 

Henderson, Wanda, Ann — Foerstsch, Wanda, 
Ann. 

Herrler, Shelley, Ann — Jupp, Shelley, Ann. 

Hiltz, Ruth, Helen — Gardner, Ruth, Helen. 

Hirvasoja, Tarja, Maureen De Rosey Tarja, 
Maureen. 
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Hodgson, Scott, Thomas — _ Gostick, Scott, 
Thomas. 

Howard, Terry-Lee, Lynn — Moses, Terry-Lee, 
Lynn. 

Huber, Donna, Marie — Paulvetzian, Donna, 
Marie. 


Hull, Tracy, Lynn — Ouellette, Tracy, Lynn. 

Human, Karen, Lynn — Hannigan, Karen, Lynn. 

Hunter, Joan, Elizabeth — Hunter-Wallace, Joan, 
Elizabeth. 

Hylands, Robert — Yuile, Robert. 

Ismail, Gulshen, Ahamad — 
Ahamad. 

Ivanovsky, Carole — Zolis, Carole. 

Jabar, Bibi, Waheeda — Amin, Bibi, Waheeda. 

Jean, Diane, Marie — Jean-Courville, Kim, Marie. 

Jeffery, Sharon, Ruth — Charlton, Sharon, Ruth. 

Jensen, William, Lawrence — Jensen, William, 
Hillary. 

Johnson, Kim, Louise — Andrews, Kim, Louise. 

Johnuph, Rhoda — Lowe, Rhoda. 

Jollymore, Clayton, William — Drury, Clayton, 
William. 

Jones, Gwyneth, Elizabeth — MacKay, Gwyneth, 
Elizabeth. 

Keck, Tabatha — Graveline, Tabatha. 

Kelly, Michelle, Anne — Bogema, 
Anne. 

Kempt, Joshua, Ellis — Millar, Joshua, Henry. 

Khan, Bibi, Miriam — Ally, Bibi, Miriam. 

Khoo, Joyce, Heather — _  Bakazias, 
Heather. 

Kingston, Suzanne, Elizabeth — Lamont, Suzanne, 
Elizabeth. 

Kiraly, Anna, Maria — Peto, Anna, Maria. 

Kirk, Wendy, Mae — Kirk, Wendy, Mae. 

Klein, Eva, Clara — Storck, Eva, Clara. 


Saleh, Gulshen, 


Michelle, 


Joyce, 


Klygo, Agnes, Monica — Ryckman, Agnes, 
Monica. 
Konnaia, Elina, Igorevna — Alter, Elina, 
Igorevna. 


Kotadia, Nimrose — Khakoo, Nimrose. 

Kulpa, Renata, Elzbieta — Paredes-Gil, Renata, 
Elzbieta. 

Lagrotta, Daniela — Pileggi, Daniela. 

Laing, Karen, Wynn — Leishman, Karen, Wynn. 

Lambert, Teresa, Marie — Poirier, Teresa, Marie. 

Lampart, Ewa — Zajac, Ewa. 

Lancaster, Catherine, Ann — Au, Catherine, Ann. 

Larsen, Marianne — McPhee, Marianne. 


Larue, Marie, Therese, Anita — Picard-Larue, 
Therese, Anita. 
Lawrence, Cheryl, Anne, Mae — _ Lawrence- 


Holmes, Cheryl, Anne, Mae. 

Leask, Ellen, Sophia — Becker, Ellen, Sophia. 

Leclerc, Lorrie, Mary, Ann — Kahle, Lorrie, 
Mary, Ann. 

Lee, Yiu, Fai — Lee, Alec, Paul, Yiu-Fai. 

Levi, Cheryl, Ann — Woods, Cheryl, Ann. 

Lewis, Christina, Monique — Stephen, Christina, 
Monique. 

Lewis, Maureen, Ruth — Taylor, Maureen, Ruth. 

Lewis, Natalie — Potvin, Natalie. 

Ley, Traviss, Grant, Turner — Turner, Travis, 
Grant. 

Li, Hong, Xia — Li-Tran, Hong, Xia. 





THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


Lindberg, Tara, Marie — Lindberg-Davies, Tara, 
Marie. 

Lindhout, Pieter, Henry, Lennert — Lindhout, 
Pieter, Hendrik, Leendert. 

Liverance, Susan, Linda — Steffler, Susan, Linda. 

Lockhart, Julia, Hildrey — Sly, Julia, Hildrey. 

Lonsberry, Locky, Garry — Gelinas, Locky, 
Garry. 

Lopez-Zapien, Laura, Luz — Boyce, Laura, Luz. 

Lopopolo, Giovanni — Sumitt, Jonathan. 

Lourenco, Margaret, Fartas — Rodrigues, 
Margaret, Ann, Freitas. 

Lui, Pik, Man, Angela — Mao, Pik, Man, Angela. 

Lutes, Kathleen, Dawn — Lingley, Kathleen, 
Dawn. 

Lymer, Julie, Ann — Babcock, Julie, Ann. 

Ma, The — Ma-Du, The. 


MacDonald, Karry, Lynn — Hinzman, Karry, 
Lynn. 

MacKinnon, Kristen, Michelle — Boone, Kristen, 
Michelle. 


MacDonald, Darlene, Jane — Cochrane, Darlene, 
Jane. 

Macri, Chiara — Stagliano, Chiara. 

Maldonado, Marcela, Eliana — Rojas, Marcela, 
Eliana. 

Manns, Anita, Sally — Jones, Anita, Sally. 


Marcellus, Nancy, Louise — Currie, Nancy, 
Louise. 
Margerum, Kathrine, Charlene — _  Ceccotti, 


Kathrine, Charlene. 
Martin, Joanne, Marie — Pace, Joanne, Marie. 
Martin, Lisa, Cavell — Hart, Lisa, Cavell. 
Matulaitis, Laima, Kazimiera — Scott, 
Kazimiera. 
Maunder, Nancy, Ann — Wallis, Nancy, Ann. 


Laima, 


McDonnell, Michelle, Catherine — Hicks, 
Michelle, Catherine. 
McCalden, Catherine, Elizabeth — Albinet, 


Catherine, Elizabeth. 
McColl, Iona, Jean — Thompson, Iona, Jean. 
McConnell, Nancy, Lynn — Nelson, Nancy, Lynn. 
McKay, Annanias — McKay, Roddy, Annanias. 
McKendry, Celena, Lee-Ann — Creedon, Celena, 
Lee-Ann. 


McMillan, Laura, Anne — D’Angelo, Laura, 
Anne. 

McPherson, Pauline, Imogene — McPherson- 
Roberts, Pauline, Imogene. 

Merida Monzon, Claudia, Aracely — Menjivar, 
Claudia, Aracely. 

Messam, Retinella, Beatrice — Francis, Retinella, 
Beatrice. 


Micallef, Gail, Ann, Marie — O’Brien, Gail, Ann, 
Marie. 

Minaker, Elizabeth, Susanne — Lyons, Elizabeth, 
Susanne. 


Mitchell, Sharon, Geraldine — Cook, Sharon, 
Geraldine. 

Modzelewska, Krystyna, Ewa — Kaminski, 
Krystyna, Ewa. 

Moore, Dorothy, Arlene — Dorey, Dorothy, 
Arlene. 

Morrison, Joshua, Duncan — Gordon, Joshua, 
Duncan. 


Morton, Mary, Louise — O’Hearn, Mary, Louise. 
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Mullen, Dawn, Lynn — Mustin, Dawn, Lynn. 


Mumford, Patricia, Blaize — Bissett, Patricia, 
Blaize. 

Mundley, Carol, Margreta — Bennett, Carol, 
Margreta. 

Murray, Denise, Maxine — Murray-Robinson, 


Denise, Maxine. 
Murtagh, Rose, Mary — Martin, Rose, Mary. 
Nacsa, Krisztina, Erzsebet — Higham, Krisztina, 
Erzsebet. 
Nandha, Charan, Kaur — Thind, Charan, Kaur. 
Nastareiwich, Morris — Nestor, Melvin. 
Nastareiwich, Wasylna — Nestor, Lena. 
Nedakis, Mary — Nedakis-Coretti, Mary. 
Neill, Dawn, Marie — Baerwinkel, Dawn, Marie. 


Neufeld, Maria, Elizabeth — Banman, Maria, 
Elizabeth. 

Ngan, Tin, Man — Yau, Tin, Man. 

Nootchtai, Andrew, James, Zane — Commanda, 


Andrew, James, Zane. 

Nootchtai, Bradely, Gavin — Commanda, Bradely, 
Gavin. 

Nootchtai, Jasmine, 
Jasmine, Martha. 

Norris, Paul, Bradley — Wolfe, Paul, Bradley. 


Martha — Commanda, 


Onyszkewycz, Bohdan, Stephan — Onyskay, 
Bohdan, Stephen. 
Onyszkiewicz, Magdalena, Anna — Cristiano, 


Magdalena, Anna. 

Ormesher, Mary, Denise — Carson, Mary, Denise. 

Padalino, Tiziana, Eugenia — Padalino Fathers, 
Tiziana, Eugenia. 

Palango, Elizabeth, Irene, MacDonald — Millar, 
Elizabeth, Irene, MacDonald. 


Palmerio, Antonella —  Palmerio Birnie, 
Antonella. 

Pander, Brenda, Aileen — Pander-Scott, Brenda, 
Aileen. 

Patience, Sheila, Maureen — Sharer, Sheila, 
Maureen. 


Patten, Tracy, Lynn — Johnston, Tracy, Lynn. 
Patterson, Beth, Mary — Leighton, Beth, Mary. 
Periyathamby, Himalini — Sritharan, Himalyny. 
Perkins, Floyd, Allen — Caul, Floyd, Allen. 
Perl, Alexandru, Cristian — Perl, Chris, Alex. 
Peter, Jessie, Elizabeth — Tyrrell, Jessie, 
Elizabeth. 
Phillip, Barbara, June — Logan, Barbara-Jene. 
Phillip, Jillian, Rene — Logan, Jillian-Renee. 
Pipa, Alison, Gay — Nankivell, Alison, Gay. 
Policnik, Stacy-Lori — Policnik-Michel, Stacy-Lori. 


Por, Marija-Bernardka — Davidson, Marija- 
Bernardka. 

Preto, Maria, Isabel — Harripaul, Maria, Isabel. 

Quesnel, Tammy, Lynn — Whitewick, Tammy, 
Lynn. 


Radvanyi, Lynda, Marie — Kelly, Linda, Marie. 
Ratcliffe, Wilfred, Graham — Brown-Ratcliffe, 
Wilfred, Graham. 

Recoskie, Florence, 
Florence, Rosemarie. 

Reid, Helen, Janet —- Wood, Helen, Janet. 

Reid, Joan, Gwendolyn — _ Swatton, 
Gwendolyn. 

Renaud, Marie, Therese, Anne — Cleary, Marie, 
Therese, Anne. 


Rosemarie —  Rumleski, 


Joan, 
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Rhodenizer, Pauline, Lillas — Boucher, Pauline, 
Lillas. 

Richardson, Patricia, Lynn — Wynne, Patricia, 
Lynn. 

Ritcey, Karen, Jane — Noxon, Karen, Jane. 

Rivera, Lucrecia, Ileana, Polanco — Wilkinson, 
Lucrecia, Ileana, Polanco. 

Roberts, Kimberley, Ann — Buchanan, 


Kimberley, Ann. 

Roberts, Lorraine — Smardon, Lorraine. 

Robinson, Sheryl, Ann — _  Robinson-Kenner, 
Sheryl, Ann. 

Rolston, Shanna, Star — Cutting, Shanna, Star. 

Rondeau, Christopher, Michael — Knapton, 
Christopher, Michael. 

Routley, Brenda, Lee — McCarter, Brenda, Lee. 

Rubio, Elsa, Leticia — Sorto, Elsa, Leticia. 

Runstedler, Elizabeth, Anne — David, Lisa, 
Anne. 

Ruttan, Muriel, Edna — Vaughan, Muriel, Edna. 

Sabapathippillai, Ganeswary — Niranjan, 
Ganeswary. 

Sample, Tammy, Lynn — Song, Tammy, Lynn. 

Sarhan, Debra, Lynn — Hannon, Debra, Lynn. 

Savas, Vassiliky — D’Onofrio, Vassiliky. 

Scales, Norman, James — Whan, Norman, James. 

Scenna, Clara — Paines, Clara. 

Schwenk, Hilary, Anne, Holledge — Valliant, 
Hilary, Anne, Holledge. 


Scott, Kelly, Lynn — Scott Sanderson, Kelly, 
Lynn. 

Secord, Catherine, May —  Secord-Swann, 
Catherine, May. 

Shaughnessy, Teresa, Marie — Bothwell, Teresa, 
Marie. 

Shaw, Doris, Deloris — Shaw-Ferguson, Doris, 
Deloris. 


Sheeran-Smith, Bernadette, 
Bernadette, Mary. 

Sheppard, Carolyn, 
Carolyn, Lois. 

Simms, Lori, Anne, Patricia — Byrne, Lori, Anne, 
Patricia. 

Singh, Harinder — Abrol, Harinder, Singh. 


Mary — Sheeran, 


Lois — Sheppard Cocchio, 


Sklepkowycz, Christina, Marie —  Dashko, 
Christina, Marie. 

Slabodkin, Deborah, Anne — Dent, Deborah, 
Anne. 

Sladkowski, Diana, Cheryl — Megaffin, Diana, 
Cheryl. 


Smith, Leslie, Maureen — Cote, Leslie, Maureen. 
Smith, Rosanne, Lee — Foster, Rosanne, Lee. 
Smoke, Candy, Lee — Niles, Candy, Lee. 

Snee, Craig, William — McIntyre, Craig. 


Sonley, Heather, Maria — Fowler, Heather, 
Maria. 

Sookraj, Shanie, Bhinwattee — Van Rossum, 
Shanie, Bhinwattee. 

Spyksma, Lolkje, Elisabeth — Van _ Harten, 


Lolkje, Elisabeth. 
St Michael, Lillian — Burns, Lillian. 
Steele, Tina, Danielle — Givens, Tina, Danielle. 
Stewardson, Martha, Jane — Rocrnich: Martha, 
Jane. 
Stibler, Sharon, Joy — Wilson, Sharon, Joy. 
Stokes, Ann, Janis — Sills, Ann, Janis. 
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Suryadhay, Sisamone — Chittapong, Sisamone. 
Tam, June, Wai, Ching — Kwong, June, Wai, 
Ching. 


Tandoh, Nana, Kow, Adanu — Kuffuor, Nana, 
Kow, Addo, Tandoh. 

Tandoh, Nana, Kweku, Adanu — _ Kuffuor, 
Kweku, Asamoah, Tandoh. 

Taschereau, Marie, Phyllis, Lianne — Raymond, 


Marie, Phyllis, Lianne. 

Taylor, Udalee — Williams, Udalee. 

Teixeira, Isaura, Dos Santos — Teixeira Viveiros, 
Isaura, Dos Santos. 

Thomas, Barbe — Arbour, Barbe. 

Thomopoulos, Danielle, Louise — 
Danielle, Louise, Thomopoulos. 

Thompson, Jane, Marie — McComb, Jane, Marie. 

Thong, Yong — Thong, James. 

Tipping, Judith, Lurene — Cook, Judith, Lurene. 

Torres, Margaret, Anna, Alice — Near, Margaret, 
Anna, Alice. 

Tudosa, Viorica — Cenuser, Viorica. 

Turek, Lidia, Malgorzata — _  Skruch, 
Malgorzata. 

Tynes, Sharon-Lynn — Tynes-Constantine, Sharon- 
Lynn. 

Van De Ven, Aloijsa, Johanna, Margaretha — 
Klaase, Aloijsa, Johanna, Margaretha. 

Van Nieuwkuyk, Vanessa, Mary — Day, Vanessa, 
Mary. 

Vandemark, Deborah, Ann — James, 
Ann. 

Varga, Dianne, Marie — Varga, Dyan, Marie. 

Vecchi, Ines, Sindy — Botterweg, Ines, Sindy. 

Verville, Sharon, Ann — Draper, Sharon, Ann. 

Vesic, Katerina — Matovska, Katerina. 

Vesic, Zorica — Matovska, Zorica. 

Vivekananda, Gobii — Vivagananda, Gobii. 


Thomas, 


Lidia, 


Deborah, 


Vivekananda, Pavalaranee — _  Vivagananda, 
Pavalaranee. 
Vivekananda, Subramaniam — _  Vivagananda, 
Subramaniam. 


Vlasits, Daniel, Ernest — Hudak, Daniel, Ernest. 

Waddling, Nancy, Elizabeth — Walters, Nancy, 
Elizabeth. 

Wagner, Michael, Christopher, 
Jessie, Michael, Shawn, Bruce. 


Shane — Allen, 


Walker, Michael, Garrett — McCaw, Michael, 
Garrett. 

Watmore, Jasper, Lionel — Watmore, Jack, 
Lionel. 


Waycik, Virginia — Gledhill, Virginia. 

Webber, Wendy, Lynn — Jackman, Wendy, Lynn. 

Weissmann, Michael, Jacob — Callahan, Michael, 
Thomas. 


Whitaker, Marney, Ruth — Harvey, Marney, 
Ruth. 

Whitecross, Lisa, Catherine — Tiedtke, Lisa, 
Catherine. 

Wicks, Ronald, William, Albert — Lindeman, 


Ronald, William, Albert. 

Willis-O’Connor, Catherine — Murphy, Catherine. 

Wilson, Sheri, Lee — Killam, Sheri, Lee. 

Woo, Amelia, Meng, Kai — Woo-Wong, Amelia, 
Meng, Kai. 

Woodcox, Donald, Everett — Woodcock, Donald, 
Everett. 
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Wyzga, Anna, Maria — Wyzga Taplin, Anna, Yuyitung, Catherine, Helen — Bentley, Catherine, 


Maria. Helen. 

Yeboah-Afari, Anetta — Adu-Gyamfi, Anetta. Zabian, Smaya — Kobrosli, Smaya. 

Yeboah-Afari, Charles — Adu-Gyamfi, Charles. Zeng, F pees Shan — Yu, Feng. Shan. 

Yee, Duck — Yee, Doug, D. Ay ee oe Danuta, Teresa — Weber, Danuta, 

Ying, Gillian, Helen — Morris, Gillian, Helen. Hie 

Young, Dai, Wo — Uong, John, Dai, Wo. Dated this 20th day of July, 1990. 

Young, Janice, Leslie — Edgecombe, Janice, CAROLYNN LACHAPELLE, 
Leslie. (4502) 32 Deputy Registrar General. 


Applications to Provincial Parliament—Private Bills 
Demandes au Parlement provincial—Projets de loi d‘intérét privé 


PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for Private Bills are set out in the 
Standing Orders of the Legislative Assembly. Copies of the Standing Orders may be obtained from: 


The Office of the Clerk of the Legislative Assembly 
Room 1521, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/963-1300 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private Bills that are received after the first 
day of September in any calendar year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 
(8699) T.F.N. Clerk of the Legislative Assembly. 


Petitions to Provincial Parliament/Pétitions au Parlement provincial 


Extract from the Standing Orders respecting petitions 
35. (c) Every petition shall: 
(i) be addressed to the Parliament, Legislature or Legislative Assembly of Ontario; 


(ii) contain a clear, proper and respectful request that the House take some action within its 
authority; 


(iii) be written, typewritten or printed, without erasures or insertions; 


(iv) have its request appear at the top of every sheet, if it consists of more than one sheet of 
signatures; and 


(v) contain the names, addresses and original signatures written directly on the face of the 
petition and not pasted thereon or otherwise transferred to it. 


(d) Every member presenting a petition shall ensure that the petition conforms with the Standing 
Orders. 
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(e) The signature of every member presenting a petition shall be affixed to the petition. 


Further information with respect to petitions may be obtained from: 


Journals Branch 

Room 110, Legislative Building 
Queen’s Park 

Toronto, Ontario 

M7A 1A2 


Telephone: 416/965-1406 
(Collect calls will be accepted.) 


SAMPLE FORM FOR PETITIONS 


PETITION 


TO The Parliament/Legislature/Legislative Assembly (choose one) of Ontario:— 


WHEREAS (preamble if required) 


WHEREAS (preamble if required) 


I/We the undersigned petition the Parliament/Legislature/Legislative Assembly (choose one) of Ontario as 


follows:— 


(Text of Petition) 


Name (printed) 


(4268) T.F.N. 


Applications to Provincial 
Parliament 
Demandes au Parlement 
provincial 


BILL PRANKARD EVANGELISTIC 
CORPORATION 


Notice Is HEREBY GIVEN that on behalf of Bill 
Prankard Evangelistic Corporation application will 
be made to the Legislative Assembly of the Prov- 
ince of Ontario for an Act to revive the Charter of 
Bill Prankard Evangelistic Corporation which has 
been cancelled on the 27th day of January, 1987. 


This application will be considered by the Stand- 
ing Committee on Regulations and Private Bills. 
Any person who has an interest in the application 
and who wishes to make submissions, for or 
against the application, to the Standing Committee 
on Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, 
Queen’s Park, Toronto, Ontario M7A 1A2. 


Address (printed) 


Signature 


CLAUDE L. DESROSIERS, 
Clerk of the Legislative Assembly. 


Dated at Ancaster, this 25th day of June, 1990. 


REVERAND WILLIAM 
PRANKARD, 
Signing on behalf of 
Bill Prankard Evangelistic 
(6755) 29 to 32 Association. 
THE CORPORATION OF THE CITY OF 
LONDON 


Notice Is HEREBY GIVEN that on behalf of The 
Corporation of the City of London, application will 
be made to the Legislative Assembly of Ontario at 
its next regular session commencing in 1990 for an 
Act, 


1. To permit the Council of the Corporation to 
appoint two or three members of the Council, 
as determined by the Council, to the London 
Transit Commission, and to change from two 
to three the number of members of the Com- 
mission necessary to constitute a quorum of 
the Commission. 


2. To ratify and confirm an indenture between 
the Corporation and the Western Fair Associ- 





THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


ation dated November 30, 1989 respecting the 
ownership and use of the fair grounds known 
as Queen’s Park and to authorize and 
empower the parties to carry out the terms of 
the indenture. 


This application will be considered by a Standing 
Committee of the Legislative Assembly. Any per- 
son who has an interest in the application and who 
wishes to make submissions for, or against the 
application, to the Standing Committee should 
notify, in writing, the Clerk of the Legislative 
Assembly, Queen’s Park, Toronto, Ontario 
M7A 1A2. 


Dated at London, this 3rd day of July, 1990. 


ROBERT A. BLACKWELL, Q.C., 
City Solicitor, 
THE CORPORATION OF THE 
City OF LONDON, 
300 Dufferin Avenue, 
P.O. Box 5035, 
(6756) 29 to 32 London, Ontario N6A 4L9. 
THE CORPORATION OF THE TOWN OF 
MARKHAM 


Notice Is HEREBY GIVEN that on behalf of The 
Corporation of the Town of Markham, application 
will be made to the Legislative Assembly of the 
Province of Ontario for an Act to provide: 


1. That the Town may have wider powers 
regarding the protection of heritage homes 
and areas in the Town of Markham, in that: 


(i) all applications for demolition permits 
would go before Town Council for 
approval; 


(ii) Council may refuse an application for 
demolition and prohibit any work from 
being done to demolish or remove the 
building or structure; 


(iii) to increase its maximum fines for demol- 
ishing without a permit. 


This application will be considered by a Standing 
Committee of the Legislative Assembly. Any per- 
son who has an interest in the application and who 
wishes to make submissions for, or against the 
application, to the Standing Committee should 
notify, in writing, the Clerk of the Legislative 
Assembly, Queen’s Park, Toronto, Ontario 
M7A 1A2. 


Dated at Markham, this 9th day of July, 1990. 


ROBERT J. SWAYZE, 
Town Solicitor, 
THE CORPORATION OF THE 
TOWN OF MARKHAM, 
8911 Woodbine Avenue, 
(6757) 29 to 32 Markham, Ontario L3R 1A1. 


CORPORATION OF THE CITY OF TORONTO 


Notice Is HEREBY GIVEN that on behalf of the 
Corporation of the City of Toronto, application 
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will be made to the Legislative Assembly of the 
Province of Ontario, for an Act to provide: 


1. that Council of the City may pass by-laws 
prohibiting persons from causing or permitting 
refuse or debris originating from a construc- 
tion site to be placed, deposited or blown on 
to private property or property of the munici- 
pality or of a local board without authority 
from the owner or occupant of the property. 


The proposed legislation will define ‘construction 
site’ to mean any land upon which new or used 
materials or equipment are located in relation to 
the renovation construction or demolition of any 
building or structure. 


This application will be considered by a Standing 
Committee of the Legislative Assembly. Any per- 
son who has an interest in the application who 
wishes to make submissions, for or against the 
application, to the Standing Committee should 
notify in writing, the Clerk of the Legislative 
Assembly, Queen’s Park, Toronto, Ontario 
M7A 1A2. 


Dated at Toronto, this 12th day of July, 1990. 


DENNIS Y. PERLIN, 
Solicitor, 
City Hall, 

(6815) 29 to 32 Toronto, Ontario M5H 2N2. 


GILFORD LAND DEVELOPMENT CO. LIMITED 


NoticE Is HEREBY GIVEN that on behalf of 
Gilford Land Development Co. Limited application 
will be made to the Legislative Assembly of the 
Province of Ontario for an Act reviving the corpo- 
ration. 


The application will be considered by a Standing 
Committee on Regulations and Private Bills. Any 
person who has an interest in the application and 
who wishes to make submissions, for or against the 
application, to the Standing Committee on Regula- 
tions and Private Bills should notify, in writing, the 
Clerk of the Legislative Assembly, Queen’s Park, 
Toronto, Ontario M7A 1A2. 


Dated at Toronto, this 1st day of July, 1990. 


BRIAN MCDONOUGH, 

on behalf of the Applicant, 

Gilford Land Development Co. 
Limited 


CITY OF YORK 


NOTICE OF APPLICATION FOR SPECIAL 
LEGISLATION 


Noticr Is HEREBY GIVEN that on behalf of The 
Corporation of the City of York, application will 
be made to the Legislative Assembly of the Prov- 
ince of Ontario for an Act granting the Corpora- 
tion of the City of York certain powers and impos- 
ing certain duties regarding its Board of Health as 
follows: 


1. the Council of the City of York shall stand in 
the place of its Board of Health in respect of the 


(6855) 31 to 34 
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appointment, reappointment and dismissal of the 
Medical Officer of Health; and 


2. the Council of the City of York shall provide 
to its Board of Health such employees of the City 
including public health nurses that it considers nec- 
essary to carry out the functions of the Board of 
Health; and 


3. the Council of the City of York shall appoint 
the auditor of its Board of Health. 


This application will be considered by the Stand- 
ing Committee on Regulations and Private Bills. 
Any person who has an interest in the application 
and who wishes to make submissions, for or 
against the application, to the Standing Committee 
of Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, 
Queen’s Park, Toronto, Ontario M7A 1A2. 


Dated at Toronto, this 2nd day of August, 1990. 
THE CORPORATION OF 
THE CiTy OF YORK, 
GEORGE McQ. BARTLETT, 


(6896) 32 to 35 City Solicitor. 


Corporation Notices 
Avis relatifs aux compagnies 


673622 ONTARIO LIMITED 


Notice Is HEREBY GIVEN that 673622 Ontario 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 1st day of July, 1990. 


DONALD K. SHEARDOWN, 


(6897) 32 President. 


R-S TRUCK TRANSFER LTD. 


Notice Is HEREBY GIVEN that R-S Truck Trans- 
fer Ltd. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 24th day of July, 1990. 


MICHAEL E. SCHUSTER, 


(6898) 32 President. 


WORKBENCH CO. OF CANADA INC. 


Notice Is HEREBY GIVEN that Workbench Co. 
of Canada Inc. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Kingston, this 23rd day of July, 1990. 
(6899) 32 


312211 ONTARIO LIMITED 


Notice Is HEREBY GIVEN that 312211 Ontario 
Limited (formerly Easy-Plan Industries Limited) 
intends to dissolve pursuant to the Business Corpo- 
rations Act, 1982. 
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Dated this 19th day of September, 1988. 


GARY T. BRIGGS, 
Vice-President, Finance and 


(6900) 32 Assistant-Secretary. 


ONTARIO K.F.C. MARKETING GROUP INC. 


Notice Is HEREBY GIVEN that Ontario K.F.C. 
Marketing Group Inc. intends to dissolve pursuant 
to the Business Corporations Act, 1982. 


Dated this 25th day of July, 1990. 


BERNHARDT R. STRASSBURGER, 


(6901) 32 President. 


MADHANY INVESTMENTS LTD. 


Notice Is HEREBY GIVEN that Madhany Invest- 
ments Ltd. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 27th day of July, 1990. 


NASREEN K. MADHANY, 


(6902) 32 President. 


SQUARE DEAL ENTERPRISES (CHATHAM) 
INCORPORATED 


Notice Is HEREBY GIVEN that Square Deal 
Enterprises (Chatham) Incorporated intends to dis- 
solve pursuant to the Business Corporations Act, 
1982. 


Dated this 30th day of March, 1990. 


THOMAS FAREG TOMA, 


(6903) 32 President. 


A & M VIDEO OF CANADA LIMITED 


Notice Is HEREBY GIVEN that A & M Video Of 
Canada Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Toronto, this 23rd day of July, 1990. 


G. LACOURSIERE, 


(6904) 32 President. 


PERFECT JOY PRODUCTIONS LTD. 


Notice Is HEREBY GIVEN that Perfect Joy Pro- 
ductions Ltd. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Sault Ste. Marie, this 27th day of July, 
1990. 


MARY DAUVIN, 


(6905) 32 Secretary. 


OVERMARS & SONS (ONTARIO) LIMITED 


Notice Is HEREBY GIVEN that Overmars & Sons 
(Ontario) Limited intends to dissolve pursuant to 
the Business Corporations Act, 1982. 

Dated this 24th day of July, 1990. 

(6906) 32 








(6909) 32 
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EGLINTON EQUESTRIAN SERVICES LTD. 


Notice Is HEREBY GIVEN that Eglinton Eques- 
trian Services Ltd. (a wholly-owned inactive subsid- 
iary of The Eglinton Equestrian Club) intends to 
dissolve pursuant to the Business Corporations Act, 
1982. 


Dated this 30th day of April, 1990. 


PREBEN SCHMIDT, 


(6907) 32 Secretary. 


ROGER DESRAMAUX TAILORS LIMITED 


Notice Is HEREBY GIVEN that Roger Desramaux 
Tailors Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 

Dated this 27th day of July, 1990. 

(6908) 32 ROGER DESRAMAUX 


PHILATELIC EXHIBITION CONSULTANTS 
LIMITED 


NoticE Is HEREBY GIVEN that Philatelic Exhibi- 
tion Consultants Limited intends to dissolve pursu- 
ant to the Business Corporations Act, 1982. 


Dated this 14th day of July, 1990. 


GUSTAVE E. SNELS, 
Secretary. 


GREATER NIAGARA MEDICAL ARTS LIMITED 


Notice Is HEREBY GIVEN that Greater Niagara 
Medical Arts Limited intends to dissolve pursuant 
to the Business Corporations Act, 1982. 


Dated this 27th day of July, 1990. 


RICHARD D. MERRITT, 


(6910) 32 Secretary. 


PREVDENT INCORPORATED 


Notice Is HEREBY GIVEN that Prevdent Incorpo- 
rated intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated this 16th day of July, 1989. 


Lucy DIANA SARE, 


(6911) 32 President. 


GLORY TO GOD PUBLISHING CO. INC. 


Notice Is HEREBY GIVEN that Glory to God 
Publishing Co. Inc. intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated at Windsor, this 1st day of August, 1990. 


L. PHILLIPS, 


(6912) 32 Secretary. 


CHAMBERS MANAGEMENT LTD. 


Notice Is HEREBY GIVEN that Chambers Man- 
agement Ltd. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 
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Dated at Barrie, this 26th day of July, 1990. 


JUNE BEVERLY CHAMBERS, 


(6913) 32 Secretary. 


MEDWAY VALLEY FARMS INC. 


Notice Is HEREBY GIVEN that Medway Valley 
Farms Inc. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at London, this 23rd day of July, 1990. 


ROBERT F. FELLNER, 


(6914) 32 Secretary. 


TUNNEL VISION LTD. 


Notice Is HEREBY GIVEN that Tunnel Vision 
Ltd. intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated at London, this 23rd day of July, 1990. 


ROBERT F. FELLNER, 


(6915) 32 Secretary. 


SPARROW DIE CASTING INC. 


Notice Is HEREBY GIVEN that Sparrow Die 
Casting Inc. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Chatham, this 24th day of July, 1990. 


LUIGI PARMIGIANI, 


(6916) 32 President. 


B.W. WERNERFELT INC. 


Notice Is HEREBY GIVEN that B.W. Wernerfelt 
Inc. intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated this 15th day of June, 1990. 


KARSTEN WERNERFELT, 


(6917) 32 President. 


THE GUELPH POULTRY RESEARCH CENTRE 
(Ontario Corporation No. 853088) 


Notice Is HEREBY GIVEN that the number of 
Directors of The Guelph Poultry Research Centre 
was increased from three (3) to seven (7) by a spe- 
cial resolution which was confirmed by the Mem- 
bers of the Corporation on the 30th day of March, 
1990. 


Dated this 16th day of July, 1990. 


ROBERT WILLIAM CLARK STEVENS, 


(6918) 32 Chairman. 


BETHEL BAPTIST CHURCH (SIMCOE) 


Notice Is HEREBY GIVEN that the location of 
the head office of Bethel Baptist Church (Simcoe) 
was changed from the Town of Simcoe to the City 
of Nanticoke, in the Regional Municipality of 
Haldimand-Norfolk, in the Province of Ontario, by 
special resolution which was confirmed by the 
Members of the Corporation on the 23rd day of 
July, 1990. 
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Dated this 23rd day of July, 1990. 


MARVIN PAUL WIEDRICK, 


(6919) 32 Secretary. 


ASSOCIATION FOR THE NEUROLOGICALLY 
DISABLED OF CANADA 


The Association for the Neurologically Disabled 
of Canada, otherwise known as A.N.D., after a 
resolution at a Board of Directors’ meeting on 
May 31, 1990 and confirmed at the Annual Gen- 
eral meeting by the members of the Association on 
June 27th, 1990 to change our registered address to 
59 Clement Road, Etobicoke, Ontario M9R 1Y5, 
pursuant to the Corporation’s Act. 


R. S. NELSON, 


(6920) 32 President. 


THE PRINCE EDWARD COUNTY DAY CARE 
CENTRE 


Notice Is HEREBY GIVEN that The Prince 
Edward County Day Care Centre intends to dis- 
solve pursuant to the Business Corporations Act, 
1982. 


Dated this 23rd day of July, 1990. 
(6921) 32 


FAMILY GROUP FINANCIAL (1988) INC. and 
FAMILY GROUP FINANCIAL CORPORATION 


Notice Is HEREBY GIVEN that by Judgment of 
The Honourable Judge Gautreau, Local Judge, 
S.C.O. at London, dated July 19, 1990, Peat Mar- 
wick Thorne Inc. was appointed as liquidator of 
the estate and effects of Family Group Financial 
(1988) Inc. and Family Group Financial Corpora- 
tion for the purpose of winding up the business 
and affairs of the said companies and distributing 
their property. 


PEAT MARWICK THORNE 
INC., 
700-200 Queens Avenue, 


(6922) 32 London, Ontario N6A 1J3. 


RIENETT ENTERPRISES LIMITED 


TAKE NoTIceE that on the 30th day of July, 1990, 
the shareholders of Rienett Enterprises Limited 
passed a resolution requiring the said Corporation 
to be wound up voluntarily effective the 3lst day 
of July, 1990, under the provisions of the Business 
Corporations Act, 1982, and appointing A. Carl 
Rieder, 93 Edgehill Drive, Kitchener, Ontario, as 
liquidator. 


Dated at Kitchener, this 30th day of July, 1990. 


By its Solicitors, 

SUTHERLAND, HAGARTY, MARK 
AND SOMERVILLE, 

22 Water Street South, 

Kitchener, Ontario N2G 4K4, 


(6923) 32 Per: ROBERT A. SUTHERLAND. 
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GLENVILLE-CRANG HOLDINGS LIMITED 


Notice Is HEREBY GIVEN that Glenville-Crang 
Holdings Limited intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated at Toronto, this 26th day of July, 1990. 


MICHAEL E. WRIGHT, 


(6924) 32 President. 


247426 DEVELOPMENTS LIMITED 


Notice Is HEREBY GIVEN that 247426 Develop- 
ments Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 30th day of June, 1990. 


ARTHUR F. JOHNSON, 


(6925) 32 President. 


FOREST HILL FARMS LIMITED 


Notice Is HEREBY GIVEN that Forest Hill Farms 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 27th day of June, 1990. 


CELIA UNGERMAN, 


(6932) 32 President. 


COMMENHEALTH 


Notice Is HEREBY GIVEN that ComMenHealth 
has passed a Resolution providing for the surren- 
der of its charter, and that after payment or provi- 
sion for all of its debts and liabilities, its remaining 
property shall be distributed or disposed of to the 
Coordinating and Advisory Council for Mental 
Health Services in York Region and that such Res- 
olution was confirmed by all of the Members of 
ComMenHealth effective the 23rd day of July, 
1990. 


Dated at Newmarket, this 23rd day of July, 
1990. 
BRIAN COLMAN, 


(6933) 32 Secretary. 


ALAMAR MANOR LTD. 


Notice Is HEREBY GIVEN that Alamar Manor 
Ltd. intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated at Toronto, this 18th day of June, 1990. 


THEODORE BATCHER, 


(6934) 32 Secretary/Treasurer. 


RESTCHURCH LIMITED 


Notice Is HEREBY GIVEN that Restchurch Lim- 
ited intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated at Toronto, this 18th day of June, 1990. 


THEODORE BATCHER, 


(6935) 32 President. 











———— 
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FORMATIVE TECHNOLOGIES LIMITED 


Notice Is HEREBY GIVEN that Formative Tech- 
nologies Limited intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated this 29th day of June, 1990. 


SAMUEL LEINHARDT, 


(6936) 32 Secretary. 


SWITZER’S STYLE SHOPPE LIMITED 


NotTicE Is HEREBY GIVEN that Switzer’s Style 
Shoppe Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 31st day of July, 1990. 


MOLLY SwITZER, 


(6937) 32 Secretary. 


Notice to Creditors 
Avis aux créanciers 
ESTATE OF DAVID ALEXANDER CHEVERIE 


All claims against the Estate of David Alexander 
Cheverie, late of Brampton, Province of Ontario, 
who died on or about the 8th day of February, 
1990, in Toronto, Province of Ontario, must be 
filed with the undersigned personal representative 
on or before the 11th day of January, 1991; there- 
after, the undersigned will distribute the assets of 
the said Estate, having regard only to the claims 
then filed. 


Dated at Charlottetown, in Queens County, 
Province of Prince Edward Island, this 18th day of 
July, 1990. 


CARR, STEVENSON & 
MacKay, 
Barristers & Solicitors, 
50 Water Street, 
P°O7 Box 522, 
Charlottetown, P.E.I. C1A 7L1, 
(6887) 31 to 33 Telephone: (902) 892-4156. 


Miscellaneous Notices 
Avis divers 


CORPORATION OF THE TOWNSHIP OF 
TECUMSETH 


OZMAN PRIVATE CEMETERY 


NoticE Is HEREBY GIVEN that the cemetery 
known as the Ozman Private Cemetery, located on 
lands owned by William John and Margaret Jean 
Brethet, with a municipal address of R.R. #3, Tot- 
tenham, Ontario and more particularly described 
as Part North Half Lot 20, Concession 5, in the 
Township of Tecumseth, in the County of Simcoe, 
is the subject of an application for closure where- 
upon no further interments shall take place 
therein. 


AND Notice Is HEREBY GIVEN pursuant to Sec- 
tion 59 of the Cemeteries Act, Revised Statutes of 
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Ontario, 1980, Chapter 59, that application will be 
made to the Lieutenant Governor in Council for 
an Order directing that the remains, headstones 
and markers in said cemetery be removed there- 
from in accordance with the provisions of said Act. 


AND FURTHER Notice Is HEREBY GIVEN that it 
is the intention of The Corporation of the Town- 
ship of Tecumseth, owner of the Cemetery pursu- 
ant to Section 62 of the Cemeteries Act, to remove 
the remains, the headstones and markers to St. 
John’s Anglican Church Cemetery at the South 
Part of Lot 17, Concession 6, in the Township of 
Tecumseth, County of Simcoe, where they will be 
re-interred in a common grave and the headstones 
and markers will be reassembled in a cairn at the 
site. 


Dated at Beeton, this 13th day of July, 1990. 


CORPORATION OF THE 
TOWNSHIP OF TECUMSETH, 


PATRICIA M. MIDDLEBROOK, 
AMCT, 
Deputy-Clerk, 
PO AbOxe220. 
(6817) 30 to 33 Beeton, Ontario LOG 1A0. 


TRAILMOBILE EMPLOYEES’ (BRANTFORD) 
CREDIT UNION LIMITED 


Notice Is HEREBY GIVEN that the membership 
of Trailmobile Employees’ (Brantford) Credit 
Union Limited passed a special resolution on July 
19, 1990 to wind-up the credit union pursuant to 
the Credit Unions and Caisses Populaires Act. 


Dated this 30th day of July, 1990. 
(6926) 32 


ALGONQUIN WEST CREDIT UNION LIMITED 


Please note that the following legal notice is in 
accordance with the provisions of the Credit 
Unions and Caisses Populaires Act. The Algonquin 
West Credit Union Limited will continue opera- 
tions at both its branches under the business com- 
bination with Parry Sound-Muskoka Credit Union 
Limited. Any questions can be directed to the 
staff. 


NOTICE 


TAKE NOTICE that at a special meeting of mem- 
bers of the Algonquin West Credit Union Limited 
duly called for the purpose held on the 11th day of 
June, 1990, a special resolution was passed autho- 
rizing the voluntary winding up and appointment of 
the undersigned as liquidator of the said Credit 
Union under the provisions of Section 120 of the 
Credit Unions and Caisses Populaires Act. 


AND FURTHER TAKE Notice that on and after 
the 11th day of June, 1990, no further withdrawals 
or payments on shares or deposits may be made by 
any member and no new loans will be made. Proof 
of any claim against the said Credit Union must be 
filed with the Liquidator within thirty days of the 
date of this notice, after which time the assets of 
the Credit Union will be distributed amongst the 
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persons entitled thereto, having regard to the 
claims of which the Credit Union then has notice. 


ONTARIO SHARE AND 
DEPOSIT INSURANCE 
CORPORATION, 

4711 Yonge Street, 

Suite 700, 

North York, 

Ontario M2N 6K8, 


(6927) 32 Liquidator. 


ORILLIA COMMUNITY CREDIT UNION 
LIMITED 


The following notice is not intended for mem- 
bers of The Barrie Community Credit Union Oril- 
lia Branch. It is only for members who retained, at 
the time of acquisition, membership with the Old 
Orillia Community Credit Union Limited. 


NOTICE 


TAKE NOTICE that at a special meeting of mem- 
bers of the Orillia Community Credit Union Lim- 
ited duly called for the purpose held on the 26th 
day of June, 1990, a special resolution was passed 
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authorizing the voluntary winding up and appoint- 
ment of the undersigned as liquidator of the said 
Credit Union under the provisions of Section 120 
of the Credit Unions and Caisses Populaires Act. 


AND FURTHER TAKE NOTICE that on and after 
the 26th day of June, 1990, no further withdrawals 
or payments on shares or deposits may be made by 
any member and no new loans will be made. Proof 
of any claim against the said Credit Union must be 
filed with the Liquidator within thirty days of the 
date of this notice, after which time the assets of 
the Credit Union will be distributed amongst the 
persons entitled thereto, having regard to the 
claims of which the Credit Union then has notice. 


ONTARIO SHARE AND 
DEPOSIT INSURANCE 
CORPORATION, 

4711 Yonge Street, 

Suite 700, 

North York, 

Ontario M2N 6K8, 


(6928) 32 Liquidator. 


Sales of Lands for Tax Arrears by Public Tender 
Ventes de terrains par appel d’offres pour arriéré d’‘impot 


MUNICIPAL TAX SALES ACT, 1984 


THE CORPORATION OF THE TOWNSHIP OF PELEE 


TAKE NOTICE that tenders are invited for the purchase of the land(s) described below and will be 
received until 3.00 p.m. local time on September 4, 1990 at Municipal Building, Pelee Island, Ontario 


NOR 1MO. 


The tenders will then be opened in public on the same day at 3.30 p.m. 


Description of Land(s) 


(A) Plan 1277, Lot 37, Township of Pelee 


(H) Plan 1277, Lot 34, Township of Pelee 


Ce ee ee ee ee ee ee ny 


(B) Plan 1011, Lots 29, 30, 31, 32, 33, Township of Pelee 
(C) Plans, Part Lot 21, Townshipratewelee: .........:: 
(D) Plan 1011, Part Lot 47, Lot 48, Lot 49, Township of Pelee 
(E) Plan 228, Part Lot 2, Part 6 Plan 12R3150, Township of Pelee 
(F) Plan 35, Lot 11, Part Lot 10 Plan 338, Part Lot 49, Township of Pelee 
(G) Plan 35, Part Lot 15, Township of Pelee .......... 


Cr ee ee er ed 


SOOM mm eee eso ee es ees rere seers eeese essere eeeeeees 


i ry 


(I) Plan 1309, Lot 10, Township of Pelee ............... 


Poem eee em meso eee eeeseeeeeeeeeeeeeserseeseseseseee 


Poem meee meee seer eee eens eseeeseeeseeseseseseeeee 


Minimum 
Tender Amount 
$1,099.22 
2,897.10 
Loi 
2,144.25 
1,278.31 
8,944.93 
2,042.91 
1,283.84 
262024 


a? 


ee er oy 


CY 


ce ay 


Tenders must be submitted in the prescribed form and must be accompanied by a deposit in the form 
of a money order or of a bank draft or cheque certified by a bank, trust company or Province of Ontario 
Savings Office payable to the municipality (or board) and representing at least 20 per cent of the tender 


amount. 


The municipality makes no representation regarding the title to or any other matters relating to the 
land to be sold. Responsibility for ascertaining these matters rests with the potential purchasers. 
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This sale is governed by the Municipal Tax Sales Act, 1984, being chapter 48 of the Statutes of 
Ontario, 1984 and the Municipal Tax Sales Rules made under that Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the relevant land transfer tax. 


For further information regarding this sale and a copy of the prescribed form of tender contact: 


D. McTAVISH, 
Treasurer, 
THE CORPORATION OF THE 
TOWNSHIP OF PELEE, 
(6929) 32 Pelee Island, Ontario NOR 1MO. 


MUNICIPAL TAX SALES ACT, 1984 


THE CORPORATION OF THE CITY OF HAMILTON 


Take Notice that tenders are invited for the purchase of the land(s) described below and will be 
received until 3.00 p.m. local time on September 13th, 1990 at Hamilton City Hall. 


The tenders will then be opened in public on the same day at 3.30 p.m. local time. 


Minimum 
: Description of Land(s) Tender Amount 
255 MacNab Street North, Plan 127, Block 21, Part Lot 3, 30.03’ x 120.12’ more or 
FSS ee CRE Re eRe a din s civ wih ages Dbwias Duro Aed da erdaurecleNatuieal Gulebies wae tvue e's $33.822.87 


Tenders must be submitted in the prescribed form and must be accompanied by a deposit in the form 
of a money order or of a bank draft or cheque certified by a bank, trust company or Province of Ontario 
Savings Office payable to the municipality (or board) and representing at least 20 per cent of the tender 
amount. 


The municipality makes no representation regarding the title to or any other matters relating to the 
land to be sold. Responsibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Tax Sales Act, 1984, being chapter 48 of the Statutes of 
Ontario, 1984 and the Municipal Tax Sales Rules made under that Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the relevant land transfer tax. 


For further information regarding this sale and a copy of the prescribed form of tender contact: 


Mr. E. C. MATTHEWS, 
Treasurer, 
THE CORPORATION OF THE 
City OF HAMILTON, 
71 Main Street West, 
Hamilton, Ontario L8N 3T4, 
(6930) 32 Attn. Mr. R. A. SEAGER. 


MUNICIPAL TAX SALES ACT, 1984 
THE CORPORATION OF THE UNITED TOWNSHIP OF MCCROSSON AND TOVELL 


TakE NoTICE that tenders are invited for the purchase of the land(s) described below and will be 
received until 3.00 p.m. local time on September 6th, 1990 at 211 4th St., Rainy River, Ontario. 


The tenders will then be opened in public on the same day at 211 4th St., Rainy River, Ontario. 


Minimum 
Description of Land(s) Tender Amount 
Mees POU Ont o® LOVE ECL Lie OO ie) ACTES.| aseemcossenes eases sere ote iaes ess ove ek $453.34 
Meer ian 48-1715" Lovell) Pel: 22,8025.0.9 Acre his. vidiesiadastnesunsccs-cetenedeanasseacenes 589.54 


Tenders must be submitted in the prescribed form and must be accompanied by a deposit in the form 
of a money order or of a bank draft or cheque certified by a bank, trust company or Province of Ontario 
Savings Office payable to the municipality (or board) and representing at least 20 per cent of the tender 
amount. 


The municipality makes no representation regarding the title to or any other matters relating to the 
land to be sold. Responsibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Tax Sales Act, 1984, being chapter 48 of the Statutes of 
Ontario, 1984 and the Municipal Tax Sales Rules made under that Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the relevant land transfer tax. 
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For further information regarding this sale and a copy of the prescribed form of tender contact: 


P. W. GILES, 
Treasurer, 
THE CORPORATION OF THE 
UNITED TOWNSHIP OF, 
McCROSSON AND TOVELL, 
Box 427, 
(6931) 32 Rainy River, Ontario POW 1L0. 











— 
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Publications under the Regulations Act 
Publications en vertu de la Loi sur les reglements 


1990—08— 11 


LAND REGISTRATION REFORM ACT, 1984 


O. Reg. 406/90. 

General. 

Made—February 23rd, 1990. 
Filed—July 23rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 580/84 
MADE UNDER THE 
LAND REGISTRATION REFORM ACT, 1984 


1. Subsection 1 (2) of Ontario Regulation 
580/84 is amended by adding the follow- 
ing paragraph: 


22. That portion of the City of North York 
(originally the Township of York) bounded 
by the following: 


The southerly limit of Lawrence Avenue 
West as widened between Caledonia Road 
and Chicoutimi Avenue; 


The westerly limit of Chicoutimi Avenue 
between Lawrence Avenue West and Cold- 
stream Avenue; 


The westerly limit of Westgrove Crescent 
between Coldstream Avenue and Glencairn 
Avenue; 


The southerly limit of Glencairn Avenue 
between Westgrove Crescent and Bathurst 
Street; 


The westerly limit of Bathurst Street as wid- 
ened between Glencairn Avenue and View- 
mount Avenue; 


The southerly limit of Viewmount Avenue 
between Bathurst Street and Marlee Ave- 
nue; 


The westerly limit of Marlee Avenue as wid- 
ened between Viewmount Avenue and Hill- 
mount Avenue; 


The southerly limit of Hillmount Avenue 
between Marlee Avenue and Dufferin 
Street; 
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The westerly limit of Dufferin Street as wid- 
ened between Hillmount Avenue and 
Glencairn Avenue; 


The southerly limit of Glencairn Avenue 
between Dufferin Street and Caledonia 
Road; and 


The westerly limit of Caledonia Road as 
widened between Glencairn Avenue and 
Lawrence Avenue West. 


ENVIRONMENTAL ASSESSMENT ACT 


O. Reg. 407/90. 
Exemption—Ministry of 
Transportation—MTC-S58. 
Made—July 11th, 1990. 
Approved—July 11th, 1990. 
Filed—July 23rd, 1990. 


ORDER MADE UNDER THE 


ENVIRONMENTAL ASSESSMENT ACT 


EXEMPTION—MINISTRY OF 
TRANSPORTATION—MTC-58 


Having received a request from the Ministry of 
Transportation that an undertaking, namely: 


The Remote Northern Airport Program of the 
Ministry of Transportation which includes: 


i. 


The planning, design, construction and 
operation of remote northern airports and 
the buildings, facilities and access roads 
associated with such airports; 


The expansion of existing remote northern 
airports; and 


Major improvements to and/or relocation of 
access roads at remote northern airports, 


be exempt from the application of the Act pursuant 
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to section 29; and 
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Having been advised by the Ministry of Transpor- 
tation that if the undertaking is subject to the applica- 
tion of the Act, the following injury, damage or inter- 
ference with the persons and property indicated will 
occur: 


A. The proponent and review agencies will be 
damaged by the expenditure of resources to 
review and resubmit a Class Environmental 
Assessment for an undertaking which nor- 
mally does not cause significant detrimental 
environmental effects and for which the 
existing class environmental assessment pro- 
cess is acceptable to the proponent, review 
agencies and potentially affected parties. 


Having weighed such injury, damage or interfer- 
ence, against the betterment of the people of the 
whole or any part of Ontario by the protection, con- 
servation and wise management in Ontario of the 
environment which would result from the undertak- 
ing being subject to the application of the Act; 


The undersigned is of the opinion that it is in the 
public interest to order and orders that the undertak- 
ing is exempt from the application of the Act for the 
following reasons: 


A. The Ministry of Transportation (MTO) had 
demonstrated that the Remote Northern 
Airport Program provides significant social 
and economic benefits to the communities 
served with minimal disruption of the envi- 
ronment. This has been further demonstrat- 
ed by the development of projects in accor- 
dance with the approval which was issued 
pursuant to Order in Council number O.C. 
2801/80 which expired in 1985, and subse- 
quently in accordance with Exemption 
Order MTC-54 which was filed as O. Reg. 
No. 168/85 and expired on March 28, 1990. 


B. The Remote Northern Airport projects are 
undertaken only in response to a request 
from, and with the co-operation and 
approval of, the band council of the Indian 
Reserve to be served by the airport. 


C. The nature of the projects, the scale of the 
program, the commitment by MTO to fol- 
low the previously approved Class Environ- 
mental Assessment process for the Remote 
Northern Airport Program and the possibil- 
ity of amending this order to exclude any 
proposal that raises environmental concerns 
will ensure the protection, conservation and 
wise management in Ontario of the environ- 
ment. 


This exemption order is subject to the following, 


terms and conditions: 


1. Except as provided in subsequent condi- 
tions, MTO shall continue to follow the 
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Remote Northern Airport Class Environ- 
mental Assessment, referred to in reason A. 


2. The format and minimum level of detail to 
be provided in the Environmental Study 
Report filed for each project as required by 
the Class Environmental Assessment will be 
modified in accordance with the amended 
Part IV, filed in the public record with 
Exemption Order MTC-54. 


3. (1) In determining whether to specify, 
under condition 4 (b), a date later 
than December 31, 1990, for the ter- 
mination of this order, the Minister 
of the Environment shall have regard 
to the results of a public consultation 
program carried out by MTO with 
respect to any requested extension of 
the applicable termination date. 


(2) Any public notice to be employed in 
a public consultation program under 
condition 4 (b) shall be approved by 
the Minister of the Environment pri- 
or to its formal issue. 


4. This order shall terminate on the later of: 
(a) December 31, 1990; and 


(b) such later date as the Minister of the 
Environment from time to time spec- 
ifies by notice in writing filed in the 
public record file for the Class Envi- — 
ronmental Assessment. O. Reg. 
407/90. 


JAMES BRADLEY 
Minister of the Environment 
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EXECUTIVE COUNCIL ACT 


O. Reg. 408/90. 

Transfer of Administration of Act Niagara 
Escarpment Planning and Development 
Act transferred to Minister of the 
Environment. 

Made—May 30th, 1990. 

Filed—July 24th, 1990. 


ORDER IN COUNCIL 
O.C. 1281/90 
On the recommendation of the undersigned, the 


Lieutenant Governor, by and with the advice and 
concurrence of the Executive Council, orders that 
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pursuant to subsections 2 (1) and 5 (1) of the 
Executive Council Act, and effective on and after the 
Ist day of June, 1990, the administration of and all 
powers and duties under or in relation to the Niagara 
Escarpment Planning and Development Act are here- 
by assigned and transferred to the Minister of the 
Environment. 


Order in Council numbered OC-1959/85, dated the 
7th day of August, 1985, and Ontario Regulation 
422/85 are revoked effective the date of this Order. 
O. Reg. 408/90. 


Recommended JOHN SWEENEY 
Minister of Municipal Affairs 
Concurred MURRAY ELSTON 


Chairman 
Approved and Ordered May 30, 1990. 


LINCOLN M. ALEXANDER 
Lieutenant Governor 


32/90 


EMPLOYMENT STANDARDS ACT 


O. Reg. 409/90. 
General. 

Made—July 11th, 1990. 
Filed—July 25th, 1990. 


REGULATION TO AMEND 
REGULATION 285 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
EMPLOYMENT STANDARDS ACT 


1. Subsections 17 (1) and (2) of Regulation 
285 of Revised Regulations of Ontario, 
1980 are revoked. 


2. The Regulation is amended by adding the 
following sections: 


LOCAL CARTAGE 


18.—(1) Notwithstanding Part VI of the Act, an 
employer shall pay to an employee who is a driver of 
a vehicle or who is a driver’s helper overtime pay for 
each hour worked in excess of fifty hours in a work 
week at an amount not less than one and one-half 
times the employee’s regular rate. 


(2) Subsection (1) applies to employees who are 
drivers of vehicles used in the business of carrying 
goods for hire within a municipality or to any point 
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not more than five kilometres beyond the municipali- 
ty’s limits and to employees who are drivers’ helpers 
on such vehicles. O. Reg. 409/90, s. 2, part. 


HIGHWAY TRANSPORT 


19.—(1) Notwithstanding Part VI of the Act, an 
employer shall pay to an employee who is a driver of 
a public truck overtime pay for each hour worked in 
excess of sixty hours in a work week at an amount not 
less than one and one-half times the employee’s regu- 
lar rate. 


(2) Subsection (1) applies to employees who are 
drivers of public trucks that are operated by holders 
of operating licences issued under the Truck Trans- 
portation Act, 1988. 


(3) Subsection (1) does not apply to employees 
who are drivers of vehicles used in the business of 
carrying goods for hire within a municipality or to 
any point not more than five kilometres beyond the 
municipality’s limits. 


(4) For purposes of this section, in computing the 
number of hours worked by an employee in a week, 
only those hours during which the employee is direct- 
ly responsible for the public truck shall be included. 
O. Reg. 409/90, s. 2, part. 


3. This Regulation comes into force on the 
Ist day of August, 1990. 


32/90 


LIVE STOCK MEDICINES ACT 


O. Reg. 410/90. 
General. 

Made—July 11th, 1990. 
Filed—July 25th, 1990. 


REGULATION TO AMEND 
REGULATION 587 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
LIVE STOCK MEDICINES ACT 


1. The Schedule to Regulation 587 of 
Revised Regulations of Ontario, 1980 is 
amended by adding the following items: 


31a. Mebendazole for deworming of horses 
37a. Oxfendazole for deworming of horses 
32/90 
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PUBLIC SERVICE ACT 


O. Reg. 411/90. 

General. 

Made—July 16th, 1990. 
Approved—July 27th, 1990. 
Filed—July 27th, 1990. 


REGULATION TO AMEND 
REGULATION 881 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
PUBLIC SERVICE ACT 


1.—(1) Subsection 64 (1) of Regulation 881 of 
Revised Regulations of Ontario, 1980, as 
remade by section 3 of Ontario Regula- 
tion 304/87, is revoked and the following 
substituted: 


(1) Effective the lst day of January, 1990, a full- 
time employee is entitled to vacation credits at the 
rate of, 


(a) 1% days per month during the first eight 
years of continuous service; 


(b) 1% days per month, 


(i) after eight years of continuous ser- 
vice, 


(ii) after appointment to a position that 
is classified within the professional 
medical group, or 


(iii) after appointment to a position that 


is classified within the Executive 


Compensation Plan; 
(c) 21/12 days per month, 


(i) after sixteen years of continuous ser- 
vice by an employee who is a com- 
missioned officer in the Ontario Pro- 
vincial Police Force below the rank 
of Deputy Commissioner, or 


(ii) after fifteen years of continuous ser- 
vice by an employee to whom sub- 
clause (i) does not apply; and 


(d) 2%2 days per month after twenty-seven years 
of continuous service. O. Reg. 411/90, 
$. Ch); 


(2) Subsection 64 (15) of the Regulation, as 
made by section 3 of Ontario Regulation 
667/87, is amended by striking out ‘‘or’’ 
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at the end of clause (c), by adding ‘‘or’’ 
at the end of clause (d) and by adding the 
following clause: 


(e) an employee’s period of full-time service 
under the Legislative Assembly Act that is 
immediately before the employee’s appoint- 
ment as a public servant under the Public 
Service Act and without any intervening 
break in service. 


(3) Section 64 of the Regulation is amended 
by adding the following subsection: 


(16) In clause 15 (e) ‘service under the Legislative 
Assembly Act’ includes full-time service as an 
employee of the caucus of a political party or of a 
member of the Assembly where the employee’s sal- 
ary is paid out of the money appropriated for use of 
the caucus or member under the Legislative Assembly 
Act. O. Reg. 411/90,s. 1 (3). 


2.—({1) Subsection 69 (1) of the Regulation, as 
remade by section 19 of Ontario Regula- 
tion 24/86, is amended by striking out the 
portion after clause (b) and substituting 
the following: 


in the event of the death on or after the 15th day of 
June, 1990 of the employee’s spouse, parent, moth- 
er-in-law, father-in-law, child, stepchild, daughter- 
in-law, son-in-law, sister, brother, sister-in-law, 
brother-in-law, grandparent, grandchild, ward or 
guardian. 


(2) Section 69 of the Regulation, as remade 
by section 19 of Ontario Regulation 24/86 
and amended by section 3 of Ontario 
Regulation 41/90, is further amended by 
adding the following subsections: 


(3) An employee who would otherwise have been — 
at work is entitled to one day leave of absence with 
pay in the event of the death on or after the 15th day 
of June, 1990 of the employee’s aunt, uncle, niece or 
nephew. 


(4) If the funeral service for a person on whose 
death an employee is entitled to a leave of absence 
under subsections (1) and (3) is held at a location 
more than 800 kilometres from the employee’s resi- 
dence, the employee is entitled to two additional 
days leave of absence without pay immediately fol- 
lowing the leave of absence taken by the employee 
under those subsections. 


(5) Subsections (3) and (4) do not apply to a com- 
missioned officer in the Ontario Provincial Police 
Force below the rank of Deputy Commissioner. 
O. Reg. 411/90, s. 2 (2). 


3. Subsection 78 (1) of the Regulation, as 
remade by section 1 of Ontario Regula- 
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tion 523/87, is revoked and the following 
substituted: 


(1) The Basic Life Insurance Plan shall provide life 
insurance coverage equal to 100 per cent of the 
annual salary of every employee, and such coverage 
shall not be less than $10,000 for a full-time employee 
and $5,000 for a part-time employee. O. Reg. 
411/90, s. 3. 


4.—{1) Subclause 83 (1) (b) (ii) of the Regula- 
tion, as remade by section 2 of Ontario 
Regulation 523/87, is revoked and the fol- 
lowing substituted: 


(ii) $50 above the charge by the hospital 
for standard ward room hospital care 
for each day on or after the Ist day of 
January, 1990 to every employee to 
whom subclause (i) does not apply; 
and 


(2) Clause 83 (2) (b) of the Regulation, as 
remade by section 2 of Ontario Regula- 
tion 523/87, is revoked and the following 
substituted: 


(b) vision care, to a maximum of $100 every 
twenty-four months per person, as of the Ist 
day of January, 1990, to every employee to 
whom clause (a) does not apply and who 
elects to participate in the Plan’s additional 
coverage for vision care and hearing aids; 
and 


(3) Clauses 83 (4) (a) and (b), as made by 
section 27 of Ontario Regulation 24/86, 
are revoked and the following substi- 
tuted: 


(a) 60 per cent of the premiums for each partici- 
pating full-time employee; and 


(b) 60 per cent of the percentage of the monthly 
premiums which apply in clause (1a) (b) for 
each participating part-time employee, 


(b) 


(c) 


(d) 


fees set out in the Ontario Dental Associa- 
tion schedule of fees for general practition- 
ers in effect when the expense is incurred; 


50 per cent of the cost of new dentures spec- 
ified by the Plan to a maximum of 50 per 
cent of the fees therefor set out in the 
Ontario Dental Association schedule of fees 
in effect when the expense is incurred, pro- 
vided that the maximum amount of reim- 
bursement under this clause in respect of 
the claims of any one of the employee, the 
employee’s spouse and the dependent chil- 
dren of the employee shall not exceed 
$2,000; 


50 per cent of the cost of orthodontic ser- 
vices specified by the Plan and provided to 
unmarried dependent children of the 
employee over the age of six years and 
under the age of nineteen years to a maxi- 
mum of 50 per cent of the fees therefor set 
out in the Ontario Dental Association 
schedule of fees in effect when the expense 
is incurred, provided that the maximum 
amount of reimbursement under this clause 
shall not exceed $2,000; and 


50 per cent of the cost of crowns, bridge- 
work and other major restorative services 
specified by the Plan to a maximum of 50 
per cent of the fees therefor set out in the 
Ontario Dental Association schedule of fees 
in effect when the expense is incurred, pro- 
vided that the maximum amount of reim- 
bursement under this clause in respect of 
the claims in a year of any one of the 
employee, the employee’s spouse and the 
dependent children of the employee shall 
not exceed $2,000. O. Reg. 411/90, s. 5. 


6. Schedules 3, 4, 5, 6 and 7 to the Regula- 


tion, as remade by section 1 of Ontario 
Regulation 125/90 are revoked and the 
following substituted: 


Schedule 3 


5. Subsection 84 (1) of the Regulation, as 


remade by section 10 of Ontario Regula- 
tion 304/87, is revoked and the following 
substituted: 


(1) Effective the 1st day of January, 1990, the 
Dental Insurance Plan shall provide to every em- 
ployee who elects to participate, reimbursement of, 


(a) 80 per cent of the cost of basic dental ser- 


vices, endodontic services, periodontic ser- 
vices and repair or maintenance services for 
existing dentures or bridges specified by the 
Plan but not to exceed 80 per cent of the 


Accident Claims Supervisor 1, 2 
Accommodation Officer 1, 2, 3 
Architectural Job Captain 1, 2, 3 
Archivist 1, 2, 3 

Artifacts Officer 

Audiologist 


Boiler Inspector 
Building Caretaker 6 


Cartographer 1, 2, 3, 4 
Cartographic Technician 1, 2, 3 
Classifier 1, 2, Board of Censors 
Commercial Artist 1, 2 
Communications Technician 3 
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Construction Superintendent 1, 2, 3 
Court Reporter 1, 2,3 
Court Reporter Apprentice 


Data Processing Technician 1, 2, 3, 4, 5, 6, 7 


Data Processing Technician 2, 3, 4, 5, 6, 7 (Excluded) 


Dental Assistant 

Dental Hygienist 

Deputy 1, 2, Administration of Justice 
Designer 1, 2 

Dietitian 1 

Drafter 1, 2,3 

Drafter Tracer 

Driver Examination Supervisor 1 
Driver Examiner 

Driver Examiner (Probationary) 


EEG. Technician <2, 3 
Elevator Inspector 1, 3 
Engineering Officer 1, 2 
Engineering Services Officer 2, 3 
Environmental Officer 1, 2, 3, 4, 5 
Estate Assessor 1, 2 

Estimator and Quantity Surveyor 1 
Exhibition Designer 1, 2 


Farm Products Inspector 1, 2 

Field Worker 1, 2, Homes for Special Care 
Fire Safety Officer 3 

Fire Services Adviser 2 

Fire Services Investigator 2 

Forensic Analyst 1, 2, 3 


Highway Carrier, Inspector 1, 2, 3 

Highway Carrier, Supervising Inspector 1 
Highways Assistant Communications Supervisor 
Home Economics Assistant 1, 2 


Indian Development Officer 
Inspector of Surveys 2 

Instructor 1, 2, Ontario Fire College 
Instrument Repairer 1, 2 

Instrument Repairer, Foreman/woman 
Insurance Representative 

Interior Designer 1, 2 

Interior Designer, Trainee 
Investigator of Estates 


Junior Commercial Artist 
Junior Drafter 


Laboratory Attendant 1, 2 

Language and Citizenship Training Specialist 1 
Legislative Assistant Editor 
Librarian 1, 2, 3, 5 

Library Technician 1, 2, 3, 4 


Maintenance Superintendent 1, 2 


Nurse 1, 2, Clinic 
Nurse 1, 2, 3, Public Health 


Occupational Therapist 1, 2, 3 

Office Administration 1, 2, 3, 4, 5, 6, 7, 8, 9 
10, 1 hea eS 

Office Administration 1, 2, 3, 4, 5, 6, 7, 8, 9 
10, 11, 12, 13 (Excluded) 

Operator 1, 2, 3, Bindery Equipment 

Operator 1, 2, 3, 4, Microfilm 

Operator 1, 2, 3, 4, Offset Equipment 

Operator 1, 2, 3, Whiteprint Equipment 

Operator 4, X-Ray Unit 

Organizer 2, X-Ray Surveys 


Personalty Valuator 1 

Pesticide Control Officer 1, 2, 3 
Pharmacist - Staff 

Pharmacy Technician 1, 2 
Photogrammetrist 1, 2, 3, 4 
Platemaker 1, 2 

Printing Estimator 

Psychologist 1 

Psychometrist 1, 2 

Purchasing Officer 1, 2, 3 
Purchasing Officer 1 (Excluded) 


Records Officer Junior 

Records Officer Junior (Excluded) 

Records Officer 1, 2 

Records Officer 1, 2 (Excluded) 

Rehabilitation Officer 1, 2, Correctional Services 

Rehabilitation Officer 1, 2, Health 

Research Officer 1, 2(a), 2(0), Transportation 
and Communications 

Returning Officer, Ontario Labour Relations Board 

Review Officer 

Review Supervisor 2 


Safety Instruction Officer 2 (Excluded) 
Schedule Co-ordinator 1, 2, 3 

Scientist 1, 2, 3 

Senior Usher and Messenger 

Service Areas Inspector 

Services Officer 1 (Bargaining Unit) 
Services Supervisor 2 

Sheriff?s Officer 1, 2 

Social Work Assistant 

Social Work Supervisor 1, 2, (Bargaining Unit) 
Social Worker 1, 2 

Specification Officer 1, 2,3 

Speech Therapist 


Staff Training Officer, Community and Social Services 


(Bargaining Unit) 
Standards Officer 1, 2, Industrial Training 


Standards Officer 1, 2, Industrial Training (Excluded) 


Steam Plant Chief 2 
Supervisor of Operations (Bargaining Unit) 


1242 


O. Reg. 411/90 


; 





——s— 


























O. Reg. 411/90 


Technician 1, 2, 3, 4, 5, Chemical Laboratory 
Technician 3, 4 Construction 

Technician 1, 2, Engineering Office 
Technician 3, 4, Engineering Survey 
Technician 1, 2, 3, Fuel 

Technician 3, Legal Survey 

Technician 1, 2, Municipal Engineering 
Technician 1, 2, 3, 4, Photographic 
Technician 1, 2, 3, 4, S Physical Laboratory 
Technician 1, 2, 3, 4, 5, Radiation 
Technician 1, 2, 3, 4, Road Design 
Technician 1(a), 1(b), X-Ray 

Technician X-Ray, Supervisor 
Technologist 1, 2, 3, Medical Laboratory 
Telephone Services Officer 

Traffic Analyst 1, 2, 3, 4,5 

Translator 1, 2,3 

Travel Counsellor 1, 2, 3 


Usher and Messenger 


_ Welfare Field Worker 1, 2 


Welfare Field Worker (Probationary) 
O. Reg. 411/90, s. 6, part. 


Schedule 4 


Agricultural Technician 1, 2, 3 
Agricultural Worker 1, 2, 3 
Air Engineer 

Ambulance Officer 1, 2, 3, 4 
Arboriculturist 1 


| Artisan 1, 2,3 


Attendant 1, 2, 3, 4, Oak Ridge 
Audiologist Services Technician 


Baker eZ, 

Bookbinder 1, 2 

Bridge Operator 

Building Caretaker 1, 2 

Building Cleaner and Helper 3 (Bargaining Unit) 
Butcher 1 


Cable Ferry Operator 1, 2 
Canteen Operator 1, 2 

Chief Steward 

Child Care Assistant 1, 2 

Child Care Worker 1, 2, 3, 
@ieaner 1, 2,3 

Cleaner, Office Buildings 

elerk 1, 2,3, 4, 5, 6, Supply 
Clerk 7, Supply (Bargaining Unit) 
Communications Technician 1, 2 
Constable 

Constable (Probationary) 
Construction Inspector 

Cook 1, 2 

Cook 3 (Bargaining Unit) 
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Correctional Officer 1, 2, 3 
Counsellor 1, 2, 3 Residential Life 


Deckhand 


Electronics Repairer 

Electronics Technician 

Electronics Technician 1, 2, Government Services 
Elevator Attendant 

Elevator Mechanic 1, 2,3 

Equipment Spray Painter 


Ferry Mate 

Fire Safety Officer 1, 2 
Fire Services Adviser 1 
Fire Services Investigator 1 


Garage Attendant 
Garage Attendant Supervisor 


Hairdresser 

Helper, Food Service 

Highway Construction Inspector 1, 2, 3 
Highway Equipment Operator 1, 2, 3, 4 
Highway Equipment Supervisor 1 

Highway General ForemanAvoman 

Highway Labour Foreman/woman 

Hospital Attendant 1 

Hospital Housekeeper 1, 2 (Bargaining Unit) 


Industrial Officer 1, 2, 3 

Inspector of Weighers and Checkers 1, 2 
Inspector 1, 2, Vehicle Inspection 
Instructor 1, 2, 3, 4 (Occupational) 
Instructer 1, 2, 3(a), Recreation and Crafts 


Landscape Worker 
Laundry Worker 1, 2, 3, 4, 5 
Lineman/woman 


Maintenance Bricklayer 

Maintenance Carpenter 

Maintenance Carpenter, Foreman/woman 
Maintenance Electrician 

Maintenance Electrician, Foreman/woman 
Maintenance Foreman/woman 

Maintenance Machinist 

Maintenance Machinist, Foreman/woman 
Maintenance Mason 

Maintenance Mechanic 1, 2, 3 

Maintenance Painter and Decorator 

Maintenance Painter and Decorator, Foreman/woman 
Maintenance Plasterer 

Maintenance Plasterer, Foreman/woman 
Maintenance Plumber 

Maintenance Plumber, Foreman/woman 
Maintenance Refrigeration Mechanic 

Maintenance Refrigeration Mechanic, Foreman/woman 
Maintenance Sheet Metal Worker 
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Maintenance Steamfitter Trainee (M.R.C. Course), Health 
Maintenance Welder Transport Despatcher 
Manual Worker Transport Driver 
Marine Engineer 1, 2 
Meat Inspector 1 Upholstery Repairer 
Mechanic 1, 2 
Mechanic Foreman/woman Volunteer Services Assistant 
Medical Assistant 1, 2, 3 
Mill Worker 1, 2 Waste and Water Project Operator 1, 2 
Motor Vehicle Operator 1, 2 Waste and Water Project Trainee Operator 
Water Level Control Supervisor 
Nurse 1, 2, 3, General Weigher 
Nurse 1, 2, 3, Nursing Education O. Reg. 411/90, s. 6, part. 
Nurse 2, 3, Special Schools 
Observation and Detention Home Worker 1, 2, 3 Schedule 5 
Parking Attendant Agricultural Support OM-10, 11 
Powderman/woman 
Preparator 1, 2 Clerical Services CM-08, 09, 10, 11, 12, 13, 14, 15, 16, 17 
Provincial Bailiff 1, 2 Correctional OM-13, 14, 15, 16 


Psychiatric Nursing Assistant 1, 2, 3, 4 
Drafting, Design and Estimating TM-11, 12, 13 
Radio and T.V. Repairer 
Radio Operator 1, 2, 3 Engineering and Surveying Support TM-11, 12, 13, 14, 15 
Recreation Officer 1, 2, Correctional Services ; 
Recreation Officer 3, Correctional Services (Bargaining Unit) | Food Services OM-08, 09, 10, 11 
Residence Supervisor 1 


Resource Technician 1, 2, 3, 4 General Operational OM-08, 09, 10, 11 

Security Officer 1, 2,3 Information AM-16, 17 

Senior Bridge Operator Institutional Care OM-10, 11, 12, 13 

Senior Marine Engineer 1, 2 

Sergeant, Ontario Provincial Police Office Equipment Operation CM-08, 09, 10, 11, 12, 13, 14 

Sewer 1, 2 

Sign Painter Photography TM-10, 11, 12, 13, 14, 15 

Sign Painter, Foreman/woman Printing OM-09, 10, 11, 12, 13 

Sign Painter, Helper Purchasing and Supply AM-12, 13 

Sign Painter, Improver 

Staff Sergeant, Ontario Provincial Police ' Resources, Technical TM-11, 12 

Steam Plant Engineer 1, 2, 3 

Steam Plant Technician 1, 2 Scientific Support TM-11, 12, 13, 14, 15 

Steward Skills and Trades OM-11, 12, 13, 14, 15, 16 

Supervisor 1; Food Service (Bargaining Unit) 

Supervisor of Juveniles 1, 2 O. Reg. 411/90, s. 6, part. 

Tailor 

Technician 1, 2, Construction 

Technician 1, Engineering Survey Schedule 6 

Technician 2, Engineering Survey (Bargaining Unit) 

Technician Equipment Development Actuarial Science PM-16, 17, 18, 19, 20, 21, 22 

Technician 1, 2, 3, 4, 5, Field Adviser, Ontario Police Commission 

Technician 1, 2, Legal Survey Agricultural Officer 1, 2 

Technician 1, 2, 3, Survey Agricultural Specialist 1, 2, 3 

Technician 1, 2, 3, 4, Traffic Agricultural Specialist 1, 2, Dairy 

Telephone Installer 1, 2, 3 Agnicultural Support OM-12, 13, 14 

Trade Instructor 1, 2, 3 Agriculture PM-15, 16, 17, 18, 19, 20, 21 

Trades Apprentice Ambulance Services OM-14, 15, 16, 17, 18 

Traffic Patroller 1, 2, Transportation and Architecture PM-15, 16, 17, 18, 19, 20, 21 
Communications Archival and Historical PM-14, 15, 16, 17, 18 
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Area Supply Supervisor (Bargaining Unit) 
Assistant Plant Superintendent, Air Service 


Biologist 1, 2(a), 2(b) 
Biologist 3 (Bargaining Unit) 


Chaplain PM-14, 15, 16, 17, 18, 19 

Chief Inspector of Theatres 

Chief Instructor, Ontario Police College 

Child Care Worker 4 

Commercial Artist 3 

Commissioned Officer, 1, 2, 3, Ontario 
Provincial Police 

Community Development Officer 1, 2, 3 

Community Planner 1, 2, 3, 4, 5 

Crown Counsel 1, 2, 3, 4, 5 

Crown Counsel 1, 2, 3, 4 (Excluded) 


Dairy Herd Improvement Officer 1 

Dentistry PM-19, 20, 21, 22 

Deputy Director, Ontario Police College 

Deputy Senior 1, Administration of Justice 

Drafting, Design and Estimating TM-14, 15, 16, 17, 18, 19 
Driver Attendant, Minister 


. Economics and Statistics PM-16, 17, 18, 19, 20, 21 


Economist 1, 2, 3, 4, 5 (Bargaining Unit) 

Education Adviser 

Education Officer 

Education PM-18, 19, 20, 21, 22 

Employment Standards Auditor 1, 2 

Employment Standards Officer 1 

Engineering and Surveying PM-11, 12, 13, 14, 15, 16, 
By, 18, 19720; 21, 22 


Engineering and Surveying Support TM-16, 17, 18, 19, 20, 21 


Engineering Officer 3, 4 


| Engineering Services Officer 4, 5 


Executive Officer 1, 2, 3 (Bargaining Unit) 

Executive Officer 1, 2 (Excluded) 

Exhibition Designer 3 

Extension Assistant 

Financial Administration AM-12, 13, 14, 15, 16, 17, 18, 19, 
20,21, 22 

Financial Officer 1, 2, 3, 4, 5 (Bargaining Unit) 

Financial Officer 1, 2 (Excluded) 

Financial Officer Trainee 

Food Services OM-12, 13, 14, 15, 16 

Forester 1, 2(a), 2(b), 3, 4, 5 


| French Language Services AM-20, 21, 22 


General Administration AM-11, 12, 13, 14, 15, 16, 17, 18, 
mo 20, 21, 22 

General Operational OM-12, 13, 14, 15, 16, 17 

General Scientific PM-15, 16, 17, 18, 19, 20, 21 


| Geoscientist 1, 2, 3, 4 


Heating and Power OM-11, 12, 13, 14, 15, 16, 17, 18 
Highway Equipment Supervisor 2, 3 


Highway Maintenance Supervisor 
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Highway Services Supervisor 

Home Economist 1, 2, 3 

Home Economics, Dietetics & Nutrition PM-10, 11, 12, 13, 
fACTSHIG 1721S 

Housing Analyst 1, 2 

Human Rights Officer 1, 2 


Immigration Officer 

Industrial Development Officer 1, 2, 3 

Information AM-18, 19, 20 

Information Officer 1, 2, 3, 4 

Information Officer 1, 2, 3, 4 (Excluded) 

Inspector, Operating Engineers’ Branch 

Institutional Care OM-14, 15, 16 

Institutional Management AM-14, 15, 16, 17, 18, 19, 
2072122525 

Instructor 1, 2, 3, Ontario Police College 

Intelligence Officer, Ontario Police Commission 

Investigator 1, Agricultural Products 

Investigator 1, 2, Ontario Securities Commission 


Labour Relations AM-15, 16, 17, 18, 19, 20, 21, 22, 23 

Law Administration AM-11, 12, 13, 14, 15, 16, 17, 18, 
498202212 22923 

Law Court Administration AM-12, 13, 14, 15, 16, 17, 18, 
195,205.21 

Legal Survey Examiner 4 

Library Services PM-13, 14, 15, 16, 17 


Medical PM-19, 20, 21, 22, 23, 24, 25, 26 
Mine Rescue Training Officer 1, 2 


Northem Affairs Officer 1, 2 
Nursing PM-12, 13, 14, 15, 16, 17, 18, 19 


Occupational and Physical Therapy PM-13, 14, 15, 16 

Occupational Health and Safety Inspector 1, 2 

Occupational Hygienist 

Office Equipment Operation CM-15 

Personnel Administration AM-12, 13, 14, 15, 16, 17, 18, 
19,.20,:21 

Pharmacy PM-15, 16, 17, 18, 19, 20, 21, 22 

Photography TM-16 

Pilot 

Printing OM-14, 15 

Probation Officer 1, 2 

Program Analysis AM-16, 17, 18, 19, 20, 21 

Property Administration AM-15, 16, 17, 18, 19, 20, 21, 22 

Psychologist 2, 3 

Psychology PM-18, 19, 20, 21 

Publicity Photographer 1, 2, 3 

Purchasing and Supply AM-14, 15, 16, 17, 18, 19, 20 


Radiation Protection Physicist 1 

Research Science:PM-16, 17, 18, 19, 20, 21 

Research Scientist 3, 4, 5, Natural Resources 

Resource Technician, Senior 1, 2, 3, 4 (Bargaining Unit) 

Resources Planning and Management PM-14, 15, 16, 17, 18, 
19, 20, 21 

Resources, Technical TM-13, 14, 15, 16, 17, 18 
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Safety Instructor Officer 3 (Excluded) Cartographic Technician 1, 2, 3 
Scientific Support TM-16, 17, 18 Child Care Assistant 1, 2 
Scientist 4 Child Care Worker 1, 2, 3 
Senior Air Engineer Cleaner 1, 2, 3 

Senior Biologist Cleaner, Office Buildings 
Service Areas Manager Clerk 1, 2, 3, 4, 5, 6, Supply 
Skills and Trades OM-17, 18, 19 Constable 

Social Programs Administration AM-13, 14, 15, 16, 17, 18, Constable (Probationary) 

19,20, 21, 22 Construction Superintendent 1, 2, 3 
Social Work PM-15, 16, 17, 18, 19 Cook 1, 2 
Speech Pathology and Audiology PM-15, 16, 17, 18, 19 Cook 3 (Bargaining Unit) 

Statistician 1, 2, 3, 4 Correctional Officer 1, 2, 3 
Supervisor 1, 2, Municipal Organization and Administration Counsellor 1, 2, 3 (Residential Life) ° 
Supervisor, Municipal Organization and Administration, 

Trainee Data Processing Technician 1, 2, 3, 4, 5, 6, 7 
Supreme Court Reporter 1 Data Processing Technician 2, 3, 4, 5, 6, 7 (Excluded) 
Systems Officer 1, 2, 3, 4,5 Deckhand 
Systems Officer 1, 2, 3, 4, 5 (Excluded) Dental Assistant 
Systems Officer Junior Dental Hygienist 
Systems Officer Junior (Excluded) _ | Deputy 1, 2, Administration of Justice 
Systems Services AM-11, 12, 13, 14, 15, 16, 17, 18, Drafter 1, 2 


19520528 Drafter Tracer 


Technical Consultant 1 


Telecommunications TM-13, 14, 15, 16 E.E.G. eaniclay Li2ee 
Transcription Services CM-13, 14, 15, 16, 17, 18, 19 Electronics Repaiter 
Translation AM-18, 19, 20 Electronics Technician 
Electronics Technician 1, 2, Government Services 
Veterinary Science PM-17, 18, 19, 20, 21 Elevator Attendant 


Elevator Inspector 1, 3 

Elevator Mechanic 1, 2, 3 
Environmental Officer 1, 2, 3, 4, 5 
Equipment Spray Painter 
Estimator and Quantity Surveyor 1 
Exhibition Designer 1, 2 


Vocational Training Supervisor 1 
Volunteer Services Organizer 


Workers’ Compensation Adviser 1, 2 


O. Reg. 411/90, s. 6, part. 


Ferry Mate 
Sohedulec? BOs Worker 1, 2, USES for Special Care 
Fire Services Investigator 1, 2 
Accident Claims Supervisor 1, 2 


Accommodation Officer 3 Garage Attendant 
Agnicultural Technician 1, 2 Garage Attendant Supervisor 
Agricultural Worker 1, 2, 3 
Ambulance Officer 1, 2, 3, 4 Hairdresser 
Arboriculturist 1 Helper, Food Service 
Architectural Job Captain 1, 2, 3 Highway Equipment Operator 1, 2, 3, 4 
Attendant 1, 2, 3, 4, Oak Ridge Highway General Foreman/woman 1 
Audiologist Services Technician Highway Labour Foreman/woman 
Audiologist Hospital Attendant 1 
Baker 1, 2 Indian Development Officer 
Bookbinder 1, 2 Industrial Officer 1, 2, 3 
Boiler Inspector Inspector 1, 2, Vehicle Inspection 
Bndge Operator Instructor 1, 2, 3, 4 (Occupational) 
Building Caretaker 1, 2, 6 Instructor 1, 2, 3(a), Recreation and Crafts 
Butcher 1 Instrument Repairer 1, 2 

Instrument Repairer, Foreman/Woman 
Cable Ferry Operator 1, 2 Interior Designer 1, 2 
Canteen Operator 1, 2 Interior Designer, Trainee 
Cartographer 1, 2 Investigator of Estates 
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Junior Commercial Artist 
Junior Drafter 


Laboratory Attendant 1, 2 

Landscape Worker 

Language and Citizenship Training Specialist 1 
Laundry Worker 1, 2, 3, 4,5 

Librarian 1, 2,3 

Library Technician 1, 2, 3, 4 

Lineman/woman 


Maintenance Bricklayer 

Maintenance Carpenter 

Maintenance Carpenter, Foreman/woman 
Maintenance Electrician 

Maintenance Electrician, Foreman/woman 
Maintenance Foreman/woman 
Maintenance Machinist 

Maintenance Machinist, Foreman/woman 
Maintenance Mason 

Maintenance Mechanic 1, 2, 3 
Maintenance Painter and Decorator 


_ Maintenance Painter and Decorator, Foreman/woman 
| Maintenance Plasterer 


Maintenance Plasterer, Foreman/woman 


_ Maintenance Plumber 


Maintenance Plumber, Foreman/woman 


| Maintenance Refrigeration Mechanic 


Maintenance Refrigeration Mechanic, Foreman/woman 
Maintenance Sheet Metal Worker 

Maintenance Steamfitter 

Maintenance Welder 

Manual Worker 


| Marine Engineer 1, 2 


Meat Inspector 1 
Mechanic 1, 2 
Mechanic Foreman/woman 


| Medical Assistant 1, 2,3 


Mill Worker 1, 2 


| Motor Vehicle Operator 1, 2 


Nurse 1, 2, Clinic 


Nurse 1, 2, 3, General 


Nurse 1, 2, 3, Nursing Education 
Nurse 1, 2, 3, Public Health 


Observation and Detention Home Worker 1, 2, 3 
Occupational Therapist 1, 2, 3 
Office Administration 1, 2, 3, 4, 5, 6, 7, 8, 9 


| Office Administration 1, 2, 3, 4, 5, 6, 7, 8, 9 


(Excluded) 
Operator 1, 2, Bindery Equipment 
Operator 1, 2, 3, Microfilm 
Operator 1, 2, 3, Offset Equipment 
Operator 1, 2, 3, Whiteprint Equipment 
Operator 4, X-Ray Unit 


Parking Attendant 
Pesticide Control Officer 1, 2, 3 
Pharmacist - Staff 
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Pharmacy Technician 1, 2 
Photogrammetrist 1, 2, 3 

Platemaker 1, 2 

Powderman/woman 

Preparator 1, 2 

Printing Estimator 

Psychiatric Nursing Assistant 1, 2, 3, 4 
Psychologist 1 

Psychometrist 1, 2 


Radio and T.V. Repairer 

Radio Operator 1, 2, 3 

Records Officer Junior 

Records Officer Junior (Excluded) 

Records Officer 1, 2 

Records Officer 1, 2 (Excluded) 

Recreation Officer 1, 2, Correctional Services 


| Rehabilitation Officer 1, 2, Correctional Services 


Rehabilitation Officer 1, 2, Health 
Residence Supervisor 1 
Resource Technician 1, 2, 3, 4 


Security Officer 1, 2, 3 

Senior Bridge Operator 

Senior Marine Engineer 1, 2 

Senior Usher and Messenger 

Sergeant, Ontario Provincial Police 
Services Officer 1 (Bargaining Unit) 
Services Supervisor 2 

Sewer 1, 2 

Sheriff’s Officer 1, 2 

Sign Painter 

Sign Painter, Foreman/woman 

Sign Painter, Helper 

Sign Painter, Improver 

Social Work Assistant 

Social Worker 1, 2 

Speech Therapist 

Staff Sergeant, Ontario Provincial Police 
Standards Officer 1, 2, Industrial Training 
Standards Officer 1, 2, Industrial Training (Excluded) 
Steam Plant Chief 2 

Steam Plant Engineer 1, 2, 3 

Steam Plant Technician 1, 2 

Steward 

Supervisor 1, Food Service (Bargaining Unit) 
Supervisor of Juveniles 1, 2 

Supervisor of Operations (Bargaining Unit) 


Tailor 

Technician 1, 2, 3, Chemical Laboratory 
Technician 1, 2, Field 

Technician 1, 2, 3, Fuel 

Technician 1, 2, 3, 4, Photographic 
Technician 1, 2, 3, Physical Laboratory 
Technician 1, 2, 3, Radiation 
Technician 1, 2, 3, Road Design 
Technician 1(a), 1(b), X-Ray 
Technologist 1, 2, Medical Laboratory 
Telephone Installer 1, 2, 3 
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Trade Instructor 1, 2, 3 

Trades Apprentice 

Traffic Analyst 1, 2,3 

Traffic Patroller 1, 2, Transportation and 
Communications 

Trainee (M.R.C. Course), Health 

Translator 1, 2, 3 

Transport Despatcher - 

Transport Driver 

Travel Counsellor 1, 2, 3 


Upholstery Repairer 
Usher and Messenger 


Volunteer Services Assistant 


Waste and Water Project Operator 1, 2 
Waste and Water Project Trainee Operator 
Welfare Field Worker 1, 2 

Welfare Field Worker (Probationary) 


O. Reg. 411/90, s. 6, part. 


7. Section 6 comes into force on the Ist day 
of September, 1990. 


CIVIL SERVICE COMMISSION: 


ELAINE TODRES 
Chairman 


Dated at Toronto, this 16th day of July, 1990. 


32/90 


PENSION BENEFITS ACT, 1987 


O. Reg. 412/90. 
General. 

Made—July 27th, 1990. 
Filed—July 27th, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 708/87 
MADE UNDER THE 
PENSION BENEFITS ACT, 1987 


1. Ontario Regulation 708/87 is amended by 
adding the following sections: 


7c.—{1) The criteria described in this section must 
be met before the Commission may consent to the 
payment of money that is surplus out of a continuing 
pension plan to the employer. 


(2) All persons who are entitled to receive benefits 
under the pension plan and all members must con- 
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sent to the terms upon which the surplus is to be paid 
out of the plan. 


(3) All persons in respect of whom the administra- 
tor has purchased a pension, deferred pension or 
ancillary benefit, other than those persons who 
requested that the administrator do so, must consent 
to the terms upon which the surplus is to be paid out 
of the pension plan. 


(4) The pension plan must provide that a former 
member’s contributions to the plan and the interest 
on the contributions shall not be used to provide 
more than 50 per cent of the commuted value of a 
pension or deferred pension in respect of contribu- 
tory benefits to which the member is entitled under 
the plan on termination of membership or employ- 
ment. 


(5) The pension plan must provide that a former 
member who is entitled to a pension or deferred pen- 
sion on termination of employment or membership is 
entitled to payment from the pension fund of a lump 
sum payment equal to the amount by which the for- 
mer member’s contributions under the plan and the 
interest on the contributions exceed one-half of the 
commuted value of the former member’s pension or 
deferred pension in respect of the contributory 
benefits. 


(6) The share, if any, of the surplus allocated to 
each person, other than the employer, must not be 
provided in the form of a cash refund. 


(7) Despite subsection (6), a cash refund of contri- | 
butions may be made in accordance with subsection 
64 (7) of the Act. 


(8) If surplus is allocated to a person to increase 
the person’s benefits, the person must be offered the 
choice of receiving the surplus in the form of inflation 
adjustments to the existing benefits. 


(9) The inflation adjustments that are provided 
must be made, 


(a) by indexing the benefits in accordance with 
a formula based upon increases in the 
annual Consumer Price Index; 


(b) by providing an annual percentage increase 
in the amount of the benefits or an annual 
increase of a specified dollar amount; or 


(c) by a combination of the methods described 
in clauses (a) and (b). 


(10) For the purpose of subsection (9), the 
employer may select the method for providing the 
inflation adjustments. 


(11) The pension plan must state who is entitled, 
or must provide a mechanism for determining who is 
entitled, to any surplus in the plan after the payment 
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of surplus to which the Commission is being asked to 
consent. 


(12) Subsection (11) applies with respect to appli- 
cations under section 79 of the Act made after the 
31st day of October, 1990. O. Reg. 412/90, s. 1, 
part. 


23a. For the purpose of subsection 80 (10) of the 
Act, the prescribed date is the day on which this sec- 
_ tion comes into force. O. Reg. 412/90, s. 1, part. 


- 32/90 
CORRECTION 


O. Reg. 278/90 under the Highway Traffic Act 
published June 16th, 1990. 


Subsection 2 (2) of Ontario Regulation 278/90, 
as Set out below, 


(2) Part 4 of Schedule 6 is amended by add- 
ing the following paragraph: 
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26. That part of the King’s Highway 


Peter- known as No. 7 in the Township of Bel- 
borough— mont and Methuen in the County of 
Peterborough beginning at a point situ- 
Twp. of 
B ate 150 metres measured easterly from 
elmont and ee ; : ai 
Methuen its intersection with the westerly limit 


of the roadway known as Mary Street 
and extending easterly for a distance of 
450 metres. 


should have read as follows: 


(2) Part 4 of Schedule 6 is amended by add- 
ing the following paragraph: 


27. That part of the King’s Highway 


Peter- known as No. 7 in the Township of 
borough— Belmont and Methuen in the County 
of Peterborough beginning at a point 
Twp. of . 
situate 150 metres measured easterly 
Belmont and as me ; ; 
Mehuen from its intersection with the westerly 
limit of the roadway known as Mary 
Street and extending easterly for a dis- 
tance of 450 metres. 
32/90 
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Proclamations 
(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE OF ONTARIO 


ELIZABETH THE SECOND, by the Grace of 
God of the United Kingdom, Canada and Her 
other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


oe ALL *TO*; WHOM" *THESE” PRESENTS 
SHALL COME, 


GREETING: 


PROCLAMATION 


WHEREAS by an Act passed at the Second 
Session of the Thirty-fourth Legislature of Ontario 
convened on the twenty-fifth day of April, 1989 
intituled the Occupational Health and Safety Statute 
Law Amendment Act, 1990, Statutes of Ontario, 
1990, chapter 7, it is enacted thereof that the said 
Act shall come into force on a day to be named by 
Our Lieutenant Governor by his Proclamation; 


AND WHEREAS it has appeared expedient 
that a Proclamation should now issue bringing sec- 
tions 6, 7, 8, 35, 41 and 42 of the said Act into 
force; 


NOW THEREFORE KNOW YE that, having 
taken the premises into Our Royal consideration, 
We, by and with the advice of Our Executive 
Council of Ontario and in the exercise of the 
power in US vested in this behalf by the said Act 
or otherwise howsoever, Do, by this Our Royal 
PROCLAMATION hereby Name Wednesday, the 
fifteenth day of August, 1990 as the day upon 


which sections 6, 7, 8, 35, 41 and 42 of the said 
Act intituled the Occupational Health and Safety 
Statute Law Amendment Act, 1990, Statutes of 
Ontario, 1990, chapter 7, shall come into force. 


OF ALL WHICH PREMISES all Our loving 
subjects and all others whom it doth or may in 
anywise concern are hereby required to take notice 
and govern themselves accordingly. 


IN TESTIMONY WHEREOF We have caused 
these Our Letters to be made patent and the Great 
Seal of Our Province of Ontario to be hereunto 
affixed. 


WITNESS: 


THE HONOURABLE LINCOLN M. ALEXAN- 
DER, A Member of Our Privy Council for 
Canada, One of Our Counsel Learned in the 
Law, Bachelor of Arts, Doctor of Laws, LIEU- 
TENANT GOVERNOR OF OUR PROVINCE 
OF ONTARIO, 


at Our City of Toronto in Our said Province this 
twenty-seventh day of July, in the year of Our 
Lord one thousand nine hundred and ninety and in 
the thirty-ninth year of Our Reign. 


BY COMMAND 


CHRIS WARD. 
Minister of Government Services. 


(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE DE L’ONTARIO 


ELIZABETH DEUX, par la grace de Dieu, Reine 
du Royaume-Uni, du Canada et de ses autres 
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royaumes et territoires, Chef du Commonwealth, 
Défenseur de la Foi. 


A TOUS CEUX QUI RECEVRONT LES PRE- 
SENTES: 
SALUT : 


PROCLAMATION 


ATTENDU QUE dans la Loi intitulée Loi de 
1990 modifiant la Loi sur la santé et la sécurité au 
travail, chapitre 7 des Lois de l’Ontario 1990, 
adoptée a la deuxiéme session de la_trente- 
quatriéme Législature de l’Ontario convoquée le 
vingt-cinquiéme jour d’avril 1989, il est décreté que 
ladite loi entrera en vigueur le jour fixé par procla- 
mation du Lieutenant-Gouverneur; 


ET ATTENDU QU’il a semblé opportun qu'une 
proclamation soit rendue visant a mettre les articles 
6, 7, 8, 35, 41 et 42 de ladite loi en vigueur; 


QU'IL SOIT PAR CONSEQUENT ENTENDU 
QUE, les prémisses ayant fait lobjet de Notre 
considération royale, suivant l’avis de Notre Con- 
seil des ministres de l’?Ontario et dans l’exercice du 
pouvoir 4 NOUS conféré en la matiére par ladite 
loi ou toute autre autorité, par la présente PRO- 
CLAMATION ROYALE, nous fixons le mercredi 
quinziéme jour de d’aott 1990 comme étant le jour 
ou les articles 6, 7, 8, 35, 41 et 42 de ladite loi 
intitulée Loi de 1990 modifiant la Loi sur la santé 
et la sécurité au travail, chapitre 7 des Lois de 
l'Ontario 1990, entreront en vigueur. 


DE TOUTES CES PREMISSES tous Nos 
dévoués sujets, et tous les autres qui y sont ou 
pourraient étre intéressés d’une fagon quelconque, 
sont priés de prendre avis et de se comporter en 
conséquence. 


EN FOI DE QUOI nous avons fait des présen- 
tes Nos Lettres patentes et y avons apposé le 
Grand Sceau de Notre Province de |’Ontario. 


TEMOIN : 


L’HONORABLE LINCOLN M. ALEXANDER, 
membre de Notre Conseil privé pour le Canada, 
l'un de Nos conseillers juridiques, Bachelier 
és. arts. Docteur ,en. droit, LIEUTENANT- 
GOUVERNEUR DE NOTRE PROVINCE DE 
LTONTARIO 


en Notre cité de Toronto, dans ladite Province, ce 
vingt-septieéme jour de juillet de l'année mil neuf 
cent quatre-vingt-dix de notre ére et dans la trente- 
neuvieme année de Notre regne. 


PAR ORDRE 
CHRIS WARD, 
Ministre des Services 
(4508) 33 Gouvernementaux. 
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MOTOR VEHICLE TRANSPORT 
ACT, 1987 
LOI DE 1987 SUR LES 
TRANSPORTS ROUTIERS 


MOTOR VEHICLE TRANSPORT ACT, 1987, 
PART II TRUCK APPLICATIONS: 


The following are applications for extra-provin- 
cial truck transport operating licences under 
Part II of the Motor Vehicle Transport Act, 1987, 
S.C. 1987, Chapter 35. These Applicants have 
been found to meet the fitness requirements pursu- 
ant to Section 8 (2) of that Act and the provincial 
transport board for Ontario proposes to issue the 
licences if no objection is served on the Applicant 
and filed with the Registrar of Motor Vehicles with 
the prescribed filing fee, within twenty-nine days of 
this publication. 


EXTRA-PROVINCIAL APPLICATIONS: 


NOTE: Where the application is for a licence other 
than a corridor operating authority, an 
interested person who serves and files an 
objection must also provide the Ontario 
Highway Transport Board with written evi- 
dence, within thirty-nine days of this publi- 
cation that satisfies that Board that, in the 
absence of evidence to the contrary, the 
operation of the undertaking in respect of 
which the licence is sought would likely be 
detrimental to the public interest. 


* Indicates a person who has applied for licences 
under both Part II and Part III of the Motor 
Vehicle Transport Act, 1987. 


The following applicants have applied for Author- 
ity to offer a transportation service as detailed 
below for extra-provincial movement, between 
(00000) POINTS IN ONTARIO and the: 


ONTARIO/QUEBEC, ONTARIO/MANITOBA, 
ONTARIO/USA BORDER CROSSINGS: 


*A, J. BOUCHARD TRUCKING LTD 090379769 

912 1-ST E BX960 Original 

GERALDTON, ONTARIO 

POT 1MO 

GENERAL FREIGHT. 

*BONCHEFF, TOMMY, G 068520507 

2 DELROY -DR Original — 

ETOBICOKE, ONTARIO | 

M8Y 1M7 

GENERAL FREIGHT. 

*BORCROSS FREIGHT SERVICES | 
CORPORATION 102661612 | 

70 NORTH GATES AVE Original | 


LACKAWANNA NEW YORK, USA 
14218 
GENERAL FREIGHT. 








67 CHEMIN FOURNIER CP18 
~ST-WALERE QUEBEC 
GOP 1MO0O 
- OWNER DRIVER, exempt from Public Interest 
Test. 





_D.T.L. CARRIERS INC. 


| *DAVIS, JOSEPH, A 
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*BORCROSS FREIGHT SERVICES 


INC. 102660812 
24 MOBILE DRIVE Original 
TORONTO, ONTARIO 
M4A 1J2 
PSENERKAL FREIGHT, 

*BROWN, GEORGE, M 027412264 
PT L5 CON6 FLAM TP Original 
BRANCHTON RR2, ONTARIO 

NOB 1L0 

PINGLE SOURCE, 

*BRUSH, TIMOTHY, M 039014935 
i227) CS STEPHENSONIMEP. Original 


PORT SYDNEY, ONTARIO 
PUB I LOR) 
OWNER DRIVER, exempt from Public Interest 


| Test. 


*CADIEUX, MAURICE 102486043 


Original 


*CARGO TRANSPORTERS INC. 
PO BOX 339°N OXFORD STREET, 
3350 NORTH OXFORD ST., 


102299599 
Original 


~ CLAREMONT NC, USA 
| 28610 


GENERAL FREIGHT. 


102422477 
10065 RT60 Original 
FREDONIA NEW YORK, USA 

14063 


GENERAL FREIGHT; TANK. 


027812167 


L19 CS NORWICH Original 


~ WOODSTOCK R4, ONTARIO 
_N4S 7V8 


GENERAL FREIGHT; TANK. 


035541338 
Amend 


*DAY, JOHN, THOMAS 
L33 C6 CRAMAHE 


' CASTLETON, ONTARIO 


KOK 1M0O 


BOENERAL FREIGHT. 


*DONALD, LAWRENCE, S 
99 ONDREY ST 
BRADFORD, ONTARIO 


027920639 
Original 


me3Z 2X1 


OWNER DRIVER, exempt from Public Interest 
mest. 


-*DYKSTRA, JOHN, A 031849194 
#17 C15 LND Original 
LONDON R2, ONTARIO 
N6A 4B6 


~ GENERAL FREIGHT. 


EASE TRANSPORTATION 
INCORPORATED 


5241 NEW PEACHTREE RD STE H 


ATLANTA GA, USA 
30341 
GENERAL: FREIGHT, 


*FLOWERS, BRIEN, K 


LTS2 MILTON HTS CAMPGROUND 


MILTON, ONTARIO 
LOT 4Z]1 
SINGLE 
TANK. 


SOURCE; GENERAL 
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102723839 
Original 


084784586 
Original 


FREIGHT; 


*GARY L. CUNNINGHAM TRANSPORT 


LTD. 
3935 CODERRE 
ST HUBERT QUEBEC 
J3Y 4P8 


091127042 
Original 


OWNER DRIVER, exempt from Public Interest 


Test. 


*GIBSON, DAVID, A, R 
151 VICTORIA ST E 
CREDITON, ONTARIO 
NOM 1MO 

GENERAL FREIGHT. 


*GILMAR, KEITH, E 

L1 C3 SWOXFORD 
BURGESSVILLE R1, ONTARIO 
NOJ 1C0 
SINGLE 
TANK. 


SOURCE; GENERAL 


*GIRARD, MARC 

566 ATKINSON 
WINDSOR, ONTARIO 
N8X 3G9 

GENEKAL FREIGHT. 


*HARLOW, ROBERT, A 

L38 C2 S GOWER TP 
KEMPTVILLE RR1I, ONTARIO 
KOG 1J0 

SINGLE SOURGE. 


*HAYES, WILLARD 

L12 C9 CUMBERLAND TP BX182 
NAVAN, ONTARIO 

K4B 1J4 

GENERAL FREIGHT. 


*HIERONYMUS, PERRY, W 
OO MICHAELS CRES 
BAILIEBORO RR1, ONTARIO 
KOL 1B0 

GENERAL FREIGHT. 


*HOCKNEY, ROBERT, H 

L32 C4 NEWCASTLE 
BOWMANVILLE R3, ONTARIO 
LIC 3K4 

GENERAL FREIGHT. 


059141000 
Original 


020546386 


Original 


FREIGHT; 


059161023 


Original 


063179281 
Original 


016882207 
Amend 


043953984 
Original 


024671570 
Original 
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*HOLDEN, KENNETH 

700 OSGOODE DR UN152 
LONDON, ONTARIO 
N6E 2C7 

GENERAL FREIGHT. 


051708978 
Original 


091160155 
Amend 


*HUMPHREY EXPRESS INC. 
403 MARGARET AVE 
WALLACEBURG, ONTARIO 
N8A 2A8 

GENERAL FREIGHT; TANK. 


102075856 
Original 


*HURD, CAREY, D 
3529 VICTORIA AVE 
REGINA SASK 

S4T 1M2 

GENERAL FREIGHT. 


063353994 
Original 


*HURLBERT, VAUGHN 

PART L16 C4 BROCK TWP 
SUNDERLAND RR4, ONTARIO 
LOC 1HO0 

GENERAL FREIGHT; TANK. 


020883004 
Original 


*HURLBERT, VAUGHN, JAMES 
Lig C4 BROCK. TP. BX.253 
SUNDERLAND (DURHAM), ONTARIO 
LOC 1HO0 

GENERAL FREIGHT; TANK. 


*HUSTON, EDWARD, BOYD 
LiceeVESPRAE 
MINESING RR2, ONTARIO 
LOERYO 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


040191316 
Original 


JACK GRAY TRANSPORT INC 
4600 E ISTH AVE 

GARY INDIANA, USA 

46403 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee only maintains 
a place or places of business in locations other 
than the Province of Ontario. 


084867970 
Amend 


JONES, ROYAL/RAY, JIMMY, A 102579364 
3530 W PICHCHO Original 
LAS CRUCES N M, USA 

88005 

GENERAL FREIGHT. 

*L A DALTON SYSTEMS INC 083725564 
40 PURITAN CRT Amend 
STONEY CREEK, ONTARIO 

L8E 4L1 

GENERAL FREIGHT. 

*LACHAPELLE, GHISLAIN 021151638 
290 MAIN ST BX 702 Original 


STURGEON FALLS, ONTARIO 
POH 2G0 
GENERAL FREIGHT. 
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*LALLEMAND INC 076658220 
151 SKYWAY AVE Original 
REXDALE, ONTARIO 

MOW 4Z5 

GENERAL FREIGHT. 

*LAMWAY SYSTEMS INC 085249409 
127 MABERLEY CR Original 
SCARBOROUGH, Ontario 

MicG-3y¥1 

GENERAL FREIGHT; TANK. 

*LAROCQUE, JAMES, A 070030901 
L26 C6 OSGOODE TP. Amend 


METCALFE R3, ONTARIO 

KOA 2P0 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (20610) OSGOODE TP. 


*LECLERC, NOEL, J 

L39 RGE-B ROLPH BOX 51 
DEEP RIVER, ONTARIO 
KOJ 1P0 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (69619) ROLPH, 
BUCH’N, WYLIE, MCKAY TP. 


076660203 
Amend 


*LEONARD, GARY, A 032846952 
34-1470 JALNA BL Original 
LONDON, ONTARIO 

N6E 3H7 

GENERAL FREIGHT. 

*LES ENTREPRISES DRAF INC 101600393 
487 CARTIER Original 


SEPT ILBS QUEBEC 
G4R 4K5 
SINGLE SOURCE; GENERAL FREIGHT. 


*LES TRANSPORTS JEAN-GUY 
RIENDEAU INC. 

317 ST. FRANCOIS-XAVIER 

DELSON, QUEBEC 

JOL 1G0 

SINGEE4 SOURCE; GENERAL .“FREIGHT: 

TANK; HOUSEHOLD GOODS, provided that 

the licensee only maintains a place or places of 

business in locations other than the Province of 

Ontario. 


073456813 
Original 


LINDEN MOTOR FREIGHT CO. 


INC. 102723692 
1300 LOWER ROAD Original 
LINDEN NEW JERSEY, USA 
07036 
GENERAL FREIGHT; TANK. 

*MARSHAR TRUCKING INC 044614751 
124 GRACIE ST Original 


SHELBURNE, ONTARIO 
LON 1S0 
GENERAL FREIGHT. 
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*MAVES, TERRY, WILFRED 081176864 
6 RIVER DR Original 
PEMBROKE R6, ONTARIO 

| K8A 6W7 
GENERAL FREIGHT; TANK. 
*MAY, GRANT, W 085702012 
£28 CS LONDON TP Original 


HYDE PARK R1, ONTARIO 
NOM 1Z0 
SINGLE SOURCE; GENERAL FREIGHT. 


*P & D LIVESTOCK INC 

072 BRUCE ST BOX 2170 
PORT ELGIN, ONTARIO 
NOH 2C0 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee has a place or places of 
business only at: (41000) BRUCE CO. 


056689776 
Original 


*PHIEFFER, H, J, NEIL 064457117 
pe .LEMOINE ST Original 
BELLEVILLE, ONTARIO 
K8P 4H1 
| GENERAL FREIGHT; TANK. 
*POIRIER, MICHAEL 064493767 
841 DENISE ST Original 
TIMMINS, ONTARIO 
P4N 7M5 
GENERAL FREIGHT. 
*PUMA TRANSPORT INC. 101929868 
5945 AIRPORT RD STE348 Original 


MISSISSAUGA, ONTARIO 

LAV IRI 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
| provided that the licensee has a place or places of 
business only at: (21102) MISSISSAUGA C. 


R. BECKER ENTERPRISES 

INCORPORATED 102636719 
HWY41 W4365 PINEWOODS LOOP 12. Original 
WALLACE MI, USA 
49893 
GENERAL FREIGHT. 


*RAY EXPRESS COURRIER INC. 102098962 
2063 RUE PITFIELD Original 
ST LAURENT QUEBEC 
H4S 1T2 
GENERAL FREIGHT. 
*ROD SOKOLOWSKI TRUCKING 

LTD. 102382162 
93 KEARNEY DR Original 

~ AJAX, ONTARIO 

eit 2V7 
GENERAL FREIGHT; TANK. 
*ROSS, ROBERT, KENNETH 022235948 
15 LOUISA ST W BX 465 Original 


THORNBURY, ONTARIO 
| NOH 2P0 
SINGLE SOURCE. 
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*SODROX CHEMICALS LTD. 073945910 
LA GUELPH TP, Original 
GUELPH R6, ONTARIO 
N1H 6J3 
GENERAL FREIGHT; TANK. 
*SONEGO, FRANK 018631137 
939 NIPIGON AV Amend 
THUNDER BAY, ONTARIO 
PIE SE? 
GENERAL FREIGHT. 
STAR TRANSPORTATION INC. 102735795 
1909 FOSTER AVE BX100906 Original 
NASHVILLE TN, USA 
37210 
GENERAL FREIGHT. 
*TRANSPORT A.D. PLANTE INC. 091649004 
675 CHEMIN BELAIR Original 
ST JEAN CHRYSOSTOME PQ 
G6Z, 212 
SINGLE SOURCE; GENERAL FREIGHT. 
*TRANSPORT CLAUDE DEMERS 

INC. 087163357 
563 RUE MARCEL Original 
GRANBY QUEBEC 
J2G 3C7 
SINGLE SOURCE; GENERAL FREIGHT; 


TANK; HOUSEHOLD GOODS, provided that 
the licensee only maintains a place or places of 
business in locations other than the Province of 
Ontario. 


ULCH TRANSPORT LTD 

97 BROCK ST. 

ST. MARY’S, ONTARIO 
NOM 2V0 

GENERAL FREIGHT; TANK. 


045923465 
Amend 


*146257 CANADA INC. 
611 DE MONTENACH 
BELOEIL QC 

J3G 2P3 

SINGLE SOURCE; GENERAL FREIGHT; 
TANK; HOUSEHOLD GOODS, provided that 
the licensee only maintains a place or places of 
business in locations other than the Province of 
Ontario. 


102516967 
Original 


*166093 CANADA INC. 102605085 
100 MONTEE DORION Original 
ST-EUSTACHE QUEBEC 

J7R 4K3 

SINGLE SOURCE. 

*172741 CANADA INC. 102274765 
2090-A LAPIERRE ST Original 


LASALLE QUEBEC 

H8N 1B2 

SINGLE SOURCE; GENERAL FREIGHT; 
TANK; HOUSEHOLD GOODS, provided that 
the licensee only maintains a place or places of 
business in locations other than the Province of 
Ontario. 
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*2753-2142 QUEBEC INC. 102697461 
246 ROUTE 202 Original 


HUNTINGDON QUEBEC 
JOS 1HO 
SINGLE SOURCE; GENERAL FREIGHT. 


*460496 ONTARIO INC 051177689 
2667 LOWER BASE LINE Amend 
MILTON R1, ONTARIO 

EST 220 

GENERAL FREIGHT. 

*634934 ONTARIO LTD 085456122 
2IS NORTH ST Original 


NEWCASTLE, ONTARIO 


LOA 1HO0 

SINGLE SOURCE; GENERAIT® (ERBIGHT, 
TANK. 

*656810 ONTARIO LIMITED 082687219 
134 NELSON ST Amend 
OTTAWA, ONTARIO 

KIN 7R5 

HOUSEHOLD GOODS, provided that the 


licensee has a place or places of business only at: 


(01000) METROPOLITAN TORONTO. R, 
(20000) OTTAWA-CARLETON R. 

*685823 ONTARIO LTD. 102779510 
1764 VICTORIA STREET NORTH Original 
KITCHENER, ONTARIO 

N2B 3E5 

GENERAL FREIGHT. 

*693207 ONT INC 084994172 
330 BRITANNIA RD E Original 


MISSISSAUGA, ONTARIO 
L4Z 1X9 
SINGLE, SOURCE; GENERAL PREIGHT: 


*709740 ONTARIO INC 
4078 WOODINGTON DR 
MISSISSAUGA, ONTARIO 
L4Z 1K3 

GENERAL FREIGHT: TANK; HHOUSBHOED 
GOODS, provided that the licensee has a place or 
places of business only at: (01000) METROPOLI- 
TAN TORONTO R. 


086280263 
Original 


*715270 ONTARIO INC. 102433258 
10587 SODOM RD Original 
NIAGARA FALLS R3, ONTARIO 

L2E 6S6 

GENERAL FREIGHT; TANK. 

*788735 ONTARIO INC. 102185640 
343 MONARCH PARK AVE Original 
TORONTO, ONTARIO 

M4J 4T4 

GENERAL FREIGHT. 

*847284 ONTARIO INC. 100784364 
6107 GEMINI CRES Original 
MISSISSAUGA, ONTARIO 

LSN 6B7 

SINGLE..#SOWRCE) GENERAL” FREIGsiiae 
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TANK; HOUSEHOLD GOODS, provided that 
the licensee has a place or places of business only 
at: (01000) METROPOLITAN TORONTO R. 


*872476 ONTARIO LIMITED 102462973 
51 OTTAWAY AVE Original 
BARRIE, ONTARIO 

L4M 2W8 

SINGER” SOURCE? * GENERALE “TREIGHIT: 


TANK; HOUSEHOLD GOODS, provided that 
the licensee has a place or places of business only 
at: (70101) BARRIE C, (25000) WATERLOO R. 


*877394 ONTARIO INC. 
Zi MADERLEY CRES 
SCARBOROUGH, ONTARIO 


102321328 
Original 


Mic Yl 

SINGLE |" SOURCES mGENBRAL JERE. 
TANK. 

*889622 ONTARIO INC. 102447576 
525 GEORGE ST PO BOX 1268 Original 


HEARST, ONTARIO 
POL 1NO 
GENERAL FREIGHT; TANK. 


ONTARIO/QUEBEC, ONTARIO/USA BORDER 


CROSSINGS: 

*PETERS BROS. TRUCKING INC. 102384481 
30 GOSHEN ST Original | 
ZURICH, ONTARIO 

NOM 2T0 

GENERAL FREIGHT; TANK. 

SOUTH EAST CARRIERS INC. 102522600 | 
19095 MAHR AVE BOX 754 Original 


LAWRENCEBURG TN, USA 
38464 
GENERAL FREIGHT. 


ONTARIO/MANITOBA, ONTARIO/USA BORDER 
CROSSINGS: 


GOLDEN VALLEY TRANSPORTATION 
INC. 

504 NORTH 3500 EAST 

RIGBY IDAHO, USA 

83442 

GENERAL FREIGHT. 


102196654 
Original — 


ONTARIO/QUEBEC BORDER CROSSINGS: 
084185762 | 


*HORST, FLOYD, S 

LAU Cia WELLE SEEY IP Amend — 
WALLENSTEIN R3, ONTARIO 

NOB 2S0 

GENERAL FREIGHT. 

*HUTLEY LOG HOMES LTD. 009306318 | 
L23-24 C9 STEPHENSON BOX 2711 Original | 


HUNTSVILLE, ONTARIO 
POA 1KO 
GENERAL FREIGHT. 
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ONTARIO/USA BORDER CROSSINGS: 


*BEAN, BURTON, WILLIAM 
Cl GODERICH TP 
GODERICH R2, ONTARIO 
N7A 3X8 

GENERAL FREIGHT; TANK. 


058103009 
Original 


*HARKOW AGGREGATES & RECYCLING 


LTD. 076697743 
99A COMMISSIONERS ST Original 
TORONTO, ONTARIO 
MSA 1A6 
GENERAL FREIGHT. 

HEDGE AND HERBERG INC. 102615078 
JCT DAKOTA & MAIN PO BOX98 Original 
BIG STONE CITY SD, USA 

57216 

GENERAL FREIGHT. 

*HERMISTON, GLENN, M 047802269 
m1 CHRISTIE TP BX79 Original 
PARRY SOUND R3, ONTARIO 

P2A 2W9 

GENERAL FREIGHT. 

*MATTICE, CHARLES, W 036924753 
L7 C14 WALPOLE TP Original 
HAGERSVILLE, ONTARIO 

NOA 1HO 

GENERAL FREIGHT. 

R & J TRANSPORT INC. 100305843 
608 N 41ST STREET Original 


MANITOWOC WISCONSIN, USA 
54220 
GENERAL FREIGHT. 


MOTOR VEHICLE TRANSPORT 
ACT, 1987 
LOI DE 1987 SUR LES 
TRANSPORTS ROUTIERS 
INTRA-PROVINCIAL TRUCK APPLICATIONS: 


The following are applications for operating 
licences under Part III of the Motor Vehicle 
Transport Act, 1987, S.C. 1987, Chapter 35. These 
applicants have been found to meet the fitness 
requirement in like manner to section 6 of the 
Truck Transportation Act, 1988, S.O. 1988, Chap- 
ter 64, and the provincial transport board for 
Ontario proposes to issue the licences unless a per- 
son, within thirty days of this publication, serves 
on the Applicant and files with the Registrar of 
Motor Vehicles with the prescribed filing fee, a 
written request for a fitness hearing or a public 
interest test in like manner to Subsection 7 (4) of 
the Truck Transportation Act, 1988, S.O. 1988, 
Chapter 64. 


NOTE: A person who requests a public interest 
hearing must, within thirty-nine days of this 
publication, serve on the Ontario Highway 
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Transport Board a document that makes 
out a written case to the Board that the 
granting of the operating authority applied 
for would be likely to have a significant 
detrimental effect on the public interest 
using the criteria set out in subsection 10 
(1) of the Truck Transportation Act, 1988, 
5:0; 1988; (Ghapter 64," arid “that! the 
request is not frivolously made. 


* Indicates a person who has applied for licences 
under both Part II and Part III of the Motor 
Vehicle Transport Act, 1987. 


The following applicants have applied for Author- 
ity to offer a transportation service as detailed 
below between (00000) POINTS IN ONTARIO: 


*A, J. BOUCHARD TRUCKING LTD 
912 1-ST E BX960 

GERALDTON, ONTARIO 

POT 1MO 

GENERAL FREIGHT. 


090379769 
Original 


*BEAN, BURTON, WILLIAM 
ESGrwGODERICH TR 
GODERICH R2, ONTARIO 
N7A 3X8 

GENERAL FREIGHT; TANK. 


058103009 
Original 


068520507 
Original 


*BONCHEFF, TOMMY, G 
2 DELROY DR 
ETOBICOKE, ONTARIO 
M8Y 1M7 

GENERAL FREIGHT. 


*BORCROSS FREIGHT SERVICES 
CORPORATION 

70 NORTH GATES AVE 

LACKAWANNA NEW YORK, USA 

14218 

GENERAL FREIGHT. 


102661612 
Original 


*BORCROSS FREIGHT SERVICES 
INC. 

24 MOBILE DRIVE 

TORONTO, ONTARIO 

M4A 1J2 

GENERAL FREIGHT. 


102660812 
Original 


027412264 
Original 


*BROWN, GEORGE, M 

Pr U5 CONG FLAM-TP 
BRANCHTON RR2, ONTARIO 
NOB 1L0 

SINGLE SOURCE; GENERAL FREIGHT. 


039014935 
Original 


*BRUSH, TIMOTHY, M 
L2G STEPHENSON TP 
PORT SYDNEY, ONTARIO 
FOB LEO 

OWNER DRIVER, exempt from Public Interest 
Test. 
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*CADIEUX, MAURICE 102486043 
67 CHEMIN FOURNIER CPI18 Original 


ST-WALERE QUEBEC 

GOP 1MO 

OWNER DRIVER, exempt from Public Interest 
Test 


102299599 
Original 


*CARGO TRANSPORTERS INC. 

PO BOX 339eN OXFORD: STREET, 
3350 NORTH OXFORD ST., 
CLAREMONT NC, USA 

28610 

GENERAL FREIGHT. 


027812167 
Original 


*DAVIS, JOSEPH, A 

L19 C5 NORWICH 
WOODSTOCK R4, ONTARIO 
N4S 7V8 

GENERAL EREIGHT; TANK: 


035541338 
Amend 


*DAY, JOHN, THOMAS 
L33 C6 CRAMAHE 
CASTLETON, ONTARIO 
KOK 1MO 

GENERAL FREIGHT. 


027920639 
Original 


*DONALD, LAWRENCE, S 
99 ONDREY ST 
BRADFORD, ONTARIO 
E3Z 2K! 

OWNER DRIVER, exempt from Public Interest 
Lest: 


*DYKSTRA, JOHN, A 031849194 
Et? C1lS"END Original 
LONDON R2, ONTARIO 

N6A 4B6 

GENERAL FREIGHT. 

*FLOWERS, BRIEN, K 084784586 
LT52 MILTON HTS CAMPGROUND Original 


MILTON, ONTARIO 
LOT 4Z1 
SINGLE 
TANK. 


SOURCE... GENERAEA FREIGHT 


*GARY L. CUNNINGHAM TRANSPORT 

ibd iD 091127042 
3935 CODERRE Original 
ST HUBERT QUEBEC 
J3Y 4P8 
OWNER DRIVER, exempt from Public Interest 
Pést; 


*GIBSON, DAVID, A, R 059141000 
151 VICTORIA ST E Original 
CREDITON, ONTARIO 

NOM 1MO 

GENERAL FREIGHT; TANK. 

*GILMAR, KEITH, E 020546386 
L1 C3 SWOXFORD Original 
BURGESSVILLE RI, ONTARIO 

NOJ 1CO 

SINGLE s) SOURCE 2GENERAGACEREIGHT: 
TANK. 
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*GIRARD, MARC 

566 ATKINSON 
WINDSOR, ONTARIO 
N8X 3G9 

GENERAL FREIGHT. 


*HARKOW AGGREGATES & 
RECYCLING LTD. 

99A COMMISSIONERS ST 

TORONTO, ONTARIO 

MSA 1A6 

GENERAL FREIGHT. 


*HARLOW, ROBERT, A 
L38"C2°S GOWER TP 
KEMPTVILLE RR1, ONTARIO 
KOG 1J0 

SINGLE SOURCE. 


*HAYES, WILLARD 

L12 C9 CUMBERLAND TP BX182 
NAVAN, ONTARIO 

K4B 1J4 

GENERAL FREIGHT. 


*HERMISTON, GLENN, M 
ELCHRIStir TP BX79 

PARRY SOUND R3, ONTARIO 
P2A 2W9 

GENERAL FREIGHT. 


*HIERONYMUS, PERRY, W 
909 MICHAELS CRES 
BAILIEBORO RRI, ONTARIO 
KOL 1B0 

GENERAL FREIGHT. 


*HOCKNEY, ROBERT, H 

L32 C4 NEWCASTLE 
BOWMANVILLE R3, ONTARIO 
LIC 3K4 

GENERAL FREIGHT. 


*HOLDEN, KENNETH 

700 OSGOODE DR UNI152 
LONDON, ONTARIO 
N6E 2C7 

GENERAL FREIGHT. 


*HORST, FLOYD, S 

LA ela WEELESLEY TP 
WALLENSTEIN R3, ONTARIO 
NOB 2S0 

GENERAL FREIGHT. 


*HUMPHREY EXPRESS INC. 
403 MARGARET AVE 
WALLACEBURG, ONTARIO 
N8A 2A8 

GENERAL FREIGHT; TANK. 


*HURD, CAREY, D 
3529 VICTORIA AVE 
REGINA SASK 

S4T 1M2 

GENERAL FREIGHT. 


059161023 
Original 


| 


t 
' 
: 


: 


076697743. 
Original — 


063179281 — 
Original — 


016882207 


Amend 


047802269 
Original 





043953984 _ 


Original 


024671570 
Original 


051708978 
Original 





084185762 — 
Amend — 


091160155 | 


Amend 


102075856 | 
Original © 
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*HURLBERT, VAUGHN 063353994 *LEONARD, GARY, A 032846952 
PART L16 C4 BROCK TWP Original 34-1470 JALNA BL Original 
SUNDERLAND RR4, ONTARIO LONDON, ONTARIO 
LOC 1HO N6E 3H7 
GENERAL FREIGHT; TANK. GENERAL FREIGHT. 

*HURLBERT, VAUGHN, JAMES 020883004 *LES ENTREPRISES DRAF INC 101600393 
L17 C4 BROCK TP BX 253 Original 487 CARTIER Original 
SUNDERLAND (DURHAM), ONTARIO SEPP ILES QUEBEC 

LOC 1HO G4R 4K5 

GENERAL FREIGHT: TANK. SINGLE SOURCE; GENERAL FREIGHT. 
*HUSTON, EDWARD, BOYD 040191316 9 “LES TRANSPORTS JEAN-GUY 

1 C7 VESPRA TP Original RIENDEAU INC. 073456813 
MINESING RR2. ONTARIO Si7 SF. FRANCOIS-XAVIER Original 


BOL 1Y0 


OWNER DRIVER, exempt from Public Interest 


gest; GENERAL FREIGHT: 


METCALFE R3, ONTARIO 
KOA 2P0 


GENERAL FREIGHT; TANK; HOUSEHOLD 


DELSON; QUEBEC 

JOL 1GO0 

SINGEE SOURCE; GENERAL «+ EREIGHL: 
TANK; HOUSEHOLD GOODS, provided that 
the licensee only maintains a place or places of 


“HUTLEY LOG HOMES LTD. ae business in locations other than the Province of 
L23-24 C9 STEPHENSON BOX 2711 Original Os : 
HUNTSVILLE, ONTARIO ee 
peA 1K0 *MARSHAR TRUCKING INC 044614751 
fe ENERAL FREIGHT. 124 GRACIE ST Oren 
a A econ STEMS INC 083725564 Benes ee AO 
40 PURITAN CRT Amend 
STONEY CREEK, ONTARIO ee ea 
LSE 41 *MATTICE, CHARLES, W 036924753 
GENERAL FREIGHT. L7 C14 WALPOLE TP Original 
HAGERSVILLE, ONTARIO 
*LACHAPELLE, GHISLAIN 021151638 =\Qa 1HO 
290 MAIN ST BX 702 Original GENERAL FREIGHT. 
STURGEON FALLS, ONTARIO 
POH 2G0 *MAVES, TERRY, WILFRED 081176864 
is ENERAL FREIGHT. 6 RIVER DR Original 
PEMBROKE R6, ONTARIO 
*LALLEMAND INC 076658220 3 =K8A 6W7 
151 SKYWAY AVE Original GENERAL FREIGHT; TANK. 
REXDALE, ONTARIO 
M9W 4Z5 *MAY, GRANT, W 085702012 
GENERAL FREIGHT. L28 C5 LONDON TP Original 
HYDE PARK R1, ONTARIO 
*LAMWAY SYSTEMS INC 085249409 NOM 1Z0 
—? MABERLEY CR Original SINGLE SOURCE; GENERAL FREIGHT. 
SCARBOROUGH, Ontario 
MIC 3Y1 *P & D LIVESTOCK INC 056689776 
GENERAL FREIGHT; TANK. 772 BRUCE ST BOX 2170 Original 
PORT ELGIN, ONTARIO 
*LAROCQUE, JAMES, A 070030901 NOH 2C0 
L26 C6OSGOODE TP Amend GENERAL FREIGHT; HOUSEHOLD GOODS. 


provided that the licensee has a place or places of 
business only at: (41000) BRUCE CO. 


GOODS, provided that the licensee has a place or *PETERS BROS. TRUCKING INC. 102384481 
places of business only at: (20610) OSGOODE TP. 30 GOSHEN ST Original 
ZURICH, ONTARIO 

*LECLERC, NOEL, J 076660203 NOM 2T0 

im39 RGE-B ROLPH BOX 51 Amend GENERAL FREIGHT; TANK. 

' DEEP RIVER, ONTARIO 

~ KOJ 1P0 *PHIEFFER, H, J, NEIL 064457117 
GENERAL FREIGHT; TANK; HOUSEHOLD 92 LEMOINE ST Original 


GOODS, provided that the licensee has a place or 
places of business only at: (69619) ROLPH, 
BUCH’N, WYLIE, MCKAY TP. 


BELLEVILLE, ONTARIO 
K8P 4H1 
GENERAL FREIGHT; TANK. 
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*POIRIER, MICHAEL 064493767 
841 DENISE ST Original 
TIMMINS, ONTARIO 

P4N 7M5 

GENERAL FREIGHT. 

*PUMA TRANSPORT INC. 101929868 
5945 AIRPORT RD STE348 Original 


MISSISSAUGA, ONTARIO 

L4V 1R9 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee has a place or places of 
business only at: (21102) MISSISSAUGA C. 


*RAY EXPRESS COURRIER INC. 102098962 
200s. Ee PITFIELD Original 
SIMCAURENTAOURBEC 
H4S 1T2 
GENERAL FREIGHT. 
*ROD SOKOLOWSKI TRUCKING 

LTD. 102382162 
93 KEARNEY DR Original 
AJAX, ONTARIO 
i Wa ar, 
GENERAL FREIGHT; TANK. 
*ROSS, ROBERT, KENNETH 022235948 
15 LOUISA ST W BX 465 Original 
THORNBURY, ONTARIO 
NOH 2P0 
SINGLE SOURCE: 
*SODROX CHEMICALS LTD. 073945910 
b2- C2, GUEEP ale, Original 
GUELPH R6, ONTARIO 
N1H 6J3 
GENERAL FREIGHT; TANK. 
*SONEGO, FRANK 018631137 
939 NIPIGON AV Amend 
THUNDER BAY, ONTARIO 
PIESE? 
GENERAL FREIGHT. 
*TRANSPORT A.D. PLANTE INC. 091649004 
675 CHEMIN BELAIR Original 


ST JEAN CHRYSOSTOME PQ 
GGL 22 
SINGLE SOURCE? GENERAL’ FREIGHT: 


*TRANSPORT CLAUDE DEMERS 
INC. 

563 RUE MARCEL 

GRANBY QUEBEC 

J2@3C7 

SINGLE S;SOURCE; GENERAL BREIGHT: 

TANK; HOUSEHOLD GOODS, provided that 

the licensee only maintains a place or places of 

business in locations other than the Province of 

Ontario. 


087163357 
Original 
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*146257 CANADA INC. 102516967 
611 DE MONTENACH Original 
BELOEMZ OC 

JSGI2ES 


SINGLE SOURCE; GENERAL FREIGHT; 
TANK; HOUSEHOLD GOODS, provided that 
the licensee only maintains a place or places of 
business in locations other than the Province of 
Ontario. 


*166093 CANADA INC. 102605085 
100 MONTEE DORION Original 
ST-EUSTACHE QUEBEC 

J7R 4K3 

SINGLE SOURCE. 

*172741 CANADA INC. 102274765 
2090-A LAPIERRE ST Original 


LASALLE QUEBEC 

H8N 1B2 

SINGLE. SOURCE. GENERAL ash REIGH an 
TANK; HOUSEHOLD GOODS, provided that 
the licensee only maintains a place or places of 
business in locations other than the Province of 
Ontario. 


102697461 
Original 


*2753-2142 QUEBEC INC. 
246 ROUTE 202 
HUNTINGDON QUEBEC 
JOS 1HO 

SINGLE SOURCE; GENERAL FREIGHT. 


*460496 ONTARIO INC 051177689 
2667 LOWER BASE LINE Amend 
MILTON R1, ONTARIO 

jC id ied: 

GENERAL FREIGHT. 

*634934 ONTARIO LTD 085456122 
275 NORTH ST Original 


NEWCASTLE, ONTARIO 


LOA 1HO0 

SINGLE | SOURCE; GENERA FREIGHT, 
TANK. 

*656810 ONTARIO LIMITED 082687219 
134 NELSON ST Amend 


OTTAWA, ONTARIO 

KIN 7R5 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee has a place or places of 
business only at: (01000) METROPOLITAN 
TORONTO R, (20000) OTTAWA-CARLETON 
R. 


*685823 ONTARIO LTD. 102779510 
1764 VICTORIA STREET NORTH Original 
KITCHENER, ONTARIO 

N2BBE5 

GENERAL FREIGHT. 

*693207 ONT INC 084994172 
330 BRITANNIA RD E Original 


MISSISSAUGA, ONTARIO 
L4Z 1X9 
SINGLE SOURCE; GENERAL FREIGHT. 
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*709740 ONTARIO INC 
4078 WOODINGTON DR 
MISSISSAUGA, ONTARIO 
LAZ 1K3 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (01000) METROPOLI- 
TAN TORONTO R. 


086280263 
Original 


*715270 ONTARIO INC. 102433258 
10587 SODOM RD Original 
NIAGARA FALLS R3, ONTARIO 

L2E 6S6 

GENERAL FREIGHT; TANK. 

*788735 ONTARIO INC. 102185640 
343 MONARCH PARK AVE Original 
TORONTO, ONTARIO 

M4J 414 

GENERAL FREIGHT. 

*847284 ONTARIO INC. 100784364 
6107 GEMINI CRES Original 


MISSISSAUGA, ONTARIO 

LSN 6B7 

SENGLE, SOURCE; “GENERAL, +PREIGHT; 
TANK; HOUSEHOLD GOODS, provided that 
the licensee has a place or places of business only 
at: (01000) METROPOLITAN TORONTO R. 


*872476 ONTARIO LIMITED 
51 OTTAWAY AVE 
BARRIE, ONTARIO 

LAM 2W8 

BINGLE. SOURCE; GENERAL FREIGHT; 
TANK; HOUSEHOLD GOODS, provided that 
the licensee has a place or places of business only 
at: (70101) BARRIE C, (25000) WATERLOO R. 


102462973 
Original 


*877394 ONTARIO INC. 
127 MABERLEY CRES 
SCARBOROUGH, ONTARIO 


102321328 
Original 


mic 3Y1 

SINGLE SOURCE; GENERAL’. FREIGHT; 
TANK. 

*889622 ONTARIO INC. 102447576 
525 GEORGE ST PO BOX 1268 Original 


HEARST, ONTARIO 
POL 1NO 
GENERAL FREIGHT; TANK. 


CORRIDOR APPLICATIONS: 


NOTE: The Motor Vehicle Transport Act, 1987, 
Regulations SOR 1987-1026, section 9 pro- 
vides that a corridor operation is exempt 
from the application of subsections 8 (3) to 
(5) of the Act (public interest test). 


The following applicants have applied for 
Authority to offer a transportation service through 
Ontario, provided there is no pickup or delivery in 
Ontario, utilizing the appropriate border crossings: 
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ONTARIO/QUEBEC, ONTARIO/MANITOBA, 
ONTARIO/USA BORDER CROSSINGS: 


A. J. BOUCHARD TRUCKING LTD 
912 1-ST E BX960 

GERALDTON, ONTARIO 

POT 1MO 

GENERAL FREIGHT. 


090379769 
Original 


BORCROSS FREIGHT SERVICES 
CORPORATION 

70 NORTH GATES AVE 

LACKAWANNA NEW YORK, USA 

14218 

GENERAL FREIGHT. 


102661612 
Original 


BORCROSS FREIGHT SERVICES 
INC. 

24 MOBILE DRIVE 

TORONTO, ONTARIO 

M4A 1J2 

GENERAL FREIGHT. 


102660812 
Original 


D.T.L. CARRIERS INC. 

10065 RT60 

FREDONIA NEW YORK, USA 
14063 

GENERAL FREIGHT; TANK. 


102422477 
Original 


DAVIS, JOSEPH, A 

L19 CS NORWICH 
WOODSTOCK R4, ONTARIO 
N4S 7V8 

GENERAL FREIGHT; TANK. 


027812167 
Original 


FLOWERS, BRIEN, K 

LT52 MILTON HTS CAMPGROUND 
MILTON, ONTARIO 

Poa Za 

GENERAL FREIGHT; TANK. 


084784586 
Original 


GIBSON, DAVID, A, R 
[Si VIGTORIA STE 
CREDITON, ONTARIO 
NOM 1MQO 

GENERAL FREIGHT. 


059141000 
Original 


HUMPHREY EXPRESS INC. 
403 MARGARET AVE 
WALLACEBURG, ONTARIO 
N8A 2A8 

GENERAL FREIGHT; TANK. 


091160155 
Amend 


JACK GRAY TRANSPORT INC 
4600 E 15TH AVE 

GARY INDIANA, USA 

46403 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS. 


084867970 
Amend 


076658220 
Original 


LALLEMAND INC 

151 SKYWAY AVE 
REXDALE, ONTARIO 
M9OW 4Z5 

GENERAL FREIGHT. 
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LES ENTREPRISES DRAF INC 
487 CARTIER 

SEPT TILES GUERBEC 

G4R 4K5 

GENERAL FREIGHT. 


LES TRANSPORTS JEAN-GUY 
RIENDEAU INC. 

317 ST. FRANCOIS-XAVIER 

DELSON, OUPBEC 

JOL 1G0 


GENERAL FREIGHT; TANK; 


GOODS. 


LINDEN MOTOR FREIGHT CO. 
INC. 

1300 LOWER ROAD 

LINDEN NEW JERSEY, USA 

07036 

GENERAL FREIGHT; TANK. 


P & D LIVESTOCK INC 
772 .BRUCE ST BOX 2170 
PORT ELGIN, ONTARIO 
NOH 2C0 


101600393 
Original 


073456813 
Original 


HOUSEHOLD 


102723692 
Original 


056689776 
Original 


GENERAL FREIGHT; HOUSEHOLD GOODS. 


PUMA TRANSPORT INC. 
5945 AIRPORT RD STE348 
MISSISSAUGA, ONTARIO 
L4V 1R9 


101929868 
Original 


GENERAL FREIGHT: HOUSEHOLD GOODS: 


R. BECKER ENTERPRISES 
INCORPORATED 


102636719 


HWY41 W4365 PINEWOODS LOOP 12. Original 


WALLACE MI, USA 
49893 
GENERAL FREIGHT. 


SONEGO, FRANK 

939 NIPIGON AV 
THUNDER BAY, ONTARIO 
PIBSED 

GENERAL FREIGHT. 


STAR TRANSPORTATION INC, 
1909 FOSTER AVE BX100906 
NASHVILLE TN, USA 

37210 

GENERA) FREIGHT. 


TRANSPORT A.D. PLANTE INC. 


675 CHEMIN BELAIR 
SPMEAN CHRYSOSTOME. PO 
G6Z2E2 

GENERAL FREIGHT. 


TRANSPORT CLAUDE DEMERS 
INC. 

563 RUE MARCEL 

GRANBY QUEBEC 

2c se 


GENERAL FREIGHT; TANK; 


GOODS. 


018631137 
Amend 


102735795 
Original 


091649004 
Original 


087163357 
Original 


HOUSEHOLD 


ULCH TRANSPORT LTD 

97 BROCK ST. 

ST. MARY’S, ONTARIO 
NOM 2V0 

GENERAL FREIGHT; TANK. 


146257 CANADA INC, 
611 DE MONTENACH 
BELO BMP OC 

3GeZPA 


GENERAL FREIGHT; TANK; 


GOODS. 


172741 CANADA INC. 
2090-A LAPIERRE ST 
LASALLE QUEBEC 
H8N 1B2 


GENERAL FREIGHT; TANK; 


GOODS. 


2753-2142 QUEBEC INC. 
246 ROUTE 202 
HUNTINGDON QUEBEC 
JOS 1HO 

GENERAL FREIGHT. 


460496 ONTARIO INC 
2667 LOWER BASE LINE 
MILTON R1, ONTARIO 
LOT 2X5 

GENERAL FREIGHT. 


693207 ONT INC 

330 BRITANNIA RD E 
MISSISSAUGA, ONTARIO 
LAZ 1X9 

GENERAL FREIGHT. 


715270 ONTARIO INC. 
10587 SODOM RD 
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045923465 
Amend 


102516967 
Original 


HOUSEHOLD 


102274765 
Original 


HOUSEHOLD 
102697461 


Original 


051177689 
Amend 


084994172 
Original 


102433258 
Original 


NIAGARA FALLS R3, ONTARIO 


L2E 6S6 
GENERAL FREIGHT; TANK. 


847284 ONTARIO INC. 

6107 GEMINI CRES 
MISSISSAUGA, ONTARIO 
LSN 6B7 


100784364 
Original 


GENERAL “FREIGHT; TANK: HOUSEHOLD 


GOODS. 


877394 ONTARIO INC. 

127 MABERLEY CRES 
SCARBOROUGH, ONTARIO 
MIC 3Y1 

GENERAL FREIGHT; TANK. 


102321328 
Original 


ONTARIO/QUEBEC, ONTARIO/USA BORDER 


CROSSINGS: 


SOUTH EAST CARRIERS INC. 
1905 MAHR AVE BOX 754 
LAWRENCEBURG TN, USA 
38464 

GENERAL FREIGHT. 


102522600 
Original 
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ONTARIO/MANITOBA, ONTARIO/USA BORDER 
CROSSINGS: 


GOLDEN VALLEY TRANSPORTATION 

INC. 102196654 
504 NORTH 3500 EAST Original 
RIGBY IDAHO, USA 
83442 
GENERAL FREIGHT. 


ONTARIO/USA BORDER CROSSINGS: 


BADGER TRANSPORT INC 
215 GRAND AVE BX 198 
EMBARRASS WI, USA 
54933 

GENERAL FREIGHT. 


092999801 
Amend 


R & J TRANSPORT INC. 
608 N 41ST STREET 
MANITOWOC WISCONSIN, USA 
54220 

GENERAL FREIGHT. 


100305843 
Original 


TRUCK TRANSPORTATION ACT, 
1988 
LOI DE 1988 SUR LE 
CAMIONNAGE 


The following are applications for operating 
licences under the Truck Transportation Act, 1988, 
S.O. 1988, Chapter 64. These Applicants have 
been found to meet the fitness requirements pursu- 
ant to section 6 of that Act and the Registrar of 
Motor Vehicles proposes to issue the licences 
unless a person, within thirty days of this publica- 
tion, serves on the Applicant and files with the 
Registrar of Motor Vehicles with the prescribed fil- 
ing fee, a written request for a fitness hearing or a 
public interest test pursuant to subsection 7 (4) of 
the Act. 


The following applicants have applied for 
Authority to offer a transportation service as 
detailed below between (00000) POINTS IN 
ONTARIO: 


AITKEN, PETER, W 027051325 
L23 Cll ZEALAND BX478 Original 
DRYDEN, ONTARIO 

EAN 27.2 

GENERAL FREIGHT. 

ANDREWS, PAUL, H 066741161 
110 TOWNHAVEN PL UN-79 Original 
SCARBOROUGH, ONTARIO 

MIK 5J6 

GENERAL FREIGHT. 

BRYANT, FREDRICK, C 050599514 
1015 BASELINE RD W Original 


LONDON, ONTARIO 
N6K 2CS5 
GENERAL FREIGHT. 


CAPITALS AGRI-DELIVERIES LTD. 


L13 C8 HOWARD TWP 
RIDGETOWN R3, ONTARIO 
NOP 2CO 

GENERAL FREIGHT. 


CARNOCHAN, JOHN, T 
L18 C10 MARIPOSA TP 
OAKWOOD RI, ONTARIO 
KOM 2MO0 

GENERAL FREIGHT. 


CONTINENTAL VEALERS LTD 
49 MITCHELL ST 

AYR, ONTARIO 

NOB 1E0 

GENERAL FREIGHT. 


CUTHBERT, DOUGLAS, W 
L9 RIN EKFRID TP 
APPIN R4, ONTARIO 
NOL 1A0 

GENERAL FREIGHT. 


DEERING, DOUGLAS, J 

PET 20 3 

BLACKSTOCK RI, ONTARIO 
LOB 1BO 

GENERAL FREIGHT. 


DEERING, RONALD, A 
CONS LTI2 

BLACKSTOCK RI, ONTARIO 
LOB 1B0 

GENERAL FREIGHT. 


DEMERS, HERVE, J 
170 VISCOUNT AVE 
TIMMINS, ONTARIO 
P4R 1C8 


4593 


102378960 
Original 


008222174 
Amend 


062429798 
Original 


004605840 
Original 


058719744 
Original 


023970824 
Original 


051014330 
Original 


ROAD CONSTRUCTION, restricted to | vehicle. 


DOORNEKAMP BROTHERS TRUCKING 


LIMITED 
3712 NIGH RD BX 661 
RIDGEWAY, ONTARIO 
LOS 1NO0 
GENERAL FREIGHT 


DOUG’S TRANSPORT LTD 
22 RIDLEY BLVD 
ORILLIA, ONTARIO 

L3V 7J4 

TANK. 


DUMOUCHEL TRANSPORT LTD 
833 RUE DES ROSIERS BX34 
DUBREUILVILLE, ONTARIO 
POS 1BO 

GENERAL FREIGHT. 


ERRINGTON, KEITH, B 

1-324 KORAH RD 

SAULT STE MARIE, ONTARIO 
P6C 4H! 

GENERAL FREIGHT. 


062676343 
Amend 


039519347 
Amend 


084596981 
Original 


012599005 
Original 
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EVERGREEN TRANSFER MOVING 


SERVICES LTD 097807086 
115 SELKIRK DR Original 
KITCHENER, ONTARIO 
N2E 1M5 
HOUSEHOLD GOODS, provided that the 


licensee has a place or places of business only at: 


(25102) KITCHENER €. 


FEKETE, WILLIAM 

L3 C5 RR1 TOWNS TP 
WATERFORD, ONTARIO 
NOE 1Y0 

GENERAL FREIGHT. 


FIRST PIONEER TRANSPORTATION 


LTD 
D300 SOLUTE SERVICE RD 
BURLINGTON, ONTARIO 
eg sy oa 
TANK. 


FROESE, JOHAN, T 
Oy SPRUCE ST UAPT-3 
AYLMER, ONTARIO 
N5H 1B3 

GENERAL FREIGHT. 


GALT, JOHN, E 

37 BROOKLYN RD 
CAMBRIDGE, ONTARIO 
NIR 1C4 

GENERAL FREIGHT: 


GARIEPY, FRANCOIS, J 

1243 MAIN ST E BX 6 SI-1 
VAL CARON RR2, ONTARIO 
POM 3A0 

GENERAL FREIGHT; 


GERARD GRONDIN TRUCKING 
LTD 

31°" POWELL*PLACE 

HEARST, ONTARIO 

POL INO 

GENERAL FREIGHT. 


GIORGIANNI, CHARLES 
105 FERNDALE BX883 


047387518 
Original 


073906970 
Original 


035902831 
Original 


051372004 
Original 


001187576 
Original 


051407893 
Original 


080999778 
Original 


GRIFFIN, KENNETH, J 
SITES WIDLOWAY PK 
CAYUGA R1, ONTARIO 
NOA 1E0 

GENERAL FREIGHT. 


GRONDIN, NORMAND 

L10 Cl2 HANLAN TP BX 1045 
HEARST, ONTARIO 

POL INO 

GENERAL FREIGHT, 


GUAYS ENTREPRISE AM LTD 
43 PINE ST BX 10 
DUBREUILVILLE, ONTARIO 
POS 1B0 

GENEKAL FREIGHT. 


GUILBEAULT, JOSEPH, S 
L243/244 C4 

DUNDALK R6, ONTARIO 
NOC 1BO 

GENERAL FREIGHT. 


GUSTAFSON, RONALD, A 

Hy} PHEOB AEDS CIRCLE 
RICHMOND HILL, ONTARIO 
LAC 9C8 

GENERAL FREIGHT. 


HAMCO CONSTRUCTION LTD. 


209-50 ELM DRIVE EAST 
MISSISSAUGA, ONTARIO 
ESA Xe 

GENERAL FREIGHT. 


HAMILTON CONTRACTING INC 


L20-21 CC RAMA TP 
SEBRIGHT R2, ONTARIO 
LOK 1W0 

GENERAL FREIGHT. 


HARRY, HAROLD 

80 CORDELLA ST 
WESTON, ONTARIO 
MON 2J6 


032218542 
Original 


036085191 
Amend 


072124593 
Original 


043817636 
Original 


024518815 
Original 


099695918 
Original 


094335242 
Original 


051609847 
Original 


BARRIE, ONTARIO 

L4M 4Y6 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (70000) SIMCOE CO. 


GOSTLIN, ROGER, C 055337527 
Li2 C8 LAXTON BX 7 Original 
NORLAND, ONTARIO 

KOM 2L0 

GENERAL FREIGHT. 

GRANTHAM, DONALD, E 001304054 
PT L23 C20 BLANSH TWP Original 


ST MARYS R2, ONTARIO 
NOM 2V0 
GENERAL FREIGHT. 


GENERAL FREIGHT; HOUSEHOLD ‘GOODS; 
provided that the licensee has a place or places of 
business only at: (01000) METROPOLITAN 


TORONTO R. 

HEARD, GORDON, WAYNE 063219848 
L24 C7 SMITH TP Amend 
PETERBOROUGH R4, ONTARIO 

K9J 6X5 

GENERAL FREIGHT. 

HENDRICK, HAROLD 020765257 © 
EssCi4 HAY TP Original 


DASHWOOD RI, ONTARIO 
NOM 1NO 
GENERAL FREIGHT; TANK. 
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HEPBURN, LESTER, J 

10 MEADOW BUSH CRT 
BRAMALEA, ONTARIO 
L6S 4R8 

GENERAL FREIGHT. 


HIBBITT, ROBERT, E 
604 GARDEN ST 


WHITBY, ONTARIO 


LLIN 7B3 
BULK. 


_ HILLIER, DALE, D 


BOTS CONS,ELDON TP 
WOODVILLE RR6, ONTARIO 
KOM 2T0 

GENERAL FREIGHT; TANK. 


HITCHIN, WILLIAM, J 
205 YEATES AVE 
BARRIE, ONTARIO 
LAN 4C5 


~ GENERAL FREIGHT. 


~ HOLLINGSWORTH, RONALD 
~L18 C4 WARWICK TP 


WATFORD R5, ONTARIO 
NOM 2S0 
GENERAL FREIGHT. 


HOVAN, JOZSEF 

134 SLINGER AVE 

STONEY CREEK, ONTARIO 
L8G 3X4 


009188696 
Original 


001479106 
Original 


059407630 
Original 


013083625 
Original 


063296055 
Original 


059461382 
Original 


OWNER DRIVER, exempt from Public Interest 


fest; GENERAL FREIGHP. 


HUNTER, MURRAY 078580561 
27 MAIN ST APT 2 Original 
GRAND VALLEY, ONTARIO 

LON 1G0 

GENERAL FREIGHT. 

IABONI, ADOLFO 013172136 
113 GARDNER PL Original 
MAPLE, ONTARIO 

L6A 1C3 

GENERAL FREIGHT. 

IRVINE, GLENN, A 013187346 
L7 C10 COLBORNE TWP Original 


AUBURN R3, ONTARIO 
NOM 1E0 


JAMES SOBOL EXCAVATING LTD 


230 ARGYLL STREET 
FERGUS, ONTARIO 
NIM 2Y3 

GENERAL FREIGHT. 


JAMIESON DELIVERY SERVICE 


INC. 
610 NEWBOLD ST UN 5 
LONDON, ONTARIO 
N6E 2T6 
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072643368 
Original 


094088644 
Original 


SINGLE SOURCE; GENERAL FREIGHT. 


JOHNSTON, ROBERT, W 
ROY CE ST 
KINGSTON, ONTARIO 
K7K 6H3 

GENERAL FREIGHT. 


K/M SERVICE EXPRESS INC 
349 BRAYMORE BLVD 
SCARBOROUGH, ONTARIO 
MIB 2W6 

GENERAL FREIGHT. 


013258780 
Original 


102309002 
Original 


KAHARA CONSTRUCTION AND HOME 


IMPROVEMENTS LIMITED 
12 QUEEN STREET BOX205 
HORNEPAYNE, ONTARIO 
POM 1Z0 
GENERAL FREIGHT. 


KARI, STEPHEN, A 


#16 RINTALA TRAILER PARK 


SITE 24 BOX 28 
LIVELY: R1,,ONTARIO 
POM 2E0 

GENERAL FREIGHT. 


KAY MOTOR EXPRESS INC 
79 MEADOWVALE DR 

ST CATHARINES, ONTARIO 
L2N 3Z8 

GENERAL FREIGHT. 


KEECH, KEVIN, V 
LAVEIs SMITH TR*BXA622 
LAKEFIELD, ONTARIO 
KOL 2H0 

GENERAL FREIGHT. 


LAMON MOTORS LIMITED 
25 GOVERNMENT RD BX 710 


102541325 
Original 


028739596 


Original 


072926645 
Amend 


069937636 
Original 


059788944 
Original 


GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (52000) HURON CO, 
(41611) HURON TP. 


090476846 
Amend 


J. GOODFELLOW HAULAGE LTD 
L26 C9 INNIS TP 

STROUD, ONTARIO 

LOL 2MO 

GENERAL FREIGHT. 


WAWA, ONTARIO 
POS 1KO 
GENERAL FREIGHT. 


072239581 
Original 


LEBLANC, J, G, GILLES 
Lies BX 201 

NAVAN RR9Y, ONTARIO 
K1G 3N8 

GENERAL FREIGHT. 
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LETHBRIDGE, RICHARD, R 
368 OLD BROCK RD 
GREENSVILLE, ONTARIO 
L9H 6A8 

GENERAL FREIGHT. 


LISCOMBE, GORDON, F 
ZOPIGEIN EES 1 

AJAX, ONTARIO 
LESS 


048299565 
Original 


036742994 
Amend 


GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (10401) AJAX T. 


MCKENZIE, KENNETH, A 
962 HWY-18E 
KINGSVILLE, ONTARIO 
N9Y 2K9 

GENERAL FREIGHT. 


MEYER, JOSEPH, B 

169 MILLER ST BOX 654 
MOUNT FOREST, ONTARIO 
NOG 2L0 

GENERAL PREIGHT. 


MID-TOWN FARMS INC. 

4350 VICTORIA AV N BX 28 
VINELAND STATION, ONTARIO 
LOR 2E0 

GENERAL FREIGHT. 


MILNE, DAVID 

[3.G3; PICKERING PP 
CHERRYWOOD, ONTARIO 
LOH 1C0 

GENERAL FREIGHT. 


MINOTT, ROOSEVELT 

37 TROUTBROOKE DRIVE 
DOWNSVIEW, ONTARIO 
M3M 1S6 

BULK. 


MURPHY, MICHEAL, R 
[6 GO-SHDNEY TP 
STIRLING R3, ONTARIO 
KOK 3E0 

GENERAL FREIGHT. 


P.W. KINNEY TRUCKING INC. 
117 SELKIRK AV 
HAMILTON, ONTARIO 

L8H 5L8 

GENERAL FREIGHT. 


PARKER, BRIAN, E 

L16 C4 W LINC 

ST ANNS R2, ONTARIO 
LOR 1Y0 

GENERAL FREIGHT. 


064033289 
Amend 


084013085 
Original 


101439007 
Original 


048684511 
Original 


037106754 
Original 


010169151 
Original 


100286086 
Original 


021908781 
Original 
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PICOSKI, DOUGLAS, E 

L3 CS ARTHUR TP 
KENILWORTH R2, ONTARIO 
NOG 2E0 

GENERAL FREIGHT. 


PILON, FERNAND 

1508 LAURIER ST BOX 790 
ROCKLAND, ONTARIO 
KOA 3A0 

GENERAL FREIGHT; TANK. 


PINNOCK, BERRESFORD, E 
3600 MORNINGSTAR DR UN24 
MALTON, ONTARIO 

LAT 1Y5 

GENERAL FREIGHT. 


PUCKRIN, RICHARD 

L21 C3 UXB 

GOODWOOD R1, ONTARIO 
LOC 1A0 

GENERAL FREIGHT. 


R & S GRAHAM CONTRACTING 
LTD. 

LOTs3. CON STLE.WMS. TWP 

PARKHILL RS, ONTARIO 

NOM 2K0 

GENERAL FREIGHT. 


RAYNSFORD, KENNETH, E 
L3 OAKOENE CR BALL PNT 
LITTLE BRITAIN 

KOM 2C0 

GENERAL FREIGHT. 


RENAUD, RICHARD, P 

L16B MCKENZIE HTS 
THUNDER BAY R13, ONTARIO 
PAST 

GENERAL FREIGHT. 


RIVARD, J, B, JEAN 

393 HWY 144 R2 
CHELMSFORD, ONTARIO 
POM 1L0 

GENERAL FREIGHT. 


ROBBINS, WILLIAM 

2201 SIXTH AV 

ST CATHARINES R1, ONTARIO 
L2R 6P7 

GENERAL FREIGHT; TANK. 


ROBERT LUCIER EXPRESS INC. 
IU GROVE CRES 
BRANTFORD, ONTARIO 

N3R 4Y6 

GENERAL FREIGHT. 


ROLLING, GORDON 
ISS2InGENLRE.ST BOX 22 
MOUNT ALBERT, ONTARIO 
LOG 1MO 

GENERAL FREIGHT. 


018135676 
Original 


045169206 
Original 


064478217 
Original 


056820408 
Amend 


101895492 
Original 


049143206 
Original 


066880960 
Original 


066459456 
Original 


053071762 
Amend 


093601759 
Original 


026079902 
Original 


| 
| 











~ SPENCER, LURREN 
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073084540 
Original 


ROUILLARD, DIANE, A 

51 OAK RD BX 1582 
BLIND RIVER, ONTARIO 
POR 1B0 

GENERAL FREIGHT. 


014562530 
Amend 


SALMON, ROGER, DALE 

L4 C7 WILLIAMSBURG TP 
CHESTERVILLE R1, ONTARIO 
KOC 1H0 

GENERAL FREIGHT. 


006852822 
Original 


SANTOS, AMILCAR 
682 CLASSIC DR 
LONDON, ONTARIO 
NSW 5X6 

GENERAL FREIGHT. 


053271169 
Original 


SHAW, PHILIP, K 

1788 BROCK RD 
FREELTON, ONTARIO 
LOR 1K0 

GENERAL FREIGHT. 


SHORTALL’S SAND & GRAVEL 
LTD. 

Py CS RY 

GANANOQUE, ONTARIO 

K7G 2V3 

GENERAL FREIGHT. 


098670300 
Original 


SMELT, HERMAN, H/KOCZKUR, 
JOHN, M 

130 HURON CR 

THUNDER BAY, ONTARIO 

PTA 3K4 

BULK. 


094228184 
Original 


094016519 
6100 MONTEVIDEO RD UN34 Amend 
MISSISSAUGA, ONTARIO 

LSN 2N8 

HOUSEHOLD GOODS, (21102) MISSISSAUGA 


.. 


STOREY, CLIFFORD, W 065043072 
70 ROSER CR Amend 
BOWMANVILLE, ONTARIO 

L1C 3N9 

GENERAL FREIGHT. 

WM. FINKLE MACHINE LIMITED 030717010 
393 SIDNEY ST Original 
BELLEVILLE, ONTARIO 

K8N 3Z9 

GENERAL FREIGHT. 

YACH, MERVIN 053918720 
LAD C8 ROSS TP Original 


FORESTERS FALLS R1, ONTARIO 
KOJ 1V0 
BULK. 


4597 
283013 ONTARIO LTD 004449734 
L57 E TALBOT RD Amend 
LAMBETH R3, ONTARIO 
NOL 1S0 
GENERAL FREIGHT. 
429327 ONTARIO INC 067492739 
L2 C6 CAVAN TP Original 
FRASERVILLE RI, ONTARIO 
KOL 1V0 
GENERAL FREIGHT; TANK. 
433280 ONTARIO INC 069552122 
3 GEORGIAN MANOR Original 
COLLINGWOOD, ONTARIO 
EO YesZ3 
GENERAL FREIGHT. 
571430 ONTARIO LTD 102221262 
L10 C9 TUCKERSMITH Original 


KIPPEN R2, ONTARIO 

NOM 2E0 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


596883 ONTARIO LTD 079577173 
26 EDINBURGH DR Original 
DOWNSVIEW, ONTARIO 
M3H 1B4 
GENERAL FREIGHT. 
675760 ONTARIO LTD 086267683 
2631 FRONT RD Original 
LA SALLE, ONTARIO 
N9J 2N2 
GENERAL FREIGHT. 
676661 ONTARIO LTD 098052595 
66 AYLMER CRES Original 
STONEY CREEK, ONTARIO 
L8J 1K3 
GENERAL FREIGHT. 
881420 ONTARIO LIMITED 102581323 
15 MCDONALD STREET Original 
INGLEWOOD, ONTARIO 
LON 1K0 
GENERAL FREIGHT; TANK. 

The following applicants have applied for 


Authority to offer a transportation service as 
detailed below between specific geographic areas: 


032053767 
Original 


GADSON, HERMAN 

PT L18 C13 INNIS 
BARRIE R4, ONTARIO 
L4M 486 

ROAD CONSTRUCTION, restricted to 1 vehicle, 
(80000) ALGOMA D, (33401) BRACEBRIDGE 
T, (41000) BRUCE CO, (81000) COCHRANE D, 
(81401) COCHRANE T, (43000) DUFFERIN CO, 
(44000) ELGIN CO, (80404) ELLIOT LAKE T, 
(88405) ESPANOLA T, (45000) ESSEX CO, 
(33402) GRAVENHURST T, (47000) GREY CO, 
(90404) HAILEYBURY T, (12000) HALDI- 
MAND-NORFOLK R, (49000) HALIBURTON 
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CO, (81402) HEARST T, (33403) HUNTSVILLE 
T, (52000) HURON CO, (81403) IROQUOIS 
FALLS T, (81404) KAPUSKASING T, (53000) 
KENT CO, (90405) KIRKLAND LAKE T, 
(54000) LAMBTON CO, (83000) MANITOULIN 
D, (59000) MIDDLESEX CO, (33000) MUS- 
KOKA D, (90407) NEW LISKEARD T, (23402) 
NICKEL CENTRE T, (85000) NIPISSING D, 
(85101) NORTH BAY C, (23403) ONAPING 
FALLS T, (37000) OXFORD CO, (86000) 
PARRY SOUND D, (86402) PARRY SOUND T, 
(65000) PERTH CO, (23404) RAYSIDE- 
BALFOUR T, (80101) SAULT STE. MARIE C, 
(70000) SIMCOE CO, (85404) STURGEON 
FALLS T, (23101) SUDBURY C, (88000) SUD- 
BURY D, (23000) SUDBURY R, (90000) TIMIS- 
KAMING D, (81101) TIMMINS C, (23405) VAL- 
LEY EAST T, (23406) WALDEN T, (25000) 
WATERLOO R, (75000) WELLINGTON CO. 


The following applicants have applied for 
Authority to offer a transportation service as 
detailed below to or from specific geographic 
areas: 


001676962 
Original 


JOHNSTON, WILLIAM, K 
369 MCNAB ST 
RENFREW, ONTARIO 
K7V 2Y9 

GENERAL FREIGHT, (85000) NIPISSING D, 
(85101) NORTH BAY C, (69000) RENFREW 
CO, (85404) STURGEON FALLS T. 


Michael T. Curtin, 
Manager. 


REWRITE APPLICATION: 


Notice is hereby given that a rewritten certificate 
of public necessity and convenience has been 
issued under the Public Commercial Vehicles Act, 
R.S.O. 1980, Chapter 407, Section 10b and the 
Motor Vehicle Transport Act, 1987, S.C. 1987, 
Chapter 35, in respect of the following licence and 
operating licence: 


Andre G. Viau Trucking Ltd., FS 741 X 487 


Persons who are not parties to this application 
may, within sixty days of the date of this notice, 
file written submissions with the Ontario Highway 
Transport Board with respect to the rewritten cer- 
tificate. 


PUBLIC NOTICE 


THE MOTOR VEHICLE TRANSPORT ACT, 
1987, PART If TRUCK APPLICATION 


The application listed herein has applied for a 
licence under Parts II and III of the Motor Vehicle 
Transport Act, 1987. The application was _ pub- 
lished in the Ontario Gazette of June 23, 1990. 


Notices of Objection and written evidence were 
filed on this application within the time prescribed, 
by interested persons. The Ontario Highway Trans- 
port Board has considered the evidence filed and is 
satisfied that in the absence of evidence to the con- 
trary the operation of the truck undertaking in 
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respect of which the licences are sought would 
likely be detrimental to the public interest. 


Accordingly, the Board has directed that public 
hearings be held at the Board’s Chambers, Britan- 
nica House, 151 Bloor Street West, 10th Floor, 
Toronto, Ontario as indicated hereunder: 


For further information with respect to these 
hearings, members of the public are advised to 
contact the Secretary of the Board. 


DATE OF HEARING 
October 1, 1990 


883073 Ontario Limited 101628200 


PUBLIC VEHICLES ACT 
BUS APPLICATION: 


The following applications for an operating 
licence under the Public Vehicles Act R.S.O. 1980, 
Chapter 425 is published pursuant to Section 8, 
R.R.O. 1980, Regulation 716 under the Ontario 
Highway Transport Board Act, R.S.O. 1980, 
Chapter 338. Section 8 provides that the Board 
may dispose of this application summarily if no 
objection is served and filed in the prescribed man- 
ner within twenty-nine days of this publication. 


PUBLIC VEHICLES ACT APPLICATION: 


Elphius Cornelius, Jr. 44366 
R.R. No. 2 

Box 220 

Southwold, Ontario 


NOL 2G0 


applies for a public vehicle (school bus) operating 
licence, as follows: 


“For the transportation of pupils for the Oneida 
Nation of the Thames Council between points in 
the County of Middlesex and the City of London 
and schools under the jurisdiction of the aforemen- 
tioned Council. 


PROVIDED that charter privileges be restricted to 
school purposes and only for schools under the 
jurisdiction of the aforesaid Council.” 


Pen-Ayr Coach Lines Ltd. 
R.R. No. 4 

Cambridge, Ontario 

N1R 5S5 


applies for a public vehicle operating licence, as 
follows: 


24052-E 


‘For the transportation of persons for and on 
behalf of 896820 Ontario Limited c/o/b as Pen- 
mans, said persons being in the employ of 896820 
Ontario Limited c/o/b as Penmans, on a scheduled 
service, from the City of Woodstock to the installa- 
tion of 896820 Ontario Limited c/o/b as Penmans 
in the City of Cambridge and return on the same 
day. 
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PROVIDED that there be no pick-up or discharge 
of passengers except at the City of Woodstock or 
the City of Cambridge. 


PROVIDED FURTHER that any _ operating 
licence shall be restricted to the operation of Class 
“D” vehicles. 


PROVIDED FURTHER that there be no charter 
trips authorized pursuant to any operating licence 
issued hereunder.” 


TARIFFOF TOLLS: 


$220.00 per day for 44 passenger vehicle. 
.46¢ per kilometre for 14 passenger vehicle. 
Robert Alphonse Richer 44340 
(o/a Data Shuttle Services) 

586 Shirley Street 

Bok 2031 

Chelmsford, Ontario 

POM 1L0 


applies for a public vehicle operating licence, as 
follows: 


“For the transportation of passengers who are 
employees of Revenue Canada between the Town 
of Rayside Balfour and the City of Sudbury. 


PROVIDED that chartered trips be prohibited. 


TARIFF OF TOLLS: 


$1.75 One Way from Azilda 
$17.00 Weekley Pass return 
$2.00 One Way from Chelmsford 
$19.50 Weekley Pass return 
Transcor Inc. 33580-N 
24 Cardico Drive 

Gormley, Ontario 

LOH 1G0 


applies for the transfer of public vehicle (school 
bus) operating licence PVS-850 from Trentway- 
Wagar Inc., 680 The Queensway, Peterborough, 
Ontario K9J 7H2 


33580-O 


also applies for the transfer of public vehicle 
(school bus) operating licence PVS-5148 from 
Trentway-Wagar Inc., 680 The Queensway Inc. 
Peterborough, Ontario K9J 7H2. 
895730 Ontario Ltd. 44371 
R.R. No. 4 

Bright, Ontario 

NOJ 1BO 


applies for the transfer of public vehicle (school 
bus) operating licence PWVS-7237 from 300713 
Ontario Incorporated, 194 Queen Street, Innerkip, 
Ontario NOJ 1M0 


44371-A 


also applies for the transfer of public vehicle oper- 
ating licence PV-3055 from 300713 Ontario Incor- 
porated, 194 Queen Street, Innerkip, Ontario 
NOJ 1MO. 


4599 
DEMANDES DE MODIFICATION : 


Avis est donné par la présente que d’un certifi- 
cat d’utilité publique ont été modifié et délivrés en 
vertu de la Loi sur les véhicules utilitaires autori- 
sés, L.R.O. de 1980, chapitre 407, article 10b et de 
la Loi de 1987 sur les transports routiers, L.C. de 
1987, chapitre 35, en ce que concerne cette licence 
et permis d’exploitation suivant : 


Andre G. Viau Trucking Ltd., F 741 X 487 


Les personnes qui ne sont pas membres de ces 
parties peuvent présenter leurs observations écrites 
relatives a la modification des certificats a la Com- 
mission des transports routiers de l'Ontario dans 
les soixante jours suivant la date de publication du 
présent avis. 


AVIS PUBLIC 


DEMANDE D’EXPLOITATION D’UNE 
ENTREPRISE DE CAMIONNAGE PRESENTEE 
EN VERTU DE LA PARTIE III DE LA LOI DE 
1987 SUR LES TRANSPORTS ROUTIERS 


Le requérant mentionné ci-aprés a présenté une 
demande de licence en vertu de la partie III de la 
Loi de 1987 sur les transport routiers. La demande 
a été publiée dans la Gazette de |’Ontario du 23 
juin, 1990. 


L’avis d’objection et la preuve écrite ont été 
joints a cette demande et déposés par les intéresses 
dans les délais prescrits. La Commission des trans- 
ports routiers de l’Ontario a pris en considération 
la preuve déposée et estime que, faute de preuve 
contraire, l’exploitation de l’entrepreise de camion- 
nage faisant l’objet d’une demande de _ licence 
serait sans doute préjudiciable a l’intéret public. 


Par conséquent, la Commission a décidé qu’une 
audience publique aurait lieu dans la salle de tribu- 
nal de la Commission, Britannica House, 151, rue 
Bloor ouest, 10e étage, Toronto, Ontario, tel 
qu indiqué ci-aprés. 

Pour de plus amples renseignements sur cette 
audience, s’adresser au secrétaire de la Commis- 
sion. 


DATE DE L’AUDIENCE 
le 1 octobre 1990 


883073 Ontario Limited 101628200 


LOI SUR LES VEHICULE DE 
TRANSPORT EN COMMUN 


DEMANDE D’EXPLOITATION D’UN AUTOBUS : 


Le demande suivantes de permis d’exploitation 
ont été présentées en vertu de la Loi sur le véhi- 
cule de transport en commun, L.R.O. de 1980, 
chapitre 425 et est publiées en vertu de I’article 8, 
L.R.O. de 1980, réglement 716 pris en application 
de la Loi sur la Commission des transports routiers 
de l'Ontario, L.R.O. de 1980, chapitre 338. L’arti- 
cle 8 stipule que la Commission peut traiter ce 
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demande sans autre forme de proces si aucune 
objection n’est soulevée et déposée de la maniére 
prescrite dans les vingt-neuf jours suivant la pré- 
sente publication. 


Elphius Cornelius, Jr. 44366 
RORY Now? 

Box 220 

Southwold, Ontario 


NOL 2G0 


présente une demande de permis d’exploitation 
d’un véhicule de transport en commun (autobus 
scolaire) aux fins suivants : 


‘Pour le transport d’éléves pour the Oneida Nation 
of the Thames Council et pour les écoles relevant 
de la jurisdiction de Council ce dessous entre 
divers lieux situés dans the County of Middlesex 
and the City of London. 


.Sous réserve que les privileges de nolisement se 
limient aux fins scolaires et ne s’appliquent qu’aux 
écoles relevant de la juridiction desdits Council.” 


Pen-Ayr Coach Lines Ltd. 24052-E 
R.R. No. 4 
Cambridge, Ontario 


N1R 5S5 


présent une demande de permis d’exploitation d’un 
véhicule de transport en commun aux fins 
suivants : 


“Pour le transport de personnes qui est dans l’em- 
ploy de 896820 (faisant affaire sous le nom pen- 
mans) sur un service réguliers a partir de la cité de 
Woodstock a J installation de 896820 (faisant 
affaire sous le nom penmans) dans le cité de Cam- 
bridge et retour sur le méme jour. 


Sous réserve que les privilége d’embarquer ou 
dembarquer de passagers se limitent aux les cités 
de Woodstock et Cambridge. 


Et sous réserve que nmimporte quel licence d’ex- 
ploitation, ne soit autorisé qu’a utiliser des véhicule 
de transport en commun de catégorie ““D”’ tels que 
définis a l’alinéa a) iv) du paragraph 1, articule 9 
due réglement 888 pris en application de la loi sur 
les véhicules de transport en commun, L.R.O. de 
1980, chapitre 425. 


Sous réserve que tout permis d’exploitation délivré 
en vertu du présent certificat les voyages nolisés 
soient interoits.”’ 


TARIFS : 


220.00 $ Par jour 44 passagers véhicule 
.46 $ Par kilometre 14 passagers véhicule 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


Robert Alphonse Richer 44340 
(o/a Data Shuttle Services) 

586 Shirley Street 

Box 2031 

Chelmsford, Ontario 


POM 1L0 


présent une demande de permis d’exploitation d’un 
véhicule de transport en common aux fins suivants: 


“Pour le transport de passagers travaillant pour 
Revenue Canada entre la ville de Raysie Balfour 
et la Cité de Sudbury. 


Sous réserve les nolisé soient 


interdits.”’ 


TARIFS : 


1.75 $ un sens a partir de Azilda 

17.00 $ permission retour de la semaine 
2.00 $ un sens a partir de Chelmsford 
19.50 $ permission retour de la semaine 


que voyages 


Transcor Inc. 33580-N 
24 Cardico Drive 
Gormley, Ontario 


LOH 1G0 


présent une demande de transport de permis d’ex- 
ploitation de véhicle de transport en commun 
(autobus scolaire) PVS-850 actuellement délivré a 
Trentway-Wagar Inc., 680 The Queensway, Peter- 
borough, Ontario K9J 7H2.. 


33580-O 


aussi présent une demande de transport du permis 
d’exploitation de véhicule de transport en commun 
(autobus scolaire) PVS-5148 actueuement délivré a 
Trentway-Wagar Inc., 680 The Queensway, Peter- 
borough, Ontario K9J 7H2. 


895730 Ontario Ltd. 
R.R. No. 4 

Bright, Ontario 
NOJ 1BO 


présent une demande de transport du permis d’ex- 
ploitation de véhicule de transport de commun 
(autobus) PVS-7237 actuellement délivré a 300713 
Ontario Incorporated, 194 Queen Street, Innerkip, 
Ontario NOJ 1MOo. 


44371 


44371-A 


aussi présent une demande de transport de permis 
d’exploitation de véhicule de transport de commun 
PV-3055 actuellement délivré a 300713 Ontario 


Incorporated, 194 Queen Street, Innerkip, Ontario © 


NOJ 1MO. 


Felix D’Mello, 
Secretary of the Board. 
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Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Incorporation/Certificats de constitution 


Notice Is HEREBY GIVEN that a certificate of incorporation under the Business Corporations Act, 


1982 has been endorsed: 








Name of Corporation een ceria Registered Office 
EXE Spe LC Seana ieee eRe Gees cos Meade 895563 July 24, 1990 Gloucester 
ACADIAN TIMBER EXPORT CANADA INC. 894770 ~—s July ~—s- 24, 1990 + Oshawa 
PCCTAX GROUPING scams: Gols eer 904977, = July = 23, 1990 ~=—- Scarborough 
a DISUM(CANADA) LIMITED: «sh s..cccc. 904911 July 23,1990 Willowdale 
ADISUM (DON VALLEY) LIMITED. 2.0.24... 904915 July 23,1990 Willowdale 
ADOLFO MAELIZIA “ASSOCIATES INC. ....... 904927. = July) =23, 1990 Downsview 
ANCASTER BANQUET CENTRE LIMITED . 905705 = July'”—s- 25, 1990 _— Burlington 
ANCASTER COUNTRY LANES LIMITED .... 905708 July 25, 1990 Burlington 
ANDREAS JAN2Z ‘CONSULTING LED’ =....0..¥ 0 904959 July 23,1990 Mississauga 
ARAKELIANARTIST JEWELEERS LTD, (27-" 893181 July 20,1990 Windsor 
PRE AGCFOOD»sMACHINERY ING cs. s.5000> 000050 905770 July 25,1990 Downsview 
Bi DE CIMPORTING  CORP™. . .. Rens cocc.2e 904935 July 23,1990 Toronto 
Bee ON TRAGTING, WLI ©. 528 o5 sete ev ascateee 900039 July 24,1990 Waterdown 
BAMBERG CREEK GAME FARM LIMITED 900923. July © -24,°1990" Baden 
BILL’S MACHINE & WELDING CO. LTD. ... 900906 July 20,1990 Breslau 
BLOOR VILLAGE DESIGN & WEAR INC. .. 905802. July =. 25, 1990 ~—- Toronto 
BOG wACCIOPPRODUC TIONING, (ol. .ccctes.. 904909 = July) = 23, 1990 ~—s Toronto 
tet Se EN EOL NGING AL Leet Met saacsctty tes aysngon 900919 =July 24,1990 Waterloo 
i) WIN SONG ROULP ol NC tata: ier in eee Ce ek 905744 July 25,1990 North York 
Brey LNG ey De ren hi ee RATE ees coerce 900206 = July 24,1990 Walford 
Bee IDIING et VICES TING 808 og eee gos cikt 905717 = July 25, 1990 Scarborough 
C.P. EMERGENCY DRAIN REPAIRS LTD. ... 905772. July 25, 1990 - Woodbridge 
PE Ga PPIs COMING ia ccod Mucosa mada teen 905771 July 25,1990 Woodbridge 
A oA ORO) RRP Ee Aa cE Sth epee eee ts 490 See 895645 June 22, 1990 Toronto 
Ber VAS OUNIR VoLING 3 Sar ctente eee sn sca aya enswadies 893184 July 20,1990 Windsor 
eee ASPEP ROME UMN G am, Bete. scint boat 895543 July 20,1990 Nepean 
PANWIGORNIK BOUSIESTUD® icc 5 ol iiaesaste 905939 July 27,1990 Toronto 
AVERT ENE RPRISESSING occ females 900913. July 20, 1990 Bolton 
CANADIAN HOME & RENOVATION TEAM 

WARES Y IS CUEING Merce gece ccc eee Nog ae 900905 July 20, 1990 Kitchener 
eV ESE DOU UA Wien: 2 Ang een pee ele orn ce he 904976 July 23,1990 Scarborough 
CARTWRIGHT CLEANERS (COMMERCIAL) 

"CAIN DED parr ay Sect eS oe tat ke en A Be 905695 July 25; 1990'--- Weston 
CHINESE OVERSEAS SERVICES & 

AA ral VUTINIOA 1S eet eri oon deh ticles soe Ses 905748 July 25,1990 Toronto 
Pak Ach OLIDINGS ANG sek. s. see Peace 905704 July 25,1990 Mississauga 
COMMUNITY PSYCHIATRIC CENTRES 

APA Te Paar ioe aeeohie st tol) Peg dh Me ad, ahs 905821 July? 251990 Toronto 
moMr ACE SOLGHIONS ING ...:scsesewste. 905732 July 25,1990 Hamilton 
Be SO TLUINESING ori oh Bia ei raee arte S 904960 July 23,1990 Brampton 
COUCH & HARE INSURANCE BROKERS 

con) DEE Spar ons a's sity Re A Sh aR the: NE, 60k a DO 895544 July 20, 1990 Smiths Fall 
CRITICAL CONTROL SANITATION INC. ..... 905737. July. =. 25, 1990 —_—_ Burlington 
CUMBERLAND MOTOR SALES LTD. ......... 895558 July 24,1990 Cumberland 
CYRVILLE CONSTRUCTION AND 

POW PME NITE LV i thet errr eee eee. 895536 =July 20,1990 Orleans 
Pe OWERDEICHOLDINGS Isl I)" cecidcchcescs.cacas 895564 = July 24,1990 Embrun 
MBA-MA. SPORT WORLD ING g...0 50 0.....00000. 904916 July 23,1990 Oakville 
DAGENAIS ADVISORY SERVICES INC. ..... 905781 July 25,1990 Toronto 
RES RLING Ae ent. e sk Cty caus tare trainee, 905761 July 25,1990 Mississauga 
Beri AHOMOINGS LTD 8 viiscbettinssoueere. 905753. July 25,1990 Unionville 
DELANEY WALTER MANAGEMENT INC. . 905793. July_~—s- 25, 1990 ~— Toronto 
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Name of Corporation Pe pous ahs Registered Office 
Corp. No. Incorporation 

DESIGN VLAD NESS IMULE DL) cmercate cane 905694. July) = 25, 1990 Toronto 
DEVGAN CORPORATION: .ssh.ceueneea eee aeneecs 895541 July 20,1990 Nepean 
DEDENTERPRISES ING 0 ece once eevee pee ae 905795 July 25,1990 Brampton 
DISCOUNT MOVING & CARTAGE INC. ..... 895745 July 20,1990 London 
DOULTONURENOVATIONS ING oie atuses saunas 895746 July 20,1990 London 
DRUMAGUINTERNA TIONAL DED. iisconscssm 905723 July 25,1990 Oakville 
DRAB IEE AI CSUN Caceres cont tia cae aos 005728... _July— 25, 1990 toronto 
DWIGHT WILSON ENTERPRISES INC. ....... 905809 July 25,1990 Mississauga 
Boy WwW. KRISELLE- PUBLISHING ING. sine, 893182 July 20,1990 Windsor 
BAGLE-SLARIMASONRY aI NG trot 2.8 onions 895534. = July = 20, 1990 Toronto 
EDA HO UNG gates pean eu teers cecaphgds nates guage 904943, July) = 23, 1990 ~— Willowdale 
ENTRENOMICS ING. ...49iac ee wend eee: 904925 July 23,1990 Mississauga 
ENVIRO=AGEASYS VEMScING A. caus tenders 900040 July 24, 1990 Hamilton 
EXIDOR! (URS 3AATING Her, onc ete cs es eo 904970 =July 23,1990 Parry Sound 
EXIDOR HOLDINGS INTERNATIONAL 

INC 5s Merete eeen sand 2 eens ena ccramens 904961 July 23,1990 Parry Sound 
FIRST CSHARESIING. Gort. 28. jscae Resor Rene 905755 July 25,1990 Toronto 
FIRST KINGAINVESTMENTS, ETD) is3....3. 904944. July 23,1990 Mississauga 
‘FIRST J SHARESGING «pages nie in cathe coe 905756 July ; 25;;1990 «Toronto 
FISHER-PRIGEMGLIMITE IOs 3... Se sercccskpd. nayastiere 905696 July 25,1990 Mississauga 
FOUR-OF-US HOSPITALITY SERVICES 

TIN Cy Sects eae a eel ee 905767. =July = 25, 1990 Scarborough 
PUJFFO' FOOD MUED ts 2R08t. atc .acbg tach 904901 July 23,1990 Toronto 
GiPOP.CONSTRUGTIONSET De cutee o-- eee 900909 =July 20,1990 Kitchener 
GAS: GAL ENTERPRISESANG? ...:. eee 905778 July 25,1990 Brampton 
GENEI’S CATERING WITH ELEGANCE 

ING, 2 occnckipiand nthe: angi eee = ee ton ee 905698 July 25, 1990 Richmond Hill 
GENTIL SABE SNC coir. She tra. cette 894769 = July 24, 1990 — Lindsay 
GOODMAKERS AUTO SALES LTD. ........... 885193 July 24,1990 Port Hope 
GOODMON ‘ASSIS VAN TSONG® 2... eet... ian 900041 July 24,1990 Milton 
GORE ENTERPRISES UNG a tte eccred.s..g sett 905791 July 25,1990 Mississauga 
GREENBARR,GORPORATION. .. csaeds cones tents 905740 July 25,1990 Toronto 
GURU JANDE NTE RPRIS GS: CD) caohtcns-aneern 903406 July 23,1990 Malton 
HAELAN HOSPITAL SUPPLY CO. LTD. ..... 904966 July 23,1990 Markham 
HANMER & VALLEY AFTER HOURS 

CLINGS TING sei sre is ces A gtk. 5, Ae 905715 July 25,1990 Toronto 
HELIOS GRAPHIC. DESUGN, ING tsua8...:1ten 904969 = July = 23, 1990 ~=— Don _ Mills 
HERISS ORIENTAL RUGS COMPANY 

LIMIPE DY s...22.) catia: Rei ees trees ne ee 904910 July 23, 1990 Richmond Hill 
HISBIASEREGCOR DS: IN Gate i600. aphid ev o3s RE 900922 July 24,1990 Toronto 
HOM TRADINGANG.: <geuke: Rt... ashestevcsssgeeee 905773 July 25,1990 Scarborough 
IJ. BRAZEAU & SONS CONTRACTING 

Ds ee rate ee Le MI ee ogi eae 895559 July 24,1990 Ottawa 
ILLUSTRATE PROPERTY MANAGEMENT 

LIN CT ee ere ae os ee eee: eee ee 904939 =July 23,1990 Toronto 
IMPRESAS MASONRY” UNG rec ateets a ee 905697 =July 25,1990 Woodbridge 
INVESTSMART CORPORA TION® occ sccees cn: 905711 July, «25,1990, . Toronto 
J POSERVICE STATION MUNG Be.) aitesd os ee 895535 July 20,1990 Casselman 
JAJ. CORPORAMLION. . ...(ugest auth, soccotess ounces 905738 July 25,1990 Scarborough 
JAVERON HOLDINGS, IeMI GED: cet... ee 900910 = July 20,1990 Guelph 
JESSEN LELOPIOENG Sle DID 1c. cevoh ie aurea 905754 July 25,1990 Weston 
KIEV GLASNOST. FPIUMSiIN Gi} cette vc. chee 904922 =July 23, 1990 Islington 
KINGSVIDLE BING@ Lbs (tec: Saeco 893177 = July) = 20, 1990 ~—s Windsor 
KS: CENTOCO. LEA THEREW RAP LD: gas 893180 July 20,1990 Windsor 
LAKEWOODUINTERVLOGK ING tre..))..ce 893185 July 24,1990 Amherstburg 
LAWREDENTUING lea ie ee 905733 July 25,1990 Downsview 
LENWAS: UN Goch 0c PR nc ee ee 905789 July 25,1990 Mississauga 
M.S.S. OF CANADA: CIM Ds 17. torts comet 905742 July 25,1990 Brampton 
MAINSTAY COMMUNICATIONS INC. ........ 905701 July 25,1990 Richmond Hill 
MANOR HOUSE LODGING HOME INC. ..... 893186 July 24,1990 Windsor 
MARIO ELBCERIC COs MoO ETDs. .c..0nae, 893169 July 16,1990 Windsor 
MARPOL INTERNATIONAL LTD. ............... 905825 July 25,1990 Willowdale 
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: Ontario Date of ' 
Name of Corporation Corp. No. _ Incorporation Registered Office 
MARTAN FINANCIAL SERVICES LTD. ...... 904948 July 23,1990 North York 
MASTERTECH MANUFACTURING INC. ..... 904947, = July = 23, 1990 Concord 
METEOR SHOW PRODUCTIONS LIMITED . 904963 = July = 23, 1990 North York 
MIKCON CONSTRUCTION LIMITED. .......... 904913 July 23,1990 Georgetown 
MILBYRNE MANAGEMENT 

CORPORA TION Bar. <a teeta eee oe ee ee 904958 July 23,1990 Toronto 
BS SS VEEN TR ENP ge dee in eae a Reeve eee 905718 July 25,1990 Fenwick 
MUISSISSAUGA LINEN PRODUCTS INC. ...... 905822. July 25,1990 Mississauga 
ow NN. CARSGARE AIMEE Dh. anaes 905808 July 25,1990 Bramalea 
BPS S00 vis) MING ow, en treet) cee tee 900207. = July 24,1990 Azilda 
NORCOMEX INTERNATIONAL LTD. ......... 904979 = July) =23, 1990 Concord 
BOR THERN SHGNARS ING? ..€0. 3: .oha oe 904918 July 23,1990 Toronto 
SeCTAFAM DEVELOPMENT INC. wvissh.ccco. 904921 July 23,1990 Woodbridge 
OLD VILLAGE CHARM INCORPORATED .. 895557. —s July = 24, 1990 —- Osgoode 
ONTARIO REAL ESTATE EXCHANGE 

ei BB ipperaar aed «913 Cs 928 aren &: CA RRS Br EP ce 905726 July 25, 1990 Toronto 
OPTRONIC MEASUREMENT 

TORPORATIONALING » Feed tic, Saleem xis Fae, 895532 = July = 20,1990 Ottawa 
SstibLi’S HROODMARKEMING, 2: 3dgb Se 905731 July 25,1990  Powassan 

meee CHATHANUING. ACT Oh scm, AM 905784 July 25,1990 North York 

mr. ..Y. SARNIA INC. ....... a REET ts POE | 905783. July 25,1990 North York 
Rte Sh. PHOMASAING HES come on 905782. . July») 25,1990 42 North York 
fab MORE S|. COMPANYWING.®. :cotish incest 904907 = July = 23, 1990 ~—s- Toronto 
BASS MORE GAPITAL INCH name ire 904906 July 23,1990 Toronto 
a TOPHONICS NG. | faut OO oxo arhi gt 550 DUD 729 WAL aly 17259 1990 Ser oronto 
PINEBUSH CAPITAL STRUCTURES CORP. 905820 July 25, 1990 Cambridge 
aca TEAU INCORPORATED 8650. cuhs seb 904946 July 23, 1990 Toronto 
me yYPUAS FIOEDINGS ING Balas 905777 A aSuly_) 2551990: yBranipton 
Bcivily BRANDS GIMITE Der 2c. shihet Ok 904968 July 23, 1990 Toronto 
PRO-AM MODULAR EQUIPMENT LIMITED = 904904 —s July) = 23, 1990 ~_— Bolton 
PRONTARIO INVESTMENTS LIMITED ....... 905741 July 25, 1990 . Toronto 
Be UNC” teste. 2. Aen Ae creel ce BO 883561 July 20,1990 Kingston 

/ R.D.A. RECREATIONAL DEVELOPMENT 

ESS OCIA TESIING Fe Gr Shee ielks £8 904929 = July = 23, 1990 Woodbridge 

| RADIATEURS ROCKLAND RADIATORS 

LS) rant te Ga aces Anes CAR San et ee 895565 July 24,1990 Rockland 
mALPH M. PETERS HOUDINGS INGirls....2% 904965 July 23, 1990 Islington 

eee NNIE’S BISTROMMEDIUNG. *o.cccebe ke 904903. July 23,1990 Toronto 
met SODY RECORDS VED. Gils, os oelahcsrchel 905779  JStily 25, 19900) tSearborough 
RIVERFIELD CONSTRUCTION SERVICES 

(25 Gi DD Mae lek Aa Gee A OS OR Ba PP eee 905714 July 25, 1990 North York 
ROBERT DESANTIS MANAGEMENT INC. ... 905713. July) = 25, 1990 ~=—s North York 
mec ENGINEERING MDS 38 22 aki BS 895538 July 20,1990 Nepean 
ROMAN’S RENOVATIONS & 

CONTRACTING aID: tenn: fern lth esteh 895744 July 20, 1990 London 
eon Aly PEOMBINGALL D Nat Aes erties 904954 July 23, 1990 Belleville 
SDLMGP NO.1 MANAGEMENT LIMITED ... 883562 = July) =_20, 1990 __— Picton 
OP —N-SAV EAINGAY «SERA ee es 905800 July 25, 1990 North York 
SILVERSTONE CONFERENCE DESIGNERS 

(US Fa 88 ol Jone ey a ey PS 905768 July 25,1990 Arnprior 
SKETCHLEY CLEANERS FRANCHISE #977 905801 July 25,1990 Mississauga 
PeeaLLOY ENTERERISEStHOT DS visvederles tect e 895561 July 24,1990 Ottawa 
IS DSR OTINGY TAS fee ee hee es lephesciaake 905796 =July 25, 1990 Brampton 
aA LO) HOLDINGS LEDO) Aes: cet nt bG 904924 July 23,1990 Rexdale 
eter LX TIMED)... Aes aeceeleel 905750. =July = 25,1990 Brampton 
oR Y SYS MES ING Mes. ts etghes 905797 July 25,1990 Mississauga 
STAN CAMPBELL CONSTRUCTION LTD. ... 904952 July 23, 1990 Parry Sound 
eee VE FINK) CONSTRUCTION: INCg i3...:5205. 900907. = July = 20, 1990 Mitchell 
mICKERS BROADGASTING INC, .viit.0.0+:0s: 905757. = July) =. 25, 1990 ~—s Toronto 
STRINGER VERONI KETCHUM 

VERTIS Ndine. see Ae sisyig hss 905734. July 25,1990 Toronto 
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Name of Corporation ee Ree Registered Office 

SUTTON GROUP GRAYSTONE REALTY 

hi, GAR NPE ech A RE oO enna, Seg 900912 July 20,1990 Guelph 
SYNC ENTERPRISES, ING eres co mten ie cxpatort 905760 = July 25, 1990 Willowdale 
T.. & R. TRANSPER* COMPANY, INCI... 2.052. 904919 July 23,1990 Toronto 
WES e939 £4 8) Sl sal Bee ere eee, 905693 July) = 25, 1990 —s- Woodbridge 
TETRIS PRODWUGBIOINS AIG sytca ns Bere ys ow vce 905719... July -25,.1990" «Toronto 
THE EMBROIDERY CONNECTIONHINC .... 904933. July) = 23, 1990 ~—s- Willowdale 
THE MILANI DESIGN GROUP CNG. Coit .ncc. cre 90494] July © 23, 1990. North York 
THE PARTNERS SQUASPOGLUB ING ove 905788 July 25, 1990 Scarborough 
THE STARVING COMMUPBER*CORP®®... 5.05 894947 July 24,1990 Barrie 
THE SURPLUS*EXGRANGE: ING OR. oc. tee. OOSTSD — July? 2:255.49907 “sloronto 
THE TASTY TRIANGLE INCORPORATED . 905758 = July = 25, 1990 ~—s- Wesst_ Hill 
"EETOHR UG OG) ING jared ote haan eB ES a. sinicen BON 900038 July 24, 1990 Waterdown 
TEIMBERMILESHOMES LY DS .ta.. <0 scthe ter cccone 905811 July 25, 1990 = Thornhill 
TORONTO REAL ESTATE EXCHANGE 

iba) BD aera) es te 7 A OP ee, Oe 905725 July + +25;21990 Toronto 
PRGGUR BEES Lb) eR roses titer sis as caacy sane nteaees 895560 July 24, 1990 Cumberland 
TRIELTUM CONERACTINGSING, .2auy.s...00e 893179 = =July 20, 1990 Windsor 
TRIPLE EMMPHOEDINGSUNG... 95m c..cees 905813, July 25,1990 Mississauga 
TURNKEY PORM2ABL DVD. vers. cictact too sceee 895750 July 24,1990 Bayfield 
UNIPGLSE INTERNATIONAL ING: 2k.......0%: 904912, July 23, 1990 Richmond Hill 
UTIEITY METERING SERVICES INC?!..:..22 904930 =July 23, 1990 Weston 
VINELOVHOL DINGS ING 8 facie cs ¢ 2a tet com ne 904951 July 23,1990 Agincourt 
W.C. SOMERSHHOERDINGSEBED: ...- tek... a 895562 July 24, 1990 Gloucester 
WAGNER MANAGEMENT SERVICES INC. . 905780 = July) =. 25, 1990 +~=—s Toronto 
WAL TA F. COMPRIS iin. nce tack er sana aae xe cs ane 904920 = =July 23, 1990 Scarborough 
WEB REPATRABED® 6.25. dear ee. cee cae 905739... July~ : 23, 1990 Ae Brampton 
WEEDENDERS CORPORATION LIMITED . 904971 July 23,1990 Cookstown 
WEIG HOLDINGS INC co eee ccc eet oo a ts oe 904949 July 23, 1990 Downsview 
WELLSWORTH’ EXPORTS LIMITED <2... 905826 July 25,1990 Mississauga 
WESTMIN.INVESTMENTS UPD: ...4822.....0: 904905 July °°23, 19903) “Toronto 
WILBER PRODUCTS: LIMEPEDY. 2.236 5...2..08 900908 July 20, 1990 Waterloo 
WOOD-MOOD HARDWOOD FLOORING 

LED. vs eee et et ee hig «SL 904932, = July 23,1990 Richmond Hill 
WOODLOT CONSTRUCTION LIMITED ....... 895751 July 24,1990 ~~ Alvinston 
WSL. CONSUBTANT SERVICES -LUDE') ... 22 894767 July 20, 1990 Pickering 
ZAKOR ELECTRONICS, EIMEFED 205) .....Je 900033 July 20,1990 Dundas 
30 EINANCTA TE CORP. seca ct meray ce Chee! Om ene 905774 July 25,1990 Toronto 
6/0/33, ONE A RIO! LIMIT Bel ber .. aaceet ede eet 876733. July:..-20, 1990 “sSarmia 
SPO ao: CNR Le CL LIVER ES ek coe pt sucwne thee hots 876735 July 24,1990 Sarnia 
82284 ON PARI ORENG 2 oir pct. = <u Beet tenn se eta 882284 July 24,1990 Sault Ste Marie 
$85503- ON PARTON Gag eee tale. scence brccic au teas 883563 July 20,1990 Haliburton 
B03,073 ONTARIOFEIMET By © setters. .a aeee ecg cnumens 893173. July 20, 1990 © Lasalle 
SUSI TALON LARIOOCIMEVE DD cae cuca jaan 893174 July 20,1990 Harrow 
$93175 ONTARIO -EIMITED stro. .cee eesant ee 893175 July, «.<20,.1990 -SiEssex 
8031/6. ONT ARIOMUSED Fe. 2eetasoc see snce 893176 July 20,1990 Windsor 
Bish /S-ONT ARIOUSED . cee cea cacuck ee aia: ae 893178 July 20,1990 ‘Amherstburg 
SOSTS4 ON PARIOVLD.. fees uncsvevanaa teens. ee 893183. July 20,1990 Windsor 
G04925 JON TL ARTO LEIMIPED « siccccco- cnaeuecutscns 894948 = =July 24,1990 Newmarket 
895049 ON TA RIOGED., | Ge esuec erin. ces tat tow cones 895049 July 24,1990 Port Colborne 
895050 ON TARIOCEIMIET RED \. civtncae ecto ercansenet 895050 = July = 24, 1990 ~=—s- Welland 
SISUSL-ONTLARIGMING. fete aas occ sat eect 895051 July 24,1990 Welland 
895052. ONT ARIGUBEMT TEI? .ctes.55. Oi rec onto 895052. = =July 24,1990 St Catharines 
BO5553.ON TART OCR Dy ce teeth oe le eee eo 895533, July . 20,1990 Vanier 
SIS SALON TART OBEN G cre at atts cis ROE Oe ene 895537. July 20,1990 .. Orleans 
BI5539 ON CARO ING esate os Mere eases ee 895539. July - 20, 1990 >“ Ottawa 
§95540 ‘ON PAIRIOSING oss ceteet ass Cae ak coy So 895540 = July 20,1990 Ottawa 
$95942 ON TARTIOVETD . 5 oe etocet orn. pottee tas a sceaet 895542 July 20,1990 Carleton Place 
895545. ON CARTON ENG op cat Scar watrae swage Me hee tan 895545 July 20, 1990 Hawkesbury 
BOSSA CONC FLED LIN secstin oeach te octee oae here daehs inte ae 895546 July 20,1990 Stittsville 
895547 ONTARTOV ETD. (ited 6 sascreus Oe oases 895547. = July = 20,1990 Ottawa 
see tA jas Wa SI) By OR Perera Somes tee ee 895548 July 20,1990 Ottawa 








THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


4605 


ee 





























Ontario Date of 

Name of Corporation Corp. No. Incorporation Registered Office 
DS ANGLER ELON! Leddy, unas agndrotins Ws deeak kan seas ahs 895549 July 20,1990 Ottawa 
eee 2. CIN 1 ORI... - Saeed. cay oiane tae wroics Ort 895752 July 24, 1990 London 
Be) SPJ ESAS LCD MEE, SID Gevntokia sina e ide bs «aos weet 895753 July 24,1990 London 
ATL SOLAN ERNE UIA CURIE sitet cca8 ceenind caceoo' 895754 July 24,1990 London 
A. COIN AIR I OOGTING 5. caR aa ciaete occ eek ir sve Re 900032 July 20, 1990 Burlington 
54. CON TNR IONIC IRs: osGelevvtn Mea Mes oveene 900034 July 20,1990 Hamilton 
BRS COIN T A RC OUNS Bias So a Suess. ee Bans etter: 900037 July 24,1990 Stoney Creek 
BU 204 CON AIR TORE IMI TIEID) 025 ce mecdihbaw. vcnes tee 900204 July 20,1990 Sudbury 
ROU 20S AIDE T OIRO ING EIS. ox es oss Meee vce te 900208 July 24,1990 North Bay 
A COIN PNIR COTTE) ede tena bys ances 900904 = July = 20,1990 Kitchener 
Bes 1d CN TONTRIOT ENG on. OY dros lorearcuceteth accom v 900911 July 20,1990 Guelph 
BOL CON LAI GTN. Succ oclow ence Prtetis a caleiee 900918 July 24, 1990 Waterloo 
BT 20 COIN TA ERI SION GC oO de catch aw eae wine aha 900920 July 24,1990 Kitchener 
Bo7 tL ONTARIGIEIMITEI: occ. cs eetehenvsccsae 900921 July 24,1990 Kitchener 
SOS INT AIRING 0 Be fe aekedcs vem Ben cve ee 904895 July 23,1990 Toronto 
Bse2. ONTARTOOING . 29h b.cucn sass dee <oisdoned 904902. July =23, 1990 Scarborough 
B905 CONT A REOMING Mice ccteks apres eeoans. ater 904908 July 23,1990 Brampton 
A CIN AIR LD NUE os onactscse sun suecseocs ties 904914 July 23,1990 Toronto 
BAD /-ONTARIO -CIMEPE DI? co ocn cs cvscnes sce seven 904917 = July 23,1990 Markham 
ee QIN RES CIS ie crterah cc vom tnscian See ove eae 904923 July 23,1990 Mississauga 
| LAR RAC ISG BOE S (OR) Ws fi L1G BN BR tate me eels 904926 = July 23,1990 Thornhill 
ee ONTARIO OLIN UBD eee ts cae bahen eee 904928 July 23,1990 Brampton 
— UERJGRIOR Ges i 24 5a 1G Fi Ge) °C eipeomerainet elegant etn. 904931 July 23, 1990 Toronto 
Bae ONTARIO. LDA Scout, eacue hk fetta! 904934 = July 23, 1990 London 
BS NAL AIR ad Dake cerita kana s SOU Niall ead 904936 July 23,1990 St Catharines 
ee ON RAM LIV LEDs on dacocswainenows sroxes 7s. 904937 = July =23, 1990 __— Pickering 
ot IN AIR) UN Gr ce ot oeiina nuit ss aoe enone 904938 July 23,1990 Willowdale 
ao ONT ARTO TIN Cos vee. Sh tee nd 904940 July 23,1990 Downsview 
BO NAIR) LAD. cae. Saeticad 52 dee toh ance se 904942 July 23,1990 Listowel 
Be US OIN AIS CRED tormenta re ee hee 904950 =July 23,1990 Sturgeon Falls 
50 AON ARTO LIMDD BD ak. ios co dacvaascucuees 904953 July 23, 1990 Brockville 
BOS MONA RI) LID Rg Be erpransy capa caxancoes 904955 July 23,1990 Brockville 
B50 KIN ARTO“ ING sits cmti€ food ites va dovnag ances 904956 July 23,1990 Toronto 
BS POD GA RIC) TING see arrtremertyas ious oie cguesdees sas 904957 = July) = 23, 1990 += Toronto 
EN ERA US LIN Coober stracs nb tacan: loon tciresne Cociavon 904962 =July 23,1990 Mississauga 
B904 ONTARIO LIMITED snes. csspscsciescs senvs 904964 =July 23,1990 Toronto 
ee 2 CINTA RAO LD ethic Set Sia nines iies esas 904972 July 23,1990 Kirkland Lake 
Be ONTARIO IMIT EDD ioc stuesocrscsccencons 904973, July = =23, 1990 = Scarborough 
meee ONTARIO LIMITED oasis ches eoyenan aus san se 904974 = July 23,1990 Scarborough 
ee ON AR LOUIS NLT BAD 2 sa tee es oe 904975 July 23,1990 Willowdale 
fee S- ONPARIOUEIMTLED) 2.28.4 so adeeeetes 904978 = July 23, 1990 Thornhill 
Be ON T ARTO TING oie ee bsesncncacn sounder 905699 = July) = 25, 1990 + Markham 
Bee LON TARIOCUAMIULE De anecue ques sc-2 200 se 905700 July 25,1990 Newmarket 
Be ON LARIO LU IMI TED oo. oxticucennu.g tcuseen vind 905702. July 25,1990 Mississauga 
me ONTARIO ING tase eagle eee}: 905703 Jrwiwy."* 253119905 5 Toronto 
mre OUON LARIO: LIMUCE ee 5. $5 dunce co athens 1% 905706 July 25,1990 Burlington 
mere NN PARIOUING  otaecs retract edie trees 905709 = July) =25, 1990 ~=Toronto 
Bee ON DARIC) ACAD a) acerca ieascndatndcauesbs 4005 905712 July 25,1990 Oshawa 
me ON LA RIO. ING). ciesirenenactins coceesinenvie 905716 July 25,1990 Richmond Hill 
Meee AON TARTOUING. 1). cst phat cece asesvc sole 905722 July 25,1990 Islington 
Meee AUNT ARIO ING. .. peepbestoviestel wicisntlt 905727 July 25,1990 Woodbridge 
fee o0- ONTARIO LIMITE Derscexceesrimesestvervenees 905730 July 25,1990 Toronto 
eee ONTARIO. LIMITED: ..iciscecseteviaennse 90573539 1 duly 2) 25,71990. ne Doronte 
743 ONTARIO IMITED;} .,2:5...... aside. .davet 905743 = July 25, 1990 Woodbridge 
Meee ONTARIO: ING osc ches. fabs ieraeiiansanens 905745 July 25,1990 Toronto 
Me ONTARIO ANC (0. UA eked AM? 905746 July 25,1990 Toronto 
DD ARI) ONG recat hens Ghee As miedo 903747 ~— July +5» 25,1990. Toronto 
749 ONTARIO LIMITED. oo. ccscsescsesscs se saene 905749 = July = 25, 1990 Markham 
meeret ONTARIO LIMITED) «65... oui. babs 905752. July 25,1990 Toronto 
MM PON PAR TOO ING eaccskcvnrs gin cbiaeseeatcance ste 905762 July 25,1990 Toronto 
ed A RIOUING 2c sass dsaycpvaavp swciennesas 905763... July 25,1990 Toronto 
Bros ONTARIOUNG., 4k .0he.. det... Sekt 905764 = July =25, 1990 Toronto 
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Ontario Date of 


Corp. No. Incorporation Registered Office 


Name of Corporation 








905765: ONTARTOREIM EB ti sc ten eariincamnee 905765 July 25,1990 Toronto 
905766. ONTARIO VEIMI TIS): Woes. cc thete..ctsanne 905766 =July = 25,1990 Toronto 
905769: ON TARI@ TE UM] Cy rec. cane nines wes toon 905769 =July 25, 1990 North York 
905775 ONTAR IOs IMT GEE jae ai tty vinden 905775... July — 25,.1990) “North. York 
905776, ON PARIOMING | ORR a. nthe sc. neeteis some 905776. July. .25;,1990) - Erin 
905785 ON TARI@MNGs Birk ties cccguesss sadtene 905785 July 25, 1990 Willowdale 
905786. ON TA RIOSDIMITED® satis cas. Soins sarees 905786 = July) =. 25, 1990 ~=—s- Toronto 
905787, ONT A RIOD D wir cotien gw ot note bce tome 905787 = July) = 25, 1990 ~— Kirkland Lake 
905790, ON TARTO MINT VIEDS coi sccte meet 50m 905790: July ..-25,1990 Toronto 
005792 ON PAIR IORIING 4 toate. aarcunenenb nites Seems 905792. =July 25,1990 Parry Sound 
905798 ‘ONTARIO GING. ray ve Stein sinentbes «6alehians 905798 July 25,1990 Scarborough 
005799. ONT ARIO UGG). dies ovdtesscessttonerte cteatars 905799 = July = 25,1990 ‘Toronto 
905810 ON TARTOMBEMIT DISD) 008... ssinctrearicnn + Adech 905810 July 25,1990 Cambridge 
905812 ONTARTOUING «Aik oth <...0teibeaiccshnae 903812. July. . 25,19907 Te Bssex 
905814 -ON TA RIGMING ate esate isa teeta aatoeee 905814 =July 25,1990 Toronto 
905823 ON TARTOMNG , tis. Bic.» cos M eee tecusccueme 905823. July 25, 1990 Woodbridge 
905824 ONTARIOAAMITED? 605,00. €tenbicvscsaaee 905824 July 25,1990 Toronto 
DIANE S. NAGEL, 
33/90 Director, Companies Branch. 


Certificates of Incorporation Issued 
Certificats de constitution délivres 


Notice Is HEREBY GIVEN that, under the Co-operative Corporations Act, a Certificate of Incorpora- 


tion has been issued to: 


AVIS EST PAR LES PRESENTES DONNE qu’en vertu de la Loi sur les coopératives, un certificat de consti- | 


tution a été délivré a: 








Name of Corporation Date of Head 

Incorporation Office 

; Date de Siége 

Nonmde la compagme constitution social 

LAS AMERICAS CO-OPERATIVE. HOMES UNG 2463.55 eee 1990 — 07 — 24 Mississauga 
GCLARIONICO-OPERATIVE HOMES*ING, #2... 54 peek v.ccbemeetes 1990 — 07 — 26 Mississauga 


C. N. H. WILSON, 
Director, Credit Unions and Co-operatives Services Branch, Ministry of Financial Institutions. 


Directeur, Direction des Caisses populaires et des coopératives, 


33/90 Ministére des Institutions financiéres. 


Letters Patent of Incorporation Issued 
Lettres patentes constitutives delivrées 


Notice Is HEREBY GIVEN that, under the Corporations Act, Letters Patent have been issued to: 


Name of Corporation ae eee Head Office 
ATIKOKAN FIGURE SKATING CLUB INC 
fwithout Shareveapital) ..f57.4.cheraiasetee. sa cnoee 889745 May 25, 1990 Atikokan 
BLAKE/BOULTBEE TENANTS 
ASSOCIATION (without share capital) ......... 894202. July 11,1990 Toronto 


CANADIAN-CUBAN FRIENDSHIP 

ASSOCIATION ONTARIO (without share 

Capital) 4. Aes tere ee oh et. wale BRM ees vente’ 872764 = June 26,1990 | Toronto 
CANADIAN INTRAMURAL RECREATION 

ASSOCIATION—ONTARIO (without share 

Capital) yscop. cere. « osseee nes dasterinea AM eta eeee 899365 June 29, 1990 Gloucester 
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I ce a 
Ontario Date of Head Office 


Name of Corporation 
P Corp. No. Incorporation 





CANADIAN MACEDONIAN DANCE 

GROUP TANEC OF UNIONVILLE (without 

BALE CAPLAN) Os UP, Pe etc zscings ac eee Ret re nba 899261 June 19,1990 Richmond Hill 
CANADIAN TURKISH CULTURAL 

ASSOCIATION OF HAMILTON (without 


BUA MCAT AL NE OR ot rai x PU RRA Ard pd Ri ctlacc ee SSo7779- July 4, 1990 Hamilton 
CORNWALL HANDGUN CLUB (without 

BRATS CONICAL) iv tivnacn nc enn wil auaon staan eke mets 897177 — July 6, 1990 Cornwall 
COUNCIL ON AGING FOR RENFREW 

COUNTY (without’share-capital) ..ceccr... see 809573 July 5, 1990 Pembroke 


CZECHOSLOVAK SOKOL ABROAD 
GYMNASTIC ASSOCIATION (TORONTO) 


Suithout*share CADIAN ON «crc cs ecsmaasi vege owns 897101 July 6, 1990 Mississauga 
GEORGETOWN MINOR BASEBALL INC 

Pwithoutishare Capital reer vhs. Mise satiostecuns 899218 June 13,1990 Halton Hills 
GRAFTON TRAILER & CAMPING 

ASSOCIATION (without share capital) ......... 878113 July 9, 1990 Scarborough 


KENORA DISTRICT CIVIL AIR SEARCH 
AND RESCUE ASSOCIATION (without 


Pilate Capital) Merrie mete ne. crc taie een cee corer: 889795 July 9, 1990 Kenora 
KINGSTON TOWNSHIP (VOYAGEURS) FAN 
ASSOCIATION (without share capital) ......... 897134 July 4, 1990 Kingston 


KINGSTON TOWNSHIP VOYAGEURS 

HOCKEY CLUB INC. (without share capital) 699792, July 6, 1990 Kingston 
MOLESWORTH GOOD GUYS 

SNOWMOBILE CLUB (without share capital) 889798 = July 4, 1990 Listowel 
THE OPTIMIST CLUB OF GREENSVILLE 


eyithoute slate capital) ike 05.1 adit oun Ass thane 897153 July 5, 1990 Dundas 
| THE NORTH BAY NEWFOUNDLAND CLUB 
ev ithoutshare-capital) 204 autores to vowel 897099 July 5, 1990 North Bay 
PORT ROWAN TOMATO FEST (without share 
Apical OAS. NOMAD A DORMER AG oA. Sree cca fee free IR Ee 894257 ~— July 9, 1990 Norfolk 
PRINCETON CHILDREN’S CENTRE (without 
BUA EC: CAPIlel yl me cheney ae ethers cae top ds 8 boink cael he 894365 June 4, 1990  Blandford-Blenheim 


| ROYAL CANADIAN LEGION ZONE kK-1 
AND AREA VETERANS HOME 


CORPORATION (without share capital) ....... 8/2729. July 11, 1990 Cobalt 
Sf. CATHARINES JETS GIRLS SOCCER 

PUB Awithoutishare capital): sg .cceseec ends cers 897169 = July 4, 1990 St. Catharines 
ST. LADISLAUS CHRISTIAN ASSEMBLY OF 

BLENHEIM #7744 (without share capital) .... 881831 July 4, 1990 Blenheim 
ST. MARGARET COMMUNITY HOMES, 

SCARBOROUGH (without share capital) ..... 881943 July 6, 1990 Scarborough 
SUPPORTING KIDS IN DANCE OF 

BRANTFORD INC. (without share capital) ... 897114 July 4, 1990 Brantford 


TWELVE MILE, LITTLE BOSHKUNG 
PROPERTY OWNERS INC. (without share 


PAL yee eet A pe et ee cas ey eh Mares ciigon het: 899237 . June 155 1990" “King City 
UNIONVILLE ITALIAN SOCIAL CLUB 
imarnoue share Capital) fe oateee tet bas ete Soa 881884 July 12,1990 Markham 


DIANE S. NAGEL, 
33/90 Director, Companies Branch. 
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Certificates of Amalgamation/Certificats de fusion 


Notice Is HEREBY GIVEN that a certificate of amalgamation under the Business Corporations Act, 


1982 has been endorsed: 


Name of Amalgamated 
Corporation 


THE BAIRD INVESTMENT GROUP 
ED OR ee ree ea etre eer rr 


BRAY *MOLORS EIMIED diesen 


COURTNEY. & GRANT LIMITED: 2220.0 


DALEGREEN CONSTRUCTION 
FENDER Dr aap rere ses erees : coat tenide Mean 


DISPLAY & EXHIBIT CANADA LTD. 


FRANK STORIMANS LIMITED .......... 


HICKLING CORPORATION |.282...256e 


INSONG ENTERPRISES: ING. Giccn. 
INVERPOWER,CONTROES: LTD. «2.22: 


JAN LUMBER COMPANY LIMITED .. 


MAGNA INTERNATIONAL 


[CAN ADPARING: (etew eo» 


MERISEL CANADAAING Hak oki.c.0 cee 


MY-T-FRESH EGG CENTRE INC. ...... 
NCM: CARPET MILLS INGig ¢22227.:: ee 


NB Che AICCCR LUE ee cama ante 


OASIS TELEFACILITIES 
CORPORATION (ck dagtatis tas ironncseeees 


ROBERT J. ALEXANDER LIMITED .. 


Ontario 
Corp. No. 


900928 


900212 


S955) / 


905832 


905986 


905891 


895567 


900043 


900053 


885195 


906217 


906237 


882285 


905736 


893188 


905833 


883566 


Effective 
Date 
July 26, 1990 
July —31,1199¢ 
Aug. 1, 1990 
July 26, 1990 
July 27, 1990 
July) veo31521990 
July 31, 1990 
Aug. 1; 1990 
July 31, 1990 
July 31, 1990 
July 29, 1990 
July 29. 1990 
July 26, 1990 
July 27, 1990 
July) SE 1990 
July 26, 1990 
July — 31, 1990 


Names of Amalgamating 
Corporations 


The Baird Investment Group 
Ltd. 

JA-PAT Driving Services 
Ltd. 

Bray Motors Limited 

Bray Motors Chevrolet 
Oldsmobile Ltd. 

Courtney & Grant Limited 

J. Gordon Dawson Insurance 
Brokers (1987) Ltd. 


Dalegreen Construction 
Limited 

905785 Ontario Inc. | 

849898 Ontario Inc. | 

Display & Exhibit Canada 
Ltd. 

Frank Storimans Limited 

558862 Ontario Limited 

James F. Hickling 
Management Consultants 
Limited 

Engineering & Economics 
Research Technologies 
EER Inc. 

Parkdale Family Food Ltd. 

Insong Enterprises Inc. 

Inverpower Controls Ltd. 

Static Power Technology Inc. 

Jan Lumber Company 
Limited 

776911 Ontario Ltd. 





Magna International 
(Canada) Inc. 
Canada Clutch Corporation 
Focus Magazines Inc. 
692967 Ontario Inc. | 
Softsel Computer Products ! 
Canada Inc. | 
653373 Ontario Inc. | 
My-T-Fresh Egg Centre Inc. | 
599821 Ontario Limited | 
NCM Carpet Mills Inc. | 
National Yarn Extruders Inc. | 
Neo « Arch Limited | 
Stephen Marshall Consultants 
Limited | 


Post Production Services Ltd. 

Oasis Telefacilities 
Corporation 

Robert J. Alexander Limited 

Kingston Vending Limited 


f 
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Name of Amalgamated Ontario Effective Names of Amalgamating 
Corporation Corp. No. Date Corporations 





SAN SEA CONSTRUCTION COMPANY 
sth Fl iB aowere eer srs wren er creer seein: 905724 July 25,1990 San Sea Construction 
Company Limited 
Silverthorne Homes Inc. 
TSL ENVIRONMENTAL 


TABORATORIESANG? ex cteretsec csadaee 906618 Aug. 1, 1990  Burgener Technical 
Enterprises Limited 
Quanta Systems Limited 
812871 Ontario Inc. 
sD S ONTARIO IMPEE De: ininctecavcn ys 905855 = July 26,1990 901296 Ontario Limited 
901272 Ontario Limited 
DIANE S. NAGEL, 
33/90 Director, Companies Branch. 


Certificates of Continuance/Certificats de prorogation 


Notice Is HEREBY GIVEN that a certificate of continuance under the Business Corporations Act, 1982 
has been endorsed: 





Ontario Effective 


Name of Corporation Corp. No. Date 


Registered Office 





PANAMERICAN BANCORP LEASING . 
PEMA EE LIAM Mic rect es PAINT Na va og ELE os AES Aa UAE AB EEE 693435 July 19, 1990 Toronto 


DIANE S. NAGEL, 


33/90 Director, Companies Branch. 


Transfer of Ontario Corporations 
Transfert de compagnies ontariennes 


Notice Is HEREBY GIVEN that, under the Business Corporations Act, 1982, an authorization to make 


an application for an instrument of continuance outside Ontario, has been given to: 








Name of Corporation Ontario Effective Jurisdiction 
Corp. No. Date Where Applying 
CANROCK DRILLING SUPPLY LTD. ........... 281316 July 18, 1990 Canada 
mee COMA/PILASTICS 19D) #52, 2). en ddretadels Moe TBS 7195 July 26, 1990 Canada 
eee OA ERIM ERD aaa cencss-orcd ste hes dick: 721307 July 26, 1990 Canada 
Bee REEL DS TIMEGED | ecccssssussctasavesacstins 811834 July 26, 1990 Canada 
CIN A LOIN re hoi. ssvvxsviseveueveressevess 730520 July 27, 1990 British Columbia 
DIANE S. NAGEL, 
33/90 Director, Companies Branch. 


Restated Certificates of Incorporation 
Certificats de constitution mis a jour 


Notice Is HEREBY GIVEN that a restated certificate of incorporation under the Business Corporations 
Act, 1982 has been endorsed: 








Ontario Effective 
Name of Corporation Corp. No. Doe 
ELEASANT REALTY & FINANCIAL CORPORATION ...........cccc0scesscees 693173 July 27, 1990 


DIANE S. NAGEL, 
33/90 Director, Companies Branch. 
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Amendments to Articles/Modifications aux statuts 


Notice Is HEREBY GIVEN that, under the Business Corporations Act, 1982, amendments to articles 
have been effected as follows: 


Name of Corporation eas pee 
P Corp. No. Date 

ACH CAMOTHE. CONTR Ags PING LIMIT VED iy, «.c. .ceeheeis ioc encareseeccckinnt s 625365 July 24, 1990 
AARON WINTRE REALTY LIMITED (formerly 879261 Ontario 

Tir ot be er ee eS es eer ee ee eee ee er ee eee es 879261 July 30, 1990 
AGUSBUTE CONS FRUVGAHON: LIMITED n.iscccc.ciwecaen. a svenemenan teammates’ 894801 July 26, 1990 
ACUMASINIFERNATIOIN Ale. IN Gites. at y)2 4 salladl 2B EME <u toekaden dee menns 473862 July 30, 1990 
ANDES MINING COMPANY LTD. (formerly 747124 Ontario Inc.) ........ 747124 = =July 27, 1990 
APV ROSISTA CANADA, INC. (formerly H & K Rosista Process Inc.) .. 317833 July 25, 1990 
ARCHIVAL STORAGE DEVICES MARKETING INC. (formerly 888485 

bi eNaveg Wii icte) a Se ee Cee eee Cnt pment ere eren ory hy comer 888485 July 27, 1990 
ARGY RO DABORATORIES LIMITED: ccscusukurcesstusenorstetaen sooner 471838 July 25, 1990 
Bee GC FOE UI Gas. TIN oat ene ie a 893904 = July = 26, 1990 
BCOLSMAGNTEFIGSUIME ED pie. Sete Pe AS teeter eee eee tee 309696 =July 27, 1990 
BEY HATCHAINDUSTRIES EIMITED icp ee eters Scoeatuntieecqaeiclt 359972 July 24, 1990 
BRASPOWEIR: UCEMUPE DD 22 Say icdatoders ae cgetine ston ee ee ee ok eee! anaes 896288 July 25, 1990 
BRICK WEELICONS TR UIG TION FIVE CED g ccna priests cence andortae 93449 = July 25, 1990 
BULK SYSTEMS (ONTARIO) LTD. (formerly 903815 Ontario Limited) .. 903815 July 30, 1990 
C-S*SPRACKMAN INSURANCE, AGENCY ToD mpi. cic incs cockasenccnseaee 827091 July 25, 1990 


CAMCO SPORTS DISTRIBUTORS LTD. (formerly 903844 Ontario Ltd.) 903844 July 30, 1990 
CASTLE ROCK REAL ESTATE INC. (formerly Port Garapin Estates 


Lamited) .<...<zepeeepee ts «is ibs Ree oc ea igs Saree ene ae 862104 July 30, 1990 
CENTURY 21 MARTIN & ASSOCIATES REALTY LTD. (formerly 

Martin «Associates Realty bts) \.ocacaaamycnnenten ea. earecnatdnas dnt esac 858038 July 26, 1990 
CYVY AMBULANCE SERVICE OF © UIN TE IME Oe reactants 218747 = July’. 23, 1990 
COASTLINE TRADING INC. (formerly Nubian Trading Inc.) ............... 903183 July 30, 1990 
CONIX CANADA INC, (formerly.831114 Ontario Inc. ) dtu cae a, onnsg tees ans 831114 July 26, 1990 
COLLECTRITE: NOR TEWES ERIN. Ite rr ING et fete eee eee 864376 July 25, 1990 
CONTINENTAL CLOSET AND MIRROR LIMITED (formerly 

Bengershomroldings lic. Vee noe ce oma ear te nate ances tae eee 835785 July 30, 1990 
CONTINENTAL CLOSET SYSTEMS LIMITED (formerly 897683 Ontario 

LAmited) Scat teossks okt ce kee Oe ees ees eee mee te Sea ee eee 897683 July 30, 1990 
CORONATION HOUSEY BURLINGTON) EINIEED tise .:-.cbe.emerecr. 213731 July 30, 1990 
COSBURN, GRIFFITHS & BRANDHAM INSURANCE MANAGERS 

Jb Sk OP are Souci to Oe er oem hee Enya a? re LON. ht Sad AD ee eR a A 849307 = =July 25, 1990 
CURTIS CFNILITY BELISUINC (fonnerly 882593. Ontario Limited) —.....<. 882593 = July = 30, 1990 
CUSTANGCE, FUNERAL HOMECUIMITED paper: ..ch2 sick eee ce 151222 July ~30, 1990 
DANDY TOYS & GAMES CANADA INC. (formerly New England 

ANIGOUES TRC, SOR eer can nee met eae ee ice te ene ria ores ie re neem ere 867046 = =July 24, 1990 
DANIELS MEADOWPINES CORPORA TIO Die eran cneeen peeeeeetnceeee te 551287 July 26, 1990 
DAY IDSONPURNITURE SPECIAISRES CMe. c.cc ere eee 482851 July 27, 1990 
DODGE -SUPLESCIOWEL UNC 3 sic .5 sad cea oA. Pee RI 736667 July 25, 1990 
DOMENTON@AUTOMO TIMEMINDUSTRIES INC one aisecic stein ts 870084 July 25, 1990 
E & B CHAPMAN REAL ESTATE LTD. (formerly Ernest M. Chapman 

Real Estate: (1989) damited )! Piao. 5.2.5 ees ee ee ee 819283 July 24, 1990 
ELEXON CAPITAL CORPORATION S2.99).02)- ores ee ee eee 732715 July. 30, 1990 
ESD 2549 CONSULTANTS LEMUR ee ini ee eae 570541 July 25, 1990 
EXECUTIVE CONCEP TS#INC?), 90024. 2.05 te eee en, ee 753411 July 26, 1990 
EZER,. CORPORATION; (formerly. 650422 Ontarios Limited) \.55t-scceere eels 650422 July 27, 1990 
FIRST SAULT CORP, (formerly 834723: Ontario Jmited in occ tes eee 834723 July 26, 1990 
FISHER. CONTROLS COMPANY OF CANA DALE IMITE DD. cncwnncasewsrowne 90567 July 26, 1990 
ETS EB ie Ue aN BED 3, 5s a, ony sok cae ehia team ae renee eet eres a 905696 = July = 330, 1990 
FORTRESS, ELEC TRONICS. INC. 4..9,c:1:5Geeeee eto ee eee ct 592531 July 12, 1990 
Ga Sa Re TRAINS BER OSE RCS cL lect aneleatl tana ata resi 747342 July 26, 1990 
Gah HOLDINGS ING» «0. ciciexs tyes cass. cad ey ee ee 826028 July 26, 1990 
GAELIAN PROPERTIES INC. (formerly Gallien Properties Inc.) ........... 644158 July 24, 1990 
GEOFFREY R. CONWAY PRODUCTIONS INC. (formerly G R C 

PrOGuCtiOns: ENE). ekci.c as states. nee sok leans aie tee Oeil eet eee re 791842 July 27, 1990 
GG AG: DOIRIDING s SED SY sicaiuaten actuate ae ore en ie a ener ee 893903 = July 26, 1990 


GRAND BEND FLOWERS INC. (formerly Farmer Bill’s Flowers Inc.) ... 354864 July 24, 1990 
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<n ~ are Ontario Effective 
Name of Corporation Cann ale. aie 
BA eS VN Too PINGS SLIP EPI Ee NCS git avail eee esther ae: 504563 = July 27, 1990 
HALLMARK PLUMBING LTD. (formerly 904404 Ontario Limited) ....... 904404 July 26, 1990 
HARLEQUIN ENTERPRISES LIMITED LES ENTREPRISES 
PIRNSRUCUIN LOLWEET bekt, fener” gu ROSE MSN ad ME ARN EARN Oe 875301 July 30, 1990 
HESSION GROUP LIMITED (formerly Hession Foods Limited) ............. 734285 July 26, 1990 
HIGHWOOD MANUFACTURING INCORPORATED (formerly 684656 
rntani Limited hss ak, Meat, pede se ts PAC eee Ee ee Rr a eeSAE oad 684656 July 27, 1990 
HIRAM WALKER-ALLIED VINTNERS CORP. (formerly Allied-Lyons 
OUTS e rset LIM ATE 1308 he Fag zen eek ee DRO Rares pane eee A ne ee en 712214 = =July 26, 1990 
BPC OLAD INDUS DES ODI AN Ae OVE Dy ee, eases terse ars 79581 July 30, 1990 
ES EES Se ig Ba lg S89 ooh er a et LL i Rl sie era 566356 July 12, 1990 
HOME & RURAL CAMBRIDGE LTD. (formerly 902362 Ontario Ltd.) .. 902362 July 25, 1990 
| EGS Dalia Bell bl ovo 5 CGR BG A Cdl hal id B PRA ei wfc ye ane ne RA SRR had PON Pe Re RRP eM 509930 =July 24, 1990 
Bin CiaWw ps i Ol ENS IMIDE Ose Bete ete st rete ae WOF512* July 43021990 
eR NALIONAL AMCO: CORPORATION AM i Ye. tccrtec techs ere deste 71340 July 25, 1990 
EPR GIGS Se yg We) ton Bi SUR AN RAR ee at ar ce eR Aes 460278 July 13, 1990 
Beye INTE RE RIses INCORPORATED ioe viele citivekee 872836 July 26, 1990 
MAIS co USA IIVEE OLS LING, sah ee AE eet ete vale aes fe net ata 076737 ~=July =26, 1990 
JAVELIN ENTERTAINMENT CORPORATION (formerly 606434 
‘Sighs 8 Pt bys) Nei yea AON tle Ree ch errs. ie AA kee ee a MO De a 606434 July 25, 1990 
I ccs ee Tish ane ae ah Boe Le OTE ees 863180 July 26, 1990 
JEFF HEALEY BAND INVESTMENTS INC. (formerly 874281 Ontario 
| oc pale veh er Be Pine kis nl eck cue repaint: Ter 2k by ave rh Abe dey ate Cre paar 874281 July 27, 1990 
K. & FUNG CANADA LIMITED (formerly 892382 Ontario Limited) ...... 892382 July. 27, 1990 
i hy LET BoA days Bhs CORE athe erie eM 5/2 ok AeA RE SS be 669729 July 26, 1990 
KOSTUCH PUBLICATIONS LIMITED (formerly Kostuch 
emRMUL CAL IIS SACI UY ic. tee oe een Wi tt Nh RPa SOUL a 2 Rasta. Ve 29/508" “July” 275 1990 
L. V. D. S. INC. (formerly Lynx Video Duplication Services Inc.) ........... 844962 July 30, 1990 
BRON AALS Vo EVES © MeV RL eich ttn eS res Gh it hs, Vee ee 380818 July 30, 1990 
LECTRONIC KADDY INDUSTRIES INC. (formerly Lectronic Kaddy 
i nO ae RR pe ae RA RPA i es AAA AR SEP APSE A let on 881042 July 25, 1990 
hh Oy ip Tags BG BC Meal Ma S gale ta SA SS by Ba SW De 364831 July 25, 1990 
OI VEL Y OPIN V boy EVEL SUV ED Va et seek oath oh errr es ts ea 879438 July 27, 1990 
cl gel op ABS BB bc eas lk WB EMM Nee A re parle Abts Sr ee Oy RN ca ra laa 893862 July 26, 1990 
ES PLACATE CEN CS VY CONES ee ae ac re, eae mn es EES Tee a eh oe, 842692 July 25, 1990 
MARLIN CAPITAL FOODS LTD. (formerly Porcupine Balmoral 
MeO ITIL COG CEC pe Werte ere tk eh oak Sayre e ee eS Le Te UP LUD Ss Aleck wi, 678052 July 30, 1990 
McCURDY & SONS WELDING INC. (formerly 746776 Ontario Limited) 746776 =July = 25, 1990 
Ne pl gi wh Ml 5S I hr ln BS Ga es Of Bebe enon Sei RS dere nen net cee ct 359294 July 26, 1990 
MEDICAL EDUCATION NETWORK (CANADA) INC./RESEAU 
D’EDUCATION MEDICALE (CANADA) INC. (formerly 895850 
Ebel Os eal are i Sy ie Roan te are Roe ih ia AAA en Oe Ae a 895850 July 27, 1990 
Ue eed Wyte Oe Poe Lik ots ore ge we oe NPR be A bekem Ghia mtn nia asc ct EL, 882726 July 26, 1990 
MORTGAGES ’R’ US INC. (formerly Chandhoke Mortgage Trust Inc.) ... FI3Z6TAS™ “Saly-’ °26,51990 
TES IR AiG Ged 08 Og Wf SRE Oh CO ile eA en a OA ene eR 685928 § July 25, 1990 
NRB INC. (formerly Niagara Relocatable Buildings Ltd.) ....................0.. 518530 July 24, 1990 
OLIVETTI SYSTEMS & NETWORKS CANADA LTD. (formerly Olivetti 
moira banned Onverti Canada’ Limited ve erie nen Se eee 35816 July” 26,1990 
ment ACOUISITION GORPORAEIONG > 7.5.0. cence creed ad ke ae 851147 = July 25, 1990 
ees ee LEO NLA ELD Wy tones ron es eaters Ie 554900 July 25, 1990 
_P.M.E. CONTRACTORS LTD. (formerly P.M.E. Electrical Contractors 
OT TIS aoe AP AR 84 a RC a AA RES SR gah A PE ARTA RAR ae 844309 July 26, 1990 
SAPER PEDDLERS INC. (formerly 901593 Ontario Limited) ................. 901593. July 27, 1990 
PARTY WAREHOUSE LIMITED (formerly 741935 Ontario Limited) ..... 741935 July 27, 1990 
PHOEBUS DEVELOPMENT CORPORATION (formerly Pheobus 
ea Te epg aes Aik 20) i 00) G1 1 peep de RURAL eae aE Tee Soe el AAR GE 861634 July 27, 1990 
PHOEBUS INVESTMENTS INC. (formerly Pheobus Investments Inc.) .... 861633 July 27, 1990 
ee ue XPRESS HOUR ‘COLOUR LABS INC: ideing ot seers neon 464885 July 27, 1990 
PHS CONSULTING & INVESTMENTS INC. (formerly 904199 Ontario 
(NS. ie ni ed Pee Bae PORES Oe SEE ee Pm ne 904199 = July 26, 1990 
fees TRAVEL CONSULTANTS LIMITED + ...05 eee eid 288812 July 30, 1990 
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Name of Corporation eS 

PLEASANT REALTY & FINANCIAL CORPORATION (formerly Mount 

Pleasant (Resources) nen) i250 ees ee nd Pete atari OTe 693173 
PROVINCIAL, HOME RENOMWATIONS G2 1D tes cynic. ede, eras eae eo 751989 
Ris. OANEAINSURANGE ADI OS TING Blog trios ccccomegee owas ea verwat anew 538906 
Rede DOSTAIZPHARMAC YU PD ie tapes atti were ete sabearitep oe 204109 
RAM'‘CONTRACT CARRIERS LIMITED | a=. crags peeari saree eee 610415 
RED STEEL BUILDING SYSTEMS INC. SYSTEME DE 

CONSTRUCTION ACIER ROUGE INC. (formerly Red Steel Building 

Systems, INCE) Ue ee Ment cans ne ee te he. canta rhe veel en Satna ot aha Per ie haat Salle 902224 
REG’S CUSTOM WINDOW COVERINGS WORKSHOP INC. (formerly 

Ree s' Custom Drapenes and. Decorating Inc.) ee tiv teon vee ssoas sn Se 491800 
SARLOS/DEMJAN/KOZMA INC. (formerly Andrew Sarlos Bear Fund 

General Partie tariited bcos arse eins ee see yates cs ees pee ee eta et e aeales 837881 
SCHERING-PLOUGH HEALTHCARE PRODUCTS CANADA INC. 

LES PRODUITS DE SANTE SCHERING-PLOUGH CANADA INC. 

Hormeriveschoiesiowen Canada Ines) coumarins atm tenn eat hae se ged 695005 
SEIBUC(CANA DA EIMPTED ris cacoy cc che es nck coe eee eee 518720 
SHAKER MARKETING INC. (formerly 704688 Ontario Inc.) ................ 704688 
SHAKLEE SERVICE INC. (formerly UFactors Ines) cae maryeat eso: 395631 
SHIEKH & SHIEKH MANAGEMENT INC. (formerly NLK Canada Inc.) 837800 
SKE VALETING. (fommeriy' 716386 Ontario Limited) “227, Sein es 716386 
SOFTSEL COMPUTER PRODUCTS CANADA INC, ...............ececeeeee 586266 
SOLIDE IAING ) ag tame ars cha ea tek St en een ONE co oe ee eC ROR I 396587 
SRITZTO YA EIMITED Jaied os. ime ene e Bee cane emeet Oren elec ete Ee 298627 
STEPHENS .D:S.KeIS ING. (formerly: Donna Stephens: Ine.) 2.1.0.0 eek 628640 
STEWART LAKE RESOURCES INC. RESOURCES DE LAC 

STE WA ROTRLIN Cate Pirie cee 8 ect eR sae ON PARISIEN 99531 
STEYR BEARING CANADA INC. (formerly Nordyne Holdings Limited) 67678 
SEROHN: G.EMASYS TEMS ING Aa ans .: se ceerue, se re een tie tn te eRe 740655 
STRUCTURETHANE CORPORATION (formerly Sculpturethane 

COPporatiomy) SN ace art bearer hss teers eee iy Senay aber tne aah hee SANS 790004 
TAIT S: BAKERY TeIMBTED (crak et wr on tea tote hen een ee NC ee a 410677 
"RRANSAMIDE. GING ite, 5 3, scone vs var ving ics Pears nes weer eRe een 608033 
UNITECH CONSUMER ELECTRONICS SERVICE INC (formerly 

692362 Ontario: [tie mss nek shvnne osha ee tay A eetaa kee e aha Mens tes eee ae mee 692362 
UPPER CANADA SALES & MARKETING INC. (formerly 672394 

Oritario Ince er pee ee ete Aah en ec as eae eT ee eee Ret 5 672394 
WB: GINGERICH*SARES: LIMUEE D, - :o.eee cute: Sie ea th ete tia ch eee sacri 433539 
WATERFORD APARIMENTS LIMITED 222, pentane crn ets ae 232525 
WINTRE HOLDINGS LIMITED (formerly 879262 Ontario Limited) ....... 879262 
WOODLAWN WEST MALL INCORPORATION INC. (formerly 652476 

ONIATIO Taratted jot) Mipm ok covet eaters Sees Sexe ees ce cae ee oes EER RSS 652476 
Vee AeAMERICAN (GOLDY DED wet ett. s ckeccr eotetts at ace a meee ted 721560 
215 TRADERS MANAGEMENT INC. (formerly Timberlane Films Ltd.) . 488470 
350064 ONTARIO LIMITED ...... Woncags Wanegit eae anche Hea Ot Rela en ee ee 350064 
210503 ON TA RIOUGIMETE Do 1h? ied 2) tant A6 S spsiay ee nee nre: carina, Cott 370503 
53073 /- ONTARIO LIMITED ta tetewelentendoren tate tee Oe ee res 530737 
S560 IO NAA RIO eID io ce, 95 owsse snacks vannsata Ves staan tee ie cement IY ie 531601 
534925 ONTARIO INC. (formerly Kroy Unshrinkable Wools Limited) ...... 534925 
HOE29 FONT ARIOLUN Gee ocak cad. 3 ores tases ctbet conton teuanaene chad terete: eee 609291 
640877 ONTARIO INC. (formerly Taas Security Systems Inc.) ................ 640877 
HoS9UG ONTARIO (EIMLPE DS ie ceccenann, Aan eee severe om ena ket od Seal eee ets 653906 
HO396 IHONTARIOCING mel este i Ea es ene. Pie eter GCS 663961 
672184 ONTARIO LIMITED (formerly Woodbridge Italian Bakery Ltd.) .. 672184 
681170-ONTARIO INC. (formerly 681170 Ontano, Inc). icnsres xesoceeats.: 681170 
O8SSS RON TAR TOWIN Cy ats acs cctuaeinak sols ale sade Pests oratea teedne ne Daer cettinia LeeNEAE A 685881 
751827 ONTARIO LTD. (formerly Belmont Hardware Ltd.) ................... 751827 
805493 ONTARIO INC. (formerly Backerhaus Veit Inc.) ..................00008. 805493 
835000: ONTARIO SING ce ovict ov. cobeeh te te ante ied amet fue sea aa eR kane ea 833506 
BADSOS MONT ARTO TUN Gites, Rrconetec ns vcaukaies una ber aus eee ae eae eS eas rcs cee 849898 
8/9044 ONEARIO LIMELED oc iccctecssexznct Seasdsconidleceeces See tenes ts ER 875044 
892371 ‘ONTARIO (TE IMIVED sai 0c: gies dont eceg trains teies ae tas eet eae 892871 


Effective 
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July 
July 
July 
July 


July 
July 


July 


July 
July 
July 
July 
July 
July 
July 
July 
July 
July 


July 
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July 


July 
July 
July 


July 


July 
July 
July 
July 


July 
July 
July 
July 
July 
July 
July 
July 
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July 
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July 
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Date 
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Ontario Effective 
Name of Corporation Corp. No. Daw 
898136 ONTARIO INC. (formerly Old Fashioned Donuts Corp.) ............. 898136 July 27, 1990 
DIANE S. NAGEL, 
33/90 Director, Companies Branch. 


Articles of Revival/Statuts de reconstitution 


Notice Is HEREBY GIVEN that certificates of revival under the Business Corporations Act, 1982 have 
been endorsed reviving the following corporations: 








Ontario Effective 
Name of Corporation Corp. No. De 

| 
meats QUENNE VILLE  PRUCK SERVICE LUD) anil esetecion assent 475284 July 25, 1990 
Peer O CONSULTING & MARKETING ING. 5. nwccseiss soscenswasst-esennierave 559064 July 30, 1990 
Be ONT NR) ING or cee ee 1, 25, 482444 July 27, 1990 
. ONTARIO RIMIVE DAY 2. oeyer meee eee 2 lees tke, Sea 579402 July 24, 1990 
| DIANE S. NAGEL, 
33/90 Director, Companies Branch. 


Supplementary Letters Patent Issued 
| Lettres patentes supplémentaires délivrées 


Notice Is HEREBY GIVEN that, under the Corporations Act, Supplementary Letters Patent have been 
issued to: 











| Name of Corporation a math 
‘CAMBRIDGE MINOR SOFTBALL INC. (formerly Galt Minor Softball 
BO eres ection enter nias cor erereerrrrctusmmerereicee bier ert rn Ee aaeer eis 660624 July 4, 1990 
me EeOREN'S AIDSOGIETYOP HURON COUNTY .o%..24.... eee 41046 July 6, 1990 
COMMUNITY LIVING KINCARDINE AND DISTRICT (formerly 
_ Kincardine and District Association for the Mentally Retarded) ............... 520518 July 5, 1990 
EBONY GROUP COMMUNITY HOMES OF HAMILTON .................... 771695 June 29, 1990 
maUSKOKA LAKES MUSEUM PORT CARLING. .........0....:sc0eseecessnseeeee 136513 July 9, 1990 
ORGANIZATION OF AUTOBODY REBUILDERS INC. (formerly 
| Organization of Ontario Autobody Rebuilders Inc.) ................cccccee eee eeeee 553590 “July. 9.371990 
et bs ¥e=DA UGG N: CEN DR Eis osc. onseoipeandenaanoeieSisnaessattee nls Med ke 315432 June 25, 1990 
SANDY HILL COMMUNITY HEALTH CENTRE, INC. (formerly Sandy 

il Conmmunitys Development Corporation) .3),,25s000sassosrenes ac doles eee att Ae 268196 July 5, 1990 
Beets AMEDOINGORBORA TRIOS. «oc jsahs ros sore sewadivnsedesGeebad ee Ren ee 253494 June 29, 1990 

DIANE S. NAGEL, 

33/90 Director, Companies Branch. 


Extra-Provincial Licences Endorsed 
Permis extraprovinciaux inscrits 


Notice Is HEREBY GIVEN that, under Section 5 of the Extra-Provincial Corporations Act, 1984, 
Extra-Provincial Licences have been endorsed for: 











Name. of Corporation Ontario Jurisdiction of Effective 
Corp. No. Incorporation Date 
memoOA INTER=AMERICA, INC. .........0ce0c000.00-s 899380 Delaware June 29, 1990 
Pee e MAN R:V; PRODUCTS; INC. ........:..0.00005: 906008 Delaware July 27, 1990 
BRA E LING, oc ccccne soveesunesaratsans Mheer mis 906009 Georgia July 27, 1990 
See Ne TRUCK DINEs ING: ..coscccccses.+scelstvns., 899394 Ohio July 3, 1990 


MMS SONS SING Hie, a cansenssudseen. od eh.. 899393 New York July 3, 1990 
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Name of Corporation Ontario Jurisdiction of Effective 
Corp. No. Incorporation Date 
EASON INDUS FRTESUING esis ssscec cass etek Ch 899326 New York July 19, 1990. 
NIC PETE SCN rth tee NC ce, scum poe toenes 899391  lowa July 3, 1990) 
FRAN AOU Ie oe LI NA pean CoP S od coc cantina deem ee aoe 899379 Ohio June 29, 1990— 
SEALAND ENVIRONMENTAL SERVICES, INC. — 850021 Connecticut July 20, 19909 
DIANE S. NAGEL, 

33/90 Director, Companies Branch. 


Extra-Provincial Licences Amended 
Permis extraprovinciaux modifiés 


Notice Is HEREBY GIVEN that, under Section 5 of the Extra-Provincial Corporations Act, 1984, 
Amendments to Extra-Provincial Licences have been endorsed for the following corporations: 





Nametae Conse anon Ontario Jurisdiction of Date of 
P Corp. No. Incorporation Amendment 
PHELPS DODGE CORPORATION OF | 
CANADA EIMITED Mit a ere Gee eee 210739 Delaware June 25, 1990 
DIANE S. NAGEL, 
33/90 Director, Companies Branch. 


Decisions on Applications for Audit Exemption 
Decisions quant aux demandes de dispense en matiére 
de vérification 


Notice Is HEREBY GIVEN that the Director has received applications for exemption from certain — 
requirements of Part XII of the Business Corporations Act, 1982 from the corporations named hereunder 
and has rendered her decision. | 











Name of Corporation Ontario Whether Exemption 
Corp. No. Granted 

BUTTERWORTHS GANADA, LTD). co vnkccacs Asher oe eee 767319 Exemption Granted 
CRITTSONIGANA DAS ENCE She Si Giatactxcbasunesteerunene kat aunendto ed 499880 Exemption Granted 
DEXTER ELECTRONIC MATERIALS CANADA INC. ......... 78882 Exemption Granted | 
FIRST BRANDS INDUSTRIES CORPORATION SOCIETE | 

INDUSTRIELLE FIRSTJIBRANDS INCA ations 20 669311 Exemption Granted 
FIRST BRANDS INDUSTRIES CORPORATION SOCIETE 

[INDUS PRIBLLE-EERS P BRANDS. ING cs xcateixscuexckenyccsn eens 669311 Exemption Granted 
MERKCUR YasiA RINEFACCEPRTANCE. IGE Daas. eee oe 684830 Exemption Granted 
IVER ESL is oN 2 AN ores ed co cape gta us ea 9555 Exemption Granted 
SEAR Oye CRESTS Te arr  siiaus.s a ka dite sic aceon ceed aR Beles 682704 Exemption Granted 
UVEE XUAN AIDA UNG; loi sree c cesneatoon sete eee eee 609784 Exemption Granted 


DIANE S. NAGEL, 
33/90 Director, Companies Branch. 
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Surrender of Charter and Termination of Existence 
(Corporations Act) 
Abandon de charte et dissolution 
(Loi sur les compagnies et associations) 


Notice Is HEREBY GIVEN that, Orders under section 319 or 320 of the Corporations Act, as the case 
may be, have been made accepting the surrender of the charter/terminating the existence of the following 
corporations: 








Ontario Date of Date of 
spies TAC MEE 8 Corp. No. Order Dissolution 
mit PRANK B. DIXON FOUNDATION 4.2. 224.....08 iat 153888 June 27,1990 June 27, 1990 
DIANE S. NAGEL, 
33/90 Director, Companies Branch. 


Minister Consent to Change Club Premises 
Consentement du ministre pour le changement d’adresse d’un club 


Notice Is HEREBY GIVEN that, under Section 278 of the Corporations Act, the consent of the Minis- 
ter to change the location of a Club house or similar premises has been issued to: 








era Sine iron tei rg Ontario Date of Head 
| P Corp. No. _ Incorporation Office 
CANADIAN CROATIAN HOME ASSOCIATION 
Tes Ee MARIE sc ott eee te ee 303441 June 15,1990 Sault Ste. Marie, 
Ont. 
DIANE S. NAGEL, 
33/90 Director, Companies Branch. 


Cancellation of Certificates of Incorporation 

| (Corporations Tax Act Defaulters) 

| Annulation de certificats de constitution 

(défaut d’observer la Loi sur l’imposition des personnes morales) 


Notice Is HEREBY GIVEN that, under subsection 240 (3) of the Business Corporations Act, 1982, the 
‘Certificates of Incorporation of the corporations named hereunder have been cancelled by an Order dated 
23 July, 1990 for default in complying with the provisions of the Corporations Tax Act, and the said 
corporations have been dissolved on that date. 














Ontario Ontario 
Name of Corporation Corp. No. Name of Corporation Corp. No. 
eeTIME LTINITE CUBS ree, 8.804 ieticaa tient eps acmcne 329334 Carmelle Prud’homme & Associates 
Aca International Design of Canada NEVO enh sears hncunrenst amen enatas Meals 502888 
OE A eo ee See ee 614471 Carriage House Colonial Furniture & 
mmpenpak Corporation: ...122 4.sieaersssnesne 585831 Peigintite (Ltd @ieeiesteseoad eet teak sree ak 383390 
Alcona Excavating & Grading Co. Ltd. BAUHDS? . ABALEOMENIG Ax fact tes bad ees toate Seren at 385292 
Amber Business Computers Inc. ......... BO1Z56), ClassxA Consultants Inc. ix. .r.: rece esancnas 553465 
Meealmports Limited ...5:553.2.. fa.Fiayeeas Oo: “eslassic Tours ines. vis cccey betes oleae 275163 
Ashdale Developments Limited ........... 623837 Columbus Pizza & Spaghetti House 
fen Poirier Holdings Inc. ........4.......0: 478398 shaveran inte tgif ce meru setae 413653 
Sece s Burger Bars Limited .......,....1. 202250 ‘Computer Leisure Systéms-Incs Ja54424; 422318 
malo Head Music Inc. .........00s).sasene Ss6555 ‘(Corey Investments Limited 2 3.cieauw-. 242103 
C & G Painting & Whitewashing Créedtive-Kids (1986) Ine. vet nee. fae: 666424 
MEE tothe ake ae ee G6OZ971 mance Interlude Studios Incky.. ..q.siact: 526979 
Cafe Enterprises (Canada), Inc. .......... Op5588 iWaniy Homes: Linstedy.>. vegiael2 wet 561688 
Canadian Cookie Corporation ............. 497441 David W. Jones Insurance Brokers 


Canadian Homes Builders Ltd. ........... 598892 PAMIMEO penrocceind ss Pee a 663408 
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Ontario Ontario 
Name of Corporation Corp. No. Name of Corporation Corp. No. 
Detroit Eatery Restaurant Ltd. ........... 707496. Sweeties Restaurant: Ltd. ac.sca. cc cecctasie 577999 
Dibeck Video Incorporated ................ Fool60 Piliaivintee Mamitenatice 200 ...i cv... Bachan 661371 
Duo-Temp Magnetic Window Systems Ty. Fe Ross:c Associates, Wid. 1... ims 396153 
Earmitey Seyi oes eee vee tee 475349 Taybrook Enterprises Limited ............. 286098 
Emerald Garden Restaurant Limited .... 316934 Taylor-Rousseau and Associates Inc. .... 506063 
Estae Design Associates Inc. ...2..00....% 619245) *The+HeadomForest'Club Inc 5), see... 668465 
ExXperoata: (0G anionsnesfastastinn tater aero AT7303- - The? Mark/Barry Group, INC. 5c... 405242 
Fifst’ Escrow COMmporanion cy cen oe ese eenae- 664216 The Niko-Niko Marketing Group Inc. .. 619913 
Gabor Sales: Lid. 2520 2 eer an Maas er SR 7GUS lie. LiCOC LINC ei a cee ad ya oat ones nuke 520098 
Galaxy Productions (Niagara) Ltd. ...... 602/70" Fittany Computer Group INC vscctsxsns 603830 
Géowaste (Ontario) Inc? sarees seas GOlZOOy Peiiger Tiycrawicsm ic tge..c..co0 sen esc era: 663262 
Grant Younw Designs Inc: oo 5.5.:6e 476176 “Tin Industries*htd, S47. see dev ree eae 544061 
Hacquoilsinsurance dine ?....-1.6.<- tee 497942 ~“TomvDyer*EnterprisessInt. erates 551684 
Flair Stuer Ede: actress chs race ves 509529 ~™Vorcan Electronics: Ce c10..cenn re een 582361 
Hiren Tech sottwatec Ltd. viaccess neces 551368 “Total Store Fixturing In? se o52.202,.5-a1 694482 
Hometario Insurance Brokers Ltd. ...... AS20120 “Touchdown lapels (AG) 1c ne ee 336045 
Hp & P Investmentsaine: payers 122.22. AASIS# > Ppt Associate Artists; bide, 1 5c7h. 5... 576056 
Intelligent Software Systems Inc. ......... G22070 gt PVOJGL LAG: romtcteaus eee ais cee esa cent et 658637 
Inter-Corporate Data Systems Inc. ....... 363187 &* Viscount ‘Electric Limited. 2.2 2550. 408 4 389798 
Intercept Carpet Cleaners Ltd. ............ 5163. oarw Walden Ate FU ts ois eee tee nhd oes 335836 
Janeosler Group Construction Ltd. ...... 663013 Warfield Developments Limited .......... 211819 
Jasper, Knowles & Assoc. Business LOS, Davenport tdi tie seen eceeereciers eas 112346 
SystemC@onsultants: Inc, san. aanehe-..- 533209 279240 Ontario Limited. neo. svigesctres 279240 
Jme: Plastiess Limited. 32), gait eye eerunee- 5214325 413583: Ontario eimiteds &.2. tte esas 413583 
Kaye. Advertising: td arin eai0 wesc 2099000447813 Ontario; Limited Fr art tac cata 447813 
Kent-Elgin Produce Co. Limited ......... 128841 .d82328:Oneario Linaited 24 tc. c ts ae. 482328 
Key River Holdings Limited ............... OUTS 407 G52" OntatiO INC. scene tay eke ae 497632 
Kincardine Nursing Home Limited ...... GODOT Gee Os OFONtATIO TNC. Feccscc cai cesneee reasoners 503075 
Kingspence. Realty Coppa ccs sienna: 612680) 7 350850: Ontario: Lamited hor, sites.) one 508570 
Leybourne Financial Incorporated ....... 540503" 510386 Ontano limited... ts. een 510386 
Lyndhurst General Store Limited ........ 75469 512597 Ontario Limited =... ee 512897 
MaparKitchen Systems INC. fia. scsnsewes 622436. 317195 Ontario Bimited 3 esc55. 6~sassacenees 517195 
Meatord Harbour PlacesL td. x... cncep vent 5493 14 ee 2505 sn OONtallO LAMIGEO sce aden cactesage es 523683 
Mirpat Investments Limited ©. <..-t¢2.:.>.- DIGOIS* Do201 0" Otario nl aintC es ee cence: 532870 
Mississippi Security Services Ltd. ......... SOMO GOs we SISOOOPON FAW OVINE MA, Baio. iesaesgeascn tes ct 538669 
MoCatNCOnsOrated) ie iegeies pba eo AGI em so4 408: Ontario eiMte Ctresgpcenc coasts 541468 
Muirhead. Door Systems? Lia! t-.2.-:.5. GOIGTE * "548075 Ontario* Limited Were ec sone ese 543073 
NanotecsMarketing: Inez cusses, 23. 2:32. 66428 )0 5473874: Ontario: Lainiteds crac. tert ay. Are, 547371 
Nino’s Italian Restaurant (Alliston) S544.) COO, PAMMited: 2 canon eee 554471 
LAM Cee tue terete eaten tach ht coe. clk ene S5D95t MESSESSS*OMtaMO ING, “oor ctast testis 556838 
Oakwood Floor Cleaning Ltd. ............ AAIGO2 = 559500 Ontario’ INC. cease as ree oom « 559509 
Ontario Removal Service Inc. ............. 526738" 6117 9-Ontaria brated). Aen... ae 561179 
C)FANGeeHOlIN 0S LNCs cc anneun ec naiatoreeop 211592 ~ SO2ZZA PON CAO Eds Auk oe, Seeds. Parenor 562241 — 
(ste yp MGIOINGS INC. ccantuaescucsces sencech ies 396495" "S627 6 OManO NG pence ee arene ce 562761 © 
| Ad er [ee Fe Cae ees ee roe ee an 357304) “S6FS6vOnLAriO IME. ceca os enacts 564756 | 
Pure Nature Natural Foods (1980) Inc. . ATITTT 3639 Se OAT gL Gr eee rca ee A eet 565931 
O-P Office Buildings: (193i) Lids .. 478252 “SOsobs Ontano Miinmted ores. tcc 568665 | 
Repas and Bernier Construction Limited 291396. (508849 Ontano limited "Aran gras 568849 | 
RODE EHC, LAG. ce aurea 384840" S68865° Ontario Ennead staan eaten 568865 
Rotana Holdings Cid? ince. cs: reser sues es 127 1 se SO 205 tao: Limited Tan ce cee een 569205. 
Roy Wilson Construction Limited ........ 259943. S7ioo4 Ontario: Limited 3.0. Peet eee 571564 
Royal GConimodities Inc. “Cy. esa G6s170 382452 Ontario Einited yr .te eee 582432 
Sac MICE Me eterna ere OUff37 «7 S3676.Ontario: kimited* (eat ae 583876 
Scarbore City lowing: Ines. 27 ee 629883 9 64546 OntariotLtds-v. eas eee te 584546 
Seven-Eight-Eleven Foods Limited ...... 331028 365566. Ontario Ine SRR ty aa 585886 
Shadetree Developments Limited ........ 133617 392919 Ontario Ince s.r es 592919 
Shonbrook Holdings Limited .............. 506697 609225 Ontario: LimitediahGivt wat. oe 609225. 
Silksations Lingerie (Toronto) Inc. ...... 621220 619243: Ontario. Inc... aca ee fo 619243 | 
Southwestern Leasing Inc). 20-5 s.0 ee 552946 620343 Ontario Inenyahaaton. ae 620343 © 
Spankeen Cleaners. Lid 20cite. Beawer: 578415). O2Ivor Ontarians iG. scans tes venereal 621721 
Sparticus Floor Cleaning Limited ......... 295751 «= G2 0729 Ontario. Inc... Awa 2s Soe 621729 | 
Studio Video Technology Ltd. ............ 478659 622145 Ontario Limitedi paces A eee. 622145. 


Substitution Investments Inc. .............. 512234. ‘625572. Ontario Limited! esi sence 625572 
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Name of Corporation 


626038 Ontario Inc. 
633778 Ontario Inc. 
637581 Ontario Inc. 


655480 Ontario Inc. 
660568 Ontario Inc. 


Ce 


ee ee ed 


CO eee reer ren essere eeee 


ee 


Ontario 
Corp. No. 


626038 
633778 
637581 
643471 
655480 
660568 
661391 
661664 
662010 


Name of Corporation 
662427 Ontario Ltd. 


ee ey 


eee eee 
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Ontario 

Corp. No. 
662427 
663070 
685756 
688347 
80644 
583478 


DIANE S. NAGEL, 


33/90 


Director, Companies Branch. 


Notice of Default in Complying with the Corporations Tax Act 
Avis de déefaut d’observer la 
Loi sur l‘imposition des personnes morales 


The Director has been notified by the Minister of Revenue that the following corporations are in 
default in complying with the Corporations Tax Act. 


Notice Is HEREBY GIVEN under subsection 240 (1) of the Business Corporations Act, 1982 that 


Oshawa, Ontario L1H 8H6. 


Name of Corporation 


A & C Appliance Services Limited 
A and D Metal Recycling Limited 
Beer ss. ashiOns INC.«. esonsete 8 < ceria eins 
A&R Transportation Systems Inc. 
Abbey Tree Surgeons Ltd. 
ABS Fabrication Ltd. 
Accrington Developments Ince. ............ 
Action of Windsor Realty Limited 
Mae DEICOUTICL Service ING ces ncesvaune do oske 
Adjala Cottage Industries Limited ....... 
MRORUSING FOCUS ANG. 6 sign scout hsenpiseind be 
Advocatus Management Ine. ............... 
Affordable Renovations Ltd. 
meincourt Bus & Coach Inc. ...........0. 
Alan Frederick Smith & Son Enterprises 
MENGE Bo cadet NY oh Seen nah  aeaemie 
meena V.(Yorkdale) Etds. <viscigte.ssuens 
Albert Brown Real Estate Limited 
All-Pro Basketball Camp Limited 
matied Security Services Ltd. .:.cc.c00.0..0 
Alphaform International Installations 
oe inc. 
Alpin Tile Limited 
Alternative Software Systems Group 
Re Sesbewpien Aeioxtvee® wen, erdands as 
Aluminum Specialties Ontario Limited . 
Ancaster Bakeries Limited 
Andon Productions Ltd 
manitajan Investments Inc. ...i..0......00000- 
Anthony, Jones & Foulds Inc. 
manubar Holdings Limited ...............5.0. 
eee eee STOUR HNC avack s as whet deveiykudans 
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Ontario 
Corp. No. 


459627 
639060 
683818 
67868 1 
453781 
682737 
682315 
135091 
639601 
679829 
677784 
454108 
566778 
636095 


524666 
635082 
116035 
268214 
556703 


679409 
563608 


679863 
505508 
310315 
682268 
681767 
638183 
419270 
684621 


Name of Corporation 


Applewood Productions Ltd ............... 
Aquatics Plus Company Limited 
Arcad Aluminum & Glass Inc. 
Asmmandon, Trading: Con Ltdick. cis ccssnmssont 
Armstrong Distributing Ltd. 
Arnold’s Conveyors Limited 
AgtivieW hinnic Fuels Ltd. tesdesiaccts.anis 
Art Vitale Enterprises Corp. 
Artistic Plumbing Supply Inc. 
Asia Business World Corp 
Aspen-Maple Interests. Ine...2. crc caeneaxctos 
Autoexec Enterprises Inc. 
Automatic Alarms & Signals (Eastern) 
|G re ee ey eet eee eee ey ee 
Automatic Alarms & Signals (Northern) 
Limited 
Automatic Alarms & Signals (Southern) 
Limited 
Ava Management Services Limited 
Avenue Iron & Metal Company Limited 
Avondale Trafalgar Estates Limited 
BAe Built-In Systems Ne ssh ndinswune. 
B E K Empire Imports (1982) Inc. 
B. Solanki Trading Company Limited .. 
Babys Nook. Inc: x, ppb Byes ccarcunge thomcgse 
BadsBovywElectronicsmkid.. castes). ¥ cosencns 
Bal Harbor Tennis Corporation 
Bale Carpentry Inc. 
Barcham and Anschuetz Limited 
Bastien Fuels Limited 
Bay Point Properties Ltd. 
Beach Club International Ltd. 


ey 


seme eee er ereeee 


eee eee eee ee eoee 
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Cr ed 
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ee eeee 
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Ce 
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unless the corporations listed hereunder comply with the requirements of the Corporations Tax Act within 
90 days of this notice, Orders will be made dissolving the defaulting corporations. All enquiries concern- 
ing this notice are to be directed to Corporations Tax Branch, Ministry of Revenue, 33 King Street West, 


Ontario 


Corp. No. 


550871 
675788 
682764 
599175 
637237 
331653 
247340 
479332 
460298 
683820 
454967 
679503 


119864 
119865 


119866 
224818 
474469 
678659 
682780 
505520 
516571 
681480 
601809 
552394 
729670 
426218 
120937 
683752 
672297 
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Name of Corporation 


Béacowt? Bryson Limited, c.g ctsbaks ties 
Beaux Images International Ltd. ......... 
Beckwith Developments Inc. .............. 
Bebtes HOIdin gS Ie 6 seas <tiens Boose wp ears 
Bells Cedar Craft Fine Furniture Ltd ... 
Ben Don Catering Company Ltd. ........ 
Ben Sit HOMINeSs Ltd ccene es scecewscese'e2 
Benmore, Hotness 1G opti. ie aacownien es 
Benson, DIAC Ae vic wena ies «eso va ones 
Betestovy -CilOUD Crp const anced ne os hats 
Berrn Research Ltd. 
Berssicn INVeStiments INC... e ieee ves fev etae 
Beta 1 Computing Systems Ince. ........... 
Better Halves Novelties Inc. ..5..0.:0.:08+% 
Berton. Bake val tis ss.grcsiseeieoey sages: 
Beyond 1984 Productions Ine. ............. 
Biljur Mobile Glass Co. Limited ......... 
Binmore Risk Management Consultants 
1 nnn fe eM eR Ree ol 
Bittoni’s Fashion International Inc. ...... 
Black Castle Restaurant & Tavern 
COT DORAL OUL 6. osm aiaua (ee eee ops 
Blackline Enterprises Inca v.......t5e tea. 
Bilpor News Sales sinew wart: .:. 20d, ae alae 
Blue Mountain Chalet Rentals Inc. ...... 
Booklear Booksnc..<..,.4.seiietens taco 
Bowmanville Optical Limited .............. 
Bracebridge Heights Estates Ltd. 
Been ate PATS Alt eigen scenaae nee 
Branby Holdings Limited. cn. tors.tes- nce 
Brant Painting & Technology Inc. ....... 
Bren’s Mighty Maid Cleaning Services 
BNC uk vate ee Oe ee on arcs 
Brockview Holdings Limited ............... 
Buddy DevelopimentscInc cm. aes cs< 
Gre 5. NNommkos Lumitea™ sa. ccer es 
C.G.K. Musical Productions Ltd. ........ 
C-Moy & Sons Corporation ................ 
a NiATKeCUNOU OC caters omccetee tere 
Care Mone: Cristo INC. 7): eet 
Calormia,Gampusal extilesine, 27.0. .0.0. 
Camral Developments Ine*—7 cect 
Canada Access Equipment Ltd. 


se eeecee 


Canada Student Painters Inc. .............. : 


Canadawide Medical Management Ltd. 
Canadian Automobile Recovery Services 
| LAURER ES perry ee rac ee ter RO oie 
Canadian International Trading and 
Partering Corporation \sec00 ue 
Canadian Recreational and Travel 
ennsultantetinitedse ai. hen ee eaeh ct 
Canadian Wire- Hanger Corp, 3..002028: 
Canadian Woman’s Fitness Inc. ........... 
Gara ‘Sharkiinces hae saci eas 
Cariati-Saro Developments Inc. ........... 
Carico Clothing Company Ltd. ........... 
Carousel Donutselamited. soho. eee os 
Carriere Leasing Lidia ee tien eae 
CarryeCratt Ltd sc sss vecusosarin cseteeeeuaes 
Casa Blanca Motor Hotel (1972) Limited 
Casabella General Contracting Ltd. ..... 
Castle’ Brewing+Limifed » estos fos eee 
Cartels Lid. cicecrectmscamktagtere teens tent es 


Ontario 
Corp. No. 


539760 
585762 
683512 
682667 
564878 
313542 
701697 
495691 
518571 
684702 
640017 
641992 
484287 
674452 
458651 
518577 
315992 


566694 
632300 


411694 
673162 
562992 
671309 
680191 
148651 
682828 
536248 
546781 
512801 


684025 
650094 
678901 
451638 
619951 
677586 
682309 
676711 
G3/792 
682877 
733856 
712065 
686703 


487017 
686302 


596654 
682240 
566662 
457596 
682173 
628792 
485111 
594765 
604852 
258952 
683252 
680865 
341281 
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Name of Corporation 


Céedaxbrair Construction INC. ose. vate hawt 
Cedemco Technologies Inc. ......cd) a0 
Central Monetary Management Corp. .. 
Central Parkway Developments Limited 
Genturnvid1], Achievers Ine. x tag ucaeyet arare 
Gharaulex Comporation jess... soe Saree 
Chatham Automatic Food Service 
Linked ee weit ore ence court ia 
Ghee-lLee. FOOdS Ltd citi aerate hae 
Chemical Finishing Systems Ltd. ......... 
Chesmore Investments Limited ........... 
Chevalier Investments Ltd. coisa cannes 
Chicken, Roost Limited 4.....5.chscceacsonins 
Chrisbram Holdings Limited ............... 
Gidco Creme: Cocktail D htes: Ines <:...:. 
Clay-Mill Energy-From-Waste, Inc. ...... 
Clowis Cartage bimited versace, oiaceeean 
Cobden Animal Centre Limited .......... 
College Sheet Metal Works Limited ..... 
Color. 2000. Photo Centre. Inc. jac caccsen 
Comdar Financial Corporation ............ 
Comet Furniture ISImted, 9.2. o- venea mete 
Come Sources ines, cheese). AEA Rk. 
Commercial Hotel (Maryhill) Ltd. ....... 
Gon: Potatosbamms utderstt.e..o20ue te 
Conroy: Electromes nests: 2k ot .sam ae 
Consolidated Waste Management Inc. . 
CS STi ire 0 Yl Ca nae RC Ree eA Nei 
Gorace: Gomstanction Ne. 0. se vuccetae sees 
GerbettseMarket Place ne) 2... mine nas 
Coresam Consulting and Management 
SESVICCS LNCe ee cere aceite eee aot 
Cornerstone Insurance Agency Ltd. ..... 
Country Star Donuts Limited .............. 
Crigv Lee stLimNeG arts ttc tas 
Credencetrio Limited 
GrextSolutionss nei sy. ste ee ee 
D & D Mulholland Enterprises Ltd. .... 
DPC. Tompkins Purmture itd". hsee 
D. Menechella Investments Limited ..... 
D-L- Productions: Lanited* e-7 i) ee 
Dan Eths: Holdings ines seis: .Attanees te 
Databyte: Computers Inc. ee sees 
Des@oster_& Cadurinc. “i. as ae 
Deerereck. Weeds cnc... 35.7 ieee a 
Detinitive. Wesigntines FAM wade 
Deftco: Enterprises: Inci::<54 bast tes bheee Fie 
Delgiudice Bros. Painters Limited ....... 
Deshel. Enterprises Corps Gi ieiiiraee. 
Di Lecce Floor & Wall Covering 
Contractors Limited «overt Corin aes 
Di Maurizio Food Market Limited ....... 
Dixonels V.dastereo, ln€s-r1. srere pate ioe 
OMG) Systems nes si 127241 es vances ees 
Don Wauchope Imaging Inc. .............. 
Doug Sinclair Sales and Service Limited 
Downcraft Products Wentworth Inc. .... 
Dual Clean Janitorial Services Ltd. ...... 
Dulland Electric snc. vases Rik CON AH 
Duns Insurance.Limited ei 47 -2n ea 
Dunnville, Ram: Veggies Lidy v7... 2.204 
Durham, Raiders Hockey Inch: ....298i2 
Dynarex, Distributing Lids ssicccssc yas. oe 


Cr 


Ontario 
Corp. No. 


601680 
623473 
682502 
256281 
297089 
396692 


374759 
518489 
371501 
490174 
681565 

57415 
677392 
676662 
669388 
558731 
312338 
225823 
682150 
445362 
111932 
681236 
318622 
678550 
57499] 
615899 
598024 
563963 
423165 


490394 
339365 
376298 
347158 
679470 
683207 
634443 
613878 
342457 
228377 
465462 
490289 
683304 
565859 
680144 
680000 
604641 
547621 


651524 | 


212864 
490458 
641075 
654558 
277007 
687564 
638870 
457322 

91185 
635465 
599380 
682781 





' Formedent Financial Advisors Inc. 
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Name of Corporation 


E. G. Harris Manufacturing Company 

Limited 
E. N. Onen & Associates Limited 
EFL: Education For Living: Inc. ........ 
E.J.S. Fluorescent Maintenance Inc. 
Eastern Ford Sales Limited 
Echolab Report Systems Inc 
Econocorp Development Consultants 

Ltd. 
Economical Hotel & Restaurant Supply 

Ltd. 
Elias Developments Ltd 
Enchante Inc 
Encore Home Entertainment Inc. ........ 
Envitech Recycling Inc 
Epicure Travel Incorporated 
Eqguiticorp Capital Group Inc. ............ 
Equity Control Limited 
_ Essek Investments Limited 
wana Travel and Tours\82 Ines scis0is....: 
Exerfit Exercise Consultants Ltd. 
| Experience...The Travel Game Inc. ..... 
Peer. Suriing Inc.y cit. eeu ae 
_ F.I.M. Motion Picture Corporation 

Fabrich Enterprises Limited 
meeecera! Drywall Ltd.......... Acdsee 
| Fernbrook Homes (Ajax) Limited 
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| FGMP Insurance Brokers Ltd. ............ 


meeunco Holdings Inc. ........c0....sseies sa deen 
First London Leasing Limited 
| First Unit Photography Limited 
| Fletcher-Henchel Thermal Industries 
_ Limited 
_ Flower Town Neon Limited 
| Fluffy’s Foods (1987) Corporation 
Me lutty’s Management Inc. ............0..0.08 
Mer Ord: Financial Services Inc. .......:.0ss005% 
mececastic Realty/Lidiepet uontuwee: 
| Formal Encounters Photographic 

Corporation 
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see eeee 


ee 


eee oee 


Four Courts (Eastern) Limited 
mrankeZedo’s: Painting Inc... ....cabgucein 
_ Frederick Parker (Canada) Limited 
Fun Filled Tours Inc. 
Fundamental Resources Inc. ............... 
euntastic Computer Lab Inc. ....44.....15. 
mruristic. Perceptions, Inc. 27). ssa send 423 
| G& R Machine & Fabricating Co. Ltd. 
| G.&V. Del Duca Merchandising Limited 
| Galantin Management Inc. ................. 
| Gemini Retail Advertising Inc. ........... 
| Gen-Mar Marketing Ltd. ................... 
| General Employment Enterprises of 
Canada Ltd. 
meee ts Service: Centre: Ltd. tis.).cismietes 
_ Geor-Gina Fume Protection Devices 
RUS ESE Oey Ook) nee foe Fs 
Georgian Water Refining Inc. ............. 
metard Steel Industries Ltd. ...:........... 
_ Gerskup Investments Limited 
| Gervais Sheet Metal Inc. 
| Gileni Design Limited 


a ee 
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Ontario 
Corp. No. 


386585 
205789 
549234 
368887 
306058 
637769 


627657 


679437 
586705 
683901 
679559 
672086 
634388 
682754 
228043 
319203 
527093 
632556 
643639 
607988 
682187 
122892 
683970 
681769 
680950 
495198 
376890 
596555 


234801 
644694 
711612 
629545 
679960 
333933 


653893 
623946 
305300 
637524 

93713 
679447 
246922 
296539 
568888 
309957 
446291 
678785 
Secret) 
679609 


457532 
517254 


579822 
683991 
678476 
204331 
676442 
679816 


Name of Corporation 


Gill Protection Systems Limited .......... 
Gilles Theberge Leasing & Sales Ltd. .. 
Glasvon Realty Limited cal snorutent 
GoliMedal iroup ie. 4ic.55 she beoreees 
GoldsOvens Bakery Ltd shh urea tins: 
Golden Bonanza Stable Lid) .7).408.cxai: 
Gordon Capital Holdings Inc. ............. 
GrapnpRealty Limited (s\n. eee 
Grants Leisureland Ltd: | exinavnn here 
Granton Holdings Limited 
Gteenbriar Interiors Ine! 40.Seeisne tees 
Gregory, Herczegh Contracting Inc. ..... 
Grewal Dhani Lamited,.; teased. deers 
Grisam trading ney, Hey! Ed ote 
Ground Star Systems Limited 
Guard-Tech Automotive Inc. .............. 
H B Creative International Inc. 
Pelt urner ‘Industnes Linnted: ..)saste: 
Hahn Insurance Brokers Inc. .............. 
Hal Roach Studios, Inc. - Canada 
Haleander Enterprises Limited 
Hammen’s Leather & Clothing Limited 
Harry’s Men’s Wear Limited 
Hartwood Window Fashions Inc. ......... 
Hay-Farr Enterprises Limited 
Hefsal Industries Limited 
Heritage Brick Limited 
Heron International (A.M.V.) Inc. ...... 
Hi Tech Exoticars Inc. 
Hi-Tech Automotive Inc. 
Hillside Racquets Limited 
Hitch and Loader Trailer Manufacturing 
Ltd. 
Hitron Systems Limited 
Hoganvl hediord. Farms Ltd. viy.cucsiescs. 
Holborne Homesteads Limited 
Holekeey*(Ganada) Ine) i: eetinins. 
Home Video Entertainment Inc. 
Hotham’s*Sports ‘Centre Inc... a..0..0c.. 
HST Heritage Mortgage Corporation 
Limited 
Fide yrs © sire. Ltda ey ean tne on es 
Hyder International Limited 
HyvolMie: Systems Inc. a ccivsaccas 
I and G Incorporated 
I.Q. Holdings Limited 
Pintthe Money Music. Incisn...sdenes 
Impenal Submarine Lider csi 
Imse Inc. 
Indian River Window Works Ltd. 
Inference Canada Inc. 
Ingersoll Pools & Spa Inc. ..............0.. 
besnerGruthitters [nti 9 5,)..chval- whee 
Integrated Asset Management Mortgage 
Corporation 
Inter-Granite *CanadanL tdawct: less. andes 
iterdome Group: Inert: tial eee 
Inversray Trading Unc!) ewsacecnad. .0e 
International Euro Money Corp 
Interprop Investments Limited 
Intradac Incorporated 
J. H. Shaw Engineering Services Limited 
J. P. Armstrong Productions Inc. ........ 
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Ontario 
Corp. No. 


343459 
451379 
391857 
228879 
558971 
620443 
679192 
456675 
371091 
682435 
631383 
682049 
674493 
683301 
295222 
637168 
2/9953 
234448 
562944 
682008 
609822 
682882 

82081 
670511 
518429 
639710 
457087 
682831 
685637 
655011 
296304 


615870 
678450 
678542 
677493 
681593 
567975 
683891 


600771 
593493 
442113 
678575 
455725 
682746 
682101 
317750 
676460 
564881 
637390 
683071 
548589 


709723 
679819 
681742 
682007 
682348 
600874 
672399 
560966 
518959 


4620 


Name of Corporation 


eC Travel Marketir ines Veene. 4: 
Jack Goldman Agencies Limited 
Jade Wok Restaurant Inc.™... AV.2h6..0en, 
Jaw Fabricators Ltd. 
dims: Vine: Contracting: Lidvenia.nJanve. 
foe! DvyerSates: inc, avicsee gece ces er 
Joe Raffaele J R Enterprises 
IBeOIpCbated kes. t Aknasci sate erenaee 
John Freeman Associates Limited ........ 
John Hoare Industrial Doors Inc. 
John Kanary Programs Inc. ................ 
Johneis: Wihams-Gas Ltdiit) 2 22acn 
Junius Holdings Limited 
Eewers WANSSOCIACS CLA. isc sdiescnca ren deon 
K Corporation of Canada Limited 
Rew Clothine Combtde mera: 
K.M.H. Auditory Equipment Inc. ....... 
Ke Neko Lamited: scott. meen 
imoue Cheese: House: licen aan eke 
Kaiser Computer Systems Ince ..7s 
Kantraco Ltd 
Katmandu Investment Corporation 
Kawartha Microfilm Systems Ltd ......... 
Keith De Abreu Enterprises Inc. ......... 
Nektar sltdeiyd peut eee 
Kehantindustriesthtd... a... 282k 
Kenres: Canadauinca: 2,40: dent eRe aes 
Kenora Dock Services Ltd. 
Kobe DisplayworkseL td: 4.<.02:.semae 
Kilbride Home Heating Limited .......... 
Killeaney Maintenance Limited ........... 
Kimran:Holdmes: amnited:.-3 ee ae 
Kingsville Excavations Ltd. ................ 
Kingswood Entertainment Concepts 
Exmited wsiaiaithe fetes aa 
Kirk Investments: Ltdwaisat. eae: 
Klub Karab Entertainment Ince. ........... 
Knox Park Gang Musical Productions 
Met rine as cat ee 
KWE. Real: Holdingssine) peur 
L. & W. Auto Supplies (Thunder Bay) 
Perit sincere teres sen On asec ap peens eee 
L. R. (Towne & Countrye) Management 
ES SunkoscPeasaceas eas. eR. 
L’raffine Distributors Inc. 
Pa-Gasa: Bancroft btd.iecc eee ae 
Patmec. Enterprises: Inc.283 Ses oe 
Eagace Confectionery, Limited 2h 
Puke Haven Estatessbamited :..ycassacsans 
Lamp Arts & Media Productions Inc. .. 
RanesParks Holdingselnce. wai: .ahvacd ee 
Pane;Park Investments: Ineo: ie. ee 
Farlev Investments, Ltdacws...cs:s08% 21 
asers: & Lansiinow,. Jno te. POF 
Eaurentien Towers. HoteliLtds,  .......08) 
Laverty Breckon and Sharpe Inc ......... 
Leed‘s-Smartweari Limited ......80 Aven. 
Levicks Fashion Accessories (1986) Ltd. 
Leviperm Manufacturers Ine. .............. 
Emdénbaum’s.Lamited@ ain ee 
Little Beachers Clothing Limited ......... 
Lockhart Concrete Products Ltd’... 
Pockhart’s Enterprises Eetcdyiausen ae 


ee 
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Ontario 
Corp. No. 


493595 
389558 
660832 
301687 
681491 
525985 


682073 
383798 
681264 
599389 
493252 
419274 
686794 
679537 
683969 
682204 
635889 
646573 
597411 
681218 
587243 
685390 
698224 
392564 
418798 
455425 
569717 
536416 
636794 
611515 
221393 
679627 


457404 
59674 
681444 


631586 
488454 


352627 


563035 
593874 
679574 
639336 
235715 
231281 
573372 
678097 
678098 
492630 
679807 
504189 
683478 
509472 
682972 
637285 
128190 
682738 
493645 
22IGTE 


N.C.S. Instrumentation Inc. 
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Name of Corporation 


Lodge Talent and Model Management 
Inc. 
Eog-Gabin: Holdings! lich Pana Ae... 
Lorabia Holdings Limited 
Lorelei Jewellery* Limited wat, eae 
Eormeé:Stepak Enterprises*Incit 220.2 
Lungo Mare Investments Inc. ............. 
Luppettos Restaurant Limited ............. 
Bistrot Plus ine) ac cnsccreersiewretvoneustetess 
M. G. S. Developments Limited 
M.A.P. Woodworking Systems Ltd. ..... 
M.L. Searches Inc. 
MEMAB.. Enterprises nC n.cewcereecmmwaen se 
Macchesney Food Products Limited ..... 
Mandala Investments Inc. 
Manders Glass & Mirror Ltd. 
Marenas Coffee Shops Limited 
MarjasFrames: Limited: 20s ae 
Mark I Photoproducts and Services Inc. 
Mark Krupa Enterprises Limited ......... 
Markham Accounting & Management 
Services Inc. 
Moarnnoravbierald: Limited c.cccceaee en 
Mateba Webbing of Canada Limited .... 
Maximum Management Co. Inc. ......... 
Maytan Investinients: Incss .iicatioraneee 
MazatecrSystemst Inch Sees. Tee. 
McBurney Publications Inc. ................ 
McOuat Installations Ltd. 
Medic:Comp Laboratories Ltd. (tn... 
Medicosoftwarevine, Ranta moe ete. 
Mega’ Cleanme Servicestinemsn0.+... ek 
Metharcon Builders Inc. 
Micro Computer Supplies Ltd. ............ 
Micronucleus.Incicnieie toe 1 ae 
Milgav Investments Limited ................ 
Milspece: Consultants: Inc..Wi.. Rea ee 
Milton Transportation Incorporated ..... 
Milton Trickey & Associates Inc. ........ 
ModiteFashions: Ennitedyi%. 3.06 ...2ee 
Monte Boutique Ino: ene. Lanes 
Monti Tanner Successful Solutions Ltd. 
MorkarPropertiesiInc.md; ssa. Aes 
Morrow’s Pianos & Organs Ltd. .......... 
MothiFilins: Ltdas..Wik nc. scasanqetteveouens 
Motor City Chimney Sweep Ltd .......... 
Mountain Cat Transport Inc. .............. 
Multi'Trading: HousevInc. Ansan 
Mulvey & Banani Information Services 
LNGHM 6. 5. Ed. a BS 
Munitech Sales lncnc, 285 (Oe 
Murray R. Fox Food Brokers Limited .. 
N. and J. Investments Limited ............ 
NaS.) Plastics: net Soe eA SA ee 


Coo ee ree re ese es eres sees eeeeeseesesseseseseseee 


ee a) 


i ce oe oe) 


ee 
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ee 


Ne lek Investments (td whe nein 
Nancoff & Associates Ltd. 
Napetronlsimitedisisss, weak fealitecon vans 
Nassr Management Incorporated 
Wesascor dinc:) aaah. |... ee 
News Design JewelryzIner ws.) 2 eniens 
NewhMarketsh:inc t ckcy. Sn Oe 
New York Corporations cx, 


ee i) 
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Ontario 
Corp. No. 


678761 
677679 
419272 
342057 
486431 
678685 
647644 
605791 
145245 
682938 
682161 
676644 
679811 
275551 
598050 

70256 
425934 
311067 
492803 


578429 
254406 
209398 
493460 
493501 
684013 
678816 
705212 
253329 
563362 
684972 
562496 
563895 
589981 
367673 
663422 
462165 
426916 
681502 
505338 
683796 
678382 
363345 
685052 
558093 
682857 
489156 


681581 
639282 
344316 
200102 
567406 
403527 
682867 
679891 
680986 
345674 
682165 
736987 
679885 
680099 
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Name of Corporation 


Newcan Crane Rental of Ontario Ltd. 
mewcroft Meadows Ltd..........5..200000. 
Newmarket Leisure Sport Inc. .i:......... 
mirvana Recordings btdet...a.eX..cmiae.. 
Nor-West Heritage Programmes Inc. .... 
Norasco Transit Limited «............0.... 
morproup’ Investors*Inci: oie. cc ews ok 
Beretand: Insc. LARA te 
Sortie Y ork! Fitness Limited Sys: ....c8ek 
Brerengate: Steel Lidia a te 
Northumberland Paddle Co. Ince. ......... 
Bova Oxy eeiServices InCe,..), 28a 
Nu-Will Construction Inc. .................. 
Oak Ridge Forest Products Inc. .......... 
Oakwood Landscaping Incorporated .... 
mcean Pacific Autos tdi l. 2.00 Nae 
Old‘Tannery Estates (Bracebridge) Ltd. 
id Tyme Repair Shoppe. Ltd. as:.....0. 
Olde Tyme Reproductions Inc. ........... 
mudest Investments: Limited ...........0.5. 
Omni-Consul Corporation .................. 
On-Yon Producers Ltd. 
Orchid Communications Inc. 
Orico International Corporation .......... 
Ortiga Marketing and Management 

Ber Vices NGal Lal ed, £. RUA 
eter View States ate... 35.55 ects 
mrvelty Investments: Limited ingn...cand 
Te CNC I NOs Vode convince LOM MTOR 
P & C Olympic Automotive Ltd. ........ 
meee rule Coy. Lamited ......ceciwsnciae.aite 
P.&S. Frontline Industries Inc. 
Seon Properties Inc... 0... RBs 
fansophic: Publishing Inc.. ........25..0008 
Paragon Fitness Equipment Ltd. 
Park Windsor Apartments Limited 
Parker Computing Services Inc. 
Parkins Plumbing Incorporated ........... 
Parry Sound Vacationland Incorporated 
Paul Lacombe Equipment Limited ....... 
Paul Mockler Productions Limited ....... 
mean enterprises. Ltd... .2..csseccuonennaeks 
TAXI Mite d RS sic annsnew schon Re 
Perception Technology Canada Inc. ..... 
merrormance: Leasing (Ltd.2:\.2)00400.20 
Perplan Project Management Ine. ........ 
Pestek Masonry Contractor Inc. .......... 
Rerreucury Ltd): iors) Od. CAs ees 
Peter stinson Guelph Ltd..............00...06% 
Peter’s Home Improvements & 

Prascering Limitedmd avian Aaa 
Phil Cait Pharmacy Ltd. 
Phyleeva Investments Limited ............. 
Ny FAY LAS once OtB tn Beige COS ee 
Pine Ridge Conduit Limited ............... 
Seeoutec onstruction: Inc....,.i21.) .aeeeiisees 
fae) Lelevision/ Limited tien... ces. 
momp Industries Limited: ...:0. 2.) 02.005 
Popeye’s Motorworks Limited ............. 
Poplar Wells Developments Limited .... 
meearoval Preight: std?) csivetinc..ws Ae. 
meeerac Blinds. Ince. . Levan pares 
erespac Installations Inc.. ........... .0v.as0 


eee ere e meee ee eeeeeeee 
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Corp. No. 


679577 
679852 
679076 
356107 
539820 
389349 
686685 
683668 
562760 
437461 
480490 
595570 
682671 
681424 
623220 
635815 
343449 
600602 
640867 
217797 
579604 
678519 
560996 
675870 


681627 
280731 
399171 
491925 
682149 

80092 
680134 
722668 
635857 
682676 
450247 
683941 
697181 
317901 
659205 
637447 
420078 
150687 
653245 
678498 
682782 
679932 
491569 
386087 


371714 
600772 
228079 
680563 
640814 
658716 
491745 
211037 
679596 
225245 
604879 
683342 
683340 


Name of Corporation 


Prine Rel Se aSiy LITED, canicwncuscentounenaal 
Per ON STOIACML, acy oie ssn mcdonmuenaeycrwun 
Promotional Graphics Inc.....<..9 4. saat 
Property Pmance 22000 Ltd... .caekhaenan 
Prophet ‘Businessssystems: Ltd? jacuieis- 
Queen’s Quay Leisure Corporation ...... 
R. A. Chapman Holdings Incorporated 
R. Dalley & Associates, Transportation 
RPS CUES TLR cccrasiepr ocean canclaete 
Kepictz. &. Company. Ltd.....caininee 
R.M.I. Contract Interiors Limited ....... 
Radiant “Pictures tIncouct)).)..tec eee aea ke 
Ranco*Management. Lid... heis.daliet ie 
Ramzi International Imports Ltd. ........ 
eatin. Eransportiney jcc .u-..nseeinns: 
Razot as hions: Ine ss...,...ca0 Aebcw eae lene 
Redgreen Holdings Inc.5..4.0ueeauanas 
Reiber Court Investments Limited ....... 
Reidell. ChemicalsLimiteds, 2esiaysi5.2 
Renny+k lassic:Clothingine teased... 
Residential Wood Concepts Ince. .......... 
Retto Investments Inc. 
Reubér’s Clockworksaneau. alanine, 
Rexcom Services Inc. 
Rhodécisiland Dinersineseaiseiees.. cases: 
Ribs Foods Limited jvascic.keeetiend. 
RibneChickmCoop Uinnted?.2n4.5.ch.R 
Richlon Developments Ltd. ...1.39).....25m 
Richmond Residence Limited ............. 
Rideau Glass: imited (nuit. 5.c8ier dk 
Rio Clothing and Promotions Inc. ....... 
Risorgimento Plastering Co. Ltd. 
Rebare Products Teg ccd Pah eS 
Robert A. Brown Electrical Contracting 
inte dteriey..Ldseeie edernd. 2eencaie 
Rockwest Investments, Ltd......225....5285..2% 
Rodper Energy Drillers Limited .......... 
Romeo International Media Inc. 
ROOUnVESIMENRtS: ENC IN) hiss. d SAORI 
RosedalesindustrialtPlaza inc. cncces wanes 
Ross Design & Contracting Inc. .......... 
Roy Ward and Associates Inc. ............ 
Royal Maintenance Sudbury Ltd. ........ 
Royalparks Homes 10. jason cbtlotonifite tee ties 
Rubicon Sport Fitness Industries Inc. ... 
Rubore Enterprises. Inc... ........0asentn. ae 
Rudolf Prell Inc. .... 
Rural Impressions & Collectables Inc. .. 
S401 SCeramic.andsMarblesbtd) asses 
Sable Designed Kitchens Ince. .............. 
Satest eA tds elinc.).41eee ian. aartiennie a 
Sareon Let Lai Restatirant Ltd. ..cccsmewabs 
SaleMon. Fruits; Limited, ..,...0.88th aaa 
Salem.Caprivhtd.. 20Ge bed. 2eece a: 
Sancor International Inewed...Acnwwac. 
Sanitrar Holdings Inc. 
Saturn insurance’ Brokersninete2.ciate. 
SORT nag Lin te ea ccicconeniveavinicwntee 
Scott Holdings International Inc. ......... 
Scottys (Meat: Producisibtdas. ..cesenci. 
Scrubking Manufacturing Limited ........ 
SeletttHome Warranty inc oscteans....28 
Select Restaurant Plaza Corporation .... 


er 
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Ontario 
Corp. No. 


676723 
640474 
645087 
681263 
681558 
620275 
685778 


554694 
634250 
682823 
348313 
404074 
678691 
721692 
681634 
642938 
500198 
373494 
684099 
658101 
599296 
680057 
655359 
683895 
414953 
451222 
683956 
253262 
2II2TO 
682827 
422357 
479156 


342258 
567502 
614133 
635461 
673163 
682940 
681421 
679403 
510070 
565075 
692186 
683313 
459647 
566583 
683287 
682254 
511781 
634293 
637119 
246738 
526083 
722068 
640575 
260789 
464572 
684077 
395439 
600232 
627273 
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Name of Corporation 


Seu sation LNG ip 2. secs avec SPR 
SEED RING ca oe hu cd gtd terete ah ahi 
Shamisheer Group inc. ,..:.d16%. died. 
shawn Publications Inc. ..)1.2842.5.900e 


Shirley’s Professional Nail Techniques 


LGA 5 5003 spree ck SIRE AOE eal eRe 
Shopping Safaris of Toronto Inc. ......... 


Shulman-La Berge Marketing-Media 


WORPOTAU ONS esccle gether ATA 
Sibamyepervices Limited... ja.4- maken. 
siciiane, Auto. Reparmilnc! genre. cat 
Six Hundred Investments Limited ........ 
Skymark. Llectromes: Ltd:..<..e63.. Rasen: 
Slick Fashion Accessories (1983) Inc. ... 
SOoreantineg Lamited, co: c:-22 sc. eee 
Spanaros Enterprises Limited ua... 
Spare-Time Amusements Ltd........:..05. 
Spectrum Chemical Company Ltd. ....... 
Sports People. Publishins. Ine mas... masa 
Sports World Memorabilia Inc. ........... 
SORACC IMME | niacin incl En BER AA 
SSAMORING, Seis cepcaioaninny Poaleenual tame eree 
Stampede Investments (Sudbury) Ltd. .. 
Stampmig, specialties, Limited...25. eee 
Stay-Fit Garment Manufacturing Ltd. ... 


Steak-N-Sac Limited 


Stevenson Tool, & Die Cowhtd: o42..3.6 
stinson-O Keefe: Ltd... cos. t8tat Pee 
Stinson,yeung & Associates Inc ........... 
Storm. Seal Aluminum,Limited iat. 2 
Stitategic Planning, Forumiulnenis:: .c.08. 
STUMP ay ING ncoigcatetnt A OE De 
Style 2000 Furniture itd a eens -eteeor ee 
Stylex: Graphiesietdian, 2, yadeet aes 5 ene 
Sumovi Investments Limited ............... 
Sunstteam, Dances, sa-c..1 eee eee 
Supreme ‘Cuisine. Incieige, wee etie.0e 
Supreme Holding Corporation ............ 
Suralian Investments. Ltd .....c:.4:0 2th. hoe 
SGPRIO RING aos cae nce ue ML Le 
Swimemaster Inca... At: es ae ot ee 
Swiss Gastro Consultants Inc. ............. 


Sylvia's Feminine Reducing Salons Inc. 


symineton Masonry Ltd... ..nts.e: cee 
Szivar Investments Corporation ........... 
Ee esouthern, Limited \..0,. ee. ae 
TAVES® Insulation Ltda sions cacmcie conte: 
TANG Lax, Companys eimited: shee 
Target Housewares Group Ince. ........... 
Thatmacs. Co. Limited <c.eeh meee a pee 
Telemarketing Specialties Inc. ............. 
FSP PALS TG a scrceo neces acetals nee eee oe 
Temulac. Holdings Ine@ ic .ncin.cheretiss <e 
‘Ferrer loryelnvestments. Ltd. cs sinnsttees 
Terrace Bay Plymouth Chrysler Limited 
Terry Copeland Fisheries Incorporated . 


The Avant Guard Distribution 


COT POT ACID caterers anc wd 
‘RietBeach Butler Ingest Gasiquneee. ae, 
The Finders Research Associates Inc ... 
‘PhetHoist Man _Lidists 2d meted ieee 
Ehe House of Computers. Gorpaiesan «1 
The Incredible Machine (Canada) Inc. . 


a ee e) 


Ontario 
Corp. No. 


612097 
67799] 
687235 
559661 


599530 
677627 


683034 
678863 
518837 
116704 
474214 
536733 
290522 
678574 
457503 
365390 
599889 
563173 
138871 
599657 
655189 
477172 
680352 
456240 
384141 
641684 
709399 

84241 
547984 
684133 
342387 
601511 
683396 
680897 
600397 
682953 
636776 
679188 
601571 
678500 
678803 
489166 
682076 
246889 
465488 
682375 
681660 
298324 
691932 
681470 
490271 
423698 
539460 
261468 


314134 
416212 
563283 
678455 
623136 
639022 
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Name of Corporation 


The J. Armstrong Search Group Inc. ... 
‘ThetMandor Group Inc. ..,....03%.. eens 
The Niagara-On-The-Lake Inn Ltd. .... 


The Original Glass Store Franchising 


Corporations «2k see os 
The Power House (Canada) Ltd ......... 


The Specialty Sports Shop Inc. 


Them, Ny Corporationiningcionies ccc 
The Wear House (Brantford) Inc. ...... 
Third Wave Software Limited ............ 
‘Tiberias Film: Corporation. sane. bok 
Tien Shing Records (Canada) Ltd. ..... 
Tomken Corporate Centre Inc. .......... 
‘Keis Deént. Lido)... tract woh eee ae 


Toronto Barter Trade Exchange Inc. 


Toronto Tractor Repairs Limited ........ 
Total Maintenance Services Limited .... 
Tracking. Technology.Inc.| sanoef alex: 


Training & Management Dimensions 


TA! We csi Stave siemmptaninn Saat es bei vee 
‘Travel;Policy, Control. Inc. eekmmenne st ; 
Tri Dont Altamonte Management Inc. . 
Tri-Alpha Developments Ltd. ............ 
Tri-Interiors Contractors Limited ........ 
‘Eni-Jay.. Travel. Incueavmenet tien eee 
Triple Tones Investments Ltd. ........... 
‘Trdeway. (Canada) ne ..c.cciaeattie A048! 
Trussler Insurance Agency Inc. .......... 
‘Hurnetle;: Corporations $ oh ciccssncacdimeou tas 
Twenty-Four Carat Catalogues Inc. ..... 
"TYCOON CLV INC re Arr, cece sug ed Me 
UnitéeHer Ontario, btd.oe% sere! om 
Uartted. Compounding; Inc.........204 anf 
United Workwear & Safety Shoes Inc. . 
Upper Canada Equity Management Inc. 


Urotek Inc. 


Urquhart: Lumber. Limitedesi vedas 
Uxbridge Sports & Supply Ltd. .......... 
VWIEIGE Parmsslitdvencxe! here eealteoald, 


Vanier Heat and Frost Insulation 


Lintited .:20.. ane. seer 
Waltanco InGs0. Fesnsucnctat. Cae 
Vast Holdings Ine dg: sepia inne ee 
Victoria Sharp Investments Inc .......... 
Video. Cassette, Canada Inc.i4.1. goine% |. 
Vala. Gleaners.Ino. ack» ucwertelt. x 
Vima Developments Ltd. ..eerme). 
Vincent J. Reale Holdings Inc. .......... 
Vantage, Courtss Inc.) chun detd inet ee 
Vinyltech Industries Liduzcrmemaek: 
Vittoria Children’s Boutique Ltd. ....... 
Vitterio:s ‘Osteria Ings «ng: al wore 
Wks. Sports Lid. unde etal inser ie 
WanlaleT ax: Services In¢ sc mcscincua iusto 
Walker Industrial Contractors Ltd. ..... 
Wareéside Investments \Litd.. ;..c6t) weolise 
Wayler Boardsailing Canada Limited ... 


Wellpoint Dewatering of Canada 


Fd, , snnqergncnistiud SPE STON 


Wessel, Wessel & Howden Inc. 


tee w ween ne 


Ce i ee ey 


Westcor Kitchen & Supplies Inc. mein 
Westdale Estates (Oshawa) Limited .... 
Wit Construction Ltdari.c.c0) BMA 


Ontario 
Corp. No. 
683781 
683980 
679961 


765745 
419588 
454121 
529296 
399500 
492662 
423889 
567395 
677398 
683788 
639135 
216122 
330175 
684121 


448939 
682365 
517970 
679864 
677470 
676700 
471242 
687800 
429079 
442788 
597481 
680863 
420707 
677561 
683778 
682385 
542385 
682228 
454182 
678520 


294346 
563221 
631771 
683995 
679957 
681735 
565697 
600509 
434555 
641851 
677982 
414390 
678253 
515021 
509503 
312543 
653301 


8589] 
682744 
663773 
433111 
681443 
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Ontario Ontario 

Name of Corporation Corp. No. Name of Corporation Corp. No. 
whats For Dessert? Limited .....s54.c:04 662238 S10054 Ontario. Limited ...........<2s.ecke 510054 
eS SoD UINET ING. oh oss senvon nore See GvUGIS. 310700 Ontario. Limited ....../<ci4s.t..0a6 510700 
POOW) Wand ING... :00ssen anne scrateanedinel 6/6626 . 317490 Ontario Limited. .....J22i%40...008 517490 
Banc rarnbnterprises Ine. cv..ic.. 2s cee GIZOR  SIGS6e Ontanio Ines, « ncccosanseeeitrek ae 518368 
mane Nuts Restaurants Inc. l.ct000:.4 tue GOAL) « ~ SIBO TP OMAR UIC sawacies set seauin Oheoatoeee 318957 
Mane sing, Restaurant Inc. ...... 26.20 OSi47s - SIS0U0 Ontario, Lamited, ..... Gartetn.t8ee 519000 
Witbloom Investments Canada Limited Boat  Sobsoe Ontario. Ltdiscccsonsanadtteretbas banks 521838 
evoiticts Enterprises .Limitedttetumi.:. 0. Zien  s24923 Ontano: Limited, oc. Leela AS 524323 
SyvonusCcommetcial.Eure:Corp. citi 682347) 524896 Ontario Limited ...... Lgtwebhn. ieee 524896 
Worldwide Development Euro Corp .... Geos) SZ Too CINTA: INC iy oor nadwomeede scare. tAken I231I2 
eeord energy Corp, ¢....qiceberedine AMON 684039 325752 Ontario Limited, .....0...... ite. tatek 329202 
BRIS PUPPICS INC ps anacnnidee teehee.’ Ue es GOA SZOTS4 Ontario Lida sas viens ce eemascn AMOR 526754 
“Vie AEG RSPR, Sori era rere ae 2 SAG — S29BAF Ontario INC. 2. ccsscsa sawn enter taken 529847 
Pees Restaurants nC. .scccos steed AI Osan “solo Ontario ING... Bic nsscsenncaceeleotthee 531580 
Or Wancd. FOOdS ING. ccc csc theta SU 679913 538804 Ontario Limited. ...........00). it 538804 
eros Ontario, Lamiteds. .c...<cs0.tet fo eos ~ S391N7i Ontario. Inc. ..655.cs.che teen eee 539182 
im 24 Karat Jewellery Limited ........:........ Coe > SETI ONAN INCE corcorce suse kde arte 541720 
| 2440 Hurontario Street Apartments 521993) Ontario LAMICe, ...7 jee. a See 541953 
LACOTT) fore Ee en PM Dr LTE Cm Mg es Golo ~ Sa89o Ontario Inc, 5. ..s0. eee ee 548960 
aaj o5o) lnvestments..Limited Weis... teks BAe 548967 Ontario Inc. 30.8... eet ee 548967 
P9292: Holdings LAMIte” . is... 008 ote ke 25009) S409) Ontario nC orcs secant eee 548973 
Bete) Ontario ht: sacs sssdachiRe ease ARES Zoom  ~Ss4aud Ontane nics 322)... kale ee 548977 
moe ceramic Designs Lid... tmpsuns.£ 1044 S2eiot 9=S4897S Ontario’ nes 40.20 aoe ee 548978 
RN 59% ONTATION INC cecilia s votteet Mltene AEE 310659) 55257 R Ontario Limited... Rate ae 552571 
35156: Ontario Limited: ......00.006..660088 $538856) 558109) Ontano Limited) enc. Ont 558109 
fos 75/7) Ontario Limited. ......0665080 12058 365768 55826 Ontano’ Limited -niacacc. ei tees 558266 
59387 1) Ontario Limited. .....c3.070.0.88044 S03e7 be . 359055 Ontario Lido e.... Ee ee 559035 
Boro: Ontario Limited, ....:.Letites.t. Qete 396160) . 5602660. Ontario. Inet. OA... eels 560266 
ai2201 Ontario Limited. .....22h06s.).40% AIDI0 567196) Ontario: Limited .......ceebs.t.iaset 562196 
2669) Ontario. Limited: .....291.006.3.448 A226609' 562593) Ontario, Limited... 2 Ae 562593 
2336); Ontario. Limited....... 4eeeees.).298 AO336)) 562966) Ontario: Limited. in icccccsnceed tiene 562986 
4420475 Ontario Limited. .......0.0.....05.5. 4264739  “SCSOOD Ontariar LGM GG osccccnesisinadinnrdee ee 563099 
| mee os Ontario, (NC. o.o:8 5 -.ics bet ee 420109 >563707) Ontario: Limited! inci ceonatie Se 563757 
e270) Ontario, INC. discs c.cies Avg ain s fa5e AOR SGanes Cnrtarins INC ak wince omeaent NE 564012 
many 4) Ontario. Limited: ... 0.05.00). 2ekt Loe STA. ~SG6ARTG: Ontario, Limited, ...... eeee).s.. ee 564877 
meho> Ontario, Limited: .......88)ens.8. kM 425393) SOV 274: OntaniOs LAs, ccs ceacccclieliteas chet 567274 
| ee) Ont ATIOn LAMITE Cb oc isavuantteed Gee 447655: 568066) Ontario, Limited... ink: 568066 
we 1918 Ontario Limited ............0..0500 AAVOIS) Sule Ontario. Limited, ......4eees.4.cs 571276 
| mse Ontario Limiteds.. so... FOE AAAS 2 §=S70O98 Ontario. Limited. |... 000:..58 a sek 571998 
eee Ontario. INGs. oie. snc A SA ASI2AN SIZA85t Ontario. Ltda gccies snc noted. Sk 572485 
Me455780) Ontario Inc. ...........s0..ec00s-cee8s ASTRO.  Syzaor Ontario Limited) ...0...03..48.4- 2 572735 
erty) (QOTATION INC. bse cscs aveelite ees SRE 2SG469) “SIBS9S) Ontario. INC... c.a2s.eeeeeokas AMS 578895 
meas o> Ontario, Limiteds ....ceas eit Ae ASO55S:  SSOtAZ Ontario. Limited) cc icccs.codhts 0 580142 
Ber SN Ontario Inc... iia ciuc cnc Meek SR ASG) Seo Ontario Ines 6 idscsscincsceccthaetinak 589278 
meade Ontario Limited) .s.....c. 00.0% ASSSm i SI29R Ontario, [NG sjescioc untae iidtans tthe 592980 
maemo Ontario Limited... ASSO S842 50) Ontario UG. .ncscos> abe eelezsas tab es 594236 
Seenom Ontario, Lamiteds 5. 2i031 sd. cas Anns  SOA2I Ontario Lites... sccasccnavettecterne 594297 
Bree Crit anion INC i) oie csanss eae corded eens Ae7692)  -S9SS6p: Ontario, INC. oo sicd areces scaetaone 595566 
ee Ontario. Limited: ). «ccc Bi bctentt 463293: ~$95610)Ontano Limited. 2. setae. 595610 
ey Ontario, Limited, «....c6000888ieneteat Apso)  SOSTIOONATIO ANGI A meen oceatt ethene ee 595790 
ramos) Ontario LAMIted. . 6 cesisacccsae. 004 A63783) - S9OU9 Ph Ontario Limited) . ...<.<00...0804. 2288 596097 
eres Ontario Limited: ....ds.ccco eee AG{644, 596098) Ontario. Limited | ........:..0% Ce 596098 
me2eno: Ontario Limited. ......0imadait ASRS) ~S96463) Ontario INC. c c.vss..nanetOd. Sis 596463 
mente) CNtALIO ING, 2. 5.00c05sccweons eee: ES ASSO08) 596653 Ontario Limited. ....c.kchaia hee 596653 
meme (Ontario. INC: ssc ses foahenns tee ASOIOO) SOGS64) Ontario: bie. hpgas ces suns sande teem 596864 
BeereresONTSTIO ANC?) ead osenadesss en EO ARG SOROS Ontario WiC sys. comes aco eeoaes Ae 597063 
Meee Oritario. INC. i.sdscdee vines xs EEA ASRGORY  SOT220 Ontario Ines ces ienaraced tee dak 597220 
mess) Ontario Limited..:....29hn ee ANAS? SO7S2R Ontario. Limited, iic520c55 cts Se 597527 
meso Ontario. Limited) .... a.) 201.0004 A0NSS®, 59a06S) Ontario Ine. .ccaiscsaewsasetna sie 598065 
eee Ontario Limited: ..... 9Niui.ee 49280) 599050: Ontario. Limited xc. GERM. La. 599030 
mere 2 Ontario Limited....¢5 665.60. 844M 4939009) .599098: Ontario. Limited, ....... 6s 2 599098 
Re PePONTATIO INC... conde canpev in tee 407073).  SOOLTS Ontario Ines cs. desnines sees. Eh 599119 


reer ntario. INC, -...ccca.sdosee. sth LR AQOI68:  GO0068S2 Ontario -Limited.,..c.0.0..08s. Fee 600682 
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Ontario Ontario 

Name of Corporation Corp. No. Name of Corporation Corp. No. 
HO086S:. Ontario Ine &..2.4 nce ee 600865. 675949. OntaniouInc) co: oe ieee). 675949 
GOS169 Ontario Limited... J 262i te OOFLGo. “(675056 Ontaton bidin. ccc. OO 20 675956 
606675: Ontano. Limited... baie eS GN8675 “6759 7.Ontatio. InceslLaee. cola 675974 
Gizips- Ontario limited « ..c0.< 0.4.0aean eee Gres...  67598s Ontatiorina san Settee 675983 
GL7328 Ontario id eid. ane eee 617325. 676440: Ontario Limited. 23). een aeeess. 676440 
618852 Ontario. Limited :...\. Seeetac oe OL995S (6/66hR Ontariosine: inc A OR Rane 67661 1 
G20360 Ontario. bimited. 44.503, eee 620860 *6/6636,Ontariatlimitedimed. 20 676636 
6235932, Ontarioulimited 2.42 ei ee 673932. 676698 Ontatioxhimitedivaiien. . axe 676698 
675356 Ontario Limited. ..;.. es ee O259555. “16716718: Ontario: Inés satis ee ee 676713 
GZ i505 Ontanio- Ine mies, vccnceconee eee 62/558, (676735 Ontariomiamiteds eae 676735 
627Gou Ontatia nGs Pye... kamera ees 627636 “676778 Ontarioi imiteda:...s.46 676778 
6278427) Ontarionuamited, ..osenths.! dae 626427. 6/7770 OntarionLimited:uide).. ate eae 677770 
GS0522 Ontarios td hse ice scccids nate ee 630522, “OVS 160) Ontarios etd eetew, Fee oa 678160 
OSEI4s Ontario cdsaik.lk eee O5TS4S. “1678269: Ontario. Limited : cvo.ccen. ee ae 678269 
Ga 042 ONtaniGs Nee inc; ).c0, aM ee 632654 1678299: Ontario Limited eacaut baieyet 678299 
632733; OntanoeLimiteds.ack..:.. 081 0e 632753: 67835. Ontario litew.e..) see ee 678351 
GM PosOntaniOp ites mish fet oes cote Aa 633778 ‘TOI83S Rh Ontariockimitedi aie belie 678357 
S547 572 Ontario, Limited sc.) eed eee 634252  167850)-Ontario.deimitedints..i280e. one! 678501 
634465: Ontario Limited “Yisscccas.28). 2 O34465. I678358) Ontarioskimited leek... 678581 
O34403- Ontario, Limited) ..2...cenl ee 634493: 678834. Ontario.Limited havan.<iene 678834 
G54. Ontario. [NC 5 cc cecteacs amcor eee 634537 ‘67885 70 Ontarionines (4c... tone). 678857 
Great ONCATIOV INCw ace, Koxcaneennceeeee 63585f ‘(O7S8905; OntariosLimitedien-eeie on: 678905 
637051: Ontariovinew.40c coun. ee OS7050 (678972-Ontanriorkimited 4.227.422... 678972 
657190 Ontario: Limited... eee ee 637190, (679064; Ontarioxkimited \ieeee) Gk. fs 679064 
6S AEST Ontario dnGus steele. oe 657197, ‘ioOr90UT Ontarior Limited... 26m. tt 679097 
Gayae4. Ontartogin@? icsio50c ate eee 657394. 679405 Ontariovinesents.).24siim lai 679408 
G37 000) Ontarioslimitedis, tii... att ee 637650 1679417, OntariosBimited.......Lesie. bess 679417 
og76o) Ontario Weimited, .ccc.ccsa tes. oe 637690 ‘6794672. OntariosLimited:=i2teus. Laie 679462 
687758) Ontario Limitedunt. ees. ee 637758. 679464 OntariosLimited.,..... tactiei.t.on 679464 
637788 Ontario. Limitedsaa. oles.) ee 637788 j1679507 Ontario: Limitedios.uk Rew. 679507 
659069: Ontariowl NG. sin.cet Dee [eet 639069 679508 Ontario Limited ...........5....5.... 679508 
Gaba Ontario Ltds acc ccccs. cance ee 63961¥ +t679522Ontano.Limited.......dcteel.J.oee 679522 
639689: Ontario Ame.) 2... Spat a 639689 679527) Ontario Limited... oecsiv0dehi faint 679527 
640313: Ontanoe Teimited: c.c:2.4c.0 See 640313 67936 Ontarios Limited .4..2.2%, dee 679561 
640578 OntarioyLimited 24. permet. GAQATS: 679568. OntarioiIne: icicle 679568 
640863 Ontario Limited, | f,.cc.<484 eee 640863. *679588: Ontario. Limited. ..... tastes. nue 679588 
Gad Tice Ontario, Limited, «..: ete), Fee GM? 5679602, Ontario: Lidymies.. beds eee 679602 
642054 Ontario. Limited, nc.eenehe A ees: 642034 ‘679612. Ontario Inchians 2 Meme Lae 679612 
642866 Ontario did.) .<...:..,. eee... oe GAZ866. “679628 Ontariowine.. 2... ..0.ceeieeet.oce 679628 
697235.F Ontario Limited... cacckl. .Bihok ee 6437 ~679633+Ontarie! nest Josie nls 679633 
GSs09G- Ontario Lid. .co:.0c.0 keer. 2 .o Col096. “GISesGsOntario Lids. ..cec  e ee 679636 
655979. Ontariowlimitedy jeetsac..0e ee Gog? “679820; Ontarto.Limited..4.....«..880.4 679820 
656070 Ontarioe Mes) sso Sheen ees 650070 +679822-OntariotLimited. .......veser tee 679822 
O5145 fo Ontario ol NC AA ioc ccatoceo te tee GS7457 °679839- Ontario Cimitede.ess, onli 679839 
Ose? Ontario inited mcs ttes.:5. 28a 657479" “‘O7O8A9Ontariot Inewls..c5e,..berten tcl 679849 
Os 750 Ontario limited, ...c2,<0. seer GS786%  ‘G79E7S Ontario Limited, ..... eee cee 679878 
Oso 77, Ontariaglncses nx... eae 638377 679906. Ontariosbimited.......eeheesn!.yey 679906 
GORTIA- OntanOslnesel seca. el oem COLI. 1679900: Ontarios hes chow: vie... al) eee 679910 
603745 OntaniosLimitedin.. ote ee OO374S) “467997 Ontariolines, | v.ciacscceee A eee 679970 
667424 Ontario imited) .<i.cnc oe ee 667424. ‘679972: Ontarioulne, | se)... cx eased ete 679972 
SlOI6e Ontariouineu ee tastes tices, J ples GHOTGH, ‘679972: OntahiosInGiakwusen beeeril.ahe 679973 
O/O168; Ontario Ines (o.0.0:.,- meres oe GIOIGS: ‘G79078/OntariouUnes |; 12.235. .0eee dees 679974 
670184 Ontario.Limited ..........:2.9811.90% 6/0184 ‘679987 Ontario Limited. ......deines.).oee 679987 
G7O1IG Ontario. Limited! 4. behest ate GFOT9S6. ‘GSHHOO OntatiosInes Jee. .c.cvccc. tel. fates 680100 
6/0458 OntartoyInesws: 4 heals. tae GIOASS: ‘“680TOO: OntangosInéaes. 2caers J. 2 tethers 680160 
6/0459: OntariovLimitéd.. W..n eee eid GJO4S9. “GS0e Ontariosinet« 1.44,...2.000.,. 0 oer 680173 
O10519 Ontariouinte 3 cmcars. cant eee 670519: GB0RR2Ontanioiine 2 onsrn jen eel ie 680182 
670525 Ontario Ine... civcocs tere oases 6/0525. “68038 h-Ontarioi Limited. <bean). ee 680381 
GI2502 Ontarigsb tds oc. 4ulw ee eee GIZ502 G680382:Ontario.Limited. «... hele) ok: 680382 
673053. Ontatio. Limitéd vss teekl . oe 673453: ‘680895: Ontario Aimitedios (destin «ia 680895 
673565. Ontario Limited... beeus teas 673365" _/ 680960: Ontario vnc Ga nestons. tees tae 680960 
6/3914. Ontario: Limiteds s--se,:. ..o8t.eee G739it-. 684th Ontario Athenee 2d 681041 


675764 OntanG Incite dee aes GI5763) “G8I20-Onteariasiné wl sc cccks ce ee 681207 
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Ontario Ontario 
| Name of Corporation Corp. No. Name of Corporation Corp. No. 
MMMG81217 Ontario Inc. ....é:.cesevesscsesee-eeees BS121) GR 206 se MTAMO LING co cates, dtonpen hse auseter 682663 
| 681238 Ontario erated dite ARO ceon tee 681235 O8271 0) nianOsl AMIE, occuis via.<-2onerse eon 682718 
| 681258 Ontario liGe G6 ASPs Griese: “Olea Mnparioa Ge gi chide sales. Beccdtoad 682727 
| micoty: (ontario, Lid. oe ys bd het tects 681266 682728Ontariotlitdl ese ee SS. 682728 
9 Ontario + Lites) vedic each. ees 681269 6897439Ontario’ etd eo eee 682743 
een Ontario niGbie ttt Rly. i 681270 689766 Ontario Inc »lecl bosch: ana 682766 
mee OA (Ontaribiinc i... .2eee eee 681294 682769 Ontario Limited ..........ccccceeeee. 682769 
o24512 Ontario Limited Vay.cctgeeis.. GSISI2 “SESI792 Ontario lsimiteduhyccwersasciline.. 682792 
681440 Ontario Limited ..............04 681440 682796 Ontario Limited .............0.0.000. 682796 
681479 Ontario Limited .............-..0 OB1479 — 689799 Ontario kimited) «.. jsiytscte eased 682799 
681503 Ontario Limited ..................6. 681503 682812 Ontario Limited ...............000 682812 
681510 Ontario Limited ..............0 681510 682813 Ontario Limited: /.s.ccen matehon 682813 
681544 Ontario INC «22... eee OGInt4 G8285ROntarionInes yale ees oe 682869 
681546 Ontario Lies tein es, ae Beste 681546 689943 Ontario Limited ........cccccccecc00- 682943 
681572 Ontario Inc. ....... eee O8IBT2 689069 Ontario Ines s:aceaedhs auld 682962 
681577 Ontario Limited .......--..s cee 681577 682966 Ontario Limited ...........ccccc00-. 682966 
681578 Ontario Limited TAN iets creates nara ae 681578 683074 Ontario Limited + A eas Aer 683074 
ee eon me eee eee eneneeseenes ree 683204*Ontatio Limited ies..0.. cowed bow: 683204 
; Pn ae ee GSSZ0Ot C)ittario saciiyey.s...cke teh ceoeees 683205 
1621. Ontario sLamited! |....2n 4/ aes 681621 Beadim Ontario Limited 683217 
F31641° Ontario Mimitedsaclestna..2u8 ie OBIGA) “Fase oan Guerin iiened: anu. wa. 683940 
= ee He i omg Shader ee Abi) Ontario TAC ed. ee 683263 
BAA Cntnetitlintcd Molen mete y 681705 683290 Ontario CE Sted ee ee 683290 
Fib10,OntatiournitediinlendAel.. 681710 093298 Ontario INC. «0... eres, 683298 
GAO aici os Linnitcd ison ocala 6si7iy 082303 Ontario Ine. cits pias eee, 683303 
681763 Ontario Limited Wise AA rte be Gl 681763 683339 Ontario Limited Pe RAR ict RARE a Tere 683339 
Po 763 Ontario Medici h nih hasiwted oe MM Sees eet as OMEN Ni tae ci a Ae 
i083. Ontario® hniestty Wl) ee came COT ae SNe NUNES ea tee ea Bae 
BH2012 Ontario Limited Jounin 682012 pet Peres ae eV rae et ae 
Be01totOntanio dnc. ea: La eRe La 682019 NtarlO LUG. .......eeeeeeeeeeeeeeees “ 
i 682031 Ontario Limited ................00 682031 683774 Ontario Limited .................... 683774 
ie, 682052 Ontario Limited .............000.... 682052 683805 Ontario Limited ...........-....4. 683805 
H 682084 Ontario Limited ...............006 682084 683869 Ontario Limited ...............0 683869 
682110 Ontario Limited ........c.cccceceeeee GRINGO “683963 Ontarionin’, ©.ac. d,s mcreb me gerne ese 683963 
Re9108 Ontarioslimited -..a0ohcedtek. COORDS. FOSS SO FO MaAnOoL ts en ascnescoey « os5e cros 684056 
682134 Ontario Limited .......cccccececeeeee 682134 684097 Ontario Limited. ces weseuancaen 684097 
met 47Ontanio tds... 54. SSO ee GROUT. e684 dd Ontarioel tite dre cect.8s <acdew cag ane 684111 
He 682188 Ontario Limited ........0..00...... GROIRS O84 sg fanlO Alt cccckecatar -aoiee eaats. 684125 
We O82199 Ontario Ltd :.........0..ccsesdeeeeee 682109 684700 Ontariovlimited »....-.ctere ata 684700 
i 682221 Ontario Limited .......0...0.00.000. 682221 685062. OntariosLamited. sunk. ccck acerca 685662 
ee 2 7 Ontario Lida ae. .APAeT, wo. CSe2Ih.  OS/G9 a) ntaniOgl NOt 4c ichswgsdtate «sass: 687791 
ie 682343 Ontario Limited ..........0.-0000. 688848 69218 ls Ontario. [etd sbacemtecastyeconastln oak 692181 
mos 2350 Ontario Inc 00h... Aaa. 682350  698863-Ontario’ Limited .:...cccc...c.cncacde 698863 
ne s352 Ontario: Mimited *.)....a as. aes. 682902  WOM6Ontano limited eerie 701462 
e309 Ontanorimited’! (eek ow. ces Gsc009  --FO4079 Ontario’ INC. eicacsoeeaceeces aa dec ees 704079 
7575) Ontario Litmted iia. eee: 682575 719280 Ontario Limited’... 2.0. sca. 712280 
682603 Ontario Limited ............00...006- 682603 
neoOUo Ontario Limited? s. <2. ot ae. 682609 DIANE S. NAGEL, 
Bevo Ontario: Ines ri es 682646 33/90 Director, Companies Branch. 








4626 


Marriage Act/Loi sur le mariage 


CERTIFICATES OF TEMPORARY REGISTRATION as 
persons authorized to solemnize marriage in 
Ontario have been issued to the following: 


LES CERTIFICATS D'ENREGISTREMENT TEMPORAIRE 

autorisant a célébrer des mariages en Ontario ont 
été délivrés a: 
Paul N. Duval, Red Deer, Alberta; Rev. Andras- 
Czecze Springer, Buffalo, NY, U.S.A.; Rev. David 
G. Spiece, Columbus, GA, U.S.A.; Minister Mar- 
tyn R. Crabtree, Kelvington, Saskatchewan; Rev. 
Nello Warren Romagnoli, Guysborough County, 
Nova Scotia; Priest Manuel David Borg, Wichita, 
Kansas, U.S.A.; Rev. Alexander Rapson, Sarnia, 
Ontario; Pastor David W. Brockopp, Twin Valley, 
MN, U.S.A.; Elder Wayne Merlin Trainor, Sault 
Ste. Marie, Ontario; Priest Robert Foliot, Winni- 
peg, Manitoba; Rev. Jose Oliveira, Lisbon; Law- 
rence James Baird, Orange, CA, U.S.A.; Leo D. 
Cameron, Delta, British Columbia; Rev. Donald 
D. Watt, Ardrossan, Alberta; Rev. Jean Brassard, 
St-Leonard de Portneuf, Quebec; Rev. Raouf 
Najjar, Amman, Jordan; Rev. E. Ellen Wilson, 
Halifax, Nova Scotia; Captain Edward E. Call, 
Liverpool, Nova Scotia; Rev. Peter Brouwer, Bur- 
naby, British Columbia; Rev. Ronald Osmond, 
Surrey, British Columbia; Rev. Joseph Toole, Cal- 
gary, Alberta; Rev. Joseph Ellis, Calgary, Alberta; 
Rabbi Garry A. Loeb, Monroe, NY; Rev. James 
McGonagle, Co. Derry, Northern Ireland; Rev. 
James G. Crooks, Bedford, Nova Scotia; Rev. 
Albert R. LeMay, Montreal, Quebec; Rev. Ronald 
Griffin, Saskatoon, Saskatchewan; Pretre Gilbert 
P. Petitpas, Field, Ontario; Rev. Stephen D. 
Kosinski, Hammond, IN, U.S.A.; Rev. Richard I. 
Preis, Edina, Manitoba; Rev. Géilles LaBarre, 
Nicolet, Quebec; Elder James W. Somers, Regina, 
Saskatchewan; Rev. W. Paul Derry, Sept-Iles, 
Quebec; Rev. K. Ian MacDonald, Winnipeg, Man- 
itoba; Rev. Isaie G. Blanchette, The Pas, Manito- 
ba; Rev. Alain Chung, Aylmer, Quebec; Father 
Paul J. Lundrigan, St. John’s, Newfoundland; Rev. 
Robert McGraw, Dalhousie, New Brunswick; Rev. 
Jacob Barkin, Pompano Beach, FL; Rev. Charles 
Cook, Thompson, Manitoba; Rev. Leo LaBerge, 
Ottawa, Ontario. 


CERTIFICATES OF PERMANENT REGISTRATION as 
persons authorized to solemnize marriage in 
Ontario have been issued to the following: 


LES CERTIFICATS D°ENREGISTREMENT PERMANENT 
autorisant a célébrer des mariages en Ontario ont 
été délivrés a: 


Rev. Hollis R. Hiscock, Willowdale; Wayne D. 
Fulton, Iroquois Falls; Carmel Borg, Emeryville; 
Rev. Ronald Barnum, Chatham; Rev. Robert W. 
Colburn, Toronto; Rev. Murray D. Smith, Thessal- 
on; Rev. Timothy G. Harrison, Kingston; Rev. 
Elizabeth A. Morley, Barrie; Rev. Dwayne E. 
Christensen, Windsor; Rev. Robert G. Skelding, 
London; Rev. Henri Du Halgouet, Gloucester; 
Rev. Paul N. Belhumeur, Windsor; Mohamed R. 
Ishak, Ottawa; Rev. Giovanna Cieli, Toronto; 
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Father Michel M. J. Brochu, Penetanguishene; 
Pastor Nancy O. E. Moor, Chatham; Elder Hum- 
phrey C. Beaudin, Little Current; Priest Henry 
Jess Jr. Bates, Sault Ste. Marie; Priest Madeleine 
Rosella Charlton, Sheguiandah; Priest Norman Pat- 
rick Roberts, Don Mills; Rev. Kevin Michael 
Dowling, Lindsay; William MacGregor, Belleville; 
Ram-Khelawan Persaud, Markham; Seung-Jin Lim, 
Scarborough; T. Kevin Dingwell, Masset, British 
Columbia; Nancy Irene Beauchamp, Kanata; 
Eileen M. B. Hepplewhite, Nepean; Elder Harry 
M. Hitchon, Guelph; Rev. Michael Burke, 
Toronto; Raj L.  MHathiramani, Hamilton- 
Wentworth; Rev. Marco Testa, Newmarket; Rev. 
Diego Maratta, Woodbridge; Rev. Cecil Niel 
Charles, Holstein; Edward Bruce McLean, Garson; 
Rev. Norman George Levesque, Vanier; Elder 
Keith Gordon Stoner, London; Rev. Darren Lie- 
pold, Atikokan; Rev. Richard Chung-sik Choe, 
Woodbridge; Captain Judith Mahlon Power, Oak- 
ville; Captain Robin Diane Cory, Trenton; Captain 
Bruce Arthur Power, Oakville; Bishop S. A. Mor- 
rison, Scarborough; Rev. Dawn E. M. Henderson, 
Bruce Mines; Rev. Elizabeth A. Appleyard, Kitch- 
ener; Rev. Robert G. Dalgleish, Burlington; Cap- 
tain George P. Evans, Thunder Bay; Rev. Derek 
G. Smith, Ottawa; Rev. Victor Jamieson, Missis- 
sauga; Rev. Donald H. Hull. Windsor; Rev. Ken- 
neth C. Jones, Keswick; Rev. Balchand Persaud, 
Toronto; Rev. Joseph Sahadat, Kapuskasing; Rev. 
Raymond A. Humphries, Toronto; Rev. Grant W. 
Dillenbeck, Nepean; Rev. William G. Svab, Glou- 
cester; Rev. Gregory G. Curtin, Ottawa; Rev. 
James D. Scheer, Ottawa; Rev. John B. O’Brien, 
Ottawa; Rev. George McCarthy, Ottawa; Rev. 
Edward J. Webster, Gloucester; Rev. James J. 
Heffernan, Ottawa; Rev. .Moran F. McMahon, 
Orleans; Elder A. Jean Shaw, Sault Ste. Marie; 
Captain Lewis H. Babe, Pembroke; Rev. Arthur 
R. Bartlett, Lindsay; Robert L. Probert, Com- 
bermere; Rev. Gordon E. Williams, Orleans; Rev. 
Gaetane G. Lecours, Oshawa; Rev. Joseph-elie 
Larouche, Cornwall; Rev. Raymond Dale Finch, 
Belleville; Bishop Terry L. Rollins, Orleans; Rev. 
Kenneth R. Yinger, Mississauga; Rev. Robert R. 
Wagner, Hamilton (Re-reg.); James A. Payton, 
Renfrew (Re-reg.); Rev. Denis Gibson, Brampton 
(Re-reg.); Rev. Peter Rajic, Toronto (Re-reg.); 
Rev. Joseph C. Mather, Scarborough; Rev. G. 
Wayne Flowers, Kitchener; Lieutenant Danny J. 
Broome, St. Catherines; Rev. Donald M. Thomas, 
Milverton; Rev. John R. Smallman, Tiverton; Cap- 
tain Franklin A. Johnson, Gananoque; Rev. Neal 
A. Mosher, Georgetown; Rev. Kenneth M. 
Clarke, Scarborough; Rev. Marjorie E. Smith, 
Barrie; Rev. Molly B. Thomson, Unionville; Rev. 
Roger J. Harmsworth, London; Rev. Pedro V. 
Arana, Cornwall; Rev. Michael R. D’Cruz, 
Toronto; Rev. Evaristo Sancricca, Etobicoke; Rev. 
Ian McWhinnie, Etobicoke; Rev. James D. Reeb, 
Leamington; Gregory L. Klein, Niagara Falls; 
Mary A. Vipond, King City; Rev. Doo Je Kim, 
Toronto; Rev. Neil A. Mittelstaedt, Mississauga; 
Rev. Michelle F. Sim, Oakville; Rev. Daléne C. 
Rogers, Kitchener; Rev. Carl F. Verge, Peterbor- 
ough (Re-reg.); Rev. Blanche G. Short, Ottawa; 
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Rev. Barclay A. Mayo, Hornell Heights; Rev. 
Sophie A. Haslip, Kent; Rev. Barbara R. Dart, 
Kitchener; Rev. Johnny D. Bergman, Leamington; 
Pastor Ernest J. Cox, Winchester; Rev. Allan C. 
Soifer, Nepean; Pastor John M. Caudle, Oshawa; 
Pretre Andre Desjardins, Ville-Marie, Quebec; 
Captain Roy G. Randell, Nepean; Rev. R. James 
Bekkema, Kingston; Rev. David James Price, 
Ottawa (Re-reg.); Rev. Amy I. Price, Ottawa (Re- 
reg.); Rev. Alan E. Roberts, Midland; Elder 
Ernest J. Sarlo, Sault Ste. Marie; Envoy Shirley 
M. Gleadall, Dundas; Envoy Brian Gleadall, Dun- 
das; Lieutenant James A. Latour, Oshawa; Rev. 
Brenda S. Bell, Grand Valley; Rev. Russell M. 
Wardell, Kenora; Rev. Brian W. Moss, Beachburg 
(Re-reg.); Rev. J. George Bondy, Windsor (Re- 
reg.); Rev. Paul W. Yuke, Ajax (Re-reg.); Rev. 
Catherine A. Stewart-Kroeker, Hamilton; Rev. 
Foster Freed, Hornepayne; Rev. William Reagen, 
Windsor; Rev. George Frederick Schmidt, Tillson- 
burg; Rev. Richard Ciaramitaro, Windsor; Rev. 
James E. P. White, Sarnia; Rev. Stephen P. H. 
Fleming, Waterloo; Rev. Andrew K. Koornstra, 
Waterloo; Rev. Faith Tengnagel, Newmarket; Rev. 
Kees Tengnagel, Newmarket; Rev. Gerald J. 
Vaillancourt, Timmins; Rev. Thomas P. Needham, 
Trenton; Rev. Murray Phelan, Niagara Falls; Elder 
Gordon E. Burbidge, Listowel; Rev. Frederick 
Borozny, St. Catharines; Rev. Deborah P. 
Borozny, St. Catharines; Rev. Simon Van Gronin- 
gen, Drayton; Rev. David H. Campbell, Owen 
Sound; Rev. Philip H. Watson, Mississauga; Rev. 
James H. Lee, Ancaster; Rev. Christian M. Kent, 
Hamilton; Rev. Art Hystek, Chatham. 


NOTICES OF CANCELLATION OF REGISTRATION as 
person authorized to solemnize marriage in 
Ontario have been issued to the following: 


LES AVIS DE RADIATION de personnes autorisées 
a célébrer des mariages en Ontario ont été envoyés 
a: 


Rey. Lester B. Wiseman, Kingston; John Francis 
Coughlan, (Deceased); William J. McGuigan, (De- 
ceased); James Arthur Jackson, (Deceased); Ger- 
ald C. Cornell, (Deceased); Chester Szymanski, 
(Deceased); Lee Begg, (Deceased); Harold Bals- 
don, (Deceased); F. Albert Luck, (Deceased); J. 
Frank Ward, (Deceased); Leonard O’Neil, (De- 
ceased); Lloyd Pierce, (Deceased); Ray Costerus, 
(Deceased); Harold E. Allaby, (Deceased); Ken- 
neth Morrison, (Deceased); Francis Amery, (De- 
ceased); Kenneth MacDonald, (Deceased); Joseph 
McDowell, (Deceased); Edgar Bailey; James K. 
Lewis; John Weiler; R. Grant Woodcock; Donald 
Hill; Daniel Lundy; Peter Hall; John A. Farring- 
ton, Sudbury; Rev. Jacob Bergen, Stoney Creek; 
Rev. Alex Lubbers, White River; George B. Col- 
lins, Brantford; Bishop Lorne A. Merrett, Glou- 
cester; Lieutenant Keith Pike, Essex; Kevin F. 
Anderson; Dennis M. Andrews; Joseph D. April; 
David L. Armstrong; Edward A. Bader; John L. 
Boscoe; Michael Paul Brand; John A. Burke; 
Albert F. Butler; Lawrence J. Carney; Kevin M. 
Caspersen; Manuel J. Chircop; Frederick L. Clay; 
Marc Vincent Colelli; William E. Coughlin; Hugh 
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J. Curran; Roger F. Debilly; Kenneth J. Decker; 
Robert J. Duggan; Norman J. Fitzpatrick; James 
T. Forestell; Patrick J. Gallagher; Harold B. Gard- 
ner; Patrick J. Gorman; Ronald J. Griffin; Robert 
B. Hale; Thomas J. Hanrahan; Edward R. Heidt; 
Marco A. Hernandez; Robert K. Holmes; Brian 
D. Inglis; Robert M. Kasun; Dennis J. Kauffman; 
James J. Kelly; Gordon F. Kennedy; George W. 
Kosicki; Daniel G. MacDonald; John F. Madden; 
John B. Malo; William H. Marshall; Thomas J. 
McReavy; Joseph C. Mitrano; Thomas F. Mohan; 
Peter K. Mosteller; George D. O’Gorman; Roy J. 
Oggero; Raymond Paramo; Joseph G. Penny; 
Charles D. Porter; Alexander L. Reilly; Edward 
A. Roberts; Thomas M. Rosica; Denis M. Rowan; 
Anthony J. Ruth; Richard J. Schiefen; Timothy M. 
Scott; Robert J. Seguin; Francis M. Sheahan; 
George) Ex Silvester; Peter Je Swan;. James. V. 
Thompson; Joseph A. Trovato; Gordon W. Walk- 
er; John F. Ware; Clarence E. Watrin; Charles R. 
Kemp, St. Catharines; Robert J. Barringer, 
Toronto; Rev. John D. Williams, (Deceased); Wal- 
lace Murray, London; Michael E. Peacefull, Brant- 
ford; Kelly James Kinneard, Thunder Bay; 
Raphael A. Glofcheski; Maurice Labrie; Joseph 
Borg; Joseph T. Dabrowski; John E. Hunt; 
Edward B. Hall; Reginald H. McKenna; Michel J. 
Allard; Joseph L. Berard; Lothar Maurer; Joseph 
L. Charlebois; Neil J. McMillan; Joseph A. Pha- 
neuf; Joseph R. Beauvolsk; Pierre Doyon; Henri 
O. Guy; Joseph G. Gagnon; Robert J. Chisholm; 
Rev. Ralph E. MacKenzie. 


CERTIFICATES OF REGISTRATION aS persons 
authorized to perform marriage in Ontario have 
been issued to the following Justices of the Peace: 


LES CERTIFICATS DENREGISTREMENT autorisant a 
célébrer des mariages en Ontario ont été délivrés 
aux juges de paix suivants : 


Ms. Marjorie A. Pasloski, Kenora; Ms. 
Gale, Sarnia. 


Helen 


CAROLYNN LA CHAPELLE, 


(4506) 33 Deputy Registrar General. 


Change of Name Act 
Loi sur le changement de nom 


Notice Is HEREBY GIVEN that the following 
changes of name were granted during the week 
ending July 27th, 1990. The listing below shows the 
previous name followed by the new name. 


AVIS EST PAR LA PRESENTE DONNE que les 
changements de noms suivants ont été accordés au 
cours de la semaine se terminant le 27 juillet 1990. 
La liste ci-dessous indique les anciens noms suivis 
par les nouveaux noms. 


Acharya, Manjula — Rice, Manjula. 

Agnelli, John — Scott, James, Carson. 

Ahl, Jolene, Carol, Rose — Filion, Jolene, Carol, 
Rose. 

Allen, Linda, 
Theresa. 

Allen, Nina, Beth — Tavares, Nina, Beth. 


Theresa —  Lourenssen, Linda, 
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Anderson, Natasha, Jo — Hill, Natasha, Jo. 


Andrews, Victoria, Lynn — Forbes, Victoria, 
Lynn. 

Anstey, Michael, Keith — Clamp, Michael, Keith. 

Appleton, Jeffery, David — Paradis Caron, 


Dorian, Jeffery. 
Arkin, Kathi, Jane — Spencer, Kathi, Jane. 
Armstrong, Marilyn, Susan — Robertson, Marilyn, 
Susan. 


Arsenault, David, William, Joseph — Morrison, 
David, William, Joseph. 
Arsenault, Marylynn, Victoria} — Morrison, 


Marylynn, Victoria. 
Athoe, Barbara, Anne — Grisafi, Barbara, Anne. 
Atkins, Lisa, Marie — MacElwee, Lisa, Marie. 


Aubrey, Lillian, Bearnadet — Parker, Luillian, 
Bearnadet. 

Bailey, Rosalie, Selma -— Bowman, Rosalie, 
Selma. 


Baker, Brenda, Joyce — Baker, Bronwyn, Julia. 

Baker, James, John — Dixon, James, John. 

Bakhtiariasl, Azardokht — Zadeh, Azar. 

Ball, Jennifer, Lynn — Roberts, Jennifer, Lynn. 

Balraju, Girja, Mani — Balraju, Linda. 

Bamber, Sherry, Ann — Deline, Sherry, Ann. 

Barros, Karyna — Abrantes, Karyna. 

Bartha, Susan, Rose — Long, Susan, Rose. 

Bathe, Janet, Patricia — Schwichtenberg, Janet, 
Patricia. 

Bechard, Tracy, Anne — Edwards, Tracy, Anne. 

Benn, Gay, Lynne — Magrath, Gay, Lynne. 

Bodoni, Magdalena — McNally, Magdalena. 


Boismier, Deandra, Dawn — Sinclair, Deandra, 
Dawn. 

Bolliger, Teresa, Maureen — Mast, Teresa, 
Maureen. 


Boudreault, Deborah, Lee — Haskim, Deborah, 
bee, 

Bourget, Michelle, Maria — Gregoire, Michelle, 
Maria. 

Bradshaw, Agnes, Julia — Nunes, Agnes, Julia. 

Bradt, Jamie, Billy, Charles — Graziano, Jamie, 
Billy. 

Bremner, Cynthia, Leah — Babcock, Cynthia, 
Leah. 


Bretzke, Klaus, Eberhard — Bretzke, Claude, 
Eberhard. 

Brockelbank, Marjorie, Jane — Brock, Marjorie, 
Jane. 

Brown, Audrey, Loveday — Lindo, Audrey, 
Loveday. 

Brown, Janet, Amie, Rose — McKee, Janet, 
Amie, Rose. 

Budzisz, Marianna, Krystyna — Grela, Marianna, 
Krystyna. 

Burke, Cynthia, Louise, Marie — Siemens, 
Cynthia, Louise, Marie. 

Burley, Madaline, Leota — Stevens, Madaline, 
Leota. 


Campbell, Tracey, Lynn — Myers, Tracey, Lynn. 

Carpini, Tammy, Elizabeth, Anne — Calkins, 
Tammy, Elizabeth, Anne. 

Cavlovic, Marianne — Henderson, Marianne. 

Chamberlain, Patricia, Darlene — Chamberlain- 
Kennedy, Patricia, Darlene. 
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Chard, Jennifer, Joy, Nelmes — Smith, Patricia, 
Joy, Nelmes. 


Charlton, Sandra, Alterine — Bent, Sandra, 
Alterine. 

Chia, Esther — Au, Esther. 

Chipman, Susan, Mary — Vandewiel, Susan, 
Mary. 


Chung, Khai, An — Chung, Mike. 
Chung, Khai, Binh — Chung, David. 
Chung, My, Phan — Chung, Joanne. 
Chung, My, Thanh — Chung, Amy. 
Chung, Ngoc, Hue — Chung, Julie. 
Chung, Nguyen — Chung, Raymond. 


Cicchettie, Maria, Michele — Lindemann, Maria, 
Michele. 

Clifford, Nancy, Joanne — Larocque, Nancy, 
Joanne. 


Cohen, Annalee, Fay — Richler, Annalee, Fay. 

Coles, Brenda, Susan — Fraser, Brenda, Susan. 

Collett, Tracey, Victoria — Collett-Boomhour, 
Tracey, Victoria. 

Cook, Penny, Lynn — Loyst, Penny, Lynn. 

Coolidge, Patricia, Anne — McCulloch, Patricia, 
Anne. 


Coolman, Bhanumatee, Sadia —  Jagroop, 
Bhanumatee, Sadia. 

Coolman, Shanta, Yumatie — Ganesh, Shanta, 
Yumatie. 

Cordeiro Medeiros, Maria, Dolores — Henriques, 


Maria, Dolores. 

Cote, Cindy, Lou, Yvonne — Scott, Cindy, Lou, 
Yvonne. 

Creamer. Tricia, Leigh — O’Hearn, Tricia, Leigh. 

Cronier, Paul, Raoul, Clarence — Bernard, Paul, 
Raoul, Clarence. 

Cross, Lesley, Robyn — Germann, Lesley, Robyn. 

Crossey, Cindy, Anne — Plain, Cindy, Anne. 

Crossman, Linda, Lou, Ada — McKinnon, Linda, 
Lou, Ada. 

Dasilva, Anthony, Jose — Da Silva, Anthony, 
Jose, Faria, Ferra. 

Davey, Diana, Lynn — Thistle, Diana, Lynn. 

Davis, Karen, Ann — Beatty, Karen, Ann. 


Davis, Richard, Laverne — Mutton, Joseph, 
Fredrick. 
Davis, Yvonne, Sylvia — Grffioen, Yvonne, 
Sylvia. 


De Freitas, Fatima, Maria — Oton, Fatima, Maria. 
De Vries, Nancy, Sally — Darlington, Nancy, 


Sally. 
Denison, Diane, Margaret — Millar, Diane, 
Margaret. 


Dicks, Andrew, Ronald — Dicks-Reich, Andrew, 
Ronald. 

Dickson, Allan, Noel — Dickson, Allan, Bret. 

Digby, Lynn, Muriel — Channon, Lynn, Muriel. 

Dimitrievski, Mile — Dimitrovski, Michael. 

Ditoro, Fausta — Payne, Fausta. 

Dombroskie, Catherine, Ann — 
Catherine, Ann. 

Drew-Brook, Sarah, Ruth — 
Ruth. 

Dye, Wendy, Frances — Marsh, Wendy, Frances. 

Dykstra, Brenda, Joy — Bratt, Brenda, Joy. 

Dymny, Lidia — Molin, Lidia. 

Earle, Kathryn, Lynn — Whalen, Kathryn, Lynn. 


Murray, 


Renaud, Sarah, 
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Easton, Connie, Eileen — Schmidt, Connie, 
Eileen. 

Edgar, Alison, Joan — Edgar Bertoia, Alison, 
Joan. 

Eskenazi, Ronit — Eskenazi, Hanna. 

Fallon, Bronislava, Martina — 
Bronislava, Martina. 

Fallon, Byron, Lloyd — Melanson, Byron, Lloyd. 

Falzon, Mary, Rose — Walden, Mary, Rose. 

Fik, Janina — Holowko, Janina. 

Fitchett, Tracy, Lee — Ryckman, Tracy, Lee. 


Forrester, Erica, Kendra — Ross, Erica, Kendra. 


Melanson, 


Forrester, Jennifer, Eleanor-Joan — _ Ross, 
Jennifer, Eleanor. 

Fox, Brent, Jeffrey -— Fox-MacLean, Brent, 
Jeffrey. 

Franklin, Jennifer, Angela — Hofhuis, Jennifer, 
Angela. 


Franklin, Josephina, Geradina, Elisabeth, Maria — 
Hofhuis, Josephina, Geradina, Elisabeth, Maria. 
Fyfe, Janet, Maureen — Lyman, Janet, Maureen. 
Gajadhar, Jassiran — Singh, Jassiran, Karim. 
Gajadhar, Nadia, Lakshmi — Singh, Nadia. 


Ganpatt, Cassandra, Nirmala — _ Bullock, 
Cassandra, Nirmala. 
Garcia, Karla, Patricia, Yolanda, Enniquez — 


Lopez, Karla, Patricia. 

Gauthier, Lise, Renee, Marie — Roberston, Lise, 
Renee, Marie. 

Gibb, Marjory, Orr — Faion, Marjory, Orr. 

Giust, Sandra — Giust-Echlin, Sandra. 

Gobinsingh, Vidia, Beverly — Dickson, Vidia, 
Beverly. 

Golding, Angela, Annetta — Hyland, Angela, 
Annetta. 

Goodreau, William, Reiny — Gaudreau, William, 
Rene. 

Gordon, Jannette — Gordon-Anderson, Jannette. 

Gould, Susan, Elizabeth —  Maltman, Susan, 
Elizabeth. 

Grant, Jill — Maltby, Jill. 

Gratz, Edith —- Stogre, Edith. 

Green, Gary, William Van De Walle, Jeremiah, 
William. 

Green, Georgia, Ann — Bailey, Georgia, Ann. 

Grey, Patricia, Susan — Stuart, Patricia, Susan. 

Grnca, Violeta — Nemec, Violeta. 





_ Grossteiner, Maria, Anne — Barich, Maria, Anne. 


Guevara Viales, Maria, Marlene — Castro, Maria, 
Marlene. 

Guzelak, Zenia, Mary — Sopuch, Zenia, Mary. 

Habibollahzadeh, Hooshang — Zadeh, Hooshang. 

Habibollahzadeh, Saba — Zadeh, Saba. 

Habibollahzadeh, Sam — Zadeh, Sam. 


Hadfield, Lee-Ann, Joyce — Jules, Lee-Ann, 
Joyce. 

Hakien, Sheila — Assouline, Sheila. 

Hamilton, Victoria, Jean — Van Hee, Victoria, 
Jean. 

Hanke, Shrimati, Dhanashwari, Devi — Hanke, 
Preeya, Sarah. 

Hassad, Ilena — Scott, Ilena. 

Haughton, Bonnie, Louise — Montgomery, 


Bonnie, Louise. 
Helm, Diana, Frances — Bast, Diana, Frances. 
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Henriques-Janes, Clarice, Augusta, Irene — 
Morgis-Janes, Clarice, Augusta. 

Hickling, Valerie, Fay — Laws, Valerie, Fay. 

Hilborn, Nancy, Mary — Pulver, Nancy, Mary. 

Hird, Francis, Bonita — Stewart, Francis, Bonita. 

Ho, Chak-Kin — Ho, Jackin, Chak-Kin. 

Ho, Yuen, So, Chan Ho, Sue, Yuen-So. 

Hoekstra, Mildred, Florence — Hoekstra, Mickie, 
Florence. 








Hofman, Gerardus, Marinus — Hofman, Gerald, 
Mitchell. 

Hoto, Aimee, Kathleen — Minor, Aimee, 
Kathleen. 

Hoto, Beverly, Joanne — Minor, Beverly, Joanne. 

Hutchison, Rosanne, Marie — Fraser, Rosanne, 
Marie. 


Hyatt, Janet, Mary — Minaker, Janet, Mary. 

Ikeda, Naomi, Ellen — Jezioranski, Naomi, Ellen. 

Irvine, Gillian, Kelly — Van Marrum, Gillian, 
Kelly. 

James, Joan, Susan — Tanner, Joan, Susan. 

James, Kelly, Lynne — Townsend, Kelly, Lynne. 


Janzen, Lynda, Margaret — Durkin, Lynda, 
Margaret. 

Jarrett, Jacqueline, Ann — Waechter, Jacqueline, 
Ann. 

Jaworska, Lucyna, Teresa — Plocinski, Lucyna, 
Teresa. 


Joyce, Beate, Elisabeth, Hedwig — Story, Beate, 
Elisabeth, Hedwig. 

Kaplanova, Anna — Kaplan, Anna. 

Karuppiah, Sosela — Mulley, Sosela. 


Kazmierczak, Dorota, Ewa — Bogacki, Dorota, 
Ewa. 

Kentish, Dalmain, Claxton — Jackson, Dalmain, 
Claxton. 

Kerkhoven, Elizabeth, Mary — Spooner, 


Elizabeth, Mary. 
Kirouac, Lauren, Anita — Lamont, Lauren, Anita. 
Kofoed, Christine — Turner, Christine. 
Koyama, Susan, Sumiko — Impey, Susan, Sumiko. 
Kukemueller, Diane — Adam, Diane. 
Kwan, Mee-Fung — Ng, Mee-Fung. 
Laamanen, Anna, Melissa — 
Melissa. 
Lacroix, Lorrie, Ann — McDougall, Lorrie, Ann. 
Lam, Corina, Mei, Ling — Tani, Corina, Mei, 


Kelly, Anna, 


Ling. 

Lambert, Michelle, Dawn — Meikle, Michelle, 
Dawn. 

Lambruschimi, Nancy, Lily — Stockdale, Nancy, 
Lily. 


Landrigan, Johanne — Diotte, Johanne. 
Large, Janet, Sheila — Burgess, Janet, Sheila. 


Laroche, Catherine, Paula — Lacroix, Catherine, 
Paula. 

Laverty, Kim, Vera, Mary — Perrier, Kim, Vera, 
Mary. 

Lavigne, Marie, Claudette, Lisette — Menotti, 


Marie, Claudette, Lisette. 
Lavigueur, John, Richard, Alan — Lavigor, John, 
Richard, Alan. 


Laviolette, Norman, Abraam — _ Davidson, 
Norman, Abraam. 
Le Couvie, Marie, Constance, Florence — St 


Louis, Marie, Constance, Florence. 
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Lee, Chi, Ho — Lee, Wilson, Chi, Ho. 
Lee, Wai, Yin — Lam, Wai, Yin. 
Lelievre, Marla, Caron — Joyce, Marla, Caron. 


Lemieux, Jean, Louis, Serge, Erik — Panthera, 
RikyEire. 

Lendrum, Lee-Ann, Louise — Blondeau, Lee- 
Ann, Louise. 

Lichti, Reginald, Percy — Bender, Reginald, 


Percy. 

Lloyd, Susan, Anne — De Forest, Susan, Anne. 

Locke, Susan, Jean — Delicata, Susan, Jean. 

Ly, A-Hoy — Lee, Jimmy. 

Ly, Nam — Lee, Nam. 

Ly, Oy, Kheng — Lee, Katie. 

Ly, Teng-Hoy — Lee, Patrick. 

Ly, Xao, Kheng — Lee, Susan. 

Ly, Yin-Hoy — Lee, Brian. 

Ly, Yok, Yeng — Lee, Yok, Yeng. 

Ly, Yuy, Hoy — Lee, Yuh. 

Lyman, Joanne, Catherine — 
Catherine. 

Mannen, Susan, Lynn — McClay, Susan, Lynn. 

Marinucci, Anna — D’Amario, Anna. 

Marsh, Gregory, Paul — Malley, Gregory, Paul. 

Martyn, Joanne, Marie — Kirkham, Joanne, 
Marie. 

Mason, Lori — Lee, Lori. 

McDevitt, Shelley, Ann — Wilson, Shelley, Ann. 

McIntee, Robert, Wesley, Earl — Minor, Robert, 
Wesley, Earl. 

McLennan, Marie, Therese, Carmel, Lynn — De 
Haan, Marie, Therese, Carmel, Lynn. 

McLean, Carol-Lee — Dobson, Carol-Lee. 

McNabb, Elizabeth, Mary — Attrux, Elizabeth, 
Mary. 

McNairn, Judith, Ann — McTaggart, Judith, Ann. 

Mears, Melody, Jon, Cleopatra — Hill, Melody, 

Cleopatra. 

Meier, Vera, Christina — Joch, Vera, Christina. 

Mendes, Sandra, Leonor, Baioa, Vaz Pereira — 

McClure, Sandra, Leonor, Baioa, Vaz, Pereira. 





Powell, Joanne, 





Merkley, Brian, Leonard — Viscount, Brian, 
Roland. 

Mesquita, Florentina, Jorge — Lopes, Florentina, 
Jorge. 

Mewhiney, Kimberly, Anne — _ Nicklasson, 


Kimberly, Anne. 
Miedema, Elizabeth, Anne — Reynolds, Elizabeth, 
Anne. 


Miller, Lori, Elizabeth — Miller-Wells, Lori, 
Elizabeth. 

Milner, Patrick, William — Riley, Ken. 

Milnes, Sarah, Helen — Jacobs, Sarah, Helen. 

Mochan, Karin — Carberry, Karin. 

Moher, Kathlyn, Teresa — Schoon, Kathlyn, 
Teresa. 

Mol, Emilia — Mol-Misri, Emilia. 

Molenaar, April, Elizabeth — Spencer, April, 
Elizabeth. 

Monroe, Pamela, Maxine — Pols, Pamela, 
Maxine. 


Montesano, Ivy, Lee — Medwid, Ivy, Lee. 

Moore, Hyacinth, Elizabeth — Pierre, Hyacinth, 
Elizabeth. 

Moore, Lisa, Anne — McNamee, Lisa, Anne. 
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Morden, Catherine, Jean — Smalling, Catherine, 
Jean. 

Morvay, Corey, James — Elsing, Adam, Corey. 

Morvay, Jessica, Ashley — Elsing, Ashley, Jessica. 

Mossey, Marion, Michaeline — Mossey, Marianne, 
Michaeline. 

Moxon, Randa, Lorraine — Lattanville, 
Lorraine. 

Muller, Patrick, Peter — Tryon, Patrick, Peter. 

Murdock, Michele, Elizabeth Burns, Michele, 


Randa, 





Elizabeth. 

Muthiah, Ranjithamalar — _  Krishnanandan, 
Ranjithamalar. 

Mycroft, Melody, Marie — Mycroft, Melodia, 
Marie. 


Nadarajah, Nanthini — Sivapatham, Nanthini. 
Nastaj, Agnieszka — Czapiga, Agnes. 





Nestorowich, James, Melvin — Nestor, James, 
Melvin. 
Newsome, Christina, Elizabeth, Paige — Imola, 


Christina, Elizabeth, Paige. 
Nguyen, Cao, Hung — Phan, Cao, Hung. 
Nobrega, Goretti — De Frias, Goretti. 
Nolet, Josee, Anne, Lydia Buck, Josee, Anne, 
Lydia. 
Nowlan, Patricia, Ann — Smith, Patricia, Ann. 
O’Bomsawin, Carol-Anne, Marilyn — O’Malley, 
Carol-Anne, Marilyn. 





Orellana, Fluvia, Amparo, Carias — Aguilar, 
Fluvia, Amparo, Carias. 
Pacheco, Lucia, Fatima, Damasio — _ Pacheco 


Pimentel, Lucia, Fatima, Damasio. 
Panczyk, Kimberley, Anne — Gibson, Kimberley, 
Anne. 


Panduro-Hansen, Stefanie, Maria — Edmonds, 
Stefanie, Maria. 

Paquette, Yolanda, Lynn — Luesink, Yolanda, 
Lynn. 

Parent, Estelle, Melodie —  Brazeau, Estelle, 
Melodie. 


Pauhl, Angela, Marie — Pahl, Angela, Marie. 

Paul, Lynette — Ceres, Lynette. 

Pauwels, Sandra, Yvonne — 
Yvonne. 

Pearson, Kathleen, Jeanette — Johnson, Kathleen, 
Jeanette. 

Peckover, Heather, Mae — West, Heather, Mae. 

Penfound, Teri, Elizabeth — Landry, Teri, 
Elizabeth. 

Pettit, Carol, May — Catt, Carol, May. 

Petty, Doris, Edna, Mae Demille, Doris, Edna, 
Mae. 

Pflanz, Barbara, Lynn — Moat, Barbara, Lynn. 

Phillips, Sandra, Freda — Osborne, Sandra, Freda. 

Pilon, Donna, Lynn, Marie — Primeau, Donna, 
Lynn, Marie. 

Polak, Sandra, Jane — Charlton, Sandra, Jane. 

Potvin, Joy, Mona — Wirta, Joy, Mona. 

Pretty, Donna, Marie — Rowsell, Donna, Marie. 


Sinclair, Sandra, 





Puckett, Jeanne, Marie, Olive — Cable, Jeanne, 
Marie, Olive. 

Purcell, Judy, Ann — Dempsey, Judy, Ann. 

Quinn, Antoinette, Ernestina — Noyce, 


Antoinette, Ernestina. 
Racine, Marilyn, Lois — Peterson, Marilyn, Lois. 
Rahaman, Fareeda — Rahaman-Taunt, Fareeda. 
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Ramkissoon, Roxanne, Marsha, Jacob — Rjacob, 
Roxanne, Shavonne. 

Rampersaud, Doreen — Harinandan, Doreen. 

Rankin, Margerie, Florie — Bates, Margerie, 
Florie. 

Raucamp, Margarete — Hampton, Margarete. 

Rawe, Donna, Lenore — Gulas, Donna, Lenore. 

Rawson, Charles, Harry — Rawson, Charles, 
Christopher. 

Rebelo, Maria, De Fatima, Furtado — De Melo, 
Maria, De Fatima, Furtado. 

Richards, Patricia, Christine — McGinn, Patricia, 
Christine. 

Riebow, Dagmar — Svarc, Dagmar. 

Rigby, Moire, Ann — Balzan, Moire, Ann. 

Ritter, Karen, Ann — Bandy, Karen, Ann. 

Ritter, Lorrie, Lynne — Mackey, Lorrie, Lynne. 

Rizkallah Isak, Mona — Effat, Mona. 

Rose, Tracy, Ann — Washer, Tracy, Ann. 

Rosenbaum, Rhoda, Mona — Pitcher, 
Mona. 

Rossi, Mina, Anna — James, Mina, Anna. 

Samsair, Jina, Annie — Balaban, Jina, Annie. 


Rhoda, 


Sanbeer, Tagenarine, Sawh — Sawh, Ronald, 
Tagenarine. 

Sanjana, Victoria, Ruth — Kashiyama, Victoria, 
Ruth. 

Schmidt, Karen, Eileen — Lefebvre, Karen, 
Eileen. 


Sedore, Pamela, Grace — Wayte, Pamela, Grace. 

Settle, Crystal, Jean, Delorme — Tye, Crystal, 
Jean, Delorme. 

Sexsmith, Margaret — Rose, Margaret. 

Shallow, Nicole, Allison — _ Jacobs, 
Allison. 

Shapira, Eden, Donato — Angeles Shapira, Eden. 

Shaw, Rory, John — De Brouwer, Rory, John. 

Shillington, Catherine, May — _ Harrington, 
Catherine, May. 

Shortt, Kelly, Lyn — Patterson, Kelly, Lyn. 

_ Shperuk, Amy, Lee, May — Nixon, Amy, Lee, 


Nicole, 


May. 

Siebenga, Esther, Jane — Steenland, Esther, Jane. 

Siemon, Gayle, Marie — Siemon-Ahrens, Gayle, 
Marie. 

Simacov, Israel — Simacov, Izzy. 

Simpson, Denise, Anne — Palomba, Denise, 
Anne. 


Singh, Mangal, Deolal — Deolal, Mangal, Singh. 

Sinnige, Jo-Anne, Glades — Sinnige-Egger, Jo- 
Anne, Glades. 

Slade, Susan, Elizabeth — Chin, Susan, Elizabeth. 


Smith, Jo-Anne, Marie — Munday, Jo-Anne, 
Marie. 

Snyder, Lisa, Lee — Prong, Lisa, Lee. 

So, Ching Lin — Trieu, Ching Lin. 

So, Evelyn, Uy — So-Chow, Evelyn, Uy. 

Socci, Carmelina, Lucia — Overholt, Carmelina, 


Lucia. 
Southgate, Elizabeth, Arlene — Southgate-Rogers, 
Elizabeth, Arlene. 
Speranza, Margherita — Scarcello, Margherita. 
St Pierre, Gail, Annette — Mossey, Gail, Annette. 
Stevens, Leslie, Vermell — Poole, Leslie, Vermell. 
Stewart, Anthony, Clark — Ford, Anthony, Clark, 
Stewart. 
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Stirpe, Maria, Assunta — Maria, 
Assunta. 

Stoikoff, Ellen — Radic, Ellen. 

Sugars, Pauline, Anne — King, Pauline, Anne. 

Suk, Bruno, John — Bruno, Adam, John. 

Suk, Mari-Ann — Bruno, Mari-Ann. 

Swami, Rachana — Tolia, Deepa, Rachana. 

Tan, Deguang — Tam, Dup, Koun, Brandon. 

Tan, Shiya — Tam, Shee, Yar, Sarah. 

Tan, Shuquiong — Ho Tam, Sook, King. 

Tan, Zhao, Hui — Tam, Sheu, Fai. 

Teskey, Kevin, Edmund — Steel, Kevin, Edmund. 

Thinel, Jacqueline, Anne — __ Bittschwam, 
Jacqueline, Anne. 

Thompson, Angela, Mae — Hutton, Angela, Mae. 

Tinamisan, Milagros, M. — Uniana, Milagros, M. 


Decuzzi, 


Todd, Susan, Elizabeth — Courtney, Susan, 
Elizabeth. 

Tomlinson, Barbara, Joan — Graham, Barbara, 
Joan. 

Tomlinson, Sharon, Ann — Johnston, Sharon, 
Ann. 

Tucker, Marie, Sylvia — Theriault, Marie, Sylvia. 

Tyrala, Beata, Helena — Tyrala-Grenier, Beata, 
Helena. 

Vaidya, Renu, Ajit — Khan,  Rehana, 
Naseerunissa. 

Valente, Maria, Da Gloria — Valente Ferreira, 


Maria, Da Gloria. 

Van Lochem, Linda, Joann — Darkes, Linda, 
Joann. 

Vandayar, Thilama — Pillay, Thilama. 


Vandergeest, Brandy, Michelle — _  Legrow, 
Brandy, Michelle. 

Vandusen, Jake, William, Garnet — Donahue, 
Jake, William. 

Visconti, Rosaria, Maria — Allain, Rosaria, 
Maria. 


Waechter, Gladys, Theresa — Waechter, Rhoda, 
Ann. 

Waite, Fred, Peter — Waite, Michael, Peter. 

Walker, Elizabeth, Jane — Jones, Elizabeth, Jane. 

Walker, Mary, Michael — De Montbrun, Mary- 
Michael. 

Wall, Donna, 
Georgina. 

Wallace, Margaret, Eleanor — Dziuk, Margaret, 
Eleanor. 


Georgina — Phoenix, Donna, 


Waltz, Elizabeth, Renee — Munroe, Elizabeth, 
Renee. 

Warner, Lynette, Marie — McFee, Lynette, 
Marie. 

Warren, Nancy, Margaret — Palermo, Nancy, 
Margaret. 


Warwick, Dale, Manzi, Victoria — Boesten, Dale, 
Manci, Victoria. 

Weaver, Karen, 
Louise. 

Weston, Ruth — Keasey, Ruth. 

Whitley, Gail, Elaine — Morgan, Gail, Elaine. 


Louise — Lambert, Karen, 


Whyte, Andrea, Lynn — Bradshaw, Andrea, 
Lynn. 
Williams, Evelyn, Holley —  Williams-Keeler, 


Evelyn, Holley. 
Williams, Sandra, Lynn — Worth, Sandra, Lynn. 
Williams, Sonia, Ann — Beasley, Sonia, Ann. 
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Wilson, Kim, Marie — Dibbits, Kim, Marie. 

Wilson, Thomasena, Heather — Flood, 
Thomasena, Heather. 

Wilson-Sleet, Jean, Dorothy — Alford, Jean, 
Dorothy. 


Woldegherghis, Woldeghebriel, Araya — Araia, 
Gabriel. 
Wong, Shi, Seung — LaFortune, Shi, Seung. 





Woolley, Barbara, Dianne Woolley-Guest, 
Barbara, Dianne. 

Wright, Sharon, Margaret — McKay, Sharon, 
Margaret. 


Yao, Xin — Fong, Xin. 

Young, Jane, Elizabeth — Patrie, Jane, Elizabeth. 

Young, Lori-Ann, Stacey — Partington, Lori-Ann, 
Stacey. 

Zak, Anna, Grazyna — Brunka, Anna, Grazyna. 

Zamanis, Mary — Retsos, Maria. 

Zarkovich, Martha, Mary — Broz, Martha, Mary. 


Zimmerman, Melissa, Kaye — Osborne, Melissa, 
Kaye. 
Zulak, Karen, Pauline — St Godard, Karen, 


Pauline. 


Dated this 27th day of July, 1990. 


CAROLYNN LA CHAPELLE, 


(4505) 33 Deputy Registrar General. 


Orders in Council/Décrets 
O.C. 1941/90 


On the recommendation of the undersigned, the 
Lieutenant Governor, by and with the advice and 
concurrence of the Executive Council, orders that 


1. The portions of highway in the City of Scar- 
borough, in the Municipality of Metropolitan 
Toronto, under the jurisdiction and control of the 
Ministry of Transportation and Communications, 
shown as: 


— PARTS 1 AND 2 on Ministry Plan P-2310-232, 
filed with the Administrative Services Office 
of the Ministry at Toronto on the 25th day of 
June, 1990 and being; 


— Part of Lot 35, Ranges 2 and 3, Broken Front 
Concessions; and being part of the original 
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road allowance between Range 2, Broken 
Front Concession and Range 3, Broken Front 
Concession, in Front of Lot 35, of the Geo- 
graphic Township of Pickering, shown as 
PART 1 on a Plan of Survey P-2310-233 being 
a Reference Plan deposited in the Land Reg- 
istry Office for the Registry Division of 
Toronto Boroughs as Plan 64R-12548; 


be designated as the King’s Highway, as a con- 
trolled-access highway and/or transferred as 
described below: 


(a) PART 1 on Ministry Plan P-2310-232 be desig- 
nated as the King’s Highway, pursuant to sec- 
tion 7 of the Public Transportation and High- 
way Improvement Act, R.S.O. 1980, chapter 
421 as amended; 


PART 2 on Ministry Plan P-2310-232 be desig- 
nated as a controlled-access highway, pursuant 
to section 36 of the Public Transportation and 
Highway Improvement Act, R.S.O. 1980, 
chapter 421 as amended; 


(c) (i) PART 1 on Ministry Plan P-2310-232 and 
(ii) PART 1 on Ministry Plan P-2310-233 


(b) 


be transferred to the City of Scarborough and be 
vested in and under the jurisdiction and control of 
the City of Scarborough on and after the day on 
which this Order is approved, pursuant to subsec- 
tion 29 (4) of the Public Transportation and High- 
way Improvement Act, R.S.O. 1980, chapter 421 
as amended; and 


2. The designation of the above-mentioned high- 
way as a controlled-access highway contained in 


' Schedule 17 to Reg. 399, R.R.O. 1970 be amended 


sO as to cease to apply to the portion of highway 
shown as PART 1 on Ministry Plan P-2310-233. 


Recommended WILLIAM WRYE, 
Minister of Transportation. 
Concurred MURRAY J. ELSTON, 


Chairman. 


Approved and Ordered, July 27, 1990. 
LINCOLN M. ALEXANDER, 


(4507) 33 Lieutenant Governor. 


Applications to Provincial Parliament—Private Bills 
Demandes au Parlement provincial—Projets de loi d’intérét privée 


PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for Private Bills are set out in the 
Standing Orders of the Legislative Assembly. Copies of the Standing Orders may be obtained from: 


f 
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The Office of the Clerk of the Legislative Assembly 
Room 1521, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/963-1300 (Collect calls will be accepted. ) 


Applicants should note that consideration of applications for Private Bills that are received after the first 
day of September in any calendar year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS. 
(8699) T.F.N. Clerk of the Legislative Assembly. 


Petitions to Provincial Parliament/Pétitions au Parlement provincial 


; Extract from the Standing Orders respecting petitions 


35. (c) Every petition shall: 
(1) be addressed to the Parliament, Legislature or Legislative Assembly of Ontario; 


(11) contain a clear, proper and respectful request that the House take some action within its 
authority; 


(iil) be written, typewritten or printed, without erasures or insertions; 


(iv) have its request appear at the top of every sheet, if it consists of more than one sheet of 
signatures; and 


(v) contain the names, addresses and original signatures written directly on the face of the 
petition and not pasted thereon or otherwise transferred to it. 


(d) Every member presenting a petition shall ensure that the petition conforms with the Standing 
Orders. 


(e) The signature of every member presenting a petition shall be affixed to the petition. 
Further information with respect to petitions may be obtained from: 


Journals Branch 

Room 110, Legislative Building 
Queen’s Park 

Toronto, Ontario 

M7A 1A2 


Telephone: 416/965-1406 
(Collect calls will be accepted.) 


SAMPLE FORM FOR PETITIONS 
PETITION 
TO The Parliament/Legislature/Legislative Assembly (choose one) of Ontario: — 
WHEREAS (preamble if required) 


WHEREAS (preamble if required) 


I/We the undersigned petition the Parliament/Legislature/Legislative Assembly (choose one) of Ontario as 
follows: — 
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(Text of Petition) 


Name (printed) 


(4268) T.F.N. 


Applications to Provincial 
Parliament 
Demandes au Parlement 
Provincial 
GILFORD LAND DEVELOPMENT CO. LIMITED 


Notice Is HEREBY GIVEN that on behalf of 
Gilford Land Development Co. Limited application 
will be made to the Legislative Assembly of the 
Province of Ontario for an Act reviving the corpo- 
ration. 


The application will be considered by a Standing 
Committee on Regulations and Private Bills. Any 
person who has an interest in the application and 
who wishes to make submissions, for or against the 
application, to the Standing Committee on Regula- 
tions and Private Bills should notify, in writing, the 
Clerk of the Legislative Assembly, Queen’s Park, 
Toronto, Ontario M7A 1A2. 


Dated at Toronto, this Ist day of July, 1990. 


BRIAN MCDONOUGH, 

on behalf of the Applicant, 

Gilford Land Development Co. 
Limited 


CITY OF YORK 


NOTICE OF APPLICATION FOR SPECIAL 
LEGISLATION 


Notice Is HEREBY GIVEN that on behalf of The 
Corporation of the City of York, application will 
be made to the Legislative Assembly of the Prov- 
ince of Ontario for an Act granting the Corpora- 
tion of the City of York certain powers and impos- 
ing certain duties regarding its Board of Health as 
follows: 


(6855) 31 to 34 


1. the Council of the City of York shall stand in 
the place of its Board of Health in respect of the 
appointment, reappointment and dismissal of the 
Medical Officer of Health; and 


2. the Council of the City of York shall provide 
to its Board of Health such employees of the City 
including public health nurses that it considers nec- 
essary to carry out the functions of the Board of 
Health; and 


3. the Council of the City of York shall appoint 
the auditor of its Board of Health. 


This application will be considered by the Stand- 
ing Committee on Regulations and Private Bills. 
Any person who has ‘an interest in the application 
and who wishes to make submissions, for or 
against the application, to the Standing Committee 


Address (printed) 


Signature 


CLAUDE L. DESROSIERS, 
Clerk of the Legislative Assembly. 


of Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, — 
Queen’s Park, Toronto, Ontario M7A 1A2. 


Dated at Toronto, this 2nd day of August, 1990. 
THE CORPORATION OF 
THE CITY OF YORK, 


GEORGE McQ. BARTLETT, 


(6896) 32 to 35 City Solicitor. 


Corporation Notices 
Avis relatifs aux compagnies 


KEN HILL INSURANCE BROKER LTD. 


Notice Is HEREBY GIVEN that Ken Hill Insur- 
ance Broker Ltd. intends to dissolve pursuant to | 
the Business Corporations Act, 1982. | 


Dated this 20th day of July, 1990. 


SCOTT CREIGHTON, 


(6938) 33 President. 


BEEMANS SUPPLY INC. 


Notice Is HEREBY GIVEN that Beemans Supply © 
Inc. intends to dissolve pursuant to the Business 
Corporations Act, 1982. | 


Dated this 2nd day of August, A.D. 1990. 


REG BEECH, 


(6939) 33 President. 


86074 ONTARIO LIMITED 


Notice Is HEREBY GIVEN that 86074 Ontario | 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Owen Sound, this 26th day of June, | 
1990. 


CLAYTON STOUT, 


(6940) 33 President. 


403132 ONTARIO LIMITED 


Notice Is HEREBY GIVEN that 403132 Ontario | 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this Ist day of August, 1990. 


LAWRENCE MIOTTO, 


(6941) 33 President. 
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ROGER HARRIS LIMITED 


Notice Is HEREBY GIVEN that Roger Harris 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Stratford, this 2nd day of August, 
1990. 


W. ROGER HARRIS, 


(6942) 33 President. 


695063 ONTARIO INC. 


Notice Is HEREBY GIVEN that 695063 Ontario 
Inc. intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated at Scarborough, this 15th day of August, 
1990. 


ELAINE RONCALLI, 


(6943) 33 Secretary. 


SPRINGBANK DAYCARE CENTRES INC. 
Notice Is HEREBY GIVEN that Springbank Day- 


| care Centres Inc. intends to dissolve pursuant to 
_ the Business Corporations Act, 1982. 


Dated at Oakville, this 23rd day of July, 1990. 


MARLENE JOYCE RIZZUTO, 


(6944) 33 President. 


PABISHEETS INVESTMENTS LIMITED 


Notice Is HEREBY GIVEN that Pabisheets Invest- 
ments Limited intends to dissolve pursuant to the 


| Business Corporations Act, 1982. 


(6945) 33 


GALTBOLL INVESTMENTS LIMITED 


Notice Is HEREBY GIVEN that Galtboll Invest- 


_ ments Limited intends to dissolve pursuant to the 


Business Corporations Act, 1982. 
Dated at Willowdale, this 18th day of June, 


| 1990. 


ARTHUR ROBERTSON, 


(6946) 33 President. 


MATTICE LUMBER COMPANY LIMITED 


Notice Is HEREBY GIVEN that Mattice Lumber 
Company Limited intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated this 17th day of May, 1990. 


MAURICE GAGNON, 


(6947) 33 Secretary. 


R & A RIEXINGER LIMITED 


Notice Is HEREBY GIVEN that R & A Riexinger 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Toronto, this 27th day of July, 1990. 


ROLF RIEXINGER, 


(6948) 33 Secretary. 
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GOLDWINGS CONSTRUCTION GROUP INC. 
Ontario Corporation #873994 

Notick Is HEREBY GIVEN that Goldwings Con- 
struction Group Inc. Ontario Corporation #873994 
intends to dissolve pursuant to the Business Corpo- 
rations Act, 1982. 

Dated at Toronto, this 7th day of August, 1990. 
(6949) 33 


DUSTAR MANAGEMENT SERVICES LTD. 


Notice Is HEREBY GIVEN that Dustar Manage- 
ment Services Ltd. intends to dissolve pursuant to 
the Business Corporations Act, 1982. 

Dated at Ottawa, this 12th day of July, 1990. 

VERAUBLEIN; 
(6950) 33 President and Director. 


NALGAR INVESTMENTS LIMITED 


Notice Is HEREBY GIVEN that Nalgar Invest- 
ments Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 

Dated this 31st day of July, 1990. 

(6951). (33 


PEDERSEN’S STORE EQUIPMENT & SUPPLIES 
LIMITED 


Notice Is HEREBY GIVEN that Pedersen’s Store 
Equipment & Supplies Limited intends to dissolve 
pursuant to the Business Corporations Act, 1982. 

Dated this Ist day of August, 1990. 

(6952) 33 


BERTRAND CONCRETE STAMPING INC. 


Notice Is HEREBY GIVEN that Bertrand Con- 
crete Stamping Inc. intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated this 30th day of July, 1990. 
(6953) 33 J. R. MICHEL BERTRAND. 


KEN’S AUTO BODY (OWEN SOUND) LIMITED 


Notice Is HEREBY GIVEN that the shareholders 
of Ken’s Auto Body (Owen Sound) Limited have 
authorized that the Corporation be dissolved by a 
special resolution consented to in writing by all the 
shareholders on the 3rd day of August, 1990. 


Dated this 3rd day of August, 1990. 


KENNETH WILLITON. 
(6954) 33 


CABLE SOLUTIONS INC. 


Notice Is HEREBY GIVEN that Cable Solutions 
Inc. intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated at Toronto, this 3rd day of August, 1990. 


By their solicitors, 


(6955) 33 McLEAN & KERR. 
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529653 ONTARIO LIMITED 


Notick Is HEREBY GIVEN that 529653 Ontario 
Limited intends to dissolve pursuant to. the 
Business Corporations Act, 1982. 


Dated at Toronto, this 3lst day of July, 1990. 


J. BOSSCHART, 


(6956) 33 Secretary. 


841548 ONTARIO INC. 


Notice Is HEREBY GIVEN that 841548 Ontario 
Inc. intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated at Toronto, this 6th day of July, 1990. 


PETER A. LOVE, 


(695 7)) 353 Secretary. 


POLAR CHEMICAL INDUSTRIES LIMITED 


Notice Is HEREBY GIVEN that Polar Chemical 
Industries Limited intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated at Richmond Hill, this 3lst day of July, 
1990. 


M. E. BOTELHO, 


(6958) 33 Secretary. 


PAFCO INSURANCE COMPANY LIMITED 


Notict Is HEREBY GIVEN that upon motion duly 
made, seconded and carried unanimously, it was 
resolved as a special resolution passed at a meeting 
held on July 12, 1990 that the number of directors 
of the Corporation be increased from three (3) to 
five: (3). 


Dated this 12th day of July, 1990. 


JOHN THOMPSON, 


(6959) 33 Secretary. 


WILLIAM (FRANK) TRUDELL LIMITED 


Notict Is HEREBY GIVEN that William (Frank) 
Trudell Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Windsor, this 2nd day of August, 1990. 


WILLIAM F. TRUDELL, 


(6960) 33 Secretary. 


FRANK ROWLAND REALTY (1990) LIMITED 


TAKE Notice that at a special general meeting 
of the shareholders of the above Corporation held 
on the 27th day of July, 1990, a resolution was 
passed requiring the voluntary winding up of the 
above Corporation pursuant to section 192 (1) of 
the Ontario Business Corporations Act and 
appointing the undersigned as liquidator. 
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Dated at Toronto, this 7th day of August, 1990. 


DELOITTE & TOUCHE INC., 
Liquidator, 
Suite 1000, 
95 Wellington Street West, 


(6961) 33 Toronto, Ontario MSJ 2P4. 


GYR PROPERTIES LIMITED 


Notice Is HEREBY GIVEN that GYR Properties 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 16th day of July, 1990. 


G. WAYNE SOUIBB, 


(6968) 33 Secretary-Treasurer. 


397339 ONTARIO LIMITED 


Notice Is HEREBY GIVEN that 397339 Ontario 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 8th day of July, 1990. 
(6969) 33 


ANBEN CONTRACTING LTD. 


TAKE NOTICE that a special resolution rquiring 
the Corporation to be wound up voluntarily and 
appointing John Spencer and Benedict Kan as 
liquidator, was passed by the shareholders of the 
Corporation on the 3lst day of July, 1990. 


AND FURTHER TAKE NOTICE that if you have 
any claim against the Corporation, proof of claim 
must be filed with the liquidator within thirty days 
of the date of this Notice, after which time the 
property of the above Corporation will be distrib- 
uted among the persons entitled thereto, having 
regard to the claims of which the liquidator then 
has notice. 


The address for service is c/o Rainer & Wood, 
Barristers & Solicitors, 330 Bay Street, Suite 700, 
Toronto, Ontario MSH 2S8. 


Dated this 31st day of July, 1990. 


JOHN SPENCE, 


(6970) 33 BENEDICT KAN. 


Notice to Creditors 
Avis aux créanciers 
ESTATE OF DAVID ALEXANDER CHEVERIE 


All claims against the Estate of David Alexander 
Cheverie, late of Brampton, Province of Ontario, 
who died on or about the 8th day of February, 
1990, in Toronto, Province of Ontario, must be 
filed with the undersigned personal representative 
on or before the I1lth day of January, 1991; there- 
after, the undersigned will distribute the assets of 
the said Estate, having regard only to the claims 
then filed. 











July, 1990. 

CARR, STEVENSON & 

MAcKay, 

Barristers & Solicitors, 

50 Water Street, 

P.O) ..BOx vo223 

Charlottetown, P.E.I. CIA 7L1, 
(6887) 31 to 33. Telephone: (902) 892-4156. 


INSTHE ESTATE OF HAROLD 
BLATHERWICK, DECEASED 


All claims against the Estate of Harold Blather- 
wick, late of the City of Toronto in the Municipal- 
ity of Metropolitan Toronto, who died on or about 
April 30, 1990, must be filed with the undersigned 
personal representative on or before October 1, 
1990 thereafter the undersigned will distribute the 
assets of the Estate having regard only to the 
claims then filed. 


Dated at Toronto, this 3rd day of August, 1990. 


ALICE HAZEL BLATHERWICK, 
LEONARD BLATHERWICK, 

Administrators by their 
solicitor, 

Willa Joan Corse, 

78 Shields Avenue, 

(6964) 33 to 35 Toronto, Ontario MSN 2K4. 


IN THE ESTATE OF ROBERT FRANCIS 
BORLAND COOLEY, DECEASED 


All claims against the Estate of Robert Francis 
Borland Cooley, late of the City of Toronto in the 
|| Municipality of Metropolitan Toronto, who died on 
| or about April 24, 1990, must be filed with the 
| undersigned on or before October 1, 1990, there- 
| after the undersigned will distribute the assets of 
ie Estate having regard only to the claims then 
| 





filed. 


Dated at Toronto, this 3rd day of August, 1990. 

| FRANCES JANE COOLEY, 
| MARGARET ANN COOLEY, 
MARY LOUISE OAKES, 
| Trustees by their solicitor, 
Willa Joan Corse, 
78 Shields Avenue, 

(69654) 33 to 35 Toronto, Ontario M5N 2K4. 


Dissolutions of Partnership 
| Dissolution de sociétés 
| 





FULTON DIESEL 


Notice Is HEREBY GIVEN that the partnership 
known as Fulton Diesel formed between Mark 
Andrew Csatary and Valerie Diane Burrell has 
| been dissolved effective August Ist, 1990. 


_ Dated this Ist day of August, 1990. 
| (6962) 33 
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Dated at Charlottetown, in Queens County, 
Province of Prince Edward Island, this 18th day of 


4637 


HILBORN ELLIS GRANT 


Notice pursuant to The Partnership Act. R.S.O. 
1980, c. 370, subs. 36 (2). 


TAKE Noticr that Michael H. Murnaghan is no 
longer a partner of the firm Hilborn Ellis Grant 
and that no action on his part is to be construed as 
binding upon the remaining partners of the firm. 


Dated this 11th day of July, 1990. 
(6963033 


Miscellaneous Notices 
Avis divers 


CORPORATION OF THE TOWNSHIP OF 
TECUMSETH 


OZMAN PRIVATE CEMETERY 


Notice Is HeEREBY GIVEN that the cemetery 
known as the Ozman Private Cemetery, located on 
lands owned by William John and Margaret Jean 
Brethet, with a municipal address of R.R. #3, Tot- 
tenham, Ontario and more particularly described 
as Part North Half Lot 20, Concession 5, in the 
Township of Tecumseth, in the County of Simcoe, 
is the subject of an application for closure where- 
upon no further interments shall take place 
therein. 


AND Notice Is HEREBY GIVEN pursuant to Sec- 
tion 59 of the Cemeteries Act, Revised Statutes of 
Ontario, 1980, Chapter 59, that application will be 
made to the Lieutenant Governor in Council for 
an Order directing that the remains, headstones 
and markers in said cemetery be removed there- 
from in accordance with the provisions of said Act. 


AND FURTHER Notict Is HEREBY GIVEN that it 
is the intention of The Corporation of the Town- 
ship of Tecumseth, owner of the Cemetery pursu- 
ant to Section 62 of the Cemeteries Act, to remove 
the remains, the headstones and markers to St. 
John’s Anglican Church Cemetery at the South 
Part of Lot 17, Concession 6, in the Township of 
Tecumseth, County of Simcoe, where they will be 
re-interred in a common grave and the headstones 
and markers will be reassembled in a cairn at the 
site. 


Dated at Beeton, this 13th day of July, 1990. 


CORPORATION OF THE 
TOWNSHIP OF TECUMSETH, 


PATRICIA M. MIDDLEBROOK, 
AMCT, 

Deputy-Clerk, 

PO): Box 220" 

Beeton, Ontario LOG 1A0. 


(6817) *30'to"33 


Sheriffs’ Sales of Lands 
Ventes de terrains par le shérif 


UNDER AND By VIRTUE OF a Writ of Seizure 
and Sale issued out of the Supreme Court of 
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Ontario wherein the Bank of Montreal is the plain- 
tiff and Brenda M. Vancoughnett is the defendant 
and to me directed against the real and personal 
property of the said Brenda M. Vancoughnett, I 
have seized and taken in execution all the right, 
title, interest of the said Brenda M. Vancoughnett 
in and to the following described property:— 


Those lands and premises located in the follow- 
ing municipality, namely in the City of Windsor, in 
the County of Essex and the Province of Ontario, 
and being composed of Lot 132, according to regis- 
tered Plan 1140, in the City of Windsor, in the 
County of Essex and Province of Ontario. 


The property is municipally known as: 2509 


Alexis Road, in the City of Windsor. 


On the premises there is said to be a 1'/2 story 
frame building. 


All of which said right, title, interest and equity 
of redemption of said Brenda M. Vancoughnett in 
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the said real property I will offer for sale by public 
auction at my office in the Court House, 245 
Windsor Avenue, Windsor, Ontario on Monday, 
September 24, 1990 at 11.00 a.m. 


Dated at Windsor, Ontario this 3rd day of 
August, 1990. 


TERMS: Cash or certified cheque. 
Deposit 10% of bid price at time of sale. 
Ten days to arrange financing. 
Delivery only on payment in full. 


No employee of the Ministry of the Attorney 
General may purchase any goods, chattels, lands or 
tenements exposed by a Sheriff for sale under legal 
process, either directly or indirectly. 


This sale is subject to cancellation up to time of 
sale without any further notice. 
DaviD J. C. MONTAGUE, 


(6966) 33 Sheriff, County of Essex. 


Sales of Lands for Tax Arrears by Public Auction 
Ventes de terrains aux encheres publiques pour arriérée d’impot 


MUNICIPAL TAX SALES ACT, 1984 


THE CORPORATION OF THE TOWNSHIP OF HARWICH 


TAKE Notice that the land(s) described below will be offered for sale by public auction at 
1.30 o’clock in the afternoon on the 11th day of October, 1990 at The Township of Harwich Municipal 


Centre, 1000 Highway 40 South. 


Minimum 
Description of Land(s) Bid 

1. Roll No. 6-383 Part of Lot 15, Plan 109, Southwest Albert St., Village of 

SIRE SUE oR, F< Aaa oc NN ON occa ee sit an es Rota eit iaay os $1538.13 
2. Roll No. 6-550 Plan 109, Part Block Court House Southwest Adelaide St., Village of 

SHPO WSOULY © Sere gs cai Nits aataraee sees omc e Manin ereg ce oxen e/a. <1 Gate gaan os ae nae Ne me 1,880.80 
J ROULNo, 4-256 Lot 3]. Plan 669, Lagonda Cres. 2:).0..cuuacemee tee er ee eee 3,087.13 
4. Roll No. 6-134 East Part of Lot 2, Plan 109, Northeast Woods St., Village of 

SRECWSDULY: Geeaciank: Atala shea: Teena kN ocean aetna ewer aa iia L167 
5. Roll No. 6-153 North Part of Lot 3, Plan 109 Southwest Wolfe St., Village of 

SSPE AMS DULE Vrs 5 lean marz ict Oe ice Harari cea av cep valarns sinuses aa o ge tee a a Se ened tere 3,473.76 
6. Roll No. 6-757 North Part of Lot 10, Plan 109 Southwest Talbot St., Village of 

SHPEWSOULY Ze tecs enc teecactrn can inven ralalaae ead SO AI Schatten 3,433553 
7. Roll No. 6-780 Lot 10, Northeast Talbot St., Plan 109, Village of Shrewsbury ......... 2,660.31 
8, Roll No.10-40) ParttorLor9., Con.°4 WCR. SiS Hwy sae rca otc tee yet 2 oe PP 


All amounts payable by the successful purchaser shall be payable in full at the time of the sale by 
cash or money order or by a bank draft or cheque certified by a bank, trust company or Province of 


Ontario Savings Office. 


The municipality makes no representation regarding the title to or any other matters relating to the 
land to be sold. Responsibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Tax Sales Act, 1984, and the Municipal Tax Sales Rules. The 
successful purchaser will be required to pay the amount bid plus accumulated taxes and the relevant land 


transfer tax. 
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For further information regarding this sale, contact: 


NANcy L. RUMBLE, 
Treasurer, 
THE CORPORATION OF THE 
TOWNSHIP OF HARWICH, 
P.©, Box 2022; 
1000 Highway 40 South, 
(6967) 33 Chatham, Ontario N7M 5L9. 
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REGULATION MADE UNDER THE BUILDING CODE ACT 
‘Part 1 
_ Scope and Definitions 


| 





| Section 1.1 General 

1.1.1. Administration 

1122; Scope 

| | ES Definitions of Words and Phrases 
| 1.1.4. Abbreviations 


‘Part 1 
Scope and Definitions 


| Section 1.1 General 

1.1.1. Administration 

1.1.1.1. This Code shall be administered in conformance with the Building Code Act. 
1.1.2. Scope 


Reserved. 


1.1.3. Definitions of Words and Phrases 


1.1.3.1. Definitions of words and phrases used in this Code that are not included in the list of definitions in 
this Part shall have the meanings which are commonly assigned to them in the context in which they are used in 
this Code, taking into account the specialized use of terms with the various trades and professions to which the 
terminology applies. 


1.1.3.2. Except for the names of statutes, the words and terms in italics in this Code have the following mean- 
ings or the meanings as defined in the Act. 





_ Air conditioning is the process of treating air to control simultaneously its temperature, humidity, cleanliness, 
and distribution to meet the comfort requirements of the occupants of the conditioned space. 


Access to exit means that part of a means of egress within a floor area that provides access to an exit serving the 
floor area. 


| Adfreezing means the adhesion of soil to a foundation unit resulting from the freezing of soil water. 


| Air-supported structure means a structure consisting of a pliable membrane which achieves and maintains its 
shape and support by internal air pressure. 


Alarm signal means an audible signal transmitted throughout a zone or zones or throughout a building to 
_ advise occupants that a fire emergency exists. 





Alert signal means an audible signal to advise designated persons of a fire emergency. 
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Allowable bearing pressure means the maximum pressure that may be safely applied to a soil or rock by the 
foundation unit considered in design under expected loading and subsurface conditions. 


Allowable load means the maximum load that may be safely applied to a foundation unit considered in design 
under expected loading and subsurface conditions. 


Appliance means a device to convert fuel into energy and includes all components, controls, wiring and piping 
required to be part of the device by the applicable standard referred to in this Code. 


Artesian groundwater means a confined body of water under pressure in the ground. 


Assembly occupancy means the occupancy or the use of a building, or part thereof, by a gathering of persons 
for civic, political, travel, religious social, educational, recreational or like purposes, or for the consumption 
of food or drink. 


Attic or roof space means the space between the roof and the ceiling of the top storey or between a dwarf wall 
and a sloping roof. 


Authority having jurisdiction means the governmental body responsible for the enforcement of any part of this 
Code or the official or agency designated by that body to exercise such a function. 


Barrier-free means that a building and its facilities can be approached, entered, and used by persons with phys- 
ical or sensory disabilities. 


Basement means a Storey or storeys of a building located below the first storey. 
Bearing surface means the contact surface between a foundation unit and the soil or rock upon which it bears. 
Boarding, lodging or rooming house means a building where 

(a) building height does not exceed 3 storeys and building area does not exceed 600 m-, 

(b) lodging is provided for gain with or without meals for more than 4 persons, and 


(c) lodging rooms do not have both bathrooms and kitchen facilities for the exclusive use of individual 
occupants. 


Boiler means an appliance intended to supply hot water or steam for space heating, processing or power pur- 
poses. 


Breeching means a flue pipe or chamber for receiving flue gases from | or more flue connections and for dis- 
charging these gases through a single flue connection. 


Building area means the greatest horizontal area of a building above grade within the outside surface of exte- 
rior walls or within the outside surface of exterior walls and the centre line of firewalls. 


Building height means the number of storeys contained between the roof and the floor of the first storey. 


Business and personal services occupancy means the occupancy or use of a building or part thereof for the 
transaction of business or the rendering or receiving of professional or personal services. 


Camp for housing of workers means a camp in which buildings or other structures or premises are used to 
accommodate 5 or more employees. 


Campground means land or premises used as an overnight camping facility other than a recreational camp. 

Chimney means a primarily vertical shaft enclosing at least 1 flue for conducting flue gases to the outdoors. 

Chimney liner means a conduit containing a chimney flue used as a lining of a masonry or concrete chimney. 
Clean water means water that has passed through a recirculation system. 


Closure means a device or assembly for closing an opening through a fire separation or an exterior wall, such as 
a door, a shutter, wired glass or glass block, and includes all components such as hardware, closing devices, 
frames and anchors. 


Combustible means that a material fails to meet the acceptance criteria of CAN4-S114, “Standard Method of 
Test for Determination of Non-Combustibility in Building Materials.” 


Combustible construction means that type of construction that does not meet the requirements for 
noncombustible construction. 


Contained use area means a Supervised area containing one or more rooms in which occupant movement is 
restricted to a single room by security measures not under the control of the occupant. 
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Day camp means a camp or resort that admits persons for a continuous period not exceeding twenty-four 
hours. 


Day nursery means a day nursery as defined in the Day Nurseries Act. 
Dead load means the weight of all permanent structural and nonstructural components of a building. 


Deep foundation means a foundation unit that provides support for a building by transferring loads either by 
end-bearing to a soil or rock at considerable depth below the building, or by adhesion or friction, or both, in 
the soil or rock in which it is placed. Piles are the most common type of deep foundation. 


Design bearing pressure means the pressure applied by a foundation unit to a soil or rock and which is not 
greater than the allowable bearing pressure. 


Designer means the person responsible for the design. 

_ Design load means the load applied to a foundation unit and which is not greater than the allowable load. 
Diving board means a flexible board. 

Diving platform means a rigid platform that is not a starting platform. 


Dwelling unit means a suite operated as a housekeeping unit, used or intended to be used as a domicile by | or 
more persons and usually containing cooking, eating, living, sleeping and sanitary facilities. 


Excavation means the space created by the removal of soil, rock or fill for the purposes of construction. 
Exhaust duct means a duct through which air is conveyed from a room or space to the outdoors. 


Exit means that part of a means of egress, including doorways, that leads from the floor area it serves, to a sep- 
arate building, an open public thoroughfare, or an exterior open space protected from fire exposure from 
the building and having access to an open public thoroughfare. 


Exit level means the level of an enclosed exit stair in a building governed by Subsection 3.2.6. at which an exte- 
rior exit door or exit corridor leads to the exterior. 


Exit storey means a storey having an exterior exit door in a building governed by Subsection 3.2.6. 


_ Exposing building face means that part of the exterior wall of a building which faces one direction and is 
located between ground level and the ceiling of its top storey, or where a building is divided into fire 
compartments, the exterior wall of a fire compartment which faces one direction. 


Exterior cladding means those components of a building which are exposed to the outdoor environment and 
are intended to provide protection against wind, water or vapour. 


Factory-built chimney means a chimney consisting entirely of factory-made parts, each designed to be assem- 
bled with the other without requiring fabrication on site. 


Farm Building means a building or part thereof which does not contain a residential occupancy and which 1s 
associated with and located on land devoted to the practice of farming and used essentially for the housing of 
equipment or livestock, or the production, storage or processing of agricultural and horticultural produce or 
feeds. 


Fill means soil, rock, rubble, industrial waste such as slag, organic material or a combination of these that is 
transported and placed on the natural surface of a soil or rock or organic terrain. It may or may not be com- 
pacted. 





Fire compartment means an enclosed space in a building that is separated from all other parts of the building 
by enclosing construction providing a fire separation that may be required to have a fire-resistance rating. 


Fire damper means a closure which consists of a normally held open damper installed in an air distribution sys- 
tem or ina wall or floor assembly, and designed to close automatically in the event of a fire in order to main- 
tain the integrity of the fire separation. 





Fire detector means a device which detects a fire condition and automatically initiates an electrical signal to 
actuate an alert signal or alarm signal and includes heat detectors and smoke detectors. 


Fire load means the combustible contents of a room or floor area expressed in terms of the average weight of 
combustible materials per unit area, from which the potential heat liberation may be calculated based on the 
calorific value of the materials, and includes the furnishings, finished floor, wall and ceiling finishes, trim 
and temporary and movable partitions. 





' Fire-protection rating means the time in hours or fraction thereof that a closure will withstand the passage of 
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flame when exposed to fire under specified conditions of test and performance criteria, or as otherwise pre- 
scribed in this Code. 


Fire-resistance rating means the time in hours or fraction thereof that a material or assembly of materials will 
withstand the passage of flame and the transmission of heat when exposed to fire under specified conditions 
of test and performance criteria, or as determined by extension or interpretation of information derived 
therefrom as prescribed in this Code. 


Fire-retardant treated wood means wood or a wood product that has had its surface-burning characteristics, 
such as flame spread, rate of fuel contribution and density of smoke developed, reduced by impregnation 
with fire-retardant chemicals. 


Fire separation means a construction assembly that acts as a barrier against the spread of fire. 


Fire stop flap means a device intended for use in horizontal assemblies required to have a fire-resistance rating 
and incorporating protective ceiling membranes, which operates to close off a duct opening through the 
membrane in the event of a fire. 


Firewall means a type of fire separation of noncombustible construction which subdivides a building or sepa- 
rates adjoining buildings to resist the spread of fire and which has a fire-resistance rating as prescribed in this 
Code and has structural stability to remain intact under fire conditions for the required fire-rated time. 


First storey means the storey with its floor closest to grade and having its ceiling more than 1.8 m above grade. 


Flame-spread rating means an index or classification indicating the extent of spread-of-flame on the surface of 
a material or an assembly of materials as determined in a standard fire test as prescribed in this Code. 


Floor area means the space on any storey of a building between exterior walls and required firewalls including 
the space occupied by interior walls and partitions, but not including exits, vertical service spaces, and their 
enclosing assemblies. 


Flue means an enclosed passageway for conveying flue gases. 


Flue collar means the portion of a fuel-fired appliance designed for the attachment of the flue pipe or 
breeching. 


Flue pipe means the pipe connecting the flue collar of an appliance to a chimney. 


Forced-air furnace means a furnace equipped with a fan that provides the primary means for the circulation of 
alr. 


Foundation means a system or arrangement of foundation units through which the loads from a building are 
transferred to supporting soil or rock. 


Foundation unit means one of the structural members of the foundation of a building such as a footing, raft or 
pile. 


Frost action means the phenomenon that occurs when water in soil is subjected to freezing which, because of 
the water ice phase change or ice lens growth, results in a total volume increase or the build-up of expansive 
forces under confined conditions or both, and the subsequent thawing that leads to loss of soil strength and 
increased compressibility. 


Furnace means a space-heating appliance using warm air as the heating medium and usually having provision 
for the attachment of ducts. 


Gas vent means that portion of a venting system designed to convey vent gases to the outdoors from the vent 
connector of a gas-fired appliance or directly from the appliance when a vent connector is not used. 


Grade means the average level of proposed or finished ground adjoining a building at all exterior walls. 


Gross area means the total area of all floors above grade measured between the outside surfaces of exterior 
walls or between the outside surfaces of exterior walls and the centre line of firewalls except that, in any 
other occupancy than a residential occupancy, where an access or a building service penetrates a firewall, 
measurements shall not be taken to the centre line of such firewall. 


Groundwater means a free standing body of water in the ground. 
Groundwater level means the top surface of a free standing body of water in the ground. 


Guard means a protective barrier around openings in floors or at the open sides of stairs, landings, balconies, 
mezzanines, galleries, raised walkways or other locations to prevent accidental falls from one level to 
another. Such barrier may or may not have openings through it. 
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Heat detector means a fire detector designed to operate at a predetermined temperature or rate of temperature 
rise. 


Heavy timber construction means that type of combustible construction in which a degree of fire safety 1s 
attained by placing limitations on the sizes of wood structural members and on thickness and composition of 
wood floors and roofs and by the avoidance of concealed spaces under floors and roofs. 


High hazard industrial occupancy (Group F, Division 1) means an industrial occupancy containing sufficient 
quantities of highly combustible and flammable or explosive materials which, because of their inherent char- 
acteristics, constitute a special fire hazard. 


Home for special care means a home for the care of persons requiring nursing, residential or sheltered care. 


Horizontal exit means an exit from one building to another by means of a doorway, vestibule, walkway, bridge 
or balcony. 


‘Horizontal service space means a space such as an attic, duct, ceiling, roof or crawl space oriented essentially in 
a horizontal plane, concealed and generally inaccessible, through which building service facilities such as 
pipes, ducts and wiring may pass. 


Hotel means a building, or part of a building, which contains sleeping accommodation consisting of 4 or more 
suites or dwelling units under | roof, for the travelling public or for recreational purposes and includes, but is 
not limited to, buildings commonly known as hotels, motels, inns, resorts or apartment hotels. 


Impeded egress zone means a supervised area in which occupants have free movement but require the release, 
by security personnel, of security doors at the boundary before they are able to leave the area, but does not 
include a contained use area. 


| 
Indirect service water heater means a service water heater that derives its heat from a heating medium such as 
_ warm air, Steam or hot water. 








Indoor pool means a public pool where the pool and poo! deck are totally or partially covered by a roof. 


Industrial occupancy means the occupancy Or use of a building or part thereof for the assembling, fabricating, 
manufacturing, processing, repairing or storing of goods and materials. 


Institutional occupancy means the occupancy or use of a building or part thereof by persons who require super- 
_ visory care, medical care or medical treatment or by persons who are under restraint for correctional pur- 
poses and are incapable of self preservation because of security measures not under their control. 


Interconnected floor space means superimposed floor areas or parts of floor areas in which floor assemblies that 
_ are required to be fire separations are penetrated by openings that are not provided with closures. 





Limiting distance means the distance from an exposing building face to a property line, the centre line of a 
_ street, lane or public thoroughfare, or to an imaginary line between 2 buildings or fire compartments on the 
same property, measured at right angles to the exposing building face. 


Listed means equipment or materials included in a list published by a certification organization accredited by 
the Standards Council of Canada. 


Live load means the load other than dead load to be assumed in the design of the structural members of a 
building. It includes loads resulting from snow, rain, wind, earthquake and those due to occupancy. 





Loadbearing as applying to a building element means subjected to or designed to carry loads in addition to its 
own dead load, excepting a wall element subjected only to wind or earthquake loads in addition to its own 
dead load. 


Low hazard industrial occupancy (Group F, Division 3) means an industrial occupancy in which the 
combustible content is not more than 50 kg/m” or 1200 MJ/m- of floor area. 


Major occupancy means the principal occupancy for which a building or part thereof is used or intended to be 
used, and shall be deemed to include the subsidiary occupancies which are an integral part of the principal 
occupancy. 


Make-up water means water added to a public pool from an external source. 


Masonry or concrete chimney means a chimney of brick, stone, concrete or masonry units constructed on site. 





Means of egress means a continuous path of travel provided for the escape of persons from any point in a 
building or contained open space to a separate building, an open public thoroughfare, or an exterior open 
space protected from fire exposure from the building and having access to an open public thoroughfare. 
Means of egress includes exits and access to exits. 
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Medium hazard industrial occupancy (Group F, Division 2) means an industrial occupancy in which the 
combustible content is more than 50 kg/m* or 1200 MJ/m? of floor area and not classified as high hazard 
industrial occupancy. 


Mercantile occupancy means the occupancy or use of a building or part thereof for the displaying or selling of 
retail goods, wares or merchandise. 


Mezzanine means an intermediate floor assembly between the floor and ceiling of any room or storey and 
includes an interior balcony. 


Modified pool means a public pool that has a basin-shaped floor sloping downward and inward toward the 
interior from the rim. 


Noncombustible means that a material meets the acceptance criteria of CAN4-S114, “Standard Method of 
Test for Determination of Non-Combustibility in Building Materials’. 


Noncombustible construction means that type of construction in which a degree of fire safety is attained by the 
use of noncombustible materials for structural members and other building assemblies. 


Occupancy means the use or intended use of a building or part thereof for the shelter or support of persons, 
animals or property. 


Occupant load means the number of persons for which building or part thereof is designed. 


Open-air storey means a storey in which at least 25 per cent of the total area of its perimeter walls is open to the 
outdoors in a manner that will provide cross ventilation to the entire storey. 


Outdoor pool means a public pool that is not an indoor pool. 
Owner means any person, firm or corporation controlling the property under consideration. 
Partition means an interior wall | storey or part-storey in height that is not /oadbearing. 


Party wall means a wall jointly owned and jointly used by 2 parties under easement agreement or by right in 
law, and erected at or upon a line separating 2 parcels of land each of which is, or is capable of being, a sepa- 
rate real-estate entity. 


Perched groundwater means a free standing body of water in the ground extending to a limited depth. 


Pharmacy means a premises or the part of a premises in which prescriptions are compounded and dispensed 
for the public or in which drugs are sold by retail. 


Pile means a slender deep foundation unit, made of materials such as wood, steel or concrete or combination 
thereof, which is either premanufactured and placed by driving, jacking, jetting or screwing, or cast-in-place 
in a hole formed by driving, excavating or boring. 


Plenum means a chamber forming part of an air duct system. 
Plumbing system means a drainage system, a venting system and a water system or parts thereof. 
Pool deck means the area immediately surrounding a public pool. 


Post-disaster building means a building essential to provide services in the event of a disaster, and includes hos- 
pitals, fire stations, police stations, radio stations, telephone exchanges, power stations, electrical substa- 
tions, water and sewage pumping stations and fuel depot buildings. 


Potable water means water that is fit for human consumption. 
Potable water system means the plumbing that conveys potable water. 


Private sewage disposal system means a privately owned plant for the treatment and disposal of sewage such as 
a septic tank with an absorption field. 


Public corridor means a corridor that provides access to exit from more than 1 suite. 


Public pool means a structure, basin, chamber or tank containing or intended to contain an artificial body of 
water for swimming, water sport, water recreation or entertainment but does not include 


(a) pools operated in conjunction with less than six dwelling units, suites or single family residences or 
any combination thereof, 


(b) pools that are used only for commercial display and demonstration purposes, 
(c) wading pools, 
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(d) hydro-massage pools, or 
(e) pools that serve only as receiving basins for persons at the bottom of water slides. 


Public way means a sidewalk, street, highway, square or other open space to which the public has access, as of 
right or by invitation, expressed or implied. 


Range means a cooking appliance equipped with a cooking surface and | or more ovens. 


Recirculation system means a system that maintains circulation of water through a public pool by pumps, and 
that provides continuous treatment that includes filtration and chlorination or bromination and any other 
process that may be necessary for the treatment of the water. 


Recreational camp means a camp for recreational activities consisting of 1 or more buildings or other struc- 
tures, established or maintained as living quarters with or without charge for 10 or more persons, for tempo- 
rary occupancy of 5 or more days. 


Repair garage means a building or part thereof where facilities are provided for the repair or servicing of motor 
vehicles. 


Residential occupancy means the occupancy or use of a building or part thereof by persons for whom sleeping 
accommodation is provided but who are not harboured or detained to receive medical care or treatment or 
are not involuntarily detained. 


Return duct means a duct for conveying air from a space being heated, ventilated or air-conditioned back to 
the heating, ventilating or air-conditioning appliance. 


Rock means that portion of the earth’s crust which is consolidated, coherent and relatively hard and is a natu- 
rally formed, solidly bonded, mass of mineral matter which cannot readily be broken by hand. 


Sanitary drainage system means a drainage system that conducts sewage. 


Self-Service storage building means a building that is used to provide individual storage spaces to the public and 
that is open to the public only for those purposes. 


Service room means a room provided in a building to contain equipment associated with building services. 


Service space means space provided in a building to facilitate or conceal the installation of building service 
facilities such as chutes, ducts, pipes, shafts or wires. 


Service water heater means a device for heating water for plumbing services. 


Shallow foundation means a foundation unit which derives its support from soil or rock located close to the 
lowest part of the building which it supports. 


Smoke alarm means a combined smoke detector and audible alarm device designed to sound an alarm within 
the room or suite in which it is located upon the detection of smoke within that room or suite. 


Smoke detector means a fire detector designed to operate when the concentration of airborne combustion prod- 
ucts exceeds a pre-determined level. 


Soil means that portion of the earth’s crust which is fragmentary, or such that some individual particles of a 
dried sample may be readily separated by agitation in water; it includes boulders, cobbles, gravel, sand, silt, 
clay and organic matter. 


Space heater means a space-heating appliance for heating the room or space within which it is located, without 
the use of ducts. 


Space-heating appliance means an appliance intended for the supplying of heat to a room or space directly, 
such as a space heater, fireplace or unit heater, or to rooms or spaces of a building through a heating system 
such as a central furnace or boiler. 


Sprinklered means equipped with a system of automatic sprinklers. 


Stage means a space designed primarily for theatrical performances with provision for quick change scenery 
and overhead lighting, including environmental control for a wide range of lighting and sound effects and 
which is traditionally, but not necessarily, separated from the audience by a proscenium wall and curtain 
opening. 


Starting platform means a rigid platform located entirely on the pool deck consisting of a top which, if 
projected horizontally over the water surface, would be less than | m in vertical height above the surface and 
that is designed to be used by a swimmer to dive from at the start of a swimming race. 
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Storage garage means a building or part thereof intended for the storage or parking of motor vehicles and 
which contains no provision for the repair or servicing of such vehicles. 


Storage-type service water heater means a service water heater with an integral hot water storage tank. 


Storey means that portion of a building which is situated between the top of any floor and the top of the floor 
next above it, and if there is no floor above it, that portion between the top of such floor and the ceiling 


above it. 


Stove means an appliance intended for cooking and space heating. 


Street means any highway, road, boulevard, square or other improved thoroughfare 9 m or more in width, 


which has been dedicated or deeded for public use, and is accessible to fire department vehicles and equip- 
ment. 


Subsurface investigation means the appraisal of the general subsurface conditions at a building site by analysis 
of information gained by such methods as geological surveys, in situ testing, sampling, visual inspection, lab- 
oratory testing of samples of the subsurface materials and groundwater observations and measurements. 


Suite means a single room or series of rooms of complementary use, operated under a single tenancy, and 
includes dwelling units, individual guest rooms in motels, hotels, boarding houses, rooming houses and dor- 
mitories as well as individual stores and individual or complementary rooms for business and personal ser- 
vices occupancies. 


Supply duct means a duct for conveying air from a heating, ventilating or air-conditioning appliance to a space 
to be heated, ventilated or air-conditioned. 


Theatre means a place of public assembly intended for the production and viewing of the performing arts or the 
screening and viewing of motion pictures, and consisting of an auditorium with permanently fixed seats 
intended solely for a viewing audience. 


Unit heater means a suspended space heater with an integral air circulating fan. 


Unprotected opening as applying to exposing building face means a doorway, window or opening other than 
one equipped with a closure having the required fire-protection rating, or any part of a wall forming part of 
the exposing building face that has a fire-resistance rating less than required for the exposing building face. 


Vent connector as applying to heating or cooling systems means the part of a venting system that conducts the 
flue gases or vent gases from the flue collar of a gas appliance to the chimney or gas vent, and may include a 
draft control device. 


Vertical service space means a shaft oriented essentially vertically that is provided in a building to facilitate the 
installation of building services including mechanical, electrical and plumbing installations and facilities such 
as elevators, refuse chutes and linen chutes. 


Walkway means a covered or roofed pedestrian thoroughfare used to connect 2 or more buildings in which the 
least horizontal dimension of the thoroughfare is less than 9 m. 


Wave action pool means a public pool equipped with a means for inducing wave motion in the water. 


X-ray equipment includes x-ray imaging systems, processing equipment and equipment directly related to the 
production of images for diagnosis or directly related to irradiation with x-rays for therapy. 


X-ray machine means an electrically-powered device producing x-rays for the irradiation of a human being for 
a therapeutic or diagnostic purpose. 


X-ray room means a defined area in which 1 or more permanently-fixed x-ray machines and x-ray equipment 
are located. 


1.1.4. Abbreviations 


1.1.4.1. Abbreviations of Proper Names. The abbreviations of proper names in this Code shall have the mean- 
ings assigned to them in this Article. The appropriate addresses are shown in brackets following the name. 


CAO teens cee: American Concrete Institute 
(P.O. Box 1090 Detroit, Michigan 48219 U.S.A.) 


AGNBG taisseuepi. Associate Committee on the National Building Code 
(National Research Council of Canada, Ottawa, Ontario K1A 0R6) 
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American Society of Heating, Refrigerating and Air-Conditioning 
Engineers 
(1791 Tullie Circle N.E., Atlanta, Georgia 30329 U.S.A.) 


American Society for Testing and Materials 
(1916 Race Street, Philadelphia, Pennsylvania 19103 U.S.A.) 


Bureau of Radiation and Medical Devices 
(Department of National Health and Welfare 775 Brookefield Road, 
Ottawa, Ontario, KIA 1C1) 


National Standard of Canada designation 

(The number or name following the CAN designation represents the 
agency under whose auspices the standard is issued. 

CANI designates CGA, 

CAN2 designates CGSB, 

CAN3 designates CSA, and 

CAN4 designates ULC.) 


Canadian Gas Association 
(55 Scarsdale Road, Don Mills, Ontario M3B 2R3) 


Canadian General Standards Board 
(Ottawa, Ontario K1A 1G6) 


Canadian Lumbermen’s Association 
(27 Goulburn Avenue, Ottawa, Ontario KIN 8C7) 


Canadian Standards Association 
(178 Rexdale Boulevard, Rexdale, Ontario M9W 1R3) 


Division of Building Research 
(now called the Institute for Research in Construction) 
National Research Council of Canada, Ottawa, Ontario K1A 0R6 


Federation Internationale de Natation Amateur 
(208-3540 West 41st Avenue, Vancouver, British Columbia 
VON 2G8) 


Hydronics Institute 
(35 Russo Place, Berkeley Heights, New Jersey 07922 U.S.A.) 


Heating, Refrigerating and Air-Conditioning Institute of Canada 
(5468 Dundas Street West, Islington, Ontario M9B 6E3) 


U.S. Department of Housing and Urban Development 
(Office of the Assistant Secretary for Policy Development and 
Research, Washington, D.C. 20410 U.S.A.) 


National Building Code of Canada 
(National Research Council of Canada, Ottawa, Ontario KIA OR6) 


National Fire Protection Association 
(Batterymarch Park, Quincy, Massachusetts 02269 U.S.A.) 


National Lumber Grades Authority 
(1460-1055 West Hasting Street, Vancouver, British Columbia 
V6E 2G8) 


Sheet Metal and Air Conditioning Contractors National Association 
Inc. 
(8224 Old Courthouse Road, Vienna, Virginia 22180 U.S.A.) 


Underwriters’ Laboratories of Canada 
(7 Crouse Road, Scarborough, Ontario MIR 3A9) 
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WELIBMaAeien.: West Coast Lumber Inspection Bureau 
(6980 Southwest Varns Street, P.O. Box 23145, Portland, Oregon 
07223, OSEAN) 

WWEAS Leds. Western Wood Products Association 


(1500 Yeon Building, Portland, Oregon 97204 U.S.A.) 


1.1.4.2. Symbols and Other Abbreviations. The symbols and other abbreviations in this Code shall have the 
meanings assigned to them in this Article. 


CIM bce ca eae me centimetre(s) 

brs ore cares decibel(s) 

PRE TEIN, 20 ce ee degree(s) 

Sf Na A dt ale degree(s) Celsius 
Gide petra cate diameter 
One te gram(s) 

Pa fee eee gauge 

ae sn iat nN hour(s) 

| Ameo epson, Wet hertz 

Lettre caren inch(es) 

[nice kr cet Incorporated 

SO re Sere joule(s) 

KO eaten mie kilogram(s) 

KIN eee oe retraces kilonewton(s) 
kaye a erie) ee kilopascal(s) 

K Wilson cee aces kilowatt(s) 
Ieee litre(s) 

LISA ee eee litre(s) per second 
> eRe Rens eee lux 

0 pep estar OR Pade abe metre(s) 

FEY Steen eh tome metre(s) per second 
WARS entahie ee maximum 

Tite) Deen ates milligram(s) per litre 
199109 baba restart: ike minimum 

Wl eee minute(s) 

it Oe ea ee megajoule(s) 

an 0G Mariya Neste millimetre(s) 
MPanete er megapascal(s) 

IN Aah tea at newton 

NU Ae seen pee. not applicable 

DUG Sota dae aon ae nanogram(s) 

INOS fk AMEE te eacn es number(s) 

HOMsat weet nominal 

OF Ce Wh adem on centre 
Spas ay aaron second(s) 

(EMP) snccacaneaaaes temperature 
eid Gao Caer AL tongue and groove 
Wier re, Perenere: watt(s) 

Whissrin: see weight 
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Part 2 
General Requirements 


Section 2.1 Application 
2.1.1. Buildings 
2.1.1.1. Parts 1 and 2. Parts | and 2 apply to all buildings. 
2.1.1.2. Parts 3, 4,5, and 6 
(1) Except as provided in Article 2.1.1.5., Sentence 2.1.1.6.(1) and Subsection 2.1.2., Parts 3, 4, 5 and 6 
apply to 
(a) all buildings used for 
(1) Group A, assembly occupancies, 
(11) Group B, institutional occupancies, or 
(iii) Group F, Division 1, high hazard industrial occupancies, and 


(b) all buildings exceeding 600 m in building area or exceeding 3 storeys in building height used for major 
occupancies classified as 


(1) Group C, residential occupancies, 
(ii) Group D, business and personal services occupancies, 
(ii) Group E, mercantile occupancies, or 
(iv) Group F, Division 2 and 3, medium and low hazard industrial occupancies. 
2.1.1.3. Part 9 
(1) Except as provided in Sentence 2.1.1.4.(2), 2.1.1.6.(1) and Article 2.1.1.5., Part 9 applies to buildings 
(a) of 3 storeys or less in building height, 
(b) having a building area not exceeding 600 m2, and 
(c) used for: 
(1) Group C, residential occupancies, 
(ii) Group D, business and personal services occupancies, 
(iii) Group E, mercantile occupancies, and 
(iv) Group F, Division 2 and 3, medium and low hazard industrial occupancies. 
2.1.1.4. Site Assembled and Factory-Built Buildings 


(1) Except as provided in Sentence (2), and Article 2.1.1.7., this Code applies to the design and construction 
of site assembled buildings and manufactured buildings. 


(2) Except as provided in Sentence (3), a manufactured building intended for residential occupancy 1s 
deemed to comply with this Code if it is designed and constructed in compliance with 


(a) CSA Z240.2.1. “Structural Requirements for Mobile Homes” and CSA Z240.8.1. “Light Duty Win- 
dows”’, if the building is constructed in sections not wider than 4.88 m, or 


(b) CSA A-277 ‘*Procedure for Certification of Factory-Built Houses”’. 
(3) The requirements of this Code shall apply to 
(a) building components designed and constructed outside the place of manufacture, and 
(b) site installation of such buildings. 
2.1.1.5. Farm Buildings 


(1) Except as provided in Sentences (2) and (3), farm buildings shall conform to the requirements in the 
ACNBC Canadian Farm Building Code 1990. 
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(2) Articles 1.1.1.2. and 3.1.8.1. in the Canadian Farm Building Code do not apply to farm buildings. 


(3) inthe. Canadian- Farm. bBuilding.Code,..references.in-Articles-117153., Ivete 222 ley 23a; 
2.3.2.1., 3.1.1.1., 3.1.2.1. and 3.1.6.1. to the National Building Code of Canada are deemed to refer to this 
Code. 


2.1.1.6. Existing Buildings 


(1) Except as provided in Sentence (2), Part 11 applies to the design and construction of existing buildings, 
or parts of existing buildings, that have been in existence for at least five years. 


(2) Where a building has been in existence for at least five years but includes an addition that has been in 
existence for less than five years, Part 11 applies to the entire building. 


(3) Part 11 does not apply to a building regulated under the Hotel Fire Safety Act. 
2.1.1.7. Existing Buildings 


(1) Except as provided in Part 11, where an existing building is extended or subject to material alteration or 
repair, the Code is applicable only to the design and construction of the extensions and those parts of the 
building that are subject to the material alteration or repair. 


(2) Where an existing previously occupied building is moved from the original location to be installed else- 
where, or is dismantled at the original location and moved to be reconstituted elsewhere, the Code applies 
only to changes to the design and construction of the building required as a result of moving the building. 


| 2.1.1.8. Radon 


(1) In addition to all other requirements, a building in the following designated areas shall be designed and 
constructed so that the annual average concentration of radon 222 does not exceed 250 millibecquerels per 
litre of air and the annual average concentration of the short lived daughters of radon 222 does not exceed 0.02 
working levels inside the building: 


(a) The Town of Elliot Lake in the Territorial District of Algoma, 
(b) The Township of Faraday in the County of Hastings, and 
(c) The geographic Township of Hyman in the Territorial District of Sudbury. 


2.1.2. Designated Structures 


| 2.1.2.1. Part 4 


(1) Part 4 applies to the following designated structures: 
(a) aretaining wall exceeding | m in exposed height adjacent to 
(i) public property, 
(ii) access to a building, or 
(iii) private property to which the public is admitted, 
(b) the structural requirements for signs regulated by Section 3.8, 
(c) acommunication tower exceeding 16.6 m above ground level, 
(d) a pedestrian bridge, 
(e) acrane runway, 


(f) an exterior storage tank and its supporting structure which is not regulated by the Gasoline Handling 
Act or the Energy Act, 


(g) a dish antenna or a solar collector that is mounted on a building and has a face area equal to or 
greater than 5 m’, and 


(h) an outdoor pool that has a water depth greater than 3.5 m at any point. 
(2) Public pools are designated structures to which Section 3.11 applies. 
2.1.3. Building Size Determination 
2.1.3.1. Building Divided by Firewalls 
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(1) Where a firewall divides a building, each portion of the building so divided shall be considered as a sepa- 
rate building, except for the purpose of 


(a) gross area determination in Section 2.3., or 
(b) a fire alarm and detection system in Sentence 3.2.4.2.(1) or Article 9.10.17.1. 
2.1.3.2. Building Divided by Vertical Fire Separations 


(1) Except as permitted in Sentence (2), where portions of a building are completely separated by a vertical 
fire separation that has a fire-resistance rating of at least | h and extends through all storeys and service spaces 
of the separate portions, each separated portion is permitted to be considered as a separate building for the 
purpose of determining building height provided 


(a) each separated portion is not more than 3 storeys in building height and is used only for residential 
occupancies, and 


(b) the unobstructed path of travel for the fire fighter from the nearest street to one entrance of each sep- 
arated portion is not more than 45 m. 


(2) The vertical fire separation in Sentence (1) may terminate at the floor assembly immediately above a 
basement provided the basement conforms to Article 3.2.1.2. 


Section 2.2 Materials, Appliances, Systems and Equipment 
2.2.1. General 


2.2.1.1. Characteristics of Materials, Appliances, Systems and Equipment. All materials, appliances, systems 
and equipment installed to meet the requirements of this Code shall possess the necessary characteristics to 
perform their intended functions when installed in a building. 


2.2.1.2. Used Materials, Appliances and Equipment. Unless otherwise specified, used materials, appliances 
and equipment may be reused when they meet the requirements of this Code for new materials and are satis- 
factory for the intended use. 


2.2.2. Building Materials Evaluation Commission 


2.2.2.1. Application Fee. The fee on an application to the Building Materials Evaluation Commission is 
$500.00. 


Section 2.3. Design and General Review 
2.3.1. Design 


2.3.1.1.(1) Except as permitted in Sentences (2) and (3), the construction, including, for greater certainty, 
enlargement or alteration, of every building or part thereof described in Table 2.3.1.A. and this Article shall 
be designed and reviewed by an architect, professional engineer or both. 


Table 2.3.1.A.'% 
Forming Patt of Sentence’2:3.1.1-(1) 


Building Classification by Asie ee ; 
Major Occueoney Building Description Design and General Review by: 
Assembly occupancy only Every building Architect and professional engineer 
(1) 


Assembly occupancy and any Every building Architect and professional engineer 
other major occupancy except (1) 
industrial 





Institutional occupancy only Every building Architect and professional engineer 


(1) 


Architect and professional engineer 


(1) 








[Institutional occupancy and any 
other major occupancy except 
industrial 


Every building 
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Table 2.3.1.A.—(Cont’d) 
Forming Part of Sentence 2.3.1.1.(1) 


Building Classification b aE dyes 
Major ‘edanismictsy y Building Description Design and General Review by: 
Every building that exceeds 3 Architect and professional engineer 
storeys in building height (1) 


Every building that exceeds 600 m?_ | Architect (2) 
in gross area and that contains a 

residential occupancy other than a 
dwelling unit or dwelling units 








Residential occupancy only 













Architect (2) 





Every building that exceeds 600 m” 
in gross area and contains a 
dwelling unit above another 
dwelling unit 


Residential occupancy only 






Every building that exceeds 600 m?_| Architect (2) 
in building area, contains 3 or more 
dwelling units and has no dwelling 


unit above another dwelling unit 










Every building that exceeds 600 m- 
in gross area or 3 storeys in building 
height 


Architect and professional engineer 


(1) 


Residential occupancy and any 
other major occupancy except 
industrial, assembly or 
institutional occupancy 



















Architect and professional engineer 


(1) 


Every building that exceeds 600 m- 
in gross area or 3 storeys in building 
height 


Business and personal services 
occupancy only 















Architect and professional engineer 


(1) 


Every building that exceeds 600 m” 
in gross area or 3 storeys in building 
height 


Business and personal services 
occupancy and any other major 
occupancy except industrial, 
assembly or institutional 
occupancy 





Architect and professional engineer 


(1) 


Every building that exceeds 600 m- 
in gross area or 3 storeys in building 
height 


Mercantile occupancy only 




























Architect and professional engineer 


(1) 


Every building that exceeds 600 m* 
in gross area or 3 storeys in building 
height 


Mercantile occupancy and any 
other major occupancy except 
industrial, assembly or 
institutional occupancy 












Every building that exceeds 600 m°? | Architect or professional engineer 
in gross area or 3 storeys in building | (3) 
height 


The non-industrial portion of every 
building 


The industrial portion of every 
building 


Industrial occupancy only and 
where there are no subsidiary 
occupancies 















Architect and professional engineer 


(1) 


Architect or professional engineer 


(3) 


Industrial occupancy and one or 
more other major occupancies 
where the portion of the area 
occupied by one of the other 
major or subsidiary occupancies 
exceeds 600 m? 
















Architect or professional engineer 


(3) 


Every building that exceeds 600 m” 
in gross area or 3 storeys in building 
height 






Industrial occupancy and one or 
more other major occupancies 
where no portion of the area 
occupied by one of the other 
major or subsidiary occupancies 
exceeds 600 m- 
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Notes To Table 2.3.1.A. 

(1) An architect shall provide services within the practice of architecture and a professional engineer shall provide the services 
within the practice of professional engineering. 

(2) An architect may engage a professional engineer to provide services within the practices of professional engineering. 

(3) Only a professional engineer may provide services within the practice of professional engineering. 

(4) Requirements for design and general review by an architect or professional engineer or a combination of both for the 
construction, enlargement or alteration of a building are set out in the Architects Act, 1984 and the Professional Engineers 
Act, 1984. 


(2) An architect may provide the services within the practice of professional engineering in any building 
described in Table 2.3.1.A., or a professional engineer may provide the services within the practice of architec- 
ture in any building described in Table 2.3.1.A. where to do so does not constitute a substantial part of the ser- 
vices provided by the other profession related to the construction of the building and is necessary 


(a) for the construction of the building and is incidental to the other services provided by the architect or 
professional engineer, or 


(b) for coordination purposes. 


(3) The requirement for an architect does not apply to the preparation or provision of a design for interior 
space for a building, including finishes, fixed or loose furnishings, equipment, fixtures and partitioning of 
space, and related exterior elements such as signs, finishes and glazed openings used for display purposes, that 
does not affect or is not likely to affect, 


(a) the structural integrity, 

(b) a fire safety system or fire separation, 

(c) amain entrance or public corridor on a floor, 

(d) an exit to a public thoroughfare or to the exterior, 

(e) the construction or location of an exterior wall, or 

(f) the usable floor space through the addition of a mezzanine, infill or other similar element, 
of the building. 


(4) Where a building or part thereof described in Table 2.3.1.A. is designed by an architect or a professional 
engineer or a combination of both as required by this Article, all plans, sketches, drawings, graphic representa- 
tions, specifications and other documents that are prepared by an architect, professional engineer or both and 
that form the basis for the issuance of a building permit or any changes thereto authorized by the chief official 
shall bear the signature and seal of the architect, professional engineer or both, as applicable. 


(5) Where the foundations of a building are to be constructed below the level of the footings of an adjacent 
building and within the angle of repose of the soil, as drawn from the bottom of the footings, the foundations 
shall be designed by a professional engineer. 


(6) The thermal design of a building in accordance with Section 9.38 shall be prepared and provided by an 
architect or professional engineer or a combination of both. 


2.3.2. General Review 
2.3.2.1. General Review by Architect or Professional Engineer 


(1) Except as permitted in Sentence (2), a person who intends to construct or have constructed a building 
required to be designed by an architect, professional engineer or both, shall ensure that an architect, profes- 
sional engineer or both are retained to undertake the general review of the construction of the building in 
accordance with the performance standards of the Ontario Association of Architects or the Association of Pro- 
fessional Engineers of Ontario, as applicable, to determine whether the construction is in general conformity 
with the plans, sketches, drawings, graphic representations, specifications and other documents that are pre- 
pared by an architect, professional engineer or both and that form the basis for the issuance of a building permit 
or any changes thereto authorized by the chief official; written reports arising out of the general review shall be 
forwarded to the chief official by such person. 


(2) An architect or a professional engineer need not be retained to undertake the general review of 
construction of a building where the building is designed in accordance with Section 9.38. 


2.3.2.2.(1) Only an architect may carry out or provide the general review of the construction of a building 
(a) that is constructed in accordance with a design prepared or provided by an architect, or 
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(b) in relation to services that are provided by an architect in connection with the design in accordance 
with which the building is constructed. 


(2) Only a professional engineer may carry out or provide the general review of the construction of a 
building 


(a) that is constructed in accordance with a design prepared or provided by a professional engineer, or 


(b) in relation to services that are provided by a professional engineer in connection with the design in 
accordance with which the building is constructed. 


—2.3.2.3.(1) The applicant for a permit respecting the demolition of a building shall retain a professional 
_ engineer to undertake the general review of the project during demolition, where 


(a) the building exceeds 3 storeys in building height or 600 m? in building area, 
(b) the building structure includes pre-tensioned or post-tensioned members, 


(c) it is proposed that the demolition will extend below the level of the footings of any adjacent building 
and occur within the angle of repose of the soi/, drawn from the bottom of such footings, or 


(d) explosives or a laser are to be used during the course of demolition. 
Section 2.4 Permits and Inspections 
2.4.1. Permits 
2.4.1.1. Requirement for Permits 
(1) A person is exempt from the requirement to obtain a permit under Section 5 of the Act 
(a) for the demolition of a building located on a farm, or 
(b) for the construction or demolition of a building in territory without municipal organization. 


(2) Where a permit is required for the demolition of a building in Sentence 2.3.2.3.(1), descriptions of the 
structural design characteristics of the building and the method of demolition shall be included in the applica- 
tion for a permit to demolish the building. 


(3) No person shall commence demolition of a building or any part of a building before the building has 
been vacated by the occupants except where the safety of the occupants is not affected. 


2.4.2. Site Documents 


2.4.2.1. Where a permit has been issued pursuant to the Act, the person to whom it is issued shall have the 
permit or a copy thereof posted at all times during construction or demolition in a conspicuous place on the 
property in respect of which the permit was issued. 


2.4.2.2.(1) The person in charge of the construction of the building shall keep and maintain on the site of the 
construction 


(a) at least one copy of drawings and specifications certified by the chief official or a person designated 
by the chief official to be a copy of those submitted with the application for the permit to construct the 
building, together with changes that are authorized by the chief official or a person designated by the 
chief official, and 


(b) authorization or facsimiles thereof received from the Building Materials Evaluation Commission, 
including specified terms and conditions. 


2.4.3. Occupancy of Unfinished Building 


2.4.3.1.(1) Except as permitted in Sentence 2.4.3.2.(1), a person may occupy or permit to be occupied any 
building or part thereof that has not been fully completed at the date of occupation where the chief official or a 
person designated by the chief official has issued a permit authorizing occupation of the building or part 
thereof prior to its completion in accordance with Sentence (2). 


(2) The chief official or a person designated by the chief official shall issue a permit authorizing occupation 
of a building, where 


(a) the structure of the building or part thereof is completed to the roof, 
(b) the enclosing walls of the building or part thereof are completed to the roof, 
(c) the walls enclosing the space to be occupied are completed, including balcony guards, 
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(d) all required fire separations and closures are completed on all storeys to be occupied, 


(e) all required exits are completed and fire separated including all doors, door hardware, self-closing 
devices, balustrades and hand-rails from the uppermost floor to be occupied down to grade level and 
below if an exit connects with lower storeys, 


(f) all shafts including closures are completed to the floor-ceiling assembly above the storey to be occu- 
pied and have a temporary fire separation at such assembly, 


(g) measures have been taken to prevent access to parts of the building and site that are incomplete or 
still under construction, 


(h) floors, halls, lobbies and required means of egress are kept free of loose materials and other hazards, 


(i) if service rooms should be in operation, required fire separations are completed and all closures 
installed, 


(j) all water, drainage and venting systems are complete and tested as operational for the storeys to be 
occupied, 


(k) required lighting in corridors, stairways and exits is completed and operational up to and including all 
storeys to be occupied, 


(1) required standpipe, sprinkler and fire alarm systems are complete and operational up to and includ- 
ing all storeys to be occupied, together with required pumper connections for such standpipes and 
sprinklers, 


(m) required fire extinguishers have been installed on all storeys to be occupied, 


(n) main garbage rooms, chutes and ancillary services thereto are completed to storeys to be occupied, 
and 


(o) required fire fighting access routes have been provided and are accessible. 


2.4.3.2.(1) A person may occupy or permit to be occupied a building intended for residential occupancy that 
has not been fully completed at the date of occupation provided that 


(a) the building 
(i) is not more than 3 storeys in building height, 
(ii) has not more than 1 dwelling unit above another dwelling unit, 
(iii) has not more than 2 dwelling units sharing a common means of egress, and 
(iv) has no accommodation for tourists, 
(b) the following building components and systems are complete and operational: 


(1) required exits, handrails and guards, fire alarm and detection systems, and fire separations, 
and 


(ii) water supply, sewage disposal, lighting and heating systems, and 
(c) where applicable, the building conforms to Article 2.1.1.8. 


2.4.3.3. Where a person has occupied or permitted the occupancy of a building under this Subsection, such 
person shall notify the chief official forthwith upon completion of the building. 


2.4.4. Fire Department Inspection 


2.4.4.1. Where the council of a municipality assigns to an inspector who is the chief of the fire department of 
the municipality specific responsibility for the enforcement of any portion of this Code respecting fire safety 
matters, the chief official shall not issue a permit to construct a building unless the inspector approves as com- 
plying with such portion of this Code the drawings submitted with the application for the permit. 


2.4.5. Notices to Chief Official 


2.4.5.1.(1) Where the council of a municipality passes a by-law pursuant to Clause 5 (2) (e) of the Act, the 
person to whom a permit has been issued shall notify the chief official, 


(a) of the commencement of the construction of the building, 
(b) of the readiness to construct the footings, 
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(c) 
(d) 


(e) 


(f) 


(j) 


of the substantial completion of the footings and foundations, 
where the building is within the scope of Part 9, of the substantial completion of 
(i) structural framing, 
(ii) insulation and vapour barriers, and 
(iii) ductwork and piping for heating and air-conditioning systems, 


where the building is within the scope of parts of this Code other than Part 9, of the substantial com- 
pletion of 


(i) structural framing of each storey, 
(ii) insulation and vapour barriers, and 


(iii) roughing-in of heating, ventilation, air-conditioning and air-contaminant extraction equip- 
ment, 


of the commencement of the construction of 
(i) masonry fireplaces and masonry chimneys, 
(ii) factory-built fireplaces and allied chimneys, 
(iii) stoves, ranges, space heaters and add-on furnaces using solid fuels and allied chimneys, 


of the substantial completion of all required fire separations and closures and all fire protection sys- 
tems including standpipe, sprinkler, fire alarm and emergency lighting systems, 


of the substantial completion of interior finishes and heating, ventilating, air-conditioning and air- 
contaminant extraction equipment, 


of the substantial completion of exterior cladding, fire access routes and site grading, and 


of the completion and availability of drawings of the building as constructed. 


Section 2.5 Climatic Data 


2.5.1. Climatic and Seismic Values 


2.5.1.1. The climatic and seismic values required for the design of buildings under this Code shall be in confor- 
mance with the values provided in Table 2.5.1.A. 
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Section 2.6 Referenced Documents 
2.6.1. Application 


2.6.1.1. The provisions of referenced documents in this Code apply only to the extent that they relate to 
buildings or to structures designated in Subsection 2.1.2. 


2.6.2. Conflicting Requirements 


2.6.2.1. In the case of conflict between the provisions of this Code and those of a referenced document, the 
provisions of this Code shall govern. 


2.6.3. Effective Date 


2.6.3.1. Unless otherwise specified herein, the documents referenced in this Code shall include all amend- 
ments, revisions and supplements effective to January 1, 1990. 


2.6.3.2. Where documents are referenced in this Code, they shall be in the editions designated in Column 2 of 
Table 2.6.3.A. 


Table 2.6.3.A. 
Forming Part of Article 2.6.3.2. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Issuing Document : Code 











ANSI B36. 10-1979 Welded and Seamless Wrought Steel Pipe 3.2.9.6.(1) 

ASTM _ | A120-84 Pipe, Steel, Black and Hot-Dipped Zinc-Coated | 3.2.9.6.(1) 
(Galvanized) Welded and Seamless, for 
Ordinary Uses 

ASTM | A123-84 Specification for Zinc (Hot-Dip Galvanized) Table 9.20.16.A. 
Coatings on Iron and Steel Products 

ASTM | A153-82 (1987) Specification for Zinc Coating (Hot-Dip) on Iron | Table 9.20.16.A. 
and Steel Hardware 

ASTM | A252-82 Welded and Seamless Steel Pipe Piles IIS Bee 

ASTM | A283M-85 Low and Intermediate Tensile Strength Carbon 4.2.3.8. 
Steel Plates, Shapes, and Bars 

ASTM | A525-86 Steel Sheet, Zinc-Coated (Galvanized) by the Gases. 2. 
Hot-Dip Process 

ASTM | A570M/570M-88 Hot-Rolled Carbon Steel Sheet and Strip, 4.2.3.8. 
Structural Quality 

ASTM | A611-85 Steel, Cold-Rolled Sheet, Carbon Structural 4.2.3.8. 

ASTM | B75-84 Seamless Copper Tube S.2 Ol) 

ASTM | B251-84 General Requirements for Wrought Seamless 3:2°9°6:(1) 
Copper and Copper-Alloy Tube 

ASTM _§ | C4-62 (1986) Clay Drain Tile pa 6 ch 

ASTM_§ | C5-79 (1988) Quicklime for Structural Purposes 9.20;31:41) 

ASTM | C27-84 (1988) Classification for Fire Clay and High Alumina O°21.3.4, 
Refractory Brick 

ASTM | C126-86 Ceramic Glazed Structural Clay Facing Tile, Or 2; 1.) 


Facing Brick, and Solid Masonry Units 
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Table 2.6.3.A.—(Cont’d) 
Forming Part of Article 2.6.3.2. 





Issuing 
Agency 


ASTM 
ASTM 
ASTM 
ASTM 


ASTM 
| ASTM 
| ASTM 


ASTM 


ASTM 


| ASTM 


_ ASTM 


ASTM 
ASTM 
ASTM 


ASTM 





ASTM 
ASTM 


AWS 
BRMD 


CGSB 


ee 


CGSB 
CGSB 








DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Document 
Number 


C207-79 (1988) 
C212-60 (1986) 
C315-87 (1983) 
C411-82 (1987) 


C412M-83 (1988) 
C444M-87 
C700-89 (1983) 


C1002-88 


D374-79 
D568-77 


D635-81 


D2898-81 (1986) 


E90-87 


E283-84 


E336-84 


E413-87 
F476-84 


Specification a5.8-76 
Safety Code 20-A 


CAN/CGSB-7.1-M86 
CAN/CGSB-7.2-M86 
10-GP-3Ma-1981 





Title of Document 


Hydrated Lime for Masonry Purposes 
Structural Clay Facing Tile 


Clay Flue Linings 





Hot-Surface Performance of High-Temperature 
Thermal Insulation 


Concrete Drain Tile 
Perforated Concrete Pipe 


Vitrified Clay Pipe, Extra Strength, Standard 
Strength and Perforated 





Steel Drill Screws for the Application of Gypsum 
Board or Metal Plaster Bases 


Thickness of Solid Electrical Insulation 


Rate of Burning and/or Extent and Time of 
Burning of Flexible Plastics in a Vertical Position 


Rate of Burning and/or Extent and Time of 





Burning of Self-Supporting Plastics in a 
Horizontal Position 


Test Method for Accelerated Weathering of 
Fire-Retardant-Treated Wood for Fire Testing 





Laboratory Measurement of Airborne Sound 
Transmission Loss of Building Partitions 


Standard Test Method for Rate of Air Leakage 
through Windows, Curtain Walls and Doors 


Measurement of Airborne Sound Insulation in 
Buildings 


Classification for Rating Sound Insulation 


Standard Test Methods For Security of Swinging 
Door Assemblies 


Brazing Filler Metal 


X-ray equipment in Medical Diagnosis Part A: 
Recommended Safety Procedures for Installation 
and Use 


Cold Formed Steel Framing Components 





Adjustable Metal Columns 


Refractory Mortar, Air Setting 
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Code 
Reference 


920 RIA) 





F202) 
yee AG eRe). 


0.255 
6.2 


on 


(3) 
(2) 


9.14.3.1.(1) 
115 
9.14.3.1.(1) 


9, 
9.14.3 
9.7 
oe 


4.1.4. 
ey) 


Nt 
nan — 


3-84-11) 
3.8.4.1.(1) 


3:8. 4s14(1) 





2s es 


02020 7110. 


3.2.9.6.(2) 
3.6.5.3.(2) 





a 


| Sa 























Issuing 
Agency 


CGSB 


CGSB 


CGSB 


CGSB 
CGSB 
CGSB 
CGSB 
CGSB 
CGSB 
CGSB 


CGSB 


CGSB 


CGSB 


CGSB 


CGSB 


CGSB 


CGSB 


CGSB 


CGSB 


CGSB 


Column | 
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Table 2.6.3.A.—(Cont'd) 
Forming Part of Article 2.6.3.2. 


O. Reg. 413/90) 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Document 
Number 


CAN/CGSB-11.3- 
M87 

CAN/CGSB- 
11.5-M87 


CAN2-12.1-M79 


CAN2-12.2-M76 
CAN2-12.3-M76 
CAN2-12.4-M76 
CAN2-12.5-M86 


CAN2.12.8-M76 





CAN2-12.10-M76 





CAN2-12.11-M76 


CAN/CGSB- 
12.20-M8&9 


19-GP-5M-1976 


CAN2-19.13-M87 


19-GP-14M-1976 


19-GP-22M-1977 


CAN2-19.24-M80 


24-GP-3a 1967 


CAN/CGSB- 


34.4-M8&9 


CAN/CGSB- 
34.5-M8&9 


CAN/CGSB- 
37.14-M87 


iW) 


Title of Document 


Hardboard 


Hardboard, Precoated, Factory Finished, for 





Exterior Cladding 


Glass, Safety, Tempered or Laminated 


Glass, Sheet, Flat, Clear 

Glass, Polished Plate or Float, Flat, Clear 
Glass, Heat Absorbing 

Mirrors, Silvered 

Insulating Glass Units 

Glass, Light and Heat Reflecting 


Glass, Wired, Safety 


Structural Design of Glass for Buildings 





Sealing Compound, One Component, Acrylic 
Base, Solvent Curing 


Sealing Compound, One Component, 
Elastomeric, Chemical Curing 


Sealing Compound, One Component, Butyl- 
Polyisobutylene Polymer Base, Solvent Curing 


Sealing Compound, Mildew Resistant, for Tubs 
and Tile 


Sealing Compound, Multi-Component, 
Chemical Curing 


Code of Identification and Classification of 
Piping Systems 


Siding, Asbestos Cement, Shingles and 
Clapboards 


Sheets, Asbestos, Cement Corrugated 


Sheets, Asbestos, Cement Decorative 











Code | 
Reference 


WS 
elie 
OS5(7) 
A ee a 


Serie hy ey 


D2 4.2.(2) 


O29 NN). 


9.27.4.2.(2) 


32.9,0414) 


Fite sluts) 


ea s( by) 


eA etal 


| 








| Issuing 
_ Agency 


“CGSB 
| csp 
cass 
CGSB 
“CGSB 


| CGSB 





CGSB 
GSB 


| CGSB 
| CGSB 
CGSB 


CGSB 


| CGSB 





| CGSB 
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Table 2.6.3.A.—(Cont’d) 
Forming Part of Article 2.6.3.2. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Document 
Number 


CAN/CGSB 
34.16-M8&9 


CAN/CGSB- 
34.17-M8&9 


CAN/CGSB- 
34.21-M8&9 


CAN/CGSB-34.22 
CAN/CGSB- 
37.2-M88 
37-GP-3M-1976 
CAN/CGSB- 
37.4-M89 


CAN/CGSB- 
37.5-M8&9 


37-GP-6Ma- 1983 
CAN/CGSB- 


37.8-M88 
37-GP-9Ma-1983 
37-GP-12Ma-1984 


37-GP-16M-1976 


37-GP-18Ma-1985 
37-GP-21M-1976 
37-GP-22M-1976 


37-GP-50M-1978 
37-GP-51M-1979 


37-GP-52M-1984 


37-GP-54M-1979 


















Title of Document 


Sheets, Asbestos-Cement, Flat, Fully 
Compressed 


Sheets, Asbestos-Cement, Flat Semicompressed 


Panels, Sandwich, Asbestos-Cement with 
Insulating Cores 


Pipe, Asbestos-Cement, Drain 


Asphalt, Emulsified, Mineral Colloid Type, 
Unfilled, for Dampproofing and Waterproofing 
and for Roof Coatings 


Application of Emulsified Asphalts for 
Dampproofing or Waterproofing 


Cement, Lap, Cutback Asphalt, Fibrated, for 
Asphalt Roofing 


Cement, Plastic, Cutback Asphalt 


Asphalt, Cutback, Unfilled, for Dampproofing 
Asphalt, Cutback, Filled, for Roof Coating 


Primer, Asphalt, Unfilled, for Asphalt Roofing, 
Dampproofing and Waterproofing 


Application of Unfilled Cutback Asphalt for 
Dampproofing 


Asphalt, Cutback, Filled, for Dampproofing and 
Waterproofing 


Tar, Cutback, Unfilled, for Dampproofing 
Tar, Cutback, Fibrated, For Roof Coating 


Application of Unfilled Cutback Tar Foundation 
Coating for Dampproofing 


Asphalt, Rubberized, Hot Applied for Roofing 
and Waterproofing 


Application of Rubberized Asphalt, Hot 
Applied, For Roofing and Waterproofing 


Roofing and Waterproofing Membrane, Sheet 
Applied, Elastomeric 


Roofing and Waterproofing Membrane, Sheet 
Applied, Flexible, Polyvinyl Chloride 


1285 














Code 


Reference 


Or) Gus (Y) 


SOCAN td) 


OZ ie8e). Gh) 


9.14.3.1.(1) 


Oyt3 220.00) 


OTS 3h3-( 1) 


O2024..(1) 


9.26.2.1.(1) 


Oia al (ih) 
O26. 2a) 


A eA) 


9.13.138A 1) 


ONS LAAT) 


O43 cae) 
9.26.2, 1.01) 


Os 133.01) 


02652. OL) 


9 26851: 


920324 ts (4) 


9 26325 hi. Gh) 














THE ONTARIO GAZETTE O. Reg. 413/90 


Table 2.6.3.A.—(Cont'd) 
Forming Part of Article 2.6.3.2. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Issuing Document ree Deeunienit Code 


CGSB_ | 37-GP-55M-1979 Application of Sheet Applied Flexible Polyvinyl | 9.26.16.1. 
Chloride Roofing Membrane 




















CGSB | 37-GP-56M-1980 Membrane, Modified, Bituminous, 9262201402) 
Prefabricated, and Reinforced for Roofing 
CGSB _ | 41-GP-6M-1976 Sheets, Thermosetting Polyester Plastics, Glass D202 AY) 
Fiber Reinforced 
Menage | 
CGSB _ | 41-GP-24Ma-1983 Siding, Soffits and Fascia, Rigid Vinyl QATASM, 
CGSB _ | 41-GP-29Ma 1983 Tubing, Plastic, Corrugated, Drainage O43 £) 
CGSB_ | CAN/CGSB- Thermal Insulation, Polystyrene Boards and Table 9.23.16.A. 
51.20-M87 Pipe Covering D2 ov et) 
Fa 7 So" 
GGSB_ | 51-GP-21M-1978 Thermal Insulation, Urethane and Isocyanurate, | Table 9.23.16.A. 
Unfaced 9,729.32 1201) 
CGSB_ | CAN/CGSB- Thermal Insulation, Phenolic, Faced ‘Table 9723.10.A. 
51.25-M87 9 aaa eC) 
CGSB_ | CAN/CGSB- Thermal Insulation, Urethane and Isocyanurate, | Table 9.23.16.A. 
51.26-M86 Boards, Faced O25. S80( 1) 
CGSB_ | 51-GP-27M-1979 Thermal Insulation, Polystyrene Loose Fill T2573 TCV) 
CGSB | CAN2-51.32-M77 Sheathing, Membrane, Breather Type O20 LOT) 
O25 Tit 
9207 224.(1) 
CGSB | CAN2-51.33-M80 Vapour Barrier, Sheet, for Use in Building 9253941) 
Construction 
CGSB | CAN/CGSB- Vapour Barrier, Polyethylene Sheet for Use in 
51.34-M86 Building Construction 
CGSB | 51-GP-60M-1979 Thermal Insulation, Cellulose Fibre, Loose Fill 
CGSB | CAN/CGSB- Plastic Skylights 
63.14-M89 
CGSB_ | CAN/CGSB- Sliding Doors 
82.1-M89 
CGSB_ | CAN/CGSB- Insulated Steel Doors 
82.5-M88 
CGSB_ | CAN/CGSB- Doors, Mirrored Glass, Sliding or Folding, 
82.6-M86 Wardrobe 
CGSB | CAN/CGSB- Sheet, Aluminum Alloy, Prefinished Residential | 9.27.12.1.(4) 
93.1-M85 
CGSB_ | 93-GP-2Ma-1983 Siding, Soffits and Fascia, Aluminum, O21 Az. 13) 





Prefinished, Residential 
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Table 2.6.3.A.—(Cont’d) 
Forming Part of Article 2.6.3.2. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


| Issuing Document ‘ Code 
eos |S aaetiie ies 















































| 

wCGSB | 93-GP-3M-1978 Sheet, Steel, Galvanized, Prefinished, 927 12.1.2) 

Residential 

| CGSB | 93-GP-4M-1978 Siding, Soffits and Fascia, Steel, Galvanized, O20 1201) 

Prefinished, Residential 

| CSA | CAN3 A5-M88 Portland Cements 9.3.1.2. 
D.20;3.0.(0) 
e280 ss 

| CSA CAN/CSA-A8-M8&8 Masonry Cement 9720.3.1.(1) 

| CSA CAN3-A23.1-M77 Concrete Materials and Methods of Concrete 4.2.3.6. 

Construction Ae 23193 
D Saul) 
9.3.1.4 

| CSA CAN3-A23.2-M77 Methods of Test for Concrete io} ord ine ME 
Table 4.1.9.B. 

| CSA CAN3-A23.3-M84 Design of Concrete Structures for Buildings 4.3.3.1. 

PeCSA CAN/CSA- Burned Clay Brick (Solid Masonry Units Made ONO. 221 etl) 

A82.1-M87 From Clay or Shale) 

i} CSA A82.3-M1978 Calcium Silicate (Sand-Lime) Building Brick GRO 2AsC1)) 

| CSA A82.4-M1978 Structural Clay Load-Bearing Wall Tile O20. 2A) 

CSA A82.5-M1978 Structural Clay Non-Load-Bearing Tile S202 501) 

CSA A82.22-M1977 Gypsum Plasters OR20 kl. 

CSA A82.27-M1977 Gypsum Board Products Sal 357k (4) 
Table 9.10.3.A. 
Table 9°10°3:6. 

Table 9.23.16.A. 
O95) 

CSA A82.30-M1980 Interior Furring, Lathing and Gypsum Plastering | 9.29.4.1. 

CSA A82.31-M1980 Gypsum Board Application 9.29.3:1:(2) 

CSA A82.56-M1976 Aggregate for Masonry Mortar 9:20, e120 1) 

CSA CAN3-A93-M82 Natural Airflow Ventilators for Buildings 9.19.1.1.(4) 
| 
|| CSA A101-M1983 Thermal Insulation, Mineral Fibre, for Buildings | 9.25.3.1.(1) 
| Table 9.25.16.A. 
| CSA A123.1-M1979 Asphalt Shingles Surfaced with Mineral 926.2.1.61) 

Granules 
| CSA A123.17-1963 Asphalt-Saturated Felted Glass-Fibre Mat for 926025104) 
! Use in Construction of Built-Up Roofs 
| Asphalt Coated Roofing Sheets 9.26.2.1.(1) 











Issuing 
Agency 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 
CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


Column | 
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Table 2.6.3.A.—(Cont’d) 
Forming Part of Article 2.6.3.2. 


O. Reg. 413/90. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Document 
Number 


A123.3-M1979 


A123.4-M1979 


CAN3-A123.51-M85 


CAN3-A123.52-M8&5 


CAN3-A165.1-M&85 


CAN3-A165.2-M8&5 
CAN3-A165.3-M85 
CAN3-A165.4-M85 


CAN/CSA- 
A247-M8&6 


CAN3-A266.1-M78 
CAN3-A266.2-M78 


CAN3-A277-M81 


CAN3-A371-M84 


CAN/CSA 
A405-M8&7 


CAN3-A438-M84 


CAN3-A440-M84 


CAN3-B44-M1985 


B52-M1983 


B111-1974 


CAN/CSA- 
B182.1-M87 


5 











Title of Document 


Asphalt or Tar Saturated Roofing Felt 
Bitumen for Use in Construction of Built-Up 
Roof Coverings and Dampproofing and 
Waterproofing Systems 


Asphalt Shingle Application on Roof Slopes 1:3 
and Steeper 


Asphalt Shingle Application on Roof Slopes 1:6 
to Less than 1:3 


Concrete Masonry Units 


Concrete Brick Masonry Units 
Prefaced Concrete Masonry Units 
Autoclaved Cellular Units 


Insulating Fibreboard 


Air-Entraining Admixtures for Concrete 
Chemical Admixtures for Concrete 


Procedures for Certification of Factory-Built 
Houses 


Masonry Construction for Buildings 

Design and Construction of Masonry Fireplaces 
Concrete Construction for Housing and Small 
Buildings 


Windows 


Safety Code for Elevators, Dumbwaiters, 
Escalators, Moving Walks and Freight Platform 
Lifts 

Mechanical Refrigeration Code 


Wire Nails, Spikes and Staples 


Plastic Drain and Sewer Pipe and Pipe Fittings 


1288 


Code 
Reference 


OVS. 2223 
920:241.01) 
9.20.2.6.(1) 
O20 ECD) 
9.20.2.1.41) 
O20251 41) 
9528 5°6.(3) 
Table 9.23.16.A. 
9.25.5; |. 
9.29.8.1. 
9.3.1.9. 
957129. 


2.1.1.4.(2) 


9:20, 32: 


Bas} 
Table 4.1.10.A. 


6.2.2.4.(4) 
Wee 
9.26.2.2.(1) 
9.29.5.6. 


94 3 :( fT) 
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THE ONTARIO GAZETTE 


Table 2.6.3.A.—(Cont’d) 
Forming Part of Article 2.6.3.2. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Issuing Document 
Agency Number 


CAN/CSA- 
B355-M86 


CAN/CSA 
B365-M87 


B366.1-M1981 
CAN3-C22.2 


No.0.3-M85 


CAN3 C88-M79 
C22.2 No.113-M1984 


C22.2 No.141-M1985 


CAN/CSA- 
C282-M89 


CAN/CSA- 
G40.21-M87 


CAN3-G401-M81 
CAN/CSA-O80-M89 


CAN/CSA- 
O80.1-M8&9 


CAN/CSA- 
O80.2-M89 


CAN/CSA- 
O80.3-M89 


CAN/CSA- 
O80.9-M8&9 


CAN/CSA- 
O80. 15-M8s9 


CAN3-086-M84 


CAN/CSA- 
O86. 1-M8&4 


O115-M1982 





Title of Document 


Elevating Devices for the Handicapped 


Installation Code for Solid-Fuel Burning 
Appliances and Equipment 


Solid Fuel Fired Appliances for Residential Use 


Test Methods for Electrical Wires and Cables 


Power Transformers and Reactors 

Fans and Ventilators 

Unit Equipment for Emergency Lighting 
Emergency Electrical Power Supply for 
Buildings 


Structural Quality Steels 


Corrugated Steel Pipe Products 

Wood Preservation 

Preservative Treatment of All Timber Products 
by Pressure Processes 


Preservative Treatment of Lumber, Timber, 
Bridge Ties and Mine Ties by Pressure Processes 


Preservative Treatment of Piles by Pressure 
Processes 


Preservative Treatment of Plywood by Pressure 
Processes 


Preservative Treatment of Wood for Building 
Foundation Systems, Basements and Crawl 
Spaces by Pressure Processes 


Engineering Design in Wood 


Engineering Design in Wood - Limit States 
Design 


Hardwood and Decorative Plywood 


1289 








Code 
Reference 


3.5.2.9.(10) 
9.32.3.3.(2) 


Se 142) 
SOMO) 


Obl. 


J... 


43.2 AN) 
9:3-2.95(1) 
peed eae 


ee 
Table 4.1.9.B. 


2 Dy 4s fee 
9.30.2.2.(1) 


4 




















Issuing 
Agency 
CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 


CSA 
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Table 2.6.3.A.—(Cont'd) 
Forming Part of Article 2.6.3.2. 


O. Reg. 413/90 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Code 
Reference 


Document 
Number 


O118.1-M&8 


O121-M1978 


CAN/CSA- 
O122-M8&9 


O132.2-M1977 


O141-1970 


O151-M1978 


O153-M1980 


CAN/CSA- 
O177-M89 


CAN3-O188.1-M78 


CAN/CSA- 
O0325.0-88 


CAN3-0437.0-M85 


CAN/CSA- 
S16.1-M89 


CAN3S37-M 1981 


CAN/CSA-S136-M89 














Title of Document 


Western Red Cedar Shingles and Shakes 


Douglas Fir Plywood 


Structural Glued-Laminated Timber 


Wood Doors 


Softwood Lumber 


Canadian Softwood Plywood 


Poplar Plywood 


Qualification Code for Manufacturers of 
Structural Glued-Laminated Timber 


Interior Mat-Formed Wood Particleboard 


Construction Sheathing 


Waferboard and Strandboard 


Limit States Design of Steel Structures 


Antennas, Towers and Antenna Supporting 
Structures 


Cold Formed Steel Structural Members 


1290 





9.30.2.2.(1) 







9.23.14.2.(1) 
Orv.) 
Table 9.23.16.A. 
9.27.9.1. 

9.30.2.2.(1) 










hats ell a 





9.23.14.2.(3) 
9.29.9.1.(1) 
9.30.2.2.(1) 







Table 9.23.14.B. 
OFS a2 (1) 
O23 C1 Ce 
Table 9.23. 15.B. 
Table 9.23.16.B. 








Yee ah 8 
Foto el) 
DZS. 2AL) 
Table 9.23.16.A. 
O27 41.4, 

9.29.9.1.(2) 
9.30 2.2.(2) 














Table 4.1.9.B. 
453441 






4.1.1.4.(2) 





4.3.4.2. 
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Table 2.6.3.A.—(Cont'd) 
Forming Part of Article 2.6.3.2. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Issuing Document 
Agency Number 


CAN3-S157-M83 























CSA 





$269.1-1975 


CAN3-S304-M84 


$307-M 1980 


CAN3-S367-M81 
CAN3-S406-M83 
CAN/CSA-S413-M8&7 





Z32.1-M1986 


CAN/CSA- 
Z32.4-M86 


Z91-M1980 





Z240.2.1-1979 


Z240.8.1.-1978 


Z305.1-M1984 
FINA 1984 


| NFPA | 13-1989 





NFPA | 71-1987 


NFPA | 72D-1986 


NFPA | 80-1986 





NFPA |} 82-1983 








Title of Document 


Strength Design in Aluminum 
Falsework for Construction Purposes 


Masonry Design for Buildings 


Load Test Procedure for Wood Roof Trusses for 
Houses and Small Buildings 


Air Supported Structures 

Construction of Preserved Wood Foundations 
Parking Structures 

Safety in Anaesthetizing Locations 


Essential Electrical Systems for Hospitals 


Safety Code for Window Cleaning Operations 


Structural Requirements for Mobile Homes 


Light Duty Windows 


Non-Flammable Medical Gas Piping Systems 


Rules and Laws Governing Swimming, Diving, 
Water Polo and Synchronized Swimming 


Installation of Sprinkler Systems 


Installation, Maintenance and Use of Central 
Station Signalling Systems 


Installation, Maintenance and Use of Proprietary 
Protective Signalling Systems 


Fire Doors and Windows 


Incinerators, Waste and Linen Handling Systems 
and Equipment 





Code 
Reference 


LS AIS i 

Art so. (33 
Table 4.1.9.B. 
AN59.34(6) 

WE Oa 


ay ea eo al LY) 





Araret 
154.3 (3) 
4.4.2.1 
3.6.5.1 
327.6. 
4.1.10.7.(2) 
Paaied 
9,752..1.(2) 
ont 4.2) 
Ons Pele(2) 
B65. 

Sib 4117) 
3.2.4.16.(2) 
Boat) 
a Std) 
3.2.8.4.(7) 
B32 S38) 
3 2A7.(3) 
Be) 
Be) 
Basel) 
Bao a) 
ch rey 
ey sta) 
Ox10.idal. 
9.10.13.2.(3) 
6.2.6.1 
9.10.10.5.(2) 


Sr 


1281 





Issuing 
Agency 


NFPA 


NFPA 


NFPA 
NLGA 


ULC 


CEC 


ULC 


ULC 


DLE 


ULE 


ULC 


ULC 


ULE 


ULG 


EC 


ULL. 


Column | 
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Table 2.6.3.A.—(Cont’d) 
Forming Part of Article 2.6.3.2. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Document 
Number 


96-1987 


211-1988 


214-1988 
1987 


C199P-M1988 


CAN4-S101-M82 


CAN/ULC- 
S102-M88& 


CAN/ULC- 
S102.2-M88 


S102.3-M1982 


CAN4-S104-M80 


CAN4-S105-M85 


CAN4-S106-M80 
CAN/ULC- 
S107-M87 
CAN/ULC- 
S109-M87 
CAN/ULC- 
S110-M1986 
CAN4-S111-M80 


N 


Code 












Installation of Equipment for the Removal of 632,26 
Smoke and Grease- Laden Vapours from 


Commercial Cooking Equipment 





Standard for Chimneys, Fireplaces, Vents and 


631172 
Solid Fuel-Burning Appliances acetal yee 





Water-Cooling Towers 6.273615(4) 


Standard Grading Rules for Canadian Lumber USSSA. 
Vable Oy3:25A3 . 


32.5.14(2) 





Guide for the Investigation of Combustible 
Piping for Sprinkler Systems 





Standard Methods of Fire Endurance Tests of 
Building Construction and Materials 


Standard Method of Test for Surface Burning 
Characteristics of Building Materials and 
Assemblies 


Standard Method of Test for Surface Burning 
Characteristics of Flooring, Floor Covering, and 
Miscellaneous Materials and Assemblies 


Standard Method of Fire Test of Light Diffusers 
and Lenses 


Standard Method of Fire Tests of Door 
Assemblies 


Standard Specification for Fire Door Frames 
Meeting the Performance Required by 
CAN4-S104 


Standard Method for Fire Tests of Window and 
Glass Block Assemblies 


3.1.8.4.(1) 





Standard Method of Fire Tests of Roof 
Coverings 


Sr Lalo. 





Standard for Flame Tests of Flame-Resistant 
Fabrics and Films 


Standard for Air Ducts 


Standard Method of Fire Tests for Air Filter 
Units 


1292 
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Table 2.6.3.A.—(Cont'd) 
Forming Part of Article 2.6.3.2. 





Issuing 
Agency 


WLC 


LC 


LC 


ULC 


RILC 


ULC 


Lee 


LC 


LC 


WLC 


ILC 


LC 


DLC 


LLC 


ULC 


DBR 


Column | 





DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Document 
Number 


CAN4-S112-M82 


CAN4-S112.2-M8&4 


CAN4-S113-79 


CAN4-S114-M80 


CAN4-S115-M85 


CAN4-S124-M85 


CAN/ULC S126-M86 


$505-1974 


$513-78 


CAN/ULC- 
S524-M86 


CAN/ULC- 
$531-M87 


CAN/ULC- 
$537-M86 


$543-M1983 


CAN/ULC- 








S610-M87 


CAN/ULC- 
S629-M87 


CAN/ULC- 
S639-M87 






Technical Paper No. 
194 


Technical Paper No. 
207 














Title of Document 
Standard Method of Fire Test of Fire-Damper 


Assemblies 


Standard Method of Fire Test of Ceiling Firestop 
Flap Assemblies 


Standard Specification for Wood Core Doors 
Meeting the Performance Required by CAN4- 
S104-77 for Twenty Minute Fire Rated Closure 
Assemblies 


Standard Method of Test for Determination of 
Non-Combustibility in Building Materials 


Standard Method of Fire Tests for Firestop 
Systems 


Standard Method of Test for the Evaluation of 
Protective Coverings for Foamed Plastic 


Standard Method of Test for Fire Spread Under 
Roof-Deck Assemblies 


Standard for Fusible Links for Fire Protection 
Service 


Standard for Threaded Couplings for 38 mm and 
65 mm Fire Hose 


Standard for the Installation of Fire Alarm 
Systems 


Standard for Smoke Alarms 


Standard for the Verification of Fire Alarm 
Systems 


Standard for Internal Lug Quick Connect 
Couplings for Fire Hoses 


Standard for Factory-Built Fireplaces 


Standard for 650°C Factory-Built Chimneys 


Standard for Steel Liner Assemblies for Solid 
Fuel-Burning Masonry Fireplaces 


Fire Endurance of Protected Steel Columns and 
Beams 


Fire Endurance of Unit Masonry Miscellaneous 
Assemblies 


1293 





Code 
Reference 


3.1.8.4.(1) 


See ee 


F220 
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Table 2.6.3.A.—(Cont'd) 
Forming Part of Article 2.6.3.2. 


DOCUMENTS REFERENCED IN THE ONTARIO BUILDING CODE 


Issuing Document ciel OE nacniment Code 
Agency Number Reference 


DBR Technical Paper No Fire Endurance of Light Framed and Lig2e5 sh; 
gee Miscellaneous Assemblies 

HUD Rehabilitation Guideline on Fire Ratings of Archaic Materials 
Guidelines No. and Assemblies 
8-1980 








ine) 
Loe) 


Column | 








2.6.4. Alternate Test Standards 


2.6.4.1. The results of tests based on test standards other than as described in this Code may be used if the 
alternate test standards provide comparable results. 
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Part 3 


Use and Occupancy 





Section 3.1 General 
eles bs Scope 
3152; Classification of Buildings or Parts by Major Occupancy 
Sid hae Multiple Occupancy Requirements 
3.1.4. Combustible Construction 
er ee Noncombustible Construction 
3.1.6. Tents, Air-Supported Structures and Temporary Structures 
2 ee Fire-Resistance Ratings 
3.1; Fire Separations and Closures 
| 3.129. Building Services in Fire Separations and Fire Rated Assemblies 
| 3.1.10. Firewalls 
3.1.11. Fire Stops in Concealed Spaces 
3.1.12; Flame-Spread Rating and Smoke Developed Classification 
| 6.4.13. Interior Finish 
| 3.1.14. Roof Assemblies 
| can i Roof Covering 
| 3.1.16. Occupant Load 
| o.L47, Drainage and Grades 
oF. 18: Above Ground Electrical Conductors 
Section 3.2 Size and Occupancy Requirements for Fire Safety 
522.1. General 
| Sized. Building Size and Construction Relative to Occupancy 
| De 2aws Spatial Separation and Exposure Protection of Buildings 
3.2.4. Fire Alarm and Detection Systems 
| 3.2.05 Provisions for Fire Fighting 
3.2.6; Additional Requirements for High Buildings 
Release Lighting and Emergency Power Systems 
3.2685 Mezzanines and Openings Through Floor Assemblies 
322.9. Standpipe and Hose Systems 
Section 3.3 Safety Requirements Within Floor Areas 
| Se Fe Requirements Applying to All Floor Areas 
| Diode Assembly Occupancy 
S370. Institutional Occupancy 
3.3.4. Residential Occupancy 
3.5.5. Industrial Occupancy 
Section 3.4 Requirements for Exits 
3.4.1. General Requirements 
3.4.2. Number and Location of Exits from Floor Areas 
3.4.3. Width and Height of Exits 
3.4.4. Required Fire Separation for Exits 
3.4.5. Exit Signs 
3.4.6. Types of Exit Facilities 
3.4.7. Fire Escapes 
Section 3.5 Service Facilities 
ae General 
Diocai Service Rooms 
J: Vertical Service Spaces and Service Facilities 
3.5.4. Horizontal Service Spaces and Service Facilities 
eee Elevators, Dumbwaiters and Escalators 
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Section 3.6 
3.6.1. 
3.6.2. 
3.6.3. 
3.6.4. 
2.0.0 


Section 3.7 
aeiek. 
Sidez. 
Rte pe 


Section 3.8 
3.8.1. 
SS oe 
ooo: 
3.8.4. 
3.8.5. 


Section 3.9 
3.9.1. 
teas 
3.9.3. 


Section 3.10 


3.10.1. 
3102; 
21053; 
3.10.4. 


Section 3. 


et bo 
— eee eet eet 


td Lod Lad Lad Ld Lad Lad 
a a 
mesh mech heheh fh fem fh 


Spee ae 
WwW ho = 
Seca 


HES RSA 


= © 


THE ONTARIO GAZETTE 


Health Requirements 

Height and Area of Rooms 
Windows 

Ventilation 

Plumbing Facilities 

Health Care Facility Systems 


Barrier-Free Design 
General 

Occupancy Requirements 
Design Standards 


Signs 

Scope 

Alterations 

Structural Requirements 
Plastic Sign Facing Materials 
Location Restrictions 


Portable Classrooms 
Scope 

Interior Finish 
Application 


Self-Service Storage Buildings 

Scope 

Requirements for All Buildings 

Additional Requirements for Buildings Containing More than 1 Storey 
Additional Requirements for 1 Storey Buildings 


Public Pools 

General 

Designations of Public Pools 

Pool and Pool Deck Design and Construction Requirements for All Class A and Class B 
Pools 

Public Pools Equipped with Diving Boards or Diving Platforms 

Ramps into Public Pools in B2 Institutional Occupancies 

Modified Pools 

Wave Action Pools 

Recirculation and Vacuum Systems for Public Pools 

Dressing Rooms, Locker Facilities, and Plumbing Facilities for All Public Pools 

Emergency Provisions for All Public Pools 

Service Rooms and Storage for All Public Pools 
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Part 3 
Use and Occupancy 


Section 3.1 General 

3.1.1. Scope 

3.1.1.1. Scope. The scope of this Part shall be as described in Section 2.1. 
B.1.1.2. Reserved. 

3.1.1.3. Reserved. 

3.1.2. Classification of Buildings or Parts of Buildings by Major Occupancy 
3.1.2.1. Classification of Buildings 


(1) Except as provided in Articles 3.1.2.3. to 3.1.2.6., every building or part thereof shall be classified 
according to its major occupancy as belonging to one of the Groups or Divisions described in Table 3.1 wens, 


Table 3.1.2.A. 
Forming Part of Sentence 3.1.2.1.(1) 


[ Group | Division _| Description of Major Occupancies 

















A l Assembly occupancies intended for the production and viewing of the 
performing arts 
A 2 Assembly occupancies not elsewhere classified in Group A 
3 Assembly occupancies of the arena type 
4 Assembly occupancies in which provision is made for the congregation or 
gathering of persons for the purpose of participating in or viewing open air 
activities 
B | Institutional occupancies in which persons are under restraint or are 
incapable of self preservation because of security measures not under their 
control 
| B 2 Institutional occupancies in which persons require supervisory care, medical 
care or treatment 
C ~ Residential occupancies 
D - Business and personal services occupancies 
| EB - Mercantile occupancies 
5 l High hazard industrial occupancies 
Ee 2 Medium hazard industrial occupancies 
E 3 Low hazard industrial occupancies 








: 


(2) A building intended for use by more than one major occupancy, shall be classified according to all major 
occupancies for which it is used or intended to be used. 


3.1.2.2. Occupancies of Same Classification. Any building may be deemed to be occupied by a single major 
occupancy, notwithstanding its use for more than | major occupancy, provided that such occupancies are clas- 
sified as belonging to the same Group classification or, where the Group is divided into Divisions, as belonging 
to the same Division classification in Table 3.1.2.A. 


3.1.2.3. Arena Type Buildings. An arena type building intended for occasional use for trade shows and similar 
exhibition purposes shall be classified as Group A, Division 3 occupancy and, when the building area of such 
building is more than 1 500 m*, the building shall be sprinklered. 
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3.1.2.4. Police Stations. Police stations with detention quarters are permitted to be classified as Group B, 
Division 2 major occupancies provided such stations are not more than | storey in building height and 600 m- in 


building area. 


3.1.2.5. Convalescent and Children’s Custodial Homes. Convalescent homes and children’s custodial homes — 
are permitted to be classified as Group C major occupancies provided that occupants are ambulatory and live 
as a single housekeeping unit in a dwelling unit with sleeping accommodation for not more than 10 persons. 


3.1.2.6. Restaurants. A restaurant is permitted to be classified as a Group E major occupancy provided such 
restaurant is designed to accommodate not more than 30 persons consuming food or drink. 


3.1.3. Multiple Occupancy Requirements 
3.1.3.1. Buildings with Multiple Occupancies 


(1) The requirements restricting fire spread and collapse for a building of a single major occupancy classifi- 
cation are provided in Subsection 3.2.2. according to building height and building area. 


(2) Where a building contains more than one major occupancy (classified in more than one Group or Divi- 
sion), the requirements of Subsection 3.2.2. concerning building size and construction relative to occupancy, 
shall be applied according to Articles 3.1.3.2. to 3.1.3.5. 


(3) Where an existing building contains more than one major occupancy, the requirements of Subsection 
1.4.2. for the classification of multiple occupancy buildings shall be applied according to Articles 3.1.3.2. to 
LoS; 


| 
eae 
3.1.3.2. Applicable Building Height and Area. In determining the fire safety requirements of a building in rela- 
tion to each of the major occupancies contained therein, the building height and building area of the entire 
building shall be used. 


3.1.3.3. Construction Requirements. Except as provided in Articles 3.1.3.4. and 3.1.3.5., in any building con- 
taining more than | major occupancy, the requirements of Subsection 3.2.2. for the most restricted major 
occupancy contained shall apply to the whole building. 


3.1.3.4. Superimposed Major Occupancies 


(1) Except as permitted in Article 3.1.3.5., in any building in which one major occupancy is located entirely 
above another major occupancy, the requirements in Subsection 3.2.2. for each portion of the building con- 
taining a major occupancy shall apply to that portion as if the entire building was of that major occupancy. 


(2) Where one major occupancy is located above another, the fire-resistance rating of the floor assembly 
between such major occupancies shall be determined on the basis of the requirements in Subsection 3.2.2. for 
the lower major occupancy. 


3.1.3.5. Exceptions for Major Occupancies 


(1) In a building where the aggregate area of all major occupancies in a particular Group or Division is not 
more than 10 per cent of the floor area of the storey on which they are located, these major occupancies need 
not be considered as major occupancies for the purposes of Subsection 3.2.2. provided they are not classified 
as Group F, Division 1 or 2 occupancies. 


(2) A helicopter landing area on the roof of a building need not be considered a mayor occupancy for pur- 
poses of Subsection 3.2.2. where such landing area is not more than 10 per cent of the area of the roof. 


3.1.3.6. Separation of Major Occupancies 


(1) Except as provided in Sentences (2) and (3), major occupancies shall be separated from adjoining major 
occupancies by fire separations having fire-resistance ratings conforming to Table 3.1.3.A. 
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Table 3.1.3.A. 
Forming Part of Sentence 3.1.3.6.(1) 


Minimum Fire-Resistance Rating of 
Major Fire Separation, hh") 


Occupancy 
Adjoining Major Occupancy 
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Notes to Table 3.1.3.A.: 


i 
(1) Section 3.3 contains requirements for the separation of occupancies and tenancies that are in addition to the requirements 
for the separation of major occupancies. 


me) See Sentence 3.1.3.7.(1). 
m3) See Sentence 3.1.3.6.(2). 
| (4) See Sentence 3.1.3.7.(2). 





_ (2) Where not more than 2 dwelling units are contained in a building with a Group E major occupancy not 
more than 3 storeys in building height, the fire-resistance rating of the fire separation between the 2 major 
occupancies need not be more than 1 h. 


(3) The fire separations required between major occupancies in Sentence (1) are permitted to be penetrated 
by floor openings protected in conformance with Subsection 3.2.8., except for fire separations for Group F, 


i 


| Division 1 major occupancies and for mezzanines described in Sentence 3.2.8.2.(1). 
| 3.1.3.7. Prohibition of Occupancy combinations 


(1) No major occupancy of Group F, Division 1 shall be contained within a building with any occupancy 
| classified as Group A, B, or C. 


(2) Except as provided in Sentence 3.10.2.4.(9), not more than one suite of residential occupancy shall be 
contained within a building classified as a Group F, Division 2 major occupancy. 


| (3) Asleeping room or sleeping area shall not open directly into a room or area where food is intended to be 
stored, prepared, processed, distributed, served, sold or offered for sale. 


3.1.4. Combustible Construction 


3.1.4.1. Combustible Materials Permitted. Where a building is permitted to be of combustible construction, it 
is permitted to be constructed of combustible materials described in Part 9, with or without noncombustible 
components. 


3.1.4.2. Protection of Foamed Plastics 


(1) Foamed plastics which form part of a wall or ceiling assembly in combustible construction shall be pro- 
tected from adjacent spaces in the building, other than adjacent concealed spaces within attic or roof spaces, 
_ crawl spaces, and wall assemblies, by 


(a) one of the interior finishes described in Subsections 9.29.4. to 9.29.9, 


(b) sheet metal mechanically fastened to the supporting assembly independent of the insulation, not less 
than 0.38 mm thick and with a melting point not below 650°C provided the building does not contain 
a Group B or Group C major occupancy, or 


(c) any thermal barrier that meets the requirements of Sentence 3.1.5.11.(2). 
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3.1.4.3. Electrical Wires and Cables 
(1) Electrical wires and cables installed in buildings permitted to be of combustible construction shall 


(a) not convey flame or continue to burn for more than | min when tested in conformance with the Verti- 
cal Flame Test in Clause 4.11.1. of CSA C22.2 No. 0.3, “‘Test Methods for Electrical Wires and 
Cables” (FT1 Rating), or comply with the test requirements in Clause 3.1.5.17.(1)(a), (FT4 Rating), 
or in Subclause 3.5.4.3.(1)(a)(ii), (FT6 Rating), or 


(b) be located in 
(i) totally enclosed noncombustible raceways, 
(ii) concealed spaces in walls, or 
(iii) concrete slabs. 


(2) Service-entrance cables for communication and community antennae distribution systems need not con- 
form to Sentence (1) provided 


(a) the service-entrance cables are located in a building permitted to be of combustible construction and 
are not more than 3 m in length from the point of entry into the building or from the point of leaving 
protection as required as required in Clause (1)(b), or 


(b) provided the service entrance cables enter into an electrical or telephone service room separated from 
the remainder of the building by a fire separation having a fire-resistance rating of not less than 1 h. 


3.1.4.4. Fire-Retardant Treated Wood 
(1) Where fire-retardant treated wood is specified in this Part, such wood shall 


(a) be pressure impregnated with fire-retardant chemicals in conformance with CAN/CSA-080-M, 
‘Wood Preservation’, and 


(b) have a flame-spread rating of not more than 25. 


3.1.4.5. Heavy Timber Construction Alternative. Where combustible construction is permitted and is required 
to have a fire-resistance rating of not more than 45 min, heavy timber construction is permitted to be used pro- 
vided the construction conforms to Article 3.1.4.6. 


3.1.4.6. Heavy Timber Construction 


(1) Wood elements in heavy timber construction shall be arranged in heavy solid masses and with essentially 
smooth flat surfaces to avoid thin sections and sharp projections. 


(2) The actual dimensions of solid-sawn lumber used in heavy timber construction in this Article shall con- 
form to CSA 0141, “Softwood Lumber.” 


(3) Except as provided in Sentences (4) to (6), the minimum dimensions of wood elements in heavy timber 
construction shall conform to Table 3.1.4.A. 


Table 3.1.4.A. 
Forming Part of Sentence 3.1.4.6.(3) 



















Solid Sawn Glued-Laminated 
ee Structural Element (width x depth), (width x depth), 
mm X mm mm X mm 
Columns 140 x 19] 130 x 190 
Arches supported on 89 x 140 SOx 152 
the tops of walls or 
abutments 
Roofs only Beams, girders and 89 x 140 80 x 152 
trusses 
Arches supported at 140 x 140 es a ew 
or near the floor line 
Column | 2 f) 4 
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Table 3.1.4.A.—(Cont’d) 
Forming Part of Sentence 3.1.4.6.(3) 

















Snare Solid Sawn Glued-Laminated 
PP Structural Element (width x depth), (width x depth), 
Assembly 
mm X mm mm X mm 
Columns 19] & 191 175° & 190 
Floors, floors plus | Beams, girders, 140 x 241 130 x 228 — 
roofs trusses and arches or or 
191 x 191 175 x 190 — 


(4) Roof arches supported on the tops of walls or abutments, roof trusses, roof beams and roof girders shall 
be spliced where necessary with splice plates not less than 64 mm thick and be 


(a) not less than 64 mm thick where 2 or more spaced members are used for the construction, with inter- 
vening spaces blocked solidly throughout or tightly closed by a continuous wood cover plate not less 
than 38 mm thick secured to the underside of the members, or 


(b) not less than 64 mm thick when protected by automatic sprinklers under the roof deck. 


(5) Floors shall be of glued-laminated or solid-sawn plank not less than 64 mm thick, splined or tongued and 
grooved, or not less than 38 mm wide and 89 mm deep set on edge and well-spiked together 


(a) laid so that no continuous line of end joints will occur except at points of support, and covered with 
tongued and grooved flooring not less than 19 mm thick laid cross-wise or diagonally, or tongued and 
grooved phenolic-bonded plywood, strandboard or waferboard not less than 12.5 mm thick, and 


(b) laid not closer than 15 mm to the walls to provide for expansion, and the gap covered at the top or 
bottom. 





(6) Roofs shall be of tongued and grooved phenolic-bonded plywood not less than 28 mm thick, or glued- 
laminated or solid-sawn plank that is 


(b) not less than 38 mm wide and 64 mm deep set on edge and laid so that no continuous line of end 


(a) not less than 38 mm thick, splined or tongued and grooved, or 
| joints will occur except at the points of support. 


_ (7) Wood columns shall be continuous or superimposed throughout all storeys. 
(8) Superimposed wood columns shall be connected by 

(a) reinforced concrete or metal caps with brackets, 
| (b) steel or iron caps with pintles and base plates, or 


(c) timber splice plates fastened to the columns by metal connectors housed within the contact faces. 


(9) Where beams and girders enter masonry, wall plates, boxes of the self-releasing type or hangers shall be 
used. 


(10) Wood girders and beams shall be closely fitted around columns, and adjoining ends shall be connected 
by ties or caps to transfer horizontal loads across the joints. 





(11) Intermediate wood beams used to support a floor shall be supported on top of the girders or on metal 
hangers into which the ends of the beams are closely fitted. 


3.1.5. Noncombustible Construction 


3.1.5.1. Noncombustible Materials. Except as permitted in Articles 3.1.5.2. to 3.1.5.21, 3.1.13.4. and 
3.2.2.13., where a building or part of a building is required to be of noncombustible construction, the construc- 
tion shall be made from noncombustible materials. 


3.1.5.2. Minor Noncombustible Components 


(1) The following minor combustible components are permitted in a building required to be of 
noncombustible construction: 
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paint, 


tightly adhering paper covering not more than 1 mm thick applied to a noncombustible backing pro- 
vided the assembly has a flame-spread rating of 25 or less, 


mastics and caulking materials applied to provide flexible seals between the major components of 
exterior wall construction, 


fire stop materials conforming to Sentence 3.1.9.1.(1) and Article 3.1.11.7., 

tubing for pneumatic controls provided it has an outside diameter not more than 10 mm, 
adhesives, vapour barriers and sheathing papers, 

electrical outlet and junction boxes, and 


similar minor components. 


3.1.5.3. Combustible Roofing Materials 


(1) Combustible roof covering which has an A, B, or C classification determined in conformance with Sub- 
section 3.1.15. is permitted on a building required to be of noncombustible construction. 


(2) Combustible roof sheathing and roof sheathing supports installed above a concrete deck are permitted 
ona building required to be of noncombustible construction provided 


(a) 
(b) 
(c) 
(d) 


(e) 


(f) 


the concrete deck is not less than 50 mm thick, 
the height of the roof space above the deck is not more than 1 m, 
the roof space is divided into compartments by fire stops in conformance with Article 3.1.11.5., 


openings through the concrete deck other than for noncombustible roof drains and plumbing piping 
are protected by masonry or concrete shafts constructed as fire separations having a fire-resistance 
rating of not less than | h and extending from the concrete deck to not less than 150 mm above the 
adjacent roof sheathing, 


the perimeter of the roof is protected by a noncombustible parapet extending from the concrete deck 
to not less than 150 mm above the adjacent sheathing, and 


except as permitted in Clause (d), the roof space does not contain any building services. 


(3) Combustible cant strips, roof curbs, nailing strips and similar components used in the installation of roof- 
ing are permitted on a building required to be of noncombustible construction. 


(4) Wood nailer facings to parapets, not more than 600 mm high, are permitted on a building required to be 
of noncombustible construction, if the facings and any roof membranes covering the facings are protected by 
sheet metal. 


3.1.5.4. Combustible Glazing and Skylights 


(1) Combustible Skylight assemblies are permitted in a building required to be of noncombustible 
construction provided the assemblies have a flame-spread rating of not more than 


(a) 


(b) 


150 where the assemblies have an individual area not more than 9 m2 and an aggregate horizontal 
projected area of the openings through the ceiling not more than 25 per cent of the area of the ceiling 
of the room or space in which they are located and are spaced not less than 2.5 m from adjacent 
assemblies and 1.2 m from required fire separations, or 


75 where the assemblies have an individual area not more than 27 m2 and an aggregate horizontal 
projected area of the openings through the ceiling not more than 33 per cent of the area of the ceiling 
of the room or space in which they are located and are spaced not less than 1.2 m from adjacent 
assemblies and from required fire separations. 


(2) Combustible vertical glazing installed no higher than the second storey is permitted in a building required 
to be of noncombustible construction provided the glazing has a flame-spread rating of not more than 75, 
except that the flame-spread rating is permitted to be not more than 150 where the aggregate area of the glaz- 
Ing is not more than 25 per cent of the wall area of the storey in which it is located, and 


(a) 
(b) 


the glazing is installed in a building of 1 storey in building height, or 


the glazing in the first storey is separated from the glazing in the second storey by apron walls, span- 
drel walls or canopies conforming to Article 3.2.3.17. 
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(3) Combustible window sash and frames are permitted in a building required to be of noncombustible 
construction provided 


(a) each window in an exterior wall face is an individual unit separated by noncombustible wall construc- 
tion from every other opening in the wall, 


(b) windows in exterior walls in contiguous storeys are separated by not less than | m of noncombustible 
construction, and 


(c) the aggregate area of openings in an exterior wall face of a fire compartment is not more than 40 per 
cent of the area of the wall face. 


O. Reg. 413/90 THE ONTARIO GAZETTE 
| 3.1.5.5. Combustible Cladding 
| 


(1) Except when noncombustible cladding is required by Subsection 3.2.3., an exterior non-loadbearing wall 
assembly that includes combustible cladding components is permitted to be used in a building required to be of 
noncombustible construction that is not more than 3 storeys in building height, if not sprinklered, and not more 
than 6 storeys in building height, if sprinklered, provided the interior surfaces of the wall assembly are pro- 
tected by a thermal barrier conforming to Sentence 3.1.5.11.(3) and the wall assembly satisfies the criteria of 
Sentences (5) and (6) when subjected to testing in conformance with Sentences (2) to (4). 


(2) The fire testing required by Sentence (1) shall be conducted on a wall assembly that 





(a) is not less than 5 m wide and not less than 10 m high with an opening 2.5 + 0.1 m wide by 1.4 + 
0.1 m high, located in the middle of the assembly not more than 3 m above the lowest edge, 


(b) is representative of the exterior wall construction, except for the interior finish, and 
(c) incorporates horizontal and vertical joints not more than 3 m vertically above the opening. 


| 
| (3) The wall assembly shall be exposed on its exterior face to a flame issuing from the opening that, on a 
noncombustible wall having a density of not less than 700 kg/m‘ to a depth of 12 mm from the exposed surface, 


generates an average heat flux between 


(a) 42 and 48 kW/m- measured 0.5 m above the opening, and 
(b) 25 and 29 kW/m? measured 1.5 m above the opening. 


| (4) The duration of exposure to the flame specified in Sentence (3) shall be not less than 15 min following a 
5 min gradual heat flux increase and preceding a 5 min gradual cooldown period after the flame exposure. 


(5) Flaming on or in the wall assembly shall not spread more than 5 m above the opening during or follow- 
ing the flame exposure of 25 min. 


(6) The heat flux during the flame exposure on a wall assembly shall be not more than 35 kW/m? measured 
3.5 m above the opening. 


(7) A wall assembly permitted by Sentence (1) that includes combustible cladding of fire-retardant treated 
wood shall be tested for fire exposure after the cladding has been subjected to an accelerated weathering test 
as specified in ASTM D2898, *‘Test Method for Accelerated Weathering of Fire-Retardant-Treated Wood for 
Fire Testing.” 


(8) Wood decorative cladding is permitted to be used on exterior canopy fascias of a building required to be 
of noncombustible construction provided it is fire-retardant treated wood that has been, before testing, condi- 
tioned in conformance with ASTM D2898, ‘‘Test Method for Accelerated Weathering of Fire-Retardant- 
Treated Wood for Fire Testing’, and the canopy is 


(a) a first floor canopy, or 


(b) not more than 6 m above ground level. 





3.1.5.6. Nailing Elements. Wood nailing elements attached directly to or set into a continuous noncombustible 
backing for the attaching of interior finishes, are permitted in a building required to be of noncombustible 
construction provided the concealed space created by the wood elements is not more than 50 mm thick. 


3.1.5.7. Combustible Millwork. Combustible millwork including interior trim, doors and door frames, show 
windows together with their frames, aprons and backing, handrails, shelves, cabinets and counters are permit- 
ted in a building required to be of noncombustible construction. 
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3.1.5.8. Combustible Flooring Elements 


(1) Combustible stage flooring supported on noncombustible structural members is permitted in a building 
required to be of noncombustible construction. 


(2) Wood members more than 50 mm but not more than 300 mm high applied directly to or set into a 
noncombustible floor slab are permitted for the support of finished flooring in a building required to be of 
noncombustible construction provided the concealed spaces are fire stopped in conformance with Sentence 
fe a Bes) 


(3) Combustible finished flooring is permitted in a building required to be of noncombustible construction. 


3.1.5.9. Combustible Stairs in Dwelling Units. Combustible stairs are permitted in a dwelling unit in a building 
required to be of noncombustible construction. 


3.1.5.10. Combustible Interior Finish 


(1) Combustible interior finish including paint, wallpaper, and other interior finishes not more than | mm 
thick are permitted in a building required to be of noncombustible construction. 


(2) Combustible interior wall finishes, other than foamed plastics, are permitted in a building required to be 
of noncombustible construction provided they 


(a) are not more than 25 mm thick, and 


(b) have a flame-spread rating of not more than 150 on any exposed surface, or any surface that would be 
exposed by cutting through the material in any direction. 


(3) Combustible interior ceiling finishes, other than foamed plastics, are permitted in a building required to 
be of noncombustible construction provided they 


(a) are not more than 25 mm thick, except for exposed fire-retardant treated wood battens, and 


(b) have a flame-spread rating of not more than 25 on any exposed surface or on any surface that would 
be exposed by cutting through the material in any direction or are of fire-retardant treated wood, 
except that not more than 10 per cent of the ceiling area within each fire compartment is permitted to 
have a flame-spread rating of not more than 150. 


3.1.5.11. Combustible Insulation and its Protection 


(1) Combustible insulation, other than foamed plastics, is permitted in a building required to be of 
noncombustible construction provided that it has a flame-spread rating of not more than 25 on any exposed sur- 
face or any surface that would be exposed by cutting through the material in any direction, where the insula- 
tion is not protected as described in Sentences (2) to (4). 


(2) Foamed plastic insulation having a flame-spread rating of not more than 25 on any exposed surface or 
any surface that would be exposed by cutting through the material in any direction, is permitted in a building 
required to be of noncombustible construction provided the insulation is protected from adjacent space in the 
building, other than adjacent concealed spaces within attic or roof spaces, crawl spaces, and wall assemblies, 
by a thermal barrier consisting of 


(a) not less than 12.7 mm thick gypsum board mechanically fastened to a supporting assembly indepen- 
dent of the insulation, 


(b) lath and plaster, mechanically fastened to a supporting assembly independent of the insulation, 
(c) masonry, 


(d) concrete, or 


(e) any thermal barrier that meets the requirements of classification B when tested in conformance with 


CAN4-S124-M, “Standard Method of Test for the Evaluation of Protective Coverings for Foamed 
Plastic?’. 


(3) Combustible insulation having a flame-spread rating of more than 25 but not more than 500 on any 
exposed surface or any surface that would be exposed by cutting through the material in any direction, is per- 
mitted in the’ exterior walls of a building required to be of noncombustible construction provided the insulation 
is protected from adjacent space in the building, other than adjacent concealed spaces within the attic or roof 
spaces, crawl spaces, and wall assemblies, by a thermal barrier as described in Sentence (2), except that in 
unsprinklered buildings more than 18 m high or in unsprinklered buildings regulated by the provisions of Sub- 
section 3.2.6., the insulation is protected by a thermal barrier consisting of 
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(a) gypsum board not less than 12.7 mm thick, mechanically fastened to a supporting assembly indepen- 
dent of the insulation and with all joints either braced or taped and filled, 





(b) lath and plaster, mechanically fastened to a supporting assembly independent of the insulation, 
! (c) masonry or concrete not less than 25 mm thick, or 


| (d) any thermal barrier that, when tested in conformance with CAN4-S101-M, ‘Standard Methods of 
| Fire Endurance Tests of Building Construction and Materials’’, will not develop an average tempera- 
| ture rise of more than 140°C or a maximum temperature rise at any point of more than 180°C on its 
unexposed face within 10 min. 


(4) Combustible insulation having a flame-spread rating of more than 25 but not more than 500 on any 
exposed surface or any surface that would be exposed by cutting through the material in any direction, is per- 
mitted in the interior walls of a building required to be of noncombustible construction provided the insulation 
is protected from adjacent space in the building, other than adjacent concealed spaces within attic or roof 
spaces, crawl spaces, and wall assemblies, by a thermal barrier as described in Sentence (2), except that in 
unsprinklered buildings more than 18 m high or in unsprinklered buildings regulated by the provisions of Sub- 
section 3.2.6., the insulation is protected by a thermal barrier consisting of 


(a) Type X gypsum board not less than 15.9 mm thick conforming to CSA A82.27-M, “Gypsum Board 
Products”, mechanically fastened to a supporting assembly independent of the insulation and with all 
joints either backed or taped and filled, 


| (b) non-loadbearing masonry or concrete not less than 50 mm thick, 
| (c) loadbearing masonry or concrete not less than 75 mm thick, or 


_ (d) any thermal barrier that, when tested in conformance with CAN4-S101-M, “Standard Methods of 
| Fire Endurance Tests of Building Construction and Materials’, will not develop an average tempera- 
ture rise of more than 140°C or a maximum temperature rise at any point of more than 180°C on its 
unexposed face within 20 min and will remain in place for not less than 40 min. 


(5) Combustible insulation, including foamed plastics, installed above roof decks, outside of foundation 
walls below ground level and beneath concrete slabs-on-ground is permitted to be used in a building required 
to be of noncombustible construction. 


(6) Thermosetting foamed plastic insulation having a flame-spread rating of not more than 500 which forms 
part of a factory-assembled exterior wall panel that does not incorporate an air space is permitted to be used in 


e building required to be of non-combustible construction provided 


| (a) the foamed plastic is protected on both sides by sheet steel not less than 0.38 mm thick which will 


remain in place for not less than 10 min when the wall panel is tested in conformance with CAN4- 
S101-M, ‘“‘Standard Methods of Fire Endurance Tests of Building Construction and Materials’, 


(b) the flame-spread rating of the wall panel, determined by subjecting a sample including an assembled 
joint to the appropriate test described in Subsection 3.1.12., is not more than the flame-spread rating 
permitted for the room or space which it bounds, 


| (c) the building does not contain a Group B or Group C major occupancy, and 


(d) the building is not more than 18 m high, measured between grade and the floor level of the upper- 
most storey. 


3.1.5.12. Combustible Elements in Partitions 


(1) Solid lumber partitions not less than 38 mm thick and wood framing in partitions, located in fire 
compartments not more than 600 m in area or in sprinklered floor areas are permitted to be used in a building 
required to be of noncombustible construction provided the partitions 


(a) are not required fire separations, and 
(b) are not located in Group B occupancies. 


3.1.5.13. Storage Lockers in Residential Buildings. Storage lockers in storage rooms are permitted to be con- 
structed of wood in buildings of residential occupancy required to be of noncombustible construction. 


3.1.5.14. Combustible Ducts 


(1) Except as permitted by Sentence 3.5.4.3.(1), combustible ducts, including plenums and duct connectors, 
are permitted to be used in a building required to be of noncombustible construction provided such ducts and 
duct connectors 
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(a) are used only in horizontal runs, and 
(b) are Class 1 conforming to Article 6.2.3.2. 


(2) Combustible duct linings, duct coverings, duct insulation, vibration isolation connectors, duct tape, pipe 
insulation and pipe coverings are permitted to be used in buildings required to be of noncombustible 
construction provided they conform to the appropriate requirements in Section 6.2. 


3.1.5.15. Combustible Piping Materials 


(1) Except as permitted in Clause 3.1.5.2.(1)(e) and Sentence (2), combustible totally enclosed raceways, 
piping and tubing and associated adhesives are permitted to be used in a building required to be of 
noncombustible construction provided they 


(a) have a flame-spread rating of not more than 25, except when concealed in a wall or a concrete floor 
slab, and 


(b) when used in buildings described in Subsection 3.2.6., have a smoke developed classification of not 
more than 50, except when concealed in a wall or a concrete floor slab. 


(2) Combustible sprinkler piping is permitted to be used within a sprinklered floor area in a building 
required to be of noncombustible construction. 


3.1.5.16. Combustible Travelling Cables for Elevators. Combustible travelling cables are permitted on elevat- 
ing devices in buildings required to be of noncombustible construction. 


3.1.5.17. Electrical Wires and Cables 


(1) Except as permitted in Articles 3.1.5.16. and 3.1.5.19, electrical wires and cables with combustible insu- 
lation, jackets or sheathes are permitted in a building required to be of noncombustible construction provided 


(a) the wires and cables exhibit a vertical char of not more than 1.5 m when tested in conformance with 
the Vertical Flame Test - Cables in Cabletrough in Clause 4.11.4. of CSA C22.2 No. 0.3, ‘Test Meth- 
ods for Electrical Wires and Cables”, (FT4 Rating), or they comply with the test requirements in 
Subclause 3.5.4.3.(1) (a) (ii), (FT6 Rating), or 


(b) the wires and cables are located in 
(i) totally enclosed noncombustible raceways, 
(ii) concealed spaces in walls, 
(111) concrete slabs, or 


(iv) a service room separated from the remainder of the building by a fire separation having not less 
thana 1h fire-resistance rating. 


(2) Service-entrance cables for communication and community antennae distribution systems need not con- 
forrn to Sentence (1) provided the service entrance cables enter into an electrical or telephone service room 
separated from the remainder of the building by a fire separation having a fire-resistance rating of not less than 
Lh. 


3.1.5.18. Combustible Plumbing Fixtures. Combustible plumbing fixtures, including wall and ceiling enclo- 
sures, shall be constructed of material having a flame-spread rating and smoked developed classification not 
more than that permitted for the wall surface of the room or space in which they are installed. 


3.1.5.19. Wires in Computer Room Floors. Electrical communication wires and cables with combustible, insu- 
lation, jackets or sheathes, located in computer room floors, are permitted in a building required to be of 
noncombustible construction provided they do not convey flame or continue to burn for more than 1 min when 
tested in conformance with the Vertical Flame Test in Clause 4.11.1. of CSA C22.2 No. 0.3, “‘Test Methods 
for Electrical Wires and Cables’’, (FT1 Rating). 


3.1.5.20. Combustible Components in Public Pools. Combustible fittings and components in a public pool, 
including main drains, skimmers, return inlets, Steps, ladder rungs and liners are permitted in a building 
required to be of noncombustible construction. 


3.1.5.21. Combustible Marquees. Combustible marquees not greater than 7.5 m from grade to the top of the 
marquee are permitted on a building required to be of noncombustible construction provided every opening in 
the exposed exterior wall of the building within 4.5 m horizontally and 9 m vertically above the marquee is 
protected with wired glass in accordance with Sentence 3. | 8:14.(2): 
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3.1.6. Tents, Air-Supported Structures and Temporary Structures 


3.1.6.1. Means of Egress. Tents, air-supported structures and temporary structures shall conform to Sections 
3.3 and 3.4. 


3.1.6.2. Application 
(1) Reserved. 


(2) Air-supported structures shall not be used for Groups B, C or Group F, Division 1 major occupancies or 
for classrooms. 


(3) Air-supported structures shall be designed primarily as open floor space without interior walls, 
mezzanines, intermediate floors or similar construction. 
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(4) A tent used for camping or personal use and not more than 30 m- in ground area is exempt from requir- 
ng a building permit and is exempt from compliance with this Code. 


(5) For the purposes of this Subsection, a temporary structure means a building or structure intended to be 
erected and used for a period of not more than 12 months. 


3.1.6.3. Clearance to Other Structures 


(1) Except for tents used for camping and other personal uses and except as provided in Sentences (2), (3) 
and (4), every tent, air-supported structure and temporary structure shall conform to Subsection Oe: 


(2) Tents and air-supported structures shall not be erected closer than 3 m to other structures on the same 
property except as provided in Sentences (3) and (4), and shall be sufficiently distant from one another to pro- 
vide an area to be used as a means of emergency egress. 





| (3) Tents and air-supported structures not occupied by the public need not be separated from one another, 
and are permitted to be erected less than 3 m from other structures on the same property where such closer 
spacing does not create a hazard to the public. 


_ (4) Tents not more than 120 m in ground area, located on fair grounds or similar open spaces, need not be 
| separated from one another provided such closer spacing does not create a hazard to the public. 


| 3.1.6.4. Clearance to Flammable Material. The ground enclosed by a tent or air-supported structure and for 
‘not less than 3 m outside of such structure shall be cleared of all flammable material or vegetation that will 
carry fire. 


| 3.1.6.5. Flame Resistance. Every tent and all tarpaulins and decorative materials used in connection with tents 
| and air-supported structures shall conform to CAN/ULC S-109-M, “Standard for Flame Tests of Flame-Resis- 
tant Fabrics and Films”. 


3.1.6.6. Reserved. 


3.1.6.7. Design of Framing and Support. The supporting framing structure and anchorage system for all tents 
more than 225 m? in ground area shall be designed by a professional engineer. 


3.1.6.8. Design of Temporary Structures 


(1) Except for tool sheds or similar structures, the structural components of a temporary structure shall be 
designed in conformance with 


| (a) Subsection 4.1.6. for the intended use, 

| (b) Subsection 4.1.7. for snow and rain, and 
(c) Subsection 4.1.8. for wind. 

3.1.7. Fire-Resistance Ratings 

3.1.7.1. Determination of Ratings 


(1) Except as provided in Sentence (2) and Article 3.1.7.2., where a material, assembly of materials or a 
structural member is required to have fire-resistance rating, the rating shall be determined on the basis of the 
results of tests conducted in conformance with CAN4-S101-M, “Standard Methods of Fire Endurance Tests of 
_ Building Construction and Materials.” 





(2) A material, assembly of materials or a structural member is permitted be assigned a fire-resistance rating 
on the basis of Chapter 2, ‘*Fire Performance Ratings” of the Supplement to the NBC 1990. 
| 
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3.1.7.2. Exception for Exterior Walls. The limitation on the rise of temperature on the unexposed surface of 
an assembly as required by the tests in Sentence 3.1.7.1.(1) shall not apply to an exterior wall that has a 
limiting distance of 1.2 m or more provided correction is made for radiation from the unexposed surface in 


accordance with Article 3.2.3.12. 


3.1.7.3. Lay-in Ceiling Panels. Where a ceiling construction has a suspended membrane ceiling with lay-in 
panels or tiles which contribute to the required fire-resistance rating of the assembly, hold down clips or other 
means shall be provided to prevent the lifting of such panels or tiles in the event of a fire. 


3.1.7.4. Exposure Conditions for Ratings 
(1) Floor, roof and ceiling assemblies shall be rated for exposure to fire on the underside. 
(2) Firewalls and interior vertical fire separations shall be rated for exposure to fire on each side. 
(3) Exterior walls shall be rated for exposure to fire from inside the building. 


3.1.7.5. Minimum Fire-Resistance Rating. The use of materials or assemblies of materials having a greater 
fire-resistance rating than required shall entail no obligation to exceed in whole or in part the minimum 
fire-resistance ratings required by this Part. 


3.1.7.6. Rating of Supporting Construction 


(1) Except as provided in Sentence (2) and in Articles 3.2.2.16. to 3.2.2.62. for mixed types of construction, 
all loadbearing walls, columns and arches in the storey immediately below a floor or roof assembly required to 
have a fire-resistance rating shall have a fire-resistance rating not less than that of the supported floor or roof 
assembly. 


(2) Loadbearing walls, columns and arches supporting a service room or service space need not conform to 
Sentence (1). 


(3) Where an assembly is required to be of noncombustible construction and have a fire-resistance rating, it 
shall be supported by noncombustible construction. 


3.1.8. Fire Separations and Closures 
3.1.8.1. General Requirements 
(1) Any wall, partition or floor assembly required to be a fire separation shall 
(a) except as permitted in Sentence (2), be constructed as a continuous element, and 
(b) where required in this Part, have a fire-resistance rating as specified. 


(2) Openings in fire separations shall be protected with closures, shafts or other means in conformance with 
Articles 3.1.8.4. to 3.1.8.17. and with Subsections 3.1.9. and 3.2.8. 


3.1.8.2. Combustible Construction Support. Combustible construction that abuts on or is supported by a 
noncombustible fire separation shall be constructed so that its collapse under fire conditions will not cause the 
collapse of the fire separation. 


3.1.8.3. Continuity of Fire Separations 


(1) Except as provided in Sentence 3.5.4.2.(2), a horizontal service space or other concealed space located 
above a required vertical fire separation, including the walls of a vertical shaft, shall be divided at the fire 
separation by an equivalent fire separation within the service space, and the separation shall terminate so that a 
smoke-tight joint is provided at the point where it abuts on or intersects the floor and the roof slab or deck. 


(2) Where a shaft, including exit enclosures, penetrates a fire separation, it shall extend through any 
horizontal service space or any other concealed space and shall terminate so that a smoke-tight joint is pro- 
vided at the point where the shaft abuts on or intersects the floor and the roof slab or deck, except as provided 
in Subsection 3.5.3. where the shaft pierces through a roof assembly. 


3.1.8.4. Determination of Ratings 


(1) Except as provided in Sentences (2) and 3.1.8.14.(2), where an opening in a fire separation is required to 
be protected with a closure having a fire-protection rating, the fire-protection rating shall be determined on the 
basis of the results of tests conducted in conformance with the appropriate provisions in CAN4-S106-M, ‘‘Stan- 
dard Method for Fire Tests of Window and Glass Block Assemblies”, CAN4-S104-M, ‘Standard Method for 


Fire Tests of Door Assemblies”, or CAN4-S] 12-M, ‘Standard Method of Fire Test of Fire Damper Assem- 
blies’’. 
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(2) Except as provided in Sentence 3.1.8.10.(1), the fire-protection rating of closures shall conform to Table 
3.1.8.A. for the required grade of fire separation. 





Table 3.1.8.A. 
Forming Part of Sentence 3.1.8.4.(2) 


Fire-Resistance Rating Required Fire-Protection Rating 
of Fire Separation of Closure 





3.1.8.5. Installation of Closures 


(4) Except where fire dampers, window assemblies and glass block are used as closures, closures of the same 
fire-protection rating installed on opposite sides of the same opening may be deemed to have a fire-protection 
rating equal to the sum of the fire-protection ratings of the closures. 





(2) Except as otherwise specified in this Part, every fire door, window assembly or glass block used as a 
closure in a required fire separation shall 


(a) be installed in conformance with Chapters 2 to 14 of NFPA 80, ‘“‘Fire Doors and Windows”, and 
(b) where required to have a fire-protection rating, have labels or classification marks to identify the test- 


ing laboratory. 


| 
(3) Where a door is installed so that it may damage the integrity of a fire separation if its swing is unre- 
‘Stricted, door stops shall be installed to prevent such damage. 


3.1.8.6. Maximum Openings 


(1) The size of an opening in an interior fire separation required to be protected with a closure shall be not 
‘more than 11 m2, with no dimension more than 3.7 m, when the fire compartments on both sides of the fire 
separation are not sprinklered. 


(2) The size of an opening in an interior fire separation required to be protected with a closure shall be not 
more than 22 m?, with no dimension more than 6 m, when the fire compartments on both sides of the fire 
separation are sprinklered. 


3.1.8.7. Fire Dampers 


(1) Except as permitted in Article 3.1.8.8., a duct that connects 2 fire compartments or that penetrates an 
assembly required to be a fire separation shall be equipped with a fire damper. 


_ (2) A fire damper required in Sentence (1) or a fire damper used as a closure in a fire separation shall have a 
fire-protection rating conforming to Sentence 3.1.8.4.(2). 


3.1.8.8. Fire Dampers Waived 


(1) Fire dampers need not be provided in noncombustible branch ducts that have a melting point above 
760°C and that penetrate a required fire separation provided such ducts 


(a) serve only air-conditioning units or combined air-conditioning and heating units discharging air at not 
more than 1.2 m above the floor and have a cross-sectional area of not more than 130 cm’, or 


(b) are connected to exhaust duct risers that are under negative pressure and in which the air flow is 
upward as provided in Article 3.5.3.4. and are carried up inside the riser not less than 500 mm. 





(2) A duct piercing a vertical fire separation not required to have a fire-resistance rating need not be equip- 
_ ped with a fire damper at the fire separation. 


(3) A noncombustible duct piercing a horizontal fire separation not required to have a fire-resistance rating 
need not be equipped with a fire damper at the fire separation. 


(4) Noncombustible ducts that penetrate a fire separation that separates a vertical service space from the 
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remainder of the building need not be equipped with a fire damper at the fire separation provided the ducts 
have a melting point above 760°C and each individual duct exhausts directly to the outside at the top of the 
vertical service space. 


(5) A continuous noncombustible duct having a melting point above 760°C that pierces a vertical fire 
separation required in Sentence 3.3.1.1.(1) between suites of other than residential or institutional occupancy 
need not be equipped with a fire damper at the fire separation. 


(6) A duct serving commercial cooking equipment and piercing a required fire separation need not be equip- 
ped with a fire damper at the fire separation. 


3.1.8.9. Installation of Fire Dampers 
(1) Fire dampers shall conform to the requirements of this Article. 


(2) Fire dampers shall be arranged to close automatically upon the operation of a fusible link conforming to 
ULC-S505, ‘‘Standard for Fusible Links for Fire Protection Service” or other heat- or smoke-actuated device. 


(3) Heat-actuated devices in Sentence (2) shall be located where they are readily affected by an abnormal 
rise of temperature in the duct and shall have a temperature rating approximately 30°C above the maximum 
temperature that would exist in the system either with the system in operation or shut down. 


(4) Fire dampers shall be installed in the plane of the fire separation so as to stay in place should the duct be 
dislodged during a fire. 


(5) Fire dampers tested in the vertical or horizontal position shall be installed in the manner in which they 
were tested. 


(6) A tightly fitted access door shall be installed for each fire damper to provide access for the inspection of 
the damper and the resetting of the release device. 


3.1.8.10. Twenty-Minute Closures 


(1) A door assembly having a fire-protection rating of not less than 20 min is permitted to be used as a_ 
closure in 


(a) a fire separation not required to have a fire-resistance rating more than | h and located between 
(i) a public corridor and a suite, 
(ii) acorridor and adjacent sleeping rooms, or 


(iii) a corridor and adjacent classrooms, offices and libraries in Group A, Division 2 major 
occupancies, and 


(b) a fire separation not required to have a fire-resistance rating more than 45 min, located in a building 
not more than 3 storeys in building height. 


(2) The requirements for noncombustible sills and combustible floor coverings in NFPA 80, ‘*Fire Doors and 
Windows” do not apply to doors described in Sentence (1). 


(3) Doors described in Sentence (1) shall have a clearance of not more than 6 mm at the bottom and not 
more than 3 mm at the sides and top. 


3.1.8.11. Self-Closing Devices 

(1) Except as provided in Sentence (2), every door in a fire separation other than doors to freight elevators 
and dumbwaiters shall be equipped with a self-closing device designed to return the door to the closed position 
after each use. 


(2) Self-closing devices need not be provided on doors that are located between 


(a) a corridor providing access to exit from classrooms and the adjacent classrooms in a building that is 
not more than 3 storeys in building height, 


(b) a public corridor and adjacent rooms of Group D occupancy in a building that is not more than 3 
storeys in building height and the doors are not located in a dead-end portion of the corridor, or 


(c) sleeping rooms or a corridor and adjacent sleeping rooms where the doors are within a fire 
compartment described in Sentence CPE ee} 
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3.1.8.12. Hold Open Devices 


(1) Listed hold-open devices are permitted on doors in required fire separations, other than exit doors in a 
building more than 3 storeys in building height and doors in vestibules required in Article 3.3.5.8., provided 
they are designed to release the door in conformance with Sentences (2) to (4). 


(2) Except as provided in Sentences (3) and (4), hold-open devices permitted in Sentence (1) shall be 
designed to release 
(a) upon a signal from a smoke detector located as described in Appendix A of NFPA 80, ‘Fire Doors 
and Windows”, or from a smoke detector as required in Sentence 3.2.4.12.(1) for sleeping rooms in 
Group B occupancies, except that hold-open devices on doors other than exit doors, doors opening 
into a public corridor and egress doors referred to in Sentence 3.4.2.4.(2) are permitted to be 
released by a sprinkler system or a heat-actuated device provided the door does not serve a Group A, 
Group B or Group C occupancy and is not required to function as part of a smoke control system, 
and 


(b) upon a signal from the building fire alarm system where a fire alarm system is provided, except that 
this requirement does not apply to a hold-open device that is designed to release by a heat-actuated 
device in conformance with Clause (a). 


(3) In Group F, Division 2 and 3 occupancies, the hold-open devices in Sentence (1) are permitted to be 
designed to release upon a signal from a smoke detector located as described in Appendix A of NFPA 80, **Fire 
Doors and Windows”. 


(4) In hospitals and nursing homes, a hold open-device on a door located between a corridor used by the 
public and an adjacent sleeping room shall be designed to release the door upon a signal from the fire alarm 
system when an alert signal is initiated within the same zone in Sentence 3.3.3.6.(6) or the same fire 
compartment in Sentence 3.3.3.7.(2). 


3.1.8.13. Door Latches. Except as permitted in Subsection 3.3.3., every swing-type door in a fire separation 
shall be equipped with a positive latching mechanism designed to hold the door in the closed position after 
each use. 


3.1.8.14. Wired Glass and Glass block 


(1) Except as provided in Articles 3.1.8.15. to 3.1.8.17. for the separation of exifs, an opening or openings in 
a fire separation having a fire-resistance rating of not more than | h may be protected with fixed wired glass 
assemblies or glass blocks installed in conformance with NFPA 80, “Fire Doors and Windows”. 


(2) Wired glass assemblies in Sentence (1), which are used in vertical fire separations, need not be tested in 
conformance with Sentence 3.1.8.4.(1) provided that the wired glass is 


(a) not less than 6 mm thick, 


(b) reinforced by a steel wire mesh in the form of diamonds, squares or hexagons having dimensions of 
approximately 25 mm across the flats, using wire of not less than 0.45 mm diam, or approximately 
13 mm across the flats, using wire of not less than 0.40 mm diam, the wire to be centrally embedded 
during manufacture and welded or intertwined at each intersection, 


(c) set in fixed steel frames having a minimum metal thickness of 1.35 mm and providing a glazing stop 
of not less than 20 mm on each side of the glass, and 


| (d) limited in area so that 

(i) individual panes are not more than 0.84 m’, with neither height nor width more than 1.4 m, 
and 

| (ii) the area not structurally supported by mullions is not more than 7.5 m-. 


(3) Where glass blocks are permitted in Sentence (1), they shall be installed in accordance with Subsection 
| 4.3.2. and reinforced with steel reinforcement in each horizontal joint. 


3.1.8.15. Temperature Rise Limit for Doors. Except as provided in Article 3.1.8.17., the maximum tempera- 
ture rise on the opaque portion of the unexposed side of a door used as a closure in a fire separation, when 
tested in conformance with Sentence 3.1.8.4.(1), shall conform to Table 3.1.8.B. when used in the locations 
shown in the Table. 


3.1.8.16. Area Limits for Wired Glass or Glass Block. Except as provided in Article 3.1.8.17., the maximum 
area of wired glass in a door and the maximum area of wired glass panels or glass block not in a door shall con- 
form to Table 3.1.8.B. when used in the locations shown in the Table. 
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(1) The temperature rise limits and glass area limits required in Articles 3.1.8.15. and 3.1.8.16. are waived 
for closures between an exit enclosure and an enclosed vestibule or corridor provided 




























Maximum 
Area of Wired 
Glass in Door, 

cm 










(a) 
a fire-resistance rating of not less than 45 min, 
(b) 
exit enclosure, and 
(c) the vestibule or corridor contains no occupancy. 
Table 3.1.8.B. 
Forming Part Articles of 3.1.8.15. and 3.1.8.16. 
ee Maxmimum 
Minimum T 
emperature 
Required Fire- Ri 
Location Protection side Ge 
ne Unexposed 
ees Side of Door, 
of Door °C 









Between a dead-end 
corridor and an 
adjacent occupancy 
where the corridor 
provides the only 
access to exit and is 
required to have a 
fire-resistance rating 


Between an exit 
enclosure and the 
remainder of the 
floor area in 
buildings not more 
than 3 storeys in 
building height 





Between an exit 
enclosure and the 
remainder of the 
floor area except as 
permitted above 





Ina firewall 


Column 1 











Less than No limit 


45 min 














All ratings No limit 


45 min 250 after 
30 min 
boon 250 after 1h 
Oi) 250 after 1h 
| ee a) 250 after 
30 min 
3h 250 after 1h 
2 3 


























No limit 
















645 


645 


645 
645 
0 


3.1.9. Building Services in Fire Separations and Fire Rated Assemblies 


3.1.9.1. Fire Stopping of Service Penetrations 


the vestibule or corridor is separated from the remainder of the floor area by a fire separation having 


the separation in Clause (a) contains no wired glass or glass block within 3 m of the closure into the 


Maximum Aggregate 
Area of Wired 
Glass Panels and 
Glass Block 
not in Door, 
ee 


m 
8 000 

645 

645 

645 
0) 
0 
5 


(1) Piping, tubing, ducts, chimneys, electrical wires and cables, totally enclosed noncombustible raceways, 
electrical outlet boxes and other similar building services that penetrate a membrane forming part of an assem- 
bly required to have a fire-resistance rating, or a fire separation shall be 


(a) 
(b) 


tightly fitted, or 


sealed by a firestop system that, when subjected to the fire test method in CAN4-S115-M, “Standard 


Method of Fire Tests of Firestop Systems”, has an F rating not less than the fire-protection rating 
required for closures in the fire separation. 


(2) Piping, tubing, ducts, chimneys, electrical wires and cables, totally enclosed noncombustible raceways, 
electrical outlet boxes and other similar building services that penetrate a firewall or a horizontal fire 
separation that is required to have a fire-resistance rating in conformance with Article 3.2.1.2., shall be sealed 
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at the penetration by a firestop system that, when subjected to the fire test method in CAN4-S115-M, ‘‘Stan- 
dard Method of Fire Tests of Firestop Systems”, has an FT rating not less than the fire-resistance rating for the 
fire separation. 


3.1.9.2. Combustibility of Service Penetrations. Except as permitted in Articles 3.1.9.3. and 3.1.9.4., pipes, 
ducts, electrical outlet boxes, totally enclosed raceways or other similar service equipment that partly or 
wholly penetrate an assembly required to have a fire-resistance rating shall be noncombustible unless the 
assembly has been tested incorporating such equipment. 


3.1.9.3. Penetration by Wires, Cables and Outlet Boxes 


(1) Electrical or similar wiring in totally enclosed noncombustible raceways is permitted to partly or wholly 
penetrate an assembly required to have a fire-resistance rating without being incorporated in the assembly at 
the time of testing as required in Article 3.1.9.2. 


(2) Except as permitted by Sentence (3), electrical wires or cables, single or grouped, with combustible insu- 
lation, jackets or sheathes that conform to the requirements of Clause 3.1.5.17.(1)(a) and that are not installed 
in totally enclosed noncombustible raceways are permitted to partly or wholly penetrate an assembly required 
to have a fire-resistance rating without being incorporated in the assembly at the time of testing as required in 
Article 3.1.9.2. provided the overall diameter of the single or grouped wires or cables is not more than 25 mm. 


(3) Single conductor metal sheathed cables that are not grouped, have combustible jacketing and are more 
than 25 mm in overall diameter are permitted to penetrate a fire separation required to have a fire-resistance 
rating without being incorporated in the assembly at the time of testing as required in Article 3.1.9.2. 


(4) Combustible totally enclosed raceways which are embedded in a concrete floor slab are permitted in an 


_ assembly required to have a fire-resistance rating without being incorporated in the assembly at the time of 
| testing as required in Article 3.1.9.2., where the concrete provides not less than 50 mm of cover between the 
_ conduit and the bottom of the slab. 


(5) Combustible outlet boxes are permitted in an assembly required to have a fire-resistance rating without 
being incorporated in the assembly at the time of testing as required in Article 3.1.9.2. provided the opening 


_ through the membrane into the box is not more than 160 cm’. 


(6) Outlet boxes that penetrate opposite sides of a wall assembly shall be offset where necessary to maintain 


_ the integrity of the fire separation. 


—_$——=— 





3.1.9.4. Combustible Piping Penetrations 


(1) Combustible sprinkler piping is permitted to penetrate a fire separation provided the fire compartments 
on each side of the fire separation are sprinklered. 


(2) Reserved. 


(3) Except as permitted in Sentences (4) to (8), combustible piping shall not be used where any part of the 
piping system partly or wholly penetrates a fire separation required to have a fire-resistance rating or penetrates 
a membrane that forms part of an assembly required to have a fire-resistance rating. 


(4) Combustible piping is permitted to penetrate a fire separation required to have a fire-resistance rating or 
a membrane that forms part of an assembly required to have a fire-resistance rating provided 


(a) the piping is sealed at the penetration by a firestop system that has an F rating not less than the 
fire-resistance rating required for the fire separation when subjected to the fire test method in CAN4- 
S115-M, “Standard Method of Fire Tests of Firestop Systems’’, with a pressure differential of 50 Pa 
between the exposed and unexposed sides, with the higher pressure on the exposed side, and 


(b) the piping is not located in a vertical shaft. 


(5) Combustible drain piping is permitted to penetrate a horizontal fire separation provided it leads directly 
from a noncombustible water closet through a concrete floor slab. 


(6) Combustible piping is permitted on one side of a vertical fire separation provided it is not located in a 
vertical shaft. 


(7) Combustible piping is permitted to penetrate a vertical or horizontal fire separation provided the fire 
compartments on each side of the fire separation are sprinklered. 


(8) Combustible piping not more 25 mm in diameter containing chlorine gas is permitted to penetrate a fire 
separation between a chlorine gas service room built in conjunction with a public pool, and the remainder of 
the building. 
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3.1.9.5. Openings through Membrane Ceilings 


(1) A membrane ceiling forming a part of an assembly assigned a fire-resistance rating on the basis of Chap- 
ter 2, ‘Fire Performance Ratings” of the Supplement to the NBC 1990 is permitted to be pierced by openings 
leading into ducts within the ceiling space provided the ducts are sheet steel and the amount of openings and 
their protection conform to the requirements of Chapter 2, ‘Fire Performance Ratings’. 


(2) Fire stop flaps in ceiling membranes required in Sentence (1) shall conform to CAN4-S112.2-M, ‘‘Stan- 
dard Method of Fire Test of Ceiling Firestop Flap Assemblies’’. 


3.1.9.6. Plenums. A ceiling assembly used as a plenum shall conform to Article 3.5.4.3. 


3.1.10. Firewalls 
3.1.10.1. Prevention of Firewall Collapse 


(1) Except as permitted in Sentence (2), where structural framing members are connected to or supported 
on a firewall and such members have fire-resistance ratings less than that required for the firewall, the connec- 
tions and supports for such members shall be designed so that the collapse of the framing members during a 
fire will not cause the collapse of the firewall. 


(2) Sentence (1) does not apply when a firewall consists of two separate wall assemblies each tied to its 
respective building frame but not to each other provided each wall assembly is constructed as a fire separation 
having one half of the fire-resistance rating required for the firewall in Sentences 3.1.10.2.(1) and (2) and 
designed so that the collapse of one wall assembly will not cause collapse of the other. 


(3) A firewall is permitted to be supported on the structural frame of the building in buildings of 
noncombustible construction provided such supporting frame has a fire-resistance rating not less than that 
required for the firewall. 


(4) Piping, ducts and totally enclosed noncombustible raceways shall be installed so that the collapse of such 
piping, ducts and conduit will not cause collapse of the firewall. 


3.1.10.2 Rating of Firewalls 


(1) Every required firewall which separates a building or buildings with floor areas containing a Group E or 
a Group F, Division | or 2 major occupancy shall be constructed as a fire separation of noncombustible 
construction having a fire-resistance rating of not less than 4 h, except that where the upper portion of a firewall 
separates floor areas containing other than Group E or Group F, Division 1 or 2 major occupancies, the 
fire-resistance rating of the upper portion of the firewall is permitted to be not less than 2 h. 


(2) Every required firewall which separates a building or buildings with floor areas containing major 
occupancies other than Group E or Group F, Division 1 or 2 shall be constructed as a fire separation of 
noncombustible construction having a fire-resistance rating of not less than 2 h. 


(3) Except for closures, the required fire-resistance rating of every firewall shall be provided by masonry or 
concrete. 


3.1.10.3. Continuity of Firewalls 


(1) Every firewall shall extend from the ground continuously through all storeys of a building or buildings so 
separated, except that where a firewall is located above a basement storage garage conforming to Article 
3.2.1.2., the firewall is permitted to terminate at the floor assembly immediately above the storage garage. 


(2) A firewall is permitted to terminate on the underside of a reinforced concrete roof slab provided 
(a) the roof slab on both sides of the firewall has a 


(i) fire-resistance rating of not less than 1 h if the firewall is required to have a fire-resistance rating 
of not less than 2 h, or 


(ii) ftre-resistance rating of not less than 2 h if the firewall is required to have a fire-resistance rating 
of not less than 4 h, and 


(b) there are no concealed spaces within the roof slab in that portion immediately above the firewall. 
3.1.10.4. Parapets 


(1) Except as provided in Sentences (2) and 3.1.10.3.(2), every firewall shall extend above the roof surface 
to form a parapet not less than 


(a) 150 mm high for a firewall required to have a fire-resistance rating of not less than 2 h, and 
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(b) 900 mm high for a firewall required to have a fire-resistance rating of not less than 4 h. 


| (2) Where a firewall separates 2 buildings with roofs at different elevations, the firewall need not extend 
above the upper roof surface to form a parapet where the difference in elevation between the roofs so sepa- 
Ped is more than 3 m. 


3.1.10.5. Maximum Openings. Openings in a firewall shall conform to the size limits described in Article 
3.1.8.6. and the aggregate width of openings shall be not more than 25 per cent of the entire length of the 
firewall. 


3.1.10.6. Exposure Protection for Adjacent Walls. Where the external walls of 2 buildings meet at a firewall at 
an angle of less than 135°, the requirements of Article 3.2.3.14. shall apply. 





3.1.10.7. Combustible Projections 


(1) Combustible material shall not extend across the end of a firewall but is permitted to extend across a 
roof above a firewall that is terminated in conformance with Sentence 3.1.10.3.(2). 


(2) When buildings are separated by a firewall, combustible projections on the exterior of one building, such 
‘as balconies, platforms, canopies, eave projections and stairs, that extend outward beyond the end of the 
firewall, shall not be permitted within 2.4 m of combustible projections and window or door openings of the 
adjoining building. 


3.1.1. Fire Stops in Concealed Spaces 


'3.1.11.1. Separation of Concealed Spaces. Concealed spaces in interior wall, ceiling and crawl spaces shall be 
‘separated from concealed spaces in exterior walls and attic or roof spaces by fire stops conforming to Article 
ome 11.7. 


'3.1.11.2. Fire Stopping in Wall Assemblies 


_ (1) Except as permitted in Sentence (2), fire stops conforming to Article 3.1.11.7. shall be provided to block 
off concealed spaces within a wall assembly 





(a) at every floor level, 


(b) at every ceiling level where the ceiling forms part of an assembly required to have a fire-resistance 
rating, and 


(c) so that the maximum horizontal dimension is not more than 20 m and the maximum vertical dimen- 
sion is not more 3 m. 


(2) Fire stops conforming to Sentence (1) are not required provided 
(a) the wall space is filled with insulation, 
(b) the exposed construction materials and any insulation within the wall space are noncombustible, or 


| (c) the exposed construction materials and any insulation within the wall space have a flame-spread 
| rating of not more than 25 on any exposed surface or on any surface that would be exposed by cutting 
through the material in any direction and fire stops are installed so that the vertical distance between 
| them does not exceed 10 m. 





3.1.11.3. Fire Stopping between Nailing and Supporting Elements 


(1) In buildings required to be of noncombustible construction, where the ceiling finish exposed within a 
‘concealed space has a flame-spread rating of more than 25, fire stops conforming to Article 3.1.11.7. shall be 
provided between wood nailing elements so that the maximum area of the concealed space is not more than 2 
m?’, 


(2) In buildings required to be of noncombustible construction, fire stops conforming to Article 3.1.11.7. 
shall be provided in the concealed spaces created by the wood members permitted in Sentence 3.1.5.8.(2) so 
| that the maximum area of a concealed space is not more than 10 m’. 





3.1.11.4. Fire Stopping between Vertical and Horizontal Spaces 





(1) Fire stops conforming to Article 3.1.11.7. shall be provided 


(a) at all interconnections between concealed vertical and horizontal spaces in interior coved ceilings, 
drop ceilings and soffits in which the exposed construction materials within the space have a 
flame-spread rating of more than 25, and 
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(b) at the end of each run and at each floor level in concealed spaces between stair stringers in which the 
exposed construction materials within the space have a flame-spread rating of more than 25. 


3.1.11.5. Fire Stopping of Roof Spaces, Balconies and Canopies 


(1) Every unsprinklered concealed space within a ceiling or roof assembly of combustible construction, 
including attic spaces, shall be separated by construction conforming to Article 3.1.11.7. into compartments 
not more than 


(a) 600 min area with no dimension more than 60 m where the exposed construction materials within 
the space have a flame-spread rating of not more than 25, and 


(b) 300 m2 in area with no dimension more than 20 m where the exposed construction materials within 
the space have a flame-spread rating of more than 25. 


(2) Every concealed space in exterior cornices, mansard style roofs, balconies and canopies in which the 
exposed construction materials within the space have a flame-spread rating of more than 25 shall be separated 
by construction conforming to Article 3.1.11.7. 


(a) at the points where such concealed spaces extend across the ends of required vertical fire separations, 
and 


(b) so that the maximum dimension in any concealed space is not more than 20 m. 


3.1.11.6. Fire Stopping of Crawl Spaces. Every unsprinklered crawl space not considered as a basement in 
Article 3.2.2.5. shall be separated by construction conforming to Article 3.1.11.7. into compartments not more 
than 600 m in area with no dimension more than 30 m. 


3.1.11.7. Fire Stop Materials 


(1) Except as provided in Sentences (2) to (4), materials used to separate concealed spaces into compart- 
ments shall remain in place and prevent the passage of flames for a period of not less than 15 min when sub- 
jected to the standard fire exposure in CAN4-S101-M, “‘Standard Methods of Fire Endurance Tests of Build- 
ing Construction and Materials”. 


(2) Gypsum wallboard not less than 12.7 mm thick and sheet steel not less than 0.38 mm thick need not be 
tested in conformance with Sentence (1) provided all joints have continuous support. | 


(3) In buildings required to be of noncombustible construction, wood nailing elements described in Article 
3.1.5.6. need not be tested in conformance with Sentence (1). 


(4) In buildings permitted to be of combustible construction and in combustible roof systems permitted by. 
Sentence 3.1.5.3.(2), materials used to separate concealed spaces into compartments are permitted to be 


(a) solid lumber not less than 38 mm thick, 


(b) phenolic bonded plywood, waferboard, or strandboard not less than 12.5 mm thick with joints sup- 
ported, or 


(c) 2 thicknesses of lumber each not less than 19 mm thick with joints staggered, where the width or) 
height of the concealed space is such that more than one piece of lumber not less than 38 mm thick is 
necessary to block off the space. 


(5) Openings through materials referred to in Sentences (1) to (4) shall be protected to maintain the integ- 
rity of the construction. 


(6) Where materials referred to in Sentences (1) to (4) are penetrated by construction elements or by service 
equipment, fire stop materials shall be used to seal the penetration. | 


3.1.12. Flame-Spread Rating and Smoke Developed Classification 
3.1.12.1. Determination of Ratings | 

() Except as provided in Sentences (2) and (3), the flame-spread rating and smoke developed classification 
of a material, assembly of materials or structural member shall be determined on the basis of not less than 3 
tests conducted in conformance with CAN/ULC-S102-M, “Standard Method of Test for Surface Burning) 
Characteristics of Building Materials and Assemblies”. 


(2) The flame-spread rating and smoke developed classification of a material or assembly of materials shall | 
be determined on the basis of not less than 3 tests conducted in conformance with CAN/ULC-S102.2-M, 
“Standard Method of Test for Surface Burning Characteristics of Flooring, Floor Covering, and Miscellaneous. 
Materials and Assemblies”’, where the material or assembly of materials 
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(a) is designed for use in a relatively horizontal position with only its top surface exposed to air, 


(b) cannot be tested in conformance with Sentence (1) without the use of supporting material that is not 
representative of the intended installation, or 


(c) is thermoplastic. 


(3) A material, assembly of materials or a structural member is permitted to be assigned a flame-spread 
rating and smoke developed classification on the basis of Chapter 2, “Fire Performance Ratings” of the Sup- 
plement to the NBC 1990. 


3.1.13. Interior Finish 
3.1.13.1. Interior Finish Description 


(1) Interior finish material shall include any material that forms part of the interior surface of a floor, wall, 
partition or ceiling, such as 


(a) interior cladding of plaster, wood or tile, 
(b) surfacing of fabric, paint, plastic, veneer or wallpaper, 
(c) doors, windows and trim, 


(d) lighting elements such as light diffusers and lenses forming part of the finished surface of the ceiling, 
and 


(e) carpet material that overlies a floor, when such floor is not intended as the finished floor. 
3.1.13.2. Flame-Spread Rating 


| (1) Except as otherwise provided in this Subsection, the flame-spread rating of interior wall and ceiling fin- 
lishes, including glazing and skylights, shall be not more than 150 and shall conform to Table 3.1.13.A. 


| Table 3.1.13.A. 
Forming Part of Sentence 3.1.13.2.(1) 
} 


Maximum Flame-Spread Rating 
Occupancy, Location or Element for Walls and Ceilings 


| Sprinklered Unsprinklered 


Group A, Division | occupancies, including doors, 150 is) 
skylights, glazing and light diffusers and lenses 








Group B occupancies 150 IS 


Exits) 23 2) 





Lobbies described in Sentence 3.4.4.2.(2) 25 vas) 


Covered vehicular passageways, except for roof i) 25 
assemblies of heavy timber construction in such 
passageways 


Vertical service spaces 


See ey 3 


Note to Table 3.1.13.A.: 
(1) See Articles 3.1.13.8. and 3.1.13.10. 








| 


(2) Except as permitted in Sentence (3), doors, other than those in Group A, Division | occupancies, need 
not conform to Sentence (1) provided they have a flame-spread rating of not more than 200. 





| (3) Doors within dwelling units need not conform to Sentences (1) and (2). 
| (4) Where a wall or ceiling finish is required to have a flame-spread rating of less than 150 in Sentence (1), 
jup to 10 per cent of the total wall area and 10 per cent of the total ceiling area is permitted to have a 
flame-spread rating of not more than 150, except that up to 25 per cent of the total wall area of lobbies 
described in Sentence 3.4.4.2.(2) is permitted to have a flame-spread rating of not more than 150. 
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(5) Except in the case of Group A, Division 1 occupancies, combustible doors, skylights, glazing and light. 
diffusers and lenses shall not be considered in the calculation of wall and ceiling areas in Sentence (4). 


3.1.13.3. Bathrooms in Residential Suites. The flame-spread rating of interior wall and ceiling finishes for bath- 
rooms within suites of Group C occupancy shall be not more than 200. 


3.1.13.4. Light Diffusers and Lenses 


(1) The flame-spread rating of combustible light diffusers and lenses in all occupancies other than Group A, 
Division 1 occupancies is permitted to be more than the flame-spread rating limits required elsewhere in this 
Subsection provided the light diffusers and lenses 


(a) have a flame-spread rating of not more than 250 and a smoke developed classification of not more 
than 600 when tested in conformance with CAN/ULC-S102.2-M, “Standard Method of Test for Sur- 
face Burning Characteristics of Flooring, Floor Covering, and Miscellaneous Materials and Assem- 
blies”’, 


(b) fall to the bottom of the test apparatus before igniting when tested in conformance with ULC- 
S102.3-M. “Standard Method of Fire Test of Light Diffusers and Lenses”’, 
(c) are not prevented from falling from the ceiling by construction located beneath the elements, and 


(d) are not used in corridors that are required to be separated from the remainder of the building by a 
fire separation or in exit shafts unless individual diffusers or lenses are not more than | m° in area and 
are not less than 1.2 m apart. 





3.1.13.5. Skylights. Individual combustible skylights in corridors that are required to be separated from the: 
remainder of the building by a fire separation shall be not more than | m” in area and not less than 1.2 m apart. 


3.1.13.6. Corridors 


(1) Except where the building is sprinklered, the interior wall finish of public corridors, corridors used by 
the public in assembly and institutional occupancies and corridors serving classrooms or sleeping rooms in 
institutional occupancies, including occupancies in such corridors, shall have a maximum flame-spread rating of 
not more than 


(a) 73, or 
(b) 25 onthe upper half of the wall and 150 on the lower half of the wall. 


(2) Except where the building is sprinklered, the interior ceiling finish of corridors and occupancies in Sen- 
tence (1) shall have a flame-spread rating of not more than 25. 


3.1.13.7. High Buildings 


(1) Except as permitted in Sentences (2) and (3), and except for combustible plumbing fixtures including 
wall and ceiling enclosures and for light diffusers and lenses conforming to Sentence 3.1.13.4.(1), the interior 
wall, ceiling and floor finishes in a building regulated by the provisions of Subsection 3.2.6. shall conform to 
the flame-spread rating requirements in Article 3.1.13.2. and to the flame-spread rating and smoke developed 
classification values in Table 3.1.13.B. 


(2) Except for buildings of Group B major occupancy and elevator cars, the flame-spread rating and smoke 
developed classification of interior wall, floor and ceiling finishes need not conform to the values in Table 
3.1.13.B. provided the building is sprinklered and the sprinkler system is electrically supervised in confor- 
mance with Sentence 3.2.6.4.(1). 
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Table 3.1.13.B. 
Forming Part of Sentence 3.1.13.7.(1) 






































Maximum 
Location Maximum Smoke Developed 
or Element Flame-Spread Rating Classification 
Wall Ceiling Floor Wall Ceiling Floor 
Surface Surface!) Surface Surface Surface!) Surface 

Exit stairways, 25 25 25 50 50 50 

vestibules to 

exit Stairs and 

lobbies described 

in Sentence 

S42 (1) 

Corridors not 300 100 50 500 

within suites 

Elevator cars 300 100 100 300 

and vestibules 

Service spaces 2S 50 50 50 

and service rooms 

Other locations No 300 50 No 
and elements limit limit 


| Note to Table 3.1.13.B: 
(1) See Sentence 3.1.13.4.(1) for lighting elements. 
(3) Trim, millwork and doors in exit stairways, vestibules to exit stairs, lobbies described in Sentence 


3.4.4.2.(2) and corridors not within suites need not conform to the flame-spread rating and smoke developed 
classification requirements in Sentence (1) provided 
I 


(a) they have a flame-spread rating of not more than 150 and a smoke developed classification of not 
more than 300, and 


(b) their aggregate area is not more than 10 per cent of the area of the wall or ceiling on which they 
occur. 


(4) Reserved. 
' 3.1.13.8. Noncombustible Construction 
(1) In buildings required to be of noncombustible construction, 


(a) the flame-spread ratings in Subsection 3.1.5. shall apply in addition to the requirements in this Sub- 
section, and 


(b) the flame-spread ratings for exits in this Subsection shall also apply to any surface in the exit that 
would be exposed by cutting through the material in any direction, except that this requirement does 
not apply to doors, heavy timber construction in sprinklered buildings and fire-retardant treated wood. 


3.1.13.9. Underground Walkways. Except for paint, the interior wall and ceiling finishes of an underground 
walkway shall be of noncombustible materials. 


3.1.13.10. Exterior Exit Passageway. Where an exterior exit passageway provides the only means of egress 
from the rooms or suites it serves, the wall and ceiling finishes of that passageway, including the soffit beneath 
and the guard on the passageway, shall have a flame-spread rating of not more than 25, except that a 
flame-spread rating of not more than 150 is permitted for up to 10 per cent of the total wall area and for up to 
10 per cent of the total ceiling area. 
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3.1.14. Roof Assemblies 
3.1.14.1. Fire-Retardant Treated Wood Roof System 
(1) Where a fire-retardant treated wood roof system is used to comply with the requirements of Subsection 
3.2.2., the roof deck assembly shall meet the conditions of acceptance of CAN/ULC-S126-M, “Standard 
Method of Test for Fire Spread Under Roof-Deck Assemblies”. 
(2) Supports for the roof deck assembly referred to in Sentence (1) shall consist of 
(a) fire-retardant treated wood, 
(b) heavy timber construction, 
(c) noncombustible construction, or 
(d) acombination thereof. 


3.1.14.2. Metal Roof Deck Assemblies 


(1) Except as permitted in Sentence (2), a metal roof deck assembly shall meet the conditions of acceptance 
of CAN/ULC-S126-M, “Standard Method of Test for Fire Spread under Roof-Deck Assemblies” if 


(a) it supports a combustible material above the deck that could propagate a fire beneath the roof deck 
assembly, and 


(b) the deck is used to comply with the requirements for noncombustible construction in Sentences 
3.221002), 3.2.2.7 (2), Sek 22h)? Stee o(@ ie 3 2525 (2 aie ee ee 
3: 22ALAZ) 3:2 2i4AA2) Bed QiSL(2) er del 2 DIAZ) se dedi 2 Sola) wade dude 2 aouke); 


(2) The requirements of Sentence (1) are waived provided 


(a) the combustible material above the roof deck is protected by a thermal barrier conforming to Clause 
315.1 1.(2)(e) that 1s located 


(1) on its underside, or 
(ii) beneath the roof deck, 
(b) the building is sprinklered in accordance with Sentence 3.2.2.12.(1), or 
(c) the roof assembly has a fire-resistance rating of not less than 45 min. 
3.1.15. Roof Covering 
3.1.15.1. Roof Covering Classification. Where a roof covering is required to be a Class A, B or C roof cover- 
ing, such classification shall be determined in conformance with CAN/ULC-S107-M, ‘‘Standard Method of 
Test for Fire Resistance of Roof Covering Materials”. 
3.1.16. Occupant Load 


3.1.16.1. Occupant Load Determination 


(1) The occupant load of a floor area or part of a floor area, or of a building or part of a building not having 
a floor area, shall be based on 


(a) the number of seats in assembly occupancies having fixed seats, 


(b) 2 persons per sleeping room or sleeping area in a dwelling unit or suite, and 
(c) the number of persons 
(1) for which the area is designed, or 
(11) determined from Table 3.1.16.A. for occupancies other than those described in Clauses (a) 


and (b). 
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Table 3.1.16.A. 
Forming Part of Article 3.1.16.1. 
Type of Use of Building or Area per Person, 
Floor Area or Part Thereof m 
Assembly uses 
space with fixed seats See Clause (1 )(a) 
space with nonfixed seats Odd 
stages for theatrical performances 0.75 
space with nonfixed seats and tables 0.95 
standing space 0.40 
stadia and grandstands 0.60 
bowling alleys, pool and billiard rooms 9.30 
classrooms 1285 
school shops and vocational rooms 9.30 
reading or writing rooms or lounges 1.85 
dining, alcoholic beverage and cafeteria space 120 
laboratories in schools 4.60 
exhibition halls other than those classified in Group E 2.80 
Institutional uses : 
treatment and sleeping room areas 10.00 
detention quarters 11.60 
| Residential uses 
dwelling units See Clause (1)(b) 
| dormitories 4.60 


Business and personal services uses 




















personal service shops 4.60 
offices 9.30 
Mercantile uses 
basements and first storeys 3:10 
second storeys having a principal entrance from a pedestrian 
| thoroughfare or a parking area 3:70 
| other storeys 5.60 
| Industrial uses 
manufacturing or process rooms 4.60 
storage garages 46.00 
storage spaces (warehouse) 28.00 
aircraft hangars 46.00 
Other uses 
cleaning and repair goods 4.60 
kitchens 9.30 
storage 46.00 
public corridors intended for occupancies in addition to pedestrian travel aid 0 


| (2) Where a floor area or part thereof has been designed for an occupant load other than that determined 
from Table 3.1.16.A., a permanent sign indicating that occupant load shall be posted in a conspicuous loca- 
tion. 

| 


(3) For the purposes of this Article, mezzanines, tiers and balconies shall be regarded as part of the floor 
area. 


(4) Where a room or group of rooms is intended for 2 or more occupancies at different times, the value to be 
used from Table 3.1.16.A. shall be the value which gives the greatest number of persons for the occupancies 
concerned. 


3.1.16.2. Dance Floor. The occupant load of a room in which a dance floor is situated shall be calculated in 
respect of that portion of the room that is not occupied by the dance floor. 
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3.1.16.3. Public Pools 


(1) The occupant load of a public pool, except a wave action pool, shall be determined by the following for- 
mula: 


I| 


occupant load 


where D = the water surface area in square metres of the part of the pool that is deeper than 1.35 m; and 
where S = the water surface area in square metres of the part of the pool that is 1.35 m in depth or less. 
(2) The occupant load of a wave action pool shall be determined by the following formula: 
occupant load = Les 
where D = the water surface area in square metres of the part of the pool where the still water depth is greater 
than | m; and 


where S = the water surface area in square metres of the part of the pool where the still water depth is | m or 
less. 


3.1.17. Drainage and Grades 


3.1.17.1. Drainage. The building shall be located and the building site graded so that water will not accumu- 
late at or near the building and will not adversely affect any adjacent properties. 


3.1.18. Above Ground Electrical Conductors 
3.1.18.1. Clearance to Buildings 


(1) Where a building is to be constructed in proximity to existing above ground electrical conductors of a 
voltage not less than 2.5 kV and not more than 46 kV, 


(a) the building shall not be located beneath the conductors, and 
(b) the horizontal distance between the building and the conductors shall not be less than 3 m. 


(2) Where a building is to be constructed in proximity to existing above ground electrical conductors of a 
voltage more than 46 kV, the clearances between the building and the conductors shall conform to the require- 
ments of CAN/CSA-C22.3 No.1, “Overhead Systems’’. 


3.1.18.2. Exception. Article 3.1.18.1. does not apply to electrical equipment and electrical installations used 
exclusively in the generation, transformation or transmission of electrical power or energy intended for sale or 
distribution to the public. 


Section 3.2 Size and Occupancy Requirements for Fire Safety 
3.2.1. General 
3.2.1.1. Exceptions to Building Height in Storeys 


(1) Roof-top enclosures provided for elevator machinery, stairways and service rooms, used for no purpose 
other than for service to the building, shall not be considered as a storey in calculating the building height. 


(2) Space under tiers of seats in buildings of the arena type shall not be considered as adding to the building 
height provided such space is used only for a purpose incidental to the major occupancy of the building, such as 
for dressing rooms or concession stands. 


(3) Except as provided in Sentences (4), (5) and (8), a mezzanine shall not be considered as a Storey in calcu- 
lating the building height provided 


(a) the aggregate area of the mezzanine floor is not more than 40 per cent of the area of the room or 
storey in which it is located, 


(b) it is used as an open floor area except as provided in Sentence 3.3.2.11.(2), and 


(c) the space above the mezzanine floor has no visual obstructions more than 1 070 mm above such 
floors. 


(4) Except as provided in Sentence (5), a mezzanine shall not be required to be considered as a storey in cal- 
culating building height and need not conform to Sentence (3) where the aggregate area of the mezzanine floor 
does not exceed 10 per cent of the area of 
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(a) the suite in which it is located, where there is more than one suite in the storey, or 
(b) the storey in which it is located, in all other cases. 


(5) Except as provided in Sentence (8), where more than one level of mezzanine is provided in a room or 
storey, each level additional to the first shall be considered as a storey in calculating the building height. 


(6) When a mezzanine is required to be considered as a storey in determining building height, its floor 
assembly shall be constructed in conformance with the fire separation requirements for floor assemblies in Arti- 
cles 3.2.2.16. to 3.2.2.62. 


(7) A service space in which facilities are included to permit a person to enter and to undertake maintenance 
and other operations pertaining to building services from within the service space need not be considered as a 
storey if it conforms to Articles 3.2.5.15. and 3.3.1.22., and Sentences 3.2.4.19.(2), 3.2.7.3.(2), 3.3.1.3.(7), 
3.4.2.4.(3) and 3.4.4.4.(8). 


(8) Mezzanines, elevated walkways and platforms in Group F, Division 2 or 3 major occupancies need not 
be considered as storeys in calculating building height provided 


(a) the building is of noncombustible construction, 


(b) except for Clause (c), the mezzanines, elevated walkways and platforms are intended solely for peri- 
odic service and maintenance, and 


(c) where they are intended to be occupied, no mezzanine, elevated walkway or platform shall have an 
occupant load more than 4 persons. 


3.2.1.2. Storage Garage Considered as a Separated Building. Where a basement is used primarily as a storage 
garage, the basement is permitted be considered as a separate building for the purposes of Subsection 3.2.2. 
provided the floor above the basement and the exterior walls of the basement above the adjoining ground level 
are constructed as fire separations of masonry or concrete having a fire-resistance rating of not less than 2 h. 


3.2.1.3. Roof Considered as a Wall. For the purposes of this Section any part of a roof that is pitched at an 
angle of 60° or more to the horizontal and adjoins a space intended for occupancy within a building shall be 
considered as part of an external wall of the building. 


3.2.1.4. Floor Assembly over Basement 


(1) A floor assembly immediately above a basement shall be constructed as a fire separation having a 
fire-resistance rating conforming to the requirements for floor assemblies in Articles 3.2.2.16. to 3.2.2.62., but 
not less than 45 min. 


(2) All loadbearing walls, columns and arches supporting a floor assembly immediately above a basement 
shall have a fire-resistance rating not less than that required in Sentence (1) for the floor assembly. 


3.2.1.5. Fire Containment in Basements 


(1) Except as provided in Sentences (2) and 3.2.2.11.(2), basements shall be sprinklered or shall be subdi- 
vided into fire compartments not more than 600 m° in area by a fire separation having a fire-resistance rating not 
less than that required for the floor assembly immediately above the basement. 


(2) An open-air storey need not conform to Sentence fla): 
3.2.2. Building Size and Construction Relative to Occupancy 


3.2.2.1. Application. Except as provided in Article 3.2.2.3., buildings shall be constructed in conformance 
with this Subsection to prevent fire spread and collapse caused by the effects of fire. 


3.2.2.2. Special and Unusual Structures. Structures which cannot be identified with the descriptions of 
buildings in Articles 3.2.2.16. to 3.2.2.62. shall be protected against fire spread and collapse in conformance 
with good fire protection engineering practice, such as described in the NFPA Fire Protection Handbook, Six- 
teenth Edition. 


3.2.2.3. Exceptions to Structural Fire Protection 
(1) Fire protection is not required for 


(a) steel lintels over openings not more than 2 m wide in loadbearing walls and not more than 3 m wide 
in non-loadbearing walls, 


(b) steel lintels over openings greater than those in Clause (a) provided such lintels are supported at 
intervals of not more than 2 m by structural members with the required fire-resistance rating, 


1323 


THE ONTARIO GAZETTE O. Reg. 413/90 


(c) the bottom flanges of shelf angles and plates that are not a part of the structural frame, 


(d) steel members for framework around elevator shaft doorways, steel for the support of elevator and 
dumbwaiter guides, counterweights and other such equipment, when entirely enclosed in a shaft and 
not a part of the structural frame of a building, 


(e) steel members of stairways, including escalators, which are not a part of the structural frame of a 
building, 


(f) steel members of porches, exterior balconies, exterior stairways, fire escapes, cornices, marquees and 
other similar appurtenances provided they are outside an exterior wall of a building, and 


(g) loadbearing steel or concrete members wholly or partially outside of a building face in buildings not 
more than 4 storeys in building height and classified as Group A, B, C, D or F, Division 3 major 
occupancy provided such members are not less than 1 m away from any unprotected opening in an 
exterior wall, or shielded from heat radiation in the event of a fire within a building by construction 
that will provide the same degree of protection that would be necessary if the member was located 
inside the building, with the protection extending on either side of the member a distance equal to the 
projection of the member from the face of the wall. 


3.2.2.4. Lesser Restrictions, When the building height or the building area could be regulated by more than 
one of Articles 3.2.2.16. to 3.2.2.62. for the same occupancy classification of the building, the least restrictive 
Article is permitted to be used. 


3.2.2.5. Crawl Spaces 


(1) For the purposes of Articles 3.2.1.4. and 3.2.1.5., a crawl space shall be considered as a basement when 
it is more than 1.8 m high between the lowest part of the floor assembly and the ground or other surface below 
or it is used 


(a) for any occupancy, 
(b) for the passage of flue pipes, or 
(c) asa plenum in combustible construction. 


(2) A floor assembly immediately above a crawl space is not required to be constructed as a fire separation 
and is not required to have a fire-resistance rating provided the crawl space is not considered as a basement in 
Sentence (1). 


3.2.2.6. Streets 


(1) Every building shall face a street located in conformance with the requirements for access routes in Arti- 
cles 3.2.5.5. and. 3.2.5.6. 


(2) For the purposes of Subsections 3.2.2. and 3.2.5. an access route conforming to Articles 3.2.5.5. and 
3.2.5.6. is permitted to be considered as a street. 


(3) A building is considered to face 2 streets when not less than 50 per cent of the building perimeter is 
located within 15 m of the street or streets. 


(4) A building is considered to face 3 streets when not less than 75 per cent of the building perimeter is 
located within 15 m of the street or streets. 


(5) Enclosed spaces, tunnels, bridges and similar structures even though used for vehicular or pedestrian 
traffic are not considered as streets for the purpose of this Part. 


3.2.2.8. Exterior Passageways. Elevated exterior passageways used as part of a means of egress shall conform 
to the requirements in Articles 3.2.2.16. to 3.2.2.62. for mezzanines. 


3.2.2.9. Occupancy on Roof. Where a portion of a roof supports an occupancy, that portion shall be con- 
structed in conformance with the fire separation requirements for floor assemblies in Articles 3.2.2.16. to 
DZ eOe, 


3.2.2.10. Roof-Top Enclosures 


— () Roof-top enclosures provided for elevator machinery and service rooms, used for no purpose other than 
for service to the building, shall be constructed in accordance with the type of construction required in Articles 
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3.2.2.16. to 3.2.2.62., except that where such enclosure is not more than 1 storey, it is not required to have a 
fire-resistance rating. 


(2) Roof-top enclosures for stairways including exit stairways shall be constructed in conformance with Arti- 
cles 3.2.2.16. to 3.2.2.62., except that such enclosures need not have a fire-resistance rating nor be constructed 
as a fire separation. 


3.2.2.11. Storeys Below Ground 


(1) Where a building is erected entirely below the adjoining finished ground level and does not extend more 
than 1 storey below such ground level, the minimum precautions against fire spread and collapse shall be the 
same as are required for basements under a building of | storey in building height having the same occupancy 
and building area. 


(2) Where a building or portion thereof is erected entirely below the adjoining finished ground level and 
extends more than | storey below such ground level, the following minimum precautions against fire spread 
and collapse shall be taken: 


(a) except as provided in Sentence (3), basements shall be sprinklered, 
(b) floor assemblies below such ground level shall be constructed as a 


(i) fire separation with a fire-resistance rating of not less than 3 h where the basements are occu- 
pied by Group E or Group F, Division | or 2 occupancies, and 


(ii) fire separation with a fire-resistance rating of not less than 2 h where the basements are occu- 
pied by any other occupancy, and 


(c) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the construction that they support. 


(3) The storey immediately below the first storey need not be sprinklered as required by Clause (2) (a) 
where 


(a) it contains only residential occupancies, and 


(b) not less than one unobstructed access opening conforming to Sentence 3.2.5.1.(2) is installed on that 
storey for each 15 m of wall length in at least 1 wall required to face a street in Subsection 3.2.2. 


3.2.2.12. Sprinklers in Lieu of Roof Rating 


(1) The requirements in Articles 3.2.2.16. to 3.2.2.62. for roof assemblies to have a fire-resistance rating are 
permitted to be waived provided 


(a) the building is sprinklered 


(b) the sprinkler system in Clause (a) is electrically supervised in conformance with Sentence 
3°24.16.(5) and 


(c) the operation of the sprinkler system in Clause (a) will cause a signal to be transmitted to the fire 
department in conformance with Sentence 3.2.4.7.(3). 


3.2.2.13. Heavy Timber Roof Permitted. For the purposes of Articles 3.2.2.16. to 3.2.2.62., roof assemblies in 
buildings up to 2 storeys in building height are permitted to be of heavy timber construction regardless of 
building area provided the building is sprinklered and the sprinkler system conforms to Ghauses33.2.2-12.(1)\() 
and (c). 


3.2.2.14. Reserved. 
3.2.2.15. Buildings Containing Impeded Egress Zone 


(1) A building, containing an impeded egress zone and not more than | storey in building height, conforming 
to the appropriate requirements of Articles 3.2.2.16. to 3.2.2.62., is not required to conform to the require- 
ments for a Group B, Division 1 major occupancy provided 


(a) the building is sprinklered, 
(b) the building does not include 
(i) acontained use area, 
(ii) sleeping accommodation, 
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(iii) a high hazard industrial occupancy, or 
(iv) amercantile occupancy, 


(c) the building area is not more than 6 400 m if the building includes a medium hazard industrial 
occupancy, 


(d) the impeded egress zone does not extend beyond the boundaries of the fire compartment in which it is 
located, and 


(e) the occupant load of the impeded egress zone is not more than 100. 
3.2.2.16. Assembly Buildings, Division 1, 1 Storey 
(1) A building classified as Group A, Division | shall conform to Sentence (2) provided the building 
(a) isnot more than 1 storey in building height, 
(b) has no part of the auditorium floor more than 5 m above or below grade, 


(c) has no occupancy above or below the auditorium other than one which serves it or is dependent on it, 
and 


(d) is one in which the occupant load of the auditorium floor does not exceed 300 persons. 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 45 min, 
(b) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less than 45 min, 


(c) roof assemblies shall have, if of combustible construction, a fire-resistance rating of not less than 45 
min, and 


(d) all /oadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 
construction, except that such members and assemblies supporting a fire separation shall have a 
fire-resistance rating not less than that required for the supported assembly. 


3.2.2.17. Assembly Buildings, Division 1, 1 Storey 
(1) A building classified as Group A, Division 1 shall conform to Sentence (2) provided the building 
(a) isnot more than 1 storey in building height, 
(b) has less than 40 per cent of the area of the building as 2 storeys for the purpose of 


(i) development of productions including preparation of scenery and costumes and rehearsal of 
performers, 


(ii) organization of performers, scenery and sound equipment before and during a performance, 
(ill) preparation by performers for a performance, 
(iv) managerial functions of policy making and administration, or 
(v) public facilities such as toilets and rest rooms, 
(c) has no occupancy above or below the auditorium other than one which serves it or is dependent on it, 
(d) is not more than 600 m- in building area, and 
(e) is one in which the occupant load is not more than 600 persons. 


(2) The building shall be of heavy timber or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 45 min, and 


(b) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 
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3.2.2.18. Assembly Buildings, Division 1, Any Height, Any Area 
(1) A building classified as Group A, Division 1 shall conform to Sentence (2) provided the building 
(a) is not limited in building height, and 
(b) is not limited in building area. 
(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2h, 
(b) mezzanines shall have a fire-resistance rating of not less than | h, 


(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 





(d) all Joadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


)3.2.2.19. Assembly Buildings, Division 2, 1 Storey 


| 


— (1) A building classified as Group A, Division 2 shall conform to Sentences (2) and (3) provided the 
building 





(a) is not more than 1 storey in building height, 

(b) if unsprinklered, has building area not more than 
| (i) 400 m if facing 1 street, 

(ii) 500 m/ if facing 2 streets, or 


(iii) 600 m? if facing 3 streets, and 





| (c) if sprinklered, is not more than twice the area limits of Clause (b). 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion. 
| (3) In buildings without basements the limiting areas are permitted to be doubled provided a fire separation 
with a fire-resistance rating of not less than 1 h is used to separate the building into fire compartments, each one 
_ of which does not exceed the area limits of Clause | (b) or 1 (c). 


3.2.2.20. Assembly Buildings, Division 2, 1 and 2 Storeys, Sprinklered 
| (1) A building classified as Group A, Division 2 shall conform to Sentence (2) provided the building 


(a) isnot more than 2 storeys in building height, 





(b) is sprinklered, and 
j (c) has building area not more than 


(i) 400 m? if facing 1 street, 





(ii) 500 m? if facing 2 streets, or 


| (iii) 600 m? if facing 3 streets. 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
| tion. 





| 
| 3.2.2.21. Assembly Buildings, Division 2, 1 and 2 Storeys 

| (1) A building classified as Group A, Division 2 shall conform to Sentence (2) provided the building 
| (a) is not more than 2 storeys in building height, and 

(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.A., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 
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Table 3.2.2.A. 
Forming Part of Sentence 3.2.2.21.(1) 


Unsprinklered Maximum Area, m- 


No. of 


Storeys Facing Facing Facing 


1 Street 2 Streets 3 Streets 


l 1 600 2 000 2 400 
Z 800 1 000 1 200 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 











(a) floor assemblies shall be fire separations and, if of combustible construction, shall have a 
fire-resistance rating of not less than 45 min, 


(b) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less 45 min, 


(c) roof assemblies shall have, if of combustible construction, a fire-resistance rating of not less than 45 
min, except that in buildings not more than | storey in building height, the fire-resistance rating is per- 
mitted be waived provided that the roof assembly is constructed as a fire-retardant treated wood roof | 
system conforming to Article 3.1.14.1., and 


(1) if unsprinklered, the building area is not more than 
800 m- if facing 1 street, 
1000 m- if facing 2 streets, or 
1200 m? if facing 3 streets, and 


(11) if sprinklered, the building area is not more than twice the area limits of Subclause (i), and 


(d) all loadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible | 
construction. 


3.2.2,.22. Assembly Buildings, Division 2, up to 5 Storeys, Any Area 
(1) A building classified as Group A, Division 2 shall conform to Sentences (2) or (3) provided the building 
(a) isnot more than 5 storeys in building height, and 
(b) is not limited in building area. 
(2) Except as provided in Sentence (3), the building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than | h, 
(b) mezzanines shall have a fire-resistance rating of not less than | h, 


(c) except as provided in Sentences (3) and (4), roof assemblies shall have a fire-resistance rating of not 
less than | h, and 


(d) except as provided in Sentences (3) and (4), all Joadbearing walls, columns and arches shall have a 
fire-resistance rating not less than that required for the supported assembly. 


(3) A building classified as Group A, Division 2 occupancy that is not more than | storey in building height, 
and in which the building area is not more than 3 200 m if unsprinklered, or 6 400 m if sprinklered, is permit- 
ted to be constructed with a roof of heavy timber construction and have columns of heavy timber construction. 


(4) Roof assemblies over gymnasiums and swimming pools need not have a fire-resistance rating where 
every part of the roof assembly is 6 m or more above the main floor or balcony and carries no loads other than 
normal roof loads, including access walks and ventilating, sound or similar equipment. 


3.2.2.23. Assembly Buildings, Division 2, Any Height, Any Area 
(1) A building classified as Group A, Division 2 shall conform to Sentence (2) provided the building 
(a) is not limited in building height, and 
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(b) is not limited in building area. 

(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2h, 
(b) mezzanines shall have a fire-resistance rating of not less than | h, 


(c) except as provided in Sentence (3), roof assemblies shall have a fire-resistance rating of not less than | 
h, and 


(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 





| (3) Roof assemblies over gymnasiums and swimming pools need not have a fire-resistance rating where 
every part of the roof assembly is 6 m or more above the main floor or balcony and carries no loads other than 
‘normal roof loads, including access walks and ventilating, sound or similar equipment. 


32.204. Assembly Buildings, Division 3, 1 Storey 
| (1) A building classified as Group A, Division 3 shall conform to Sentence (2) provided the building 
(a) isnot more than 1 storey in building height, 
| (b) if unsprinklered, has a building area not more than 
(i) 1000 m if facing | street, 
| (ii) 1250 m- if facing 2 streets, or 
(iii) 1500 m if facing 3 streets, and 
| (c) if sprinklered, is not more than twice the area limits of Clause (b). 


_ (2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion. 


| 3.2.2.25. Assembly Buildings, Division 3, 1 Storey 
| (1) A building classified as Group A, Division 3 shall conform to Sentence (2) provided the building 
| (a) is not more than | storey in building height, 
| (b) if unsprinklered, has a building area not more than 
(i) 2400 m- if facing 1 street, 


(ii) 3000 m if facing 2 streets, or 





(iii) 3 600 m if facing 3 streets, and 
| (c) if sprinklered, is not more than twice the area limits of Clause (b). 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 

(a) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less than 45 min, 

(b) roof assemblies shall have, if of combustible construction, a fire-resistance rating of not less than 45 


min, except that the fire-resistance rating is permitted to be waived provided that the roof assembly is 
constructed as a fire-retardant treated wood roof system conforming to Article 3.1. 14.1., and 





(i) if unsprinklered, the building area is not more than 
1 200 m if facing 1 street, 
1 500 m- if facing 2 streets, or 
1 800 m- if facing 3 streets, and 


(ii) if sprinklered, the building area is not more than twice the area limits of Subclause (1), and 


(c) all loadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
| rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 
| construction. 
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3.2.2.26. Assembly Buildings, Division 3, 1 and 2 Storeys 
(1) A building classified as Group A, Division 3 shall conform to Sentence (2) provided the building 
(a) is not more than 2 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.B., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.B. 
Forming Part of Sentence 3.2.2.26.(1) 


Unsprinklered Maximum Area, m- 


No. of 3 ; | 
Storeys Facing Facing Facing | 
i 1 Street 2 Streets 3 Streets 


6 000 





3 000 


(2) Except as provided in Clauses (c) and (d), the building shall be of noncombustible construction, and 











(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 1 h, 





(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 


(c) roof assemblies shall have a fire-resistance rating of not less than 45 min or be of heavy timber 
construction, and 


(d) all /oadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly, except that arches may be of heavy timber construction. 


3.2.2.27. Assembly Buildings, Division 3, Any Height, Any Area 
(1) A building classified as Group A, Division 3 shall conform to Sentence (2) provided the building 
(a) is not limited in building height, and 
(b) is not limited in building area. 


(2) The building shall be of noncombustible construction, and 





(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2 h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 
(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 


(d) all /oadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.28. Assembly Buildings, Division 4 
(1) A building classified as Group A, Division 4 shall conform to Sentence (2). 
(2) The building shall be of noncombustible construction, except that 
(a) the roof assemblies are permitted to be of heavy timber construction, and 
(b) the building is permitted to be of combustible construction provided 
(i) the occupant load is less than 1 500 persons, and 
(ii) the building has a limiting distance of not less than 6 m. 
3.2.2.29. Institutional Buildings, Division 1 
(1) A building classified as Group B, Division 1 shall conform to Sentence (2). 


(2) The building shall be of noncombustible construction, and 
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(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 
(c) roof assemblies shall have a fire-resistance rating of not less than | h, and 


(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.30. Institutional Buildings, Division 2, 1 Storey 
(1) A building classified as Group B, Division 2 shall conform to Sentence (2) provided the building 
(a) is not more than 1 storey in building height, 
(b) if unsprinklered, has a building area not more than 250 m’, and 
(c) if sprinklered, is not more than 500 m’. 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion. 


3.2.2.31. Institutional Buildings, Division 2, 1 and 2 Storeys 





(1) A building classified as Group B, Division 2 shall conform to Sentence (2) provided the building 
(a) isnot more than 2 storeys in building height, and 


(b) has a building area not more than the value in Table 3.2.2.C. 


No. of 
Storeys 


ee ee 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 





Table 3.2.2.C. 
Forming Part of Sentence 3.2.2.31.(1) 







Sprinklered 
Maximum Area, 





Unsprinklered 
Maximum Area, 












(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 45 min, 


(b) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less than 45 min, 





(c) roof assemblies shall have, if of combustible construction, a fire-resistance rating of not less than 45 
min, and 


(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.32. Institutional Buildings, Division 2, up to 3 Storeys, Sprinklered 





(1) A building classified as Group B, Division 2 shall conform to Sentence (2) provided the building 
(a) is not more than 3 storeys in building height, 
(b) is sprinklered, and 


(c) is not greater in building area than the value in Table 3.2.2.D. 
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Table 3.2.2.D. 
Forming Part of Sentence 3.2.2.32.(1) 








Sprinklered 
No. of Maximum Area, 
1 unlimited 
0) 12 000 
3 8 000 





(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than | h, 
(b) mezzanines shall have a fire-resistance rating of not less than | h, 
(c) roof assemblies shall have a fire-resistance rating of not less than | h, and 


(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.33. Institutional Buildings, Division 2, Any Height, Any Area 

(1) A building classified as Group B, Division 2 shall conform to Sentence (2) provided the building 
(a) is not limited in building height, and 
(b) is not limited in building area. 

(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2 h, 
(b) mezzanines shall have a fire-resistance rating of not less than | h, 
(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 


(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.34. Residential Buildings, up to 3 Storeys 
(1) A building classified as Group C shall conform to Sentences (2), (3) and (4) provided the building 
(a) isnot more than 3 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.E., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.E. 
Forming Part of Sentence 3.2.2.34.(1) 


Unsprinklered Maximum Area, m- 


No. of 
Storeys Facing Facing Facing 
1 Street 2 Streets 3 Streets 




















] 1 800 2250 2 700 
2 900 Ld25 1,350 
3 600 750 900 
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(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 45 min, 


(b) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less than 45 min, 
and 


(c) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


(3) When buildings contain dwelling units consisting of more than | storey, the provisions of Sentences (1) 
and (2) shall apply, except that subject to the provision of Sentence 3.3.4.2.(2), the floor assemblies, including 
floors over basements, which are entirely contained within such dwelling units, shall have a fire-resistance rating 
of not less than 45 min and need not be constructed as a fire separations. 


(4) In a building where there is no dwelling unit above another, the fire-resistance rating for the floor assem- 
blies within the dwelling unit is waived. 


3.2.2.35. Residential Buildings, up to 3 Storeys, Increased Area 
(1) A building classified as Group C shall conform to Sentences (2), (3) and (4) provided the building 
(a) isnot more than 3 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.F., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.F. 
Forming Part of Sentence 3.2.2.35.(1) 


Unsprinklered Maximum Area, m- 


No. of : 
Storeys Facing Facing Facing 
1 Street 2 Streets 3 Streets 


Column 1 








(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than | h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 
(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 


(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


(3) In a building containing dwelling units consisting of more than 1 storey, the provisions of Sentences (1) 
and (2) shall apply, except that, subject to the provisions of Sentence 3.3.4.2.(2), floor assemblies that are 
entirely contained within these dwelling units, including a floor over a basement, shall have a fire-resistance 
rating of not less than 1 h but need not be constructed as fire separations. 


(4) In a building in which there is no dwelling unit above another dwelling unit, the fire-resistance rating for 
floor assemblies entirely within the dwelling unit is waived provided collapse of these floor assemblies would 
not lead to the collapse of a fire separation to an adjacent dwelling unit. 


3.2.2.36. Residential Buildings, 4 Storeys, Sprinklered 
(1) A building classified as Group C shall conform to Sentences (2), (3) and (4) provided the building 
(a) isnot more than 4 storeys in building height, 
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(b) is sprinklered, and 
(c) has a building area not more than the value in Table 3.2.2.G. 


Table 3.2.2.G. 
Forming Part of Sentence 3.2.2.36.(1) 


Sprinklered Maximum Area, m” 


mere Faci Facing 
Sy acing i 
ee 2 Streets 3 Streets 





(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than | h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 
(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 


(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


(3) In a building containing dwelling units consisting of more than 1 storey, the provisions of Sentences (1) 
and (2) shall apply, except that, subject to the provisions of Sentence 3.3.4.2.(2), floor assemblies that are 
entirely contained within these dwelling units, including a floor over a basement, shall have a fire-resistance 
rating of not less than | h but need not be constructed as fire separations. 


(4) In a building in which there is no dwelling unit above another dwelling unit, the fire-resistance rating for 
floor assemblies entirely within the dwelling unit is waived provided collapse of these floor assemblies would 
not lead to the collapse of a fire separation to an adjacent dwelling unit. 


3.2.2.37. Residential Buildings, up to 6 Storeys 
(1) A building classified as Group C shall conform to Sentences (2) and (3) provided the building 
(a) is not more than 6 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.H., 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.H. 
Forming Part of Sentence 3.2.2.37.(1) 













Unsprinklered Maximum Area, m-° 


Facing Facing 
2 Streets 3 Streets 


unlimited unlimited 





No. of 
Storeys 











Facing 
| Street 





unlimited 








6 000 unlimited unlimited 








3 4 000 5 000 6 000 
4 3 000 3 750 4 500 
5 2 400 3 000 3 600 









2 000 2 500 3 000 









(2) The building shall be of noncombustible construction, and 
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(a) floor assemblies shall be fire separations with a fire-resistance of not less than 1 h, 
(b) mezzanines shall have a fire-resistance rating of not less than | h, 
(c) roof assemblies shall have a fire-resistance rating of not less than | h, and 


(d) all /Joadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


(3) In a building containing dwelling units consisting of more than | storey, the provisions of Sentences (1) 
and (2) shall apply, except that subject to the provision of Sentence 3.3.4.2.(2), the floor assemblies, that are 
entirely contained within these dwelling units, including a floor over a basement, shall have a fire-resistance 
rating of not less | h but need not be constructed as fire separations. 


eo - Residential Buildings, Any Height, Any Area 

(1) A building classified as Group C shall conform to Sentences (2) and (3) provided the building 
(a) is not limited in building height, and 
(b) is not limited in building area. 


(2) The building shall be of noncombustible construction, and 





(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2 h, 





(b) mezzanines shall have a fire-resistance rating of not less than | h, 
(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 


(d) all Joadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


(3) In a building containing dwelling units consisting of more than | storey, the provisions of Sentences (1) 
and (2) shall apply, except that subject to the provision of Sentence 3.3.4.2.(2), floor assemblies, that are 
entirely contained within these dwelling units, including a floor over a basement, shall have a fire-resistance 
_ rating of not less than | h but need not be constructed as fire separations. 





_3.2.2.39. Business and Personal Services Buildings, 1 and 2 Storeys 
(1) A building classified as Group D shall conform to Sentence (2) provided the building 


| 
| (a) isnot more than 2 storeys in building height, 
| (b) if unsprinklered, has a building area not more than the value in Table 3.2.2.1., and 


(c) if sprinklered, is not greater than twice the area limits of Clause (b). 


| Table 3.2.2.1. 
| Forming Part of Sentence 3.2.2.39.(1) 
| 


Unsprinklered Maximum Area, m- 


Storeys Facing Facing Facing 
‘ 1 Street 2 Streets 3 Streets 


| 1 000 











(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


! (a) floor assemblies shall be fire separations and, if of combustible construction, shall have a 
: fire-resistance rating of not less than 45 min, and 

| 

j 


(b) all Joadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
| rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 
| construction. 


133) 


THE ONTARIO GAZETTE O. Reg. 413/90. 


3.2.2.40. Business and Personal Services Buildings, up to 3 Storeys 





(1) A building classified as Group D shall conform to Sentence (2) provided the building 
(a) is not more than 3 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.J., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.J. 
Forming Part of Sentence 3.2.2.40.(1) 





Unsprinklered Maximum Area, m- 


Facing Facing Facing 
1 Street 2 Streets 3 Streets 


4 800 





No. of 
Storeys 











2 400 









1 600 





(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations and, if of combustible construction, shall have a 
fire-resistance rating of not less than 45 min, : 


(b) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less than 45 min, 


(c) roof assemblies shall have, if of combustible construction, a fire-resistance rating of not less than 45 | 
min, except that in buildings not more than 1 storey in building height, the fire-resistance rating is per- 
mitted to be waived provided that the roof assembly is constructed as a fire-retardant treated wood 
roof system conforming to Article 3.1.14.1. and, 


(1) if unsprinklered, the building area is not more than 
2 400 m* if facing 1 street, 
3 000 m? if facing 2 streets, or 
3 600 m° if facing 3 streets, and 


(ii) if sprinklered, the building area is not more than twice the area limits of Subclause (i), and 


(d) all /oadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 
construction. 





3.2.2.41. Business and Personal Services Buildings, up to 6 Storeys 


| 
(1) A building classified as Group D shall conform to Sentence (2) provided the building | 
(a) is not more than 6 storeys in building height, | 

! 


(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.K., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 
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Table 3.2.2.K. 
Forming Part of Sentence 3.2.2.41.(1) 


Unsprinklered Maximum Area, m- 
No. of ’ 
Storeys Facing Facing Facing 
1 Street 2 Streets 3 Streets 
unlimited unlimited unlimited 


7 200 unlimited unlimited 


4 800 6 000 7 200 


3 600 4 500 5 400 


2 800 3 600 4 320 
2 400 3 000 3 600 


| 6 
cist ms pow ep RR ee eee S| 


| (2) The building shall be of noncombustible construction, and 





(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 1 h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 


(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, except that in buildings of | 
storey in building height this requirement is waived, and 





(d) all /oadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


'3.2.2.42. Business and Personal Services Buildings, Any Height, Any Area 
| (1) A building classified as Group D shall conform to Sentence (2) provided the building 
: (a) is not limited in building height, and 
| (b) is not limited in building area. 
(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2h, 


| (b) mezzanines shall have a fire-resistance rating of not less than | h, 


(c) roof assemblies shall have a fire-resistance rating of not less than | h, except that in buildings of | 
storey in building height this requirement is waived, and 





| (d) all Joadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


| 3.2.2.43. Mercantile Buildings, 1 and 2 Storeys 
(1) A building classified as Group E shall conform to Sentence (2) provided the building 


(a) isnot more than 2 storeys in building height, 





(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.L., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 
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Table 3.2.2.L. 
Forming Part of Sentence 3.2.2.43.(1) 
Unsprinklered Maximum Area, m- 
No. of : 
Storeys Facing Facing Facing 
; 1 Street 2 Streets 3 Streets 
l 1 000 
ie 600 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 45 min, and 


(b) all Joadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.44. Mercantile Buildings, up to 3 Storeys 
(1) A building classified as Group E shall conform to Sentence (2) provided the building 
(a) is not more than 3 storeys in building height, and 


(b) has a building area not more than the value in Table 3.2.2.M. 


Table 3.2.2.M. 
Forming Part of Sentence 3.2.2.44.(1) 








Unsprinklered Maximum Area, m- 








No. of 
Storeys Facing Facing Facing 
1 Street 2 Sireets 3 Streets 
| 1 500 1 500 1 500 
2 1 200 1 500 1 500 
2) 800 1 000 1 200 
Sprinklered Maximum Area, m- 
| 
2 
e 
Column 1 





(2) The building shall be of combustible or noncombustible construction used either singly or in combina- — 
tion, and 


(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 45 min, 

(b) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less than 45 min, 

(c) roof assemblies shall have a fire-resistance rating of not less than 45 min, except that in buildings not . 
more than 1 storey in building height, the fire-resistance rating is permitted to be waived provided the | 
roof assembly is of noncombustible construction or is constructed as a fire-retardant treated wood roof — 


system conforming to Article 3.1.14.1., and 


(i) if unsprinklered, the building area is not more than 
1 500 m*, and 
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if sprinklered, the building area is not more than 
2 400 m- if facing | street, 

3 000 m? if facing 2 streets, or 

3 600 m° if facing 3 streets, and 


(ii) 


(d) all Joadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 
construction, except that such members and assemblies supporting a fire separation shall have a 
fire-resistance rating not less than that required for the supported assembly. 


-3.2.2.45. Mercantile Buildings, up to 6 Storeys 
(1) A building classified as Group E shall conform to Sentence (2) provided the building 


(a) if unsprinklered, is not more than 3 storeys in building height and has a building area not more than 
1 500 m’, and 


(b) if sprinklered, is not more than 6 storeys in building height and has a building area not more than the 
value in Table 3.2.2.N. 


Table 3.2.2.N. 
Forming Part of Sentence 3.2.2.45.(1) 


Sprinklered Maximum Area, m* 


Facing Facing Facing 
1 Street 2 Streets 3 Streets 


unlimited unlimited 


No. of 
Storeys 


unlimited 





7 500 unlimited unlimited 


5 000 6 250 7 500 


3 750 4 688 5 625 





3 000 3 750 4 500 


3 750 


| 6 


2 500 3125 








(2) The building shall be of noncombustible construction, and 


(a) 
(b) 
(c) 


floor assemblies shall be fire separations with a fire-resistance rating of not less than 2h, 
mezzanines shall have a fire-resistance rating of not less than 1 h, 


roof assemblies shall have a fire-resistance rating of not less than 1 h, and 





all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


(d) 





| 3.2.2.46. Mercantile Buildings, Any Height, Any Area, Sprinklered 
(1) A building classified as Group E shall conform to Sentence (2) provided the building 
(a) is not limited in building height, 
(b) is sprinklered, and 
(c) is not limited in building area. 
(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 3h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1.5 h, 


(c) roof assemblies shall have a fire-resistance rating of not less than 1.5 h, and 
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(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required. 
for the supported assembly. 
3.2.2.47. Industrial Buildings, Division 1, 1 and 2 Storeys 
(1) A building classified as Group F, Division 1 shall conform to Sentence (2) provided the building 
(a) is not more than 2 storeys in building height, 


(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.0., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.0. 
Forming Part of Sentence 3.2.2.47.(1) 







Unsprinklered Maximum Area, m° 








No. of 













Storeys Facing ate eer ce 
1 Street Z ate eer 3 ce 
Seeker ee i oe tie 
- Columnt 1 





(2) The building shall be of combustible or noncombustible construction used either singly or in combina- - 
tion, and 


(a) floor assemblies shall be fire separations and, if of combustible construction, shall have a -° 
fire-resistance rating of not less than 45 min, and 


(b) all /oadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible . 
construction. 


3.2.2.48. Industrial Buildings, Division 1, up to 3 Storeys, Sprinklered 
(1) A building classified as Group F, Division 1 shall conform to Sentence (2) provided the building 
(a) is not more than 3 storeys in building height, 
(b) is sprinklered, and 


(c) has a building area not more than the value in Table 3.2.2.P. 


Table 3.2.2.P. 
Forming Part of Sentence 3.2.2.48.(1) 


Sprinklered Maximum Area, m- 


No. of 
Storeys Facing Facing Facing 
1 Street 2 Streets 3 Streets 








1] 2 400 3 000 3 600 
2 1 200 1 500 1 800 | 
3 1 000 1 200 


(2) ai building shall be of heavy timber or noncombustible construction used either singly or in combina- 
tion, an 





(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 45 min, and 


(b) all /oadbearing walls, columns and arches shall have a fire-resistance rating not less than that required | 
for the supported assembly. 
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3.2.2.49. Industrial Buildings, Division 1, up to 4 Storeys 

(1) A building classified as Group F, Division 1 shall conform to Sentence (2) provided the building 
(a) isnot more than 4 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.Q., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.Q. 
Forming Part of Sentence 3.2.2.49.(1) 


Unsprinklered Maximum Area, m- 


No. of 
Storeys Facing Facing 
1 Street 2 Streets 






Facing 
3 Streets 












(2) The building shall be of noncombustible construction, and 

(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2h, 
| (b) mezzanines shall have a fire-resistance rating of not less 1 h, 
| (c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 


(d) all Joadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
| for the supported assembly. 
} 
3.2.2.50. Industrial Buildings, Division 1, up to 4 Storeys, Sprinklered 
| (1) A building classified as Group F, Division 1 shall conform to Sentence (2) provided the building 





i (a) isnot more than 4 storeys in building height, 
(b) is sprinklered, and 


(c) has a building area not more than the value in Table 3.2.2.R. 


Table 3.2.2.R. 
Forming Part of Sentence 3.2.2.50.(1) 


Sprinklered Maximum Area, m- 


No. of 
Storeys Facing Facing Facing 
1 Street 2 Streets 3 Streets 


} 7500 9.000 
| 2 

3 

4 


(2) The building shall be of noncombustible construction, and 















(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 3 h, 
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(b) mezzanines shall have a fire-resistance rating of not less than 1.5 h, 
(c) roof assemblies shall have a fire-resistance rating of not less than 1.5 h, and 


(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.51. Industrial Buildings, Division 2, 1 and 2 Storeys 
(1) A building classified as Group F, Division 2 shall conform to Sentence (2) provided the building 
(a) is not more than 2 storeys in building height, and 
(b) has a building area not more than the value in Table 3.2.2.S. 


Table 3.2.2.S. 
Forming Part of Sentence 3.2.2.51.(1) 


Unsprinklered Maximum Area, m- | 
No. of 
Storeys Facing Facing Facing 
1 Street 2 Streets 3 Streets 
| 1 000 1 250 1 500 
ra 600 750 900 
Sprinklered Maximum Area, mm 
1 3 000 3 750 4 500 
2 1 200 1 500 1 800 








(2) The building shall be of combustible or noncombustible construction used either singly or in combina- » 


tion, and 


(a) floor assemblies shall be fire separations and, if of combustible construction, shall have a 
fire-resistance rating of not less than 45 min, and 


(b) all loadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 
construction. 


3.2.2.52. Industrial Buildings, Division 2, up to 4 Storeys 
(1) A building classified as Group F, Division 2 shall conform to Sentence (2) provided the building 
(a) is not more than 4 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.T., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.T. 
Forming Part of Sentence 3.2.2.52.(1) 


Unsprinklered Maximum Area, m- 





1 3 200 4 000 4 800 
Pa 1 600 2 000 2 400 
fe 1 070 1 340 1 600 





4 


No. of ; | 
Storeys Facing Facing Facing 
1 Street 2 Streets 3 Streets 
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Table 3.2.2.T.—(Cont’d) 
Forming Part of Sentence 3.2.2.52.(1) 


Unsprinklered Maximum Area, m- 


Facing Facing Facing 
1 Street 2 Streets 3 Streets 











No. of 
Storeys 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 

















(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 45 min, 
(b) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less than 45 min, 


(c) roof assemblies shall have, if of combustible construction, a fire-resistance rating of not less than 45 
min, except that in buildings not more than 1 storey in building height, the fire-resistance rating is per- 
mitted to be waived provided that the roof assembly is constructed as a fire-retardant treated wood 
roof system conforming to Article 3.1.14.1., and 


(i) if unsprinklered, the building area is not more than 
1 600 m if facing 1 street, 
2 000 m? if facing 2 streets, or 
2 400 m if facing 3 streets, and 





(ii) if sprinklered, the building area is not more than twice the area limits of Subclause (i), and 


(d) all loadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 
construction, except that such members and assemblies supporting a fire separation shall have a 
fire-resistance rating not less than that required for the supported assembly. 


3.2.2.53. Industrial Buildings, Division 2, up to 4 Storeys 
(1) A building classified as Group F, Division 2 shall conform to Sentence (2) provided the building 
(a) isnot more than 4 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.U., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 





Table 3.2.2.U. 
Forming Part of Sentence 3.2.2.53.(1) 


Unsprinklered Maximum Area, m- 


No. of ; 
Storeys Facing Facing 
2 Streets 3 Streets 





| 


(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than | h, 
(b) mezzanines shall have a fire-resistance rating of not less than | h, 

(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 
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(d) all loadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.54. Industrial Buildings, Division 2, up to 6 Storeys 
(1) A building classified as Group F, Division 2 shall conform to Sentence (2) provided the building 
(a) is not more than 6 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.V., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.V. 
Forming Part of Sentence 3.2.2.54.(1) 











Unsprinklered Maximum Area, m* 


Facing Facing Facing 
1 Street 2 Streets 3 Streets 


9 000 11 250 






No. of 
Storeys 








6 1 500 "S75 


(2) The building shall be of noncombustible construction, and 








(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2 h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 
(c) roof assemblies shall have a fire-resistance rating of not less than | h, and 


(d) all /oadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.55. Industrial Buildings, Division 2, Any Height, Any Area, Sprinklered 

(1) A building classified as Group F, Division 2 shall conform to Sentence (2) provided the building 
(a) is not limited in building height, 
(b) is sprinklered, and 
(c) is not limited in building area. 

(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 3 h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1.5 h, 
(c) roof assemblies shall have a fire-resistance rating of not less than 1.5 h, and 


(d) all /oadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.56. Industrial Buildings, Division 3, 1 and 2 Storeys 
(1) A building classified as Group F, Division 3 shall conform to Sentence (2) provided the building 
(a) is not more than 2 storeys in building height, and 
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(b) has a building area not more than the value in Table 3.2.2. W. 


Table 3.2.2.W. 
Forming Part of Sentence 3.2.2.56.(1) 


Unsprinklered Maximum Area, m-* 
Facing Facing Facing 
| Street 2 Streets 3 Streets 
| 1 600 2 000 2 400 
2 800 1 000 1 200 
Sprinklered Maximum Area, m* 


6 000 








No. of 
Storeys 















2 000 








(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations and, if of combustible construction, shall have a 
fire-resistance rating of not less than 45 min, and 


(b) all lJoadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 
construction. 


3.2.2.57. Industrial Buildings, Division 3, up to 4 Storeys 
(1) A building classified as Group F, Division 3 shall conform to Sentence (2) provided the building 
(a) isnot more than 4 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.X., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 











Table 3.2.2.X. 
Forming Part of Sentence 3.2.2.57.(1) 
Unsprinklered Maximum Area, m- 
No. of $e 
Storeys Facing Facing Facing 
' 1 Street 2 Streets 3 Streets 
l 4 800 6 000 7 200 
2 2 400 3 000 3 600 
3 1 600 2 000 2 400 
4 1 200 1 500 1 800 





: 


(2) The building shall be of combustible or noncombustible construction used either singly or in combina- 
tion, and 


(a) floor assemblies shall be fire separations and, if of combustible construction, shall have a 
fire-resistance rating of not less than 45 min, 


(b) mezzanines shall have, if of combustible construction, a fire-resistance rating of not less than 45 min, 


(c) roof assemblies shall have, if of combustible construction, a fire-resistance rating of not less than 45 
min, except that in buildings not more than | storey in building height, the fire-resistance rating is per- 
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mitted to be waived provided that the roof assembly is constructed as a fire-retardant treated wood 
roof system conforming to Article 3.1.14.1., and 


(i) if unsprinklered, the building area is not more than 
2 400 m- if facing | street, 
3 000 m? if facing 2 streets, or 
3 600 m? if facing 3 streets, and 


(ii) if sprinklered, the building area is not more than twice the area limits of Subclause (i), and 


(d) all loadbearing walls, columns and arches supporting an assembly required to have a fire-resistance 
rating shall have a fire-resistance rating of not less than 45 min or shall be of noncombustible 


construction. 
3.2.2.58. Industrial Buildings, Division 3, 1 Storey 
(1) A building classified as Group F, Division 3 shall conform to Sentence (2) provided the building 
(a) isnot more than 1 storey in building height, and 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2. Y., and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.Y. 
Forming Part of Sentence 3.2.2.58.(1) 


Unsprinklered Maximum Area, m? 


No. of 
Storeys Facing Facing Facing 
1 Street 2 Streets 3 Streets 

1 5 600 7 000 8 400 


(2) The building shall be of heavy timber or noncombustible construction used either singly or in combina- 
tion. 








3.2.2.59. Industrial Buildings, Division 3, 1 Storey, Any Area, Low Fire Load Occupancy 
(1) A building classified as Group F, Division 3 shall conform to Sentence (2) provided the building 
(a) isnot more than 1 storey in building height, 
(b) is used solely for low fire load occupancies such as 
(i) power generating plants, or 


(ii) plants for the manufacture or storage of noncombustible materials such as asbestos, brick, 
cement, concrete or steel, and 


(c) is not limited in building area. 
(2) The building shall be of noncombustible construction. 
3.2.2.60. Industrial Buildings, Division 3, Storage Garages up to 22 m High 


(1) A building used as a storage garage with all storeys constructed as open-air storeys and having no other 
occupancy above it may have its floor, wall, ceiling and roof assemblies constructed without a fire-resistance 
rating provided the building is 


(a) of noncombustible construction, 
(b) not more than 22 m in height, measured between grade and the ceiling level of the top storey, 
(c) not more than 10 000 m in building area, and 
(d) designed so that every portion of each floor area is within 60 m of an exterior wall opening. 
3.2.2.61. Industrial Buildings, Division 3, up to 6 Storeys 
(1) A building classified as Group F, Division 3 shall conform to Sentence (2) provided the building 
1346 


O. Reg. 413/90 THE ONTARIO GAZETTE 


(a) is not more than 6 storeys in building height, 
(b) if unsprinklered, has a building area not more than the value in Table 3.2.2.Z.. and 


(c) if sprinklered, is not more than twice the area limits of Clause (b). 


Table 3.2.2.Z. 
Forming Part of Sentence 3.2.2.61.(1) 


Unsprinklered Maximum Area, m- 






















No. of 
Storeys Facing Facing Facing 
: 2 Streets 3 Streets 
1 unlimited unlimited unlimited 
2 7 200 9 000 10 800 
3 4 800 6 000 7 200 
4 3 600 4 500 5 400 
: 2 880 3 600 4 320 
6 2 400 3 000 3 600 


(2) The building shall be of noncombustible construction, and 
(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than | h, 
(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 


(c) roof assemblies shall have a fire-resistance rating of not less than 1 h, and 






(d) all /oadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


3.2.2.62. Industrial Buildings, Division 3, Any Height, Any Area 

| () A building classified as Group F, Division 3 shall conform to Sentence (2) provided the building 
| (a) is not limited in building height, and 

(b) is not limited in building area. 


(2) The building shall be of noncombustible construction, and 


(a) floor assemblies shall be fire separations with a fire-resistance rating of not less than 2 h, except that 
such floor assemblies are permitted to be reduced to fire separations with a fire-resistance rating of not 
less than | h in a storage garage with all storeys constructed as open-air storeys, 


(b) mezzanines shall have a fire-resistance rating of not less than 1 h, 
(c) roof assemblies shall have a fire-resistance rating of not less than | h, and 


(d) all /oadbearing walls, columns and arches shall have a fire-resistance rating not less than that required 
for the supported assembly. 


| 


3.2.3. Spatial Separation and Exposure Protection of Buildings 
3.2.3.1. Limiting Distance and Area of Unprotected Openings 


(1) Except as provided in Articles 3.2.3.9. to 3.2.3.11, the area of unprotected openings shall not be more 
than that set forth in Tables 3.2.3.A. or 3.2.3.B. for the limiting distance applicable to the exposing building 
face under consideration. 


(2) The area of the unprotected openings in an exposing building face shall be the aggregate area of 


unprotected openings expressed as a percentage of the area of the exposing building face in Tables 3.2.3.A. and 
p.2.3.B. 


| 
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Table 3.2.3.A. 
Forming Part of Subsection 3.2.3. 


Exposing 
Building Face 


Area of Unprotected Opening for Groups A, B. C, D and F. Division 3 Occupancies, Per Cent 





aX ; imiting Distance, m 
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Area. 
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Note to Table 3.2.3.A. 


(1) L = Length of Exposing Building Face 
H = Height of Exposing Building Face 
(Apply whichever ratio is greater) 
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Exposing 
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Table 3.2.3.B. 


Forming Part of Subsection 3.2.3. 


Area of Unprotected Opening for Groups E and F. Division | and 2 Occupancies. Per Cent 
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‘Note to Table 3.2.3.B. 





Limiting Distance. m 


15123] 46) 7 
17| 25] 48 Shi 
: 34 : 91}100 


16} 32} 53} 79 n 
18 ss 55} 82}100 
: : 66} 93}100 























4 
4 


Sl eS es 


= 





oS 


EE 7 
ay 
2 


(1) L = Length of Exposing Building Face 
H = Height of Exposing Building Face 


| (Apply whichever ratio is greater) 
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(3) For the purposes of determining the type of construction and cladding and the fire-resistance rating of an 
exterior wall, the exposing face shall be taken as the projection of the exterior wall onto a vertical plane 
located so that no portion of the exterior wall of the building or of a fire compartment, if the fire compartment 
complies with the requirements of Sentence 3.2.3.2.(1), is between the vertical plane and the line to which the 
limiting distance is measured and, for these purposes, the area of unprotected openings shall be determined 


from Table 3.2.3.A. or Table 3.2.3.B. 


(4) For the purposes of determining the actual percentage of unprotected openings permitted in an exterior 
wall, the location of the exposing building face is permitted to be taken at a vertical plane located so that there 
are no unprotected openings between the vertical plane and the line to which the limiting distance is measured. 


(5) Where fire fighting facilities cannot reach the building within 10 min of the alarm being received, the 
limiting distance shall be doubled. 


3.2.3.2. Area of Exposing Building Face 


(1) The area of an exposing building face shall be calculated as the total area of exterior wall facing in one 
direction on any side of a building measured from the finished ground level to the uppermost ceiling, except 
that where a building is divided by fire separations into fire compartments, the area of exposing building face i 
permitted to be calculated for each fire compartment provided such fire separations 


(a) in Group A, B, C, D or Group F, Division 3 occupancy have a fire-resistance rating not less than tha 
required for the floor assembly, but shall not be less than 45 min and need not be more than | h, and 


(b) in Group E or Group F, Division 1 or 2 occupancy have a fire-resistance rating not less than tha 
required for the floor assembly, but not less than 45 min. 


(2) For the purposes of Sentence (1), where a horizontal fire separation is penetrated by openings that are 
not provided with closures, and the openings are in conformance with Article 3.2.8.2., the fire separation may 
be considered as enclosing construction for the purposes of determining fire compartments. 


(3) For the purposes of Sentence (1), where an interconnected floor space is in conformance with Articles 
3.2.8.3. to 3.2.8.11., each storey in the interconnected floor space may be considered to be a fire compartment. 


3.2.3.3. Wall Enclosing Attic or Roof Space. Where an exterior wall enclosing an attic or roof space is locate 
above an exposing building face, the wall shall be constructed in conformance with the requirements for th 
exposing building face. 


3.2.3.4. Party Wall. Every wall that is a party wall shall be constructed as a firewall. 


3.2.3.5. Wall with Limiting Distance Less Than 1.2 m. Openings in every wall that has a limiting distance of 
less than 1.2 m shall be protected by closures, of other than wired glass or glass block, whose fire-protectio 
rating is in accordance with Table 3.1.8.A. for the fire-resistance rating required for the wall. 


3.2.3.6. Combustible Projection Restrictions. Except for buildings containing 1 or 2 dwelling units only 
combustible projections on the exterior of a wall that are more than 1 m above ground level, such as balconies, 
platforms, canopies, eave projections and stairs, and that could expose an adjacent building to fire spread, 
shall not be permitted within 1.2 m of a property line or the centreline of a public way, or within 2.4 m of a 
combustible projection on another building on the same property. : 


3.2.3.7. Construction of Exposing Building Face 


(1) Except as permitted in Articles 3.2.3.9. and 3.2.3.10., where a limiting distance shown in Table 3.2.3.A. 
for a Group A, B, C, D or Group F, Division 3 occupancy classification is such as to permit an exposing build- 
ing face to have unprotected openings of 


(a) not more than 10 per cent of the exposing building face, the exposing building face shall be of) 
noncombustible construction having a fire-resistance rating of not less than 1 h and be clad with 
noncombustible cladding, 


(b) more than 10 per cent but not more than 25 per cent of the exposing building face, the exposing build- 
ing face shall have a fire-resistance rating of not less than 1 h and be clad with noncombustible clad- 
ding, and 


(c) more than 25 per cent but less than 100 per cent of the exposing building face, the exposing building 


face shall have a fire-resistance rating of not less than 45 min. | 
} 


(2) Except as permitted in Article 3.2.3.9., where a limiting distance shown in Table 3.2.3.B. for a Group E, 
or Group F, Division 1 or 2 occupancy classification is such as to permit an exposing building face to have 
unprotected openings of 
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(a) not more than 10 per cent of the exposing building face, the exposing building face shall be of 
noncombustible construction having a fire-resistance rating of not less than 2h and be clad with 
noncombustible cladding, 


(b) more than 10 per cent but not more than 25 per cent of the exposing building face, the exposing build- 
ing face shall have a fire-resistance rating of not less than 2 h, and be clad with noncombustible clad- 
ding, and 


(c) more than 25 per cent but less than 100 per cent of the exposing building face, the exposing building 
face shall have a fire-resistance rating of not less than 1 h. 


(3) In addition to the requirements of Sentences (1) and (2), foamed plastic insulation used in an exterior 
wall of a building more than 3 storeys in building height shall be protected on the exterior surface by 


(a) concrete or masonry not less than 25 mm thick, 





(b) material that is permitted for use in noncombustible construction in Article 3.1.5.5., or 


(c) noncombustible material that will remain in place for not less than 15 min when tested in confor- 
| mance with CAN4-S101-M, “Standard Methods of Fire Endurance Tests of Building Construction 
and Materials”. 


| 
3.2.3.8. Protection of Structural Members 


' (1) Structural members, such as beams, columns and arches placed wholly or partly outside an exterior face 
of a building and 3 m or more from the property line or centreline of a public thoroughfare need not be pro- 
Bected from exterior fires. 


(2) Structural members in Sentence (1) that are less than 3 m from the property line or centreline of a public 
thoroughfare shall be protected from exterior fire by fire protection having a fire-resistance rating not less than 
that required for their protection from inside fires in conformance with Articles 3.2.2.16. to 3.2.2.62., or by 
fire protection having a fire-resistance rating of not less than 1 h, whichever is the greater. 





_ (3) Structural members of heavy timber construction such as beams, columns and arches placed wholly or 
‘partly outside an exterior face of a building and 3 m or more from the property line or centreline of a public 
‘thoroughfare need not be covered with noncombustible cladding. 


3.2.3.9. Unlimited Unprotected Openings 


(1) An exposing building face of an open-air storey in a storage garage is permitted to have unlimited 
junprotected openings provided it has a limiting distance of not less 3 m. 


(2) The exposing building face of a storey that faces a street and is at the same level as the street is permitted 
‘to have unlimited unprotected openings if the limiting distance is not less than 9 m. 


3.2.3.10. Low Fire Load, 1 Storey Building 


| (1) For any building of Group F, Division 3 occupancy, any non-loadbearing wall comprising an exposing 
building face is permitted to be of noncombustible construction without a fire-resistance rating provided the 
building 


(a) isnot more than 1 storey in building height, 

(b) is used for low fire load occupancies such as described in Sentence 3.2.2.59.(1), and 
(c) is located so that the limiting distance is not less than 3 m. 

13.23.11. Increased Openings Permitted 


| (1) The maximum area of unprotected openings in any exposing building face is permitted to be doubled 
where the building is sprinklered. 


(2) The maximum area of unprotected openings in any exposing building face is permitted to be doubled 
\where such openings are glazed with glass block or with wired glass conforming to the requirements of Article 
13.1.8.14. 


'3.2.3.12. Equivalent Opening Factor. Where the surface temperature on the unexposed surface of a wall 
assembly exceeds the limitation of a standard fire test as permitted in Article 3.1.7.2., an allowance shall be 
“made for the radiation from the hot unexposed wall surface by adding an equivalent area of unprotected 
opening to the area of actual openings as follows: 


1554 


THE ONTARIO GAZETTE O. Reg. 413/90 


Ac=A+t (A; x Feo) 


where 
A. = corrected area of unprotected openings including actual and equivalent openings, 
A = actual area of unprotected openings, 
A, = area of exterior surface of the exposing building face exclusive of openings on which the tempera- 
ture limitation of the standard test is exceeded, and 
F,,. = an equivalent opening factor derived from the following expression: 
Shea 273)" 
io 
(T., + 273) 
where 
T, = average temperature in degrees Celsius of the unexposed wall surface at the time the required 
fire-resistance rating is reached under test conditions, and 
T. = 892°C fora fire-resistance rating of not less than 45 min, 927°C for a fire-resistance rating of not less — 


than 1 h, and | 010°C for a fire-resistance rating of not less than 2 h. 
3.2.3.13. Protection of Exit Facilities 


(1) Except as required in Sentence (3), where an exit enclosure has exterior walls that may be exposed to 
fire from openings in the exterior walls of the building it serves, the openings in either the exterior walls of the 
exit or the exterior walls of the building shall be protected with wired glass in fixed steel frames or glass block 
conforming to Article 3.1.8.14. where the openings in the exterior walls of the building are within 3 m horizon- 
tally and 


(a) less than 10 m below openings in the exterior walls of the exit, or 
(b) less than 2 m above openings in the exterior walls of the exit. 


(2) Where an unenclosed exterior exit stair or ramp may be exposed to fire from openings in the exterior 
walls of the building it serves, the openings in the exterior walls of the building shall be protected with wired 
glass in fixed steel frames or glass block conforming to Article 3.1.8.14. where the openings in the exterior 
walls of the building are within 3 m horizontally and 


(a) less than 10 m below the exit stair or ramp, or 
(b) less than 5 m above the exit stair or ramp. 


(3) Except as provided in Sentence 3.4.4.3.(1), where an exterior exit door in one fire compartment is within 
3 m horizontally of openings in another fire compartment, and the exterior walls containing such openings 
intersect at an exterior angle of less than 135°, the openings shall be protected with wired glass in fixed steel 
frames or glass block conforming to Article 3.1.8.14. 


3.2.3.14. Wall Exposed to Another Wall 


(1) Except as provided in Sentence 3.3.2.3.13. (1) and 3.2.3.20.(4), where an opening in an exterior wall of 
a fire compartment is exposed to an opening in the exterior wall of another fire compartment, and the planes of 
the 2 walls are parallel or at an angle of less than 135°, measured from the exterior of the building, the open- 
ings in the 2 fire compartments shall be separated by a distance at least equal to D,, where 


Dy =_y2D= Ce x D), but in no case less than 1 m 
where 
D,, = the greater required limiting distance for the exposing building faces of the 2 fire compartments, 
and 
0 = the angle made by the intersecting planes of the exposing building faces of the 2 fire compartments, 


(in the case where the exterior walls are parallel and face each other, 6 = 0°). 
(2) The exterior wall of each fire compartment in Sentence (1) within the distance, D,,, shall have a 
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fire-resistance rating not less than that required for the interior vertical fire separation between the compart- 
ment and the remainder of the building. 


3.2.3.15. Wall Exposed to Adjoining Roof. Except as permitted in Sentence 3.2.3.20.(4), where a wall in a 
building is exposed to a fire hazard from an adjoining roof of a separate unsprinklered fire compartment in the 
same building, and the exposed wall contains windows within 3 storeys vertically and 5 m horizontally of such 
roof, the roof shall contain no skylights within 5 m of the exposed wall. 


3.2.3.16. Protection of Soffits 





(1) Where there is a common attic or roof space above more than 2 suites of residential occupancy or above 
more than 2 patients’ sleeping rooms, and the common attic or roof space projects beyond the exterior wall of 
the building, the soffit and any opening in the soffit or other surface of the projection located within 2.5 m of a 

) window or door opening shall be protected by 


(a) noncombustible material not less than 0.38 mm thick and having a melting point not below 650°C, 
(b) plywood not less than 11 mm thick, 

(c) strandboard or waferboard not less than 12.5 mm thick, or 

| (d) lumber not less than 11 mm thick. 


| (2) The soffit protection required in Sentence (1) shall extend the full width of the opening and to not less 
than 1.2 m on either side of it, with no unprotected opening into the soffit within this limit. 


(3) Where an eave overhang is completely separated from the remainder of the attic or roof space by fire 
stopping, the requirements in Sentence (1) do not apply. 


| (4) Where an attic or roof space, including its adjoining eave overhangs, is separated by construction con- 
_ forming to Article 3.1.11.7. into compartments such that the resulting spaces are not common to more than 2 
| suites of residential occupancy or 2 patients’ sleeping rooms, the requirements in Sentence (1) do not apply. 





_3.2.3.17. Apron, Canopy or Spandrel Protection for Vertically Separated Openings. Where any storey of a 
| building classified as a Group E or Group F, Division | or 2 major occupancy is required to be separated from 
‘the storey above or below by a fire separation, every opening in an exterior wall located vertically above 
"another opening shall be separated by apron or spandrel walls not less | m high or by a canopy not less than 
1 m wide at each floor level and the apron, spandrel or canopy shall have a fire-resistance rating not less than 
_ that of the construction required for the floor assembly but need not be more than | h, except as required else- 
_ where in this Subsection. 





| 3.2.3.18. Roof Coverings 


| (4) Except as provided in Sentence (2), every building shall have a Class A, B or C roof covering as 
| described in Subsection 3.1.15. 


(2) Roof coverings are not required to have a Class A, B or C rating for 
(a) tents and air-supported structures, and 


(b) buildings of Group A, Division 2 occupancy not more than 2 storeys in building height and not more 
than 1 000 m? in building area provided the roof covering is underlaid with noncombustible material. 


3.2.3.19. Covered Vehicular Passageway 


(1) A covered vehicular passageway shall 





(a) be of noncombustible construction when constructed below grade, and 


| (b) be separated from every building or part of a building adjoining it by a fire separation having a 
fire-resistance rating of not less than 1.5 h where it is designed as a receiving or shipping area. 


| 3.2.3.20. Walkway between Buildings 


| (1) Except as provided in Sentence 3.2.3.21.(2), where buildings are connected by a walkway, each building 
shall be separated from the walkway by a fire separation with a fire-resistance rating of not less than 45 min. 


(2) Except as provided in Sentence (3), a walkway connected to a building required to be of noncombustible 
construction shall also be of noncombustible construction. 


} (3) A walkway connected to a building required to be of noncombustible construction is permitted to be of 
_ heavy timber construction provided 
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(a) not less than 50 per cent of the area of any enclosing perimeter walls is open to the outdoors, and 


(b) the walkway is at ground level. 


(4) A walkway of noncombustible construction used only as a pedestrian thoroughfare and that is not 
required as an exit, need not conform to the requirements of Articles 3.2.3.14. and 3.2.3.15. 


3.2.3.21. Underground Walkway 


(1) An underground walkway shall not be designed for any purpose other than pedestrian travel unless such 
other purpose is permitted and any space in the wa/kway containing an occupancy is sprinklered. 


(2) Buildings connected by an underground walkway shall be separated from the walkway by a fire 
separation with a fire-resistance rating of not less than 1 h. 


(3) An underground walkway shall be of noncombustible construction suitable for underground location. 


(4) Smoke barrier doors shall be installed in underground walkways at intervals of not more than 100 m, or 
the travel distance from the door of an adjacent room or space to the nearest exit shall not be more than one 
and a half times the least allowable travel distance for any of the adjacent occupancies as prescribed in Sen- 
tence 3:42.5.(1); 


3.2.4. Fire Alarm and Detection Systems 
3.2.4.1. Determination of Requirement for a Fire Alarm System 


(1) Except as provided in Sentences (2) to (4), a fire alarm system shall be installed when the occupant load 
in Table 3.2.4.A. for any major occupancy is exceeded, and in buildings containing 


(a) acontained use area, 

(b) an impeded egress zone, 

(c) an interconnected floor space required to conform to Articles 3.2.8.3. to 3.2.8.11., 
(d) more than 3 storeys, including storeys below grade, 

(e) a total occupant load of more than 300, other than in open air seating areas, 


(f) an occupant load of more than 150 above or below the first storey, other than in open air seating 
areas, Or 


(g) achild care facility, including a day care facility, with an occupant load of more than 40. 


Table 3.2.4.A. 
Forming Part of Sentence 3.2.4.1.(1) 


Major Occupancy Occupant Load Above Which a 
Classification Fire Alarm System is Required 














Group A, Division 2 150 

(licensed restaurants and beverage 

establishments only) 
Group A, Division 2 40 

(schools and colleges only) 
Group A, Division 4 300 below the seating area 
Group C 10 having sleeping accommodation 
Group F, Division 2 and 3 75 above or below the first storey 


(2) A fire alarm system is not required in apartment buildings where not more than 4 dwelling units share a 
common means of egress, or in buildings 3 storeys or less in building height where each dwelling unit is served 
by an exterior exit facility leading to ground level. 
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(3) A fire alarm system is not required in hotels 3 storeys or less in building height where each suite is served 
by an exterior exit facility leading to ground level. 


(4) Except as required in Sentence 3.2.4.2.(1), a fire alarm system is not required in a storage garage con- 
forming to Article 3.2.2.60. provided there are no other occupancies in the building. 


3.2.4.2. Continuity of Fire Alarm System 


(1) Where there are openings through a firewall, other than those for piping, tubing, wiring and totally 
enclosed noncombustible raceways, the requirements in this Subsection shall apply to the floor areas on both 
sides of the firewall as if they were in the same building. 


(2) Except as provided in Sentence (4), where a building contains more than | major occupancy and a fire 
alarm system is required, a single system shall serve all occupancies. 








(3) Except as provided in Sentence (4), where a fire alarm system is required in any portion of a building, it 
shall be installed throughout the building. 


(4) Except as provided in Sentence (5), in a building not more than 3 storeys in building height, where a ver- 
tical fire separation having a fire-resistance rating of not less than | h separates a portion of the building from 
the remainder of the building and there are no openings through the fire separation, other than those for pip- 
ing, tubing, wiring and totally enclosed noncombustible raceways, the requirements in this Subsection are per- 
_ mitted to be applied to each portion so separated as if it were a separate building. 


| (5) The permission in Sentence (4) to consider separated portions of a building as separate buildings does 
‘not apply to service rooms and storage rooms. 
| 3.2.4.3. Types of Fire Alarm Systems 


(1) Fire alarm systems shall be 





(a) single stage systems in Group F, Division | occupancies, 


(b) 2 stage systems in Group B occupancies other than those described in Clause (e); 





(c) single or 2 stage systems in buildings 3 storeys or less in building height used for children’s custodial 
homes, convalescent homes or orphanages, and 
(d) single or 2 stage systems in all other cases. 


| 3.2.4.4. Description of Fire Alarm Systems 


I (1) A single stage fire alarm system shall, upon the operation of any manual pull station or fire detector, 
cause an alarm signal to sound on all audible signal appliances in the system. 


_ (2) A 2stage fire alarm system shall 
(a) cause an alert signal to sound upon the operation of any manual pull station or fire detector, 


(b) except for Group B, Division 2 major occupancies, automatically cause an alarm signal to sound if the 
alert signal is not acknowledged within 5 min of its initiation, 





(c) have each manual pull station equipped so that the use of a key or other similar device causes an 
| alarm signal to sound and continue to sound upon the removal of the key or similar device from the 
manual pull station, and 


(d) ina building containing a hotel 





(i) cause an alarm signal to sound in the initiating fire zone, and 


| (ii) cause an alert signal to sound throughout the building in accordance with the fire safety plan 
required for the building under the Ontario Fire Code made under the Fire Marshals Act. 


(3) Fire alarm systems in Sentences (1) and (2) are permitted to be zone coded so that, upon the operation 
of any manual pull station or fire detector 





(a) a coded alarm signal is sounded for a single stage system or a coded alert signal is sounded for a 2 
stage system indicating the zone of alarm initiation, 


| (b) the coded alert signal or alarm signal is repeated in its entirety not less than 4 times, and 


(c) a continuous alert signal or alarm signal is sounded upon completion of the coded signals in Clause 
(b) and Sentence (4). 
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(4) When a second manual pull station or fire detector is operated in a system in Sentence (3), in a zone 
other than that for which the first alert signal or alarm signal was sounded, the coded alert signal or alarm 
signal for the first zone shall be completed before the coded alert signal or alarm signal for the second zone is 
repeated not less than 4 times. 


3.2.4.5. Installation and Testing of Fire Alarm Systems 


(1) Fire alarm and voice communication systems shall be installed in conformance with CAN/ULC-S524-M, 
‘Standard for the Installation of Fire Alarm Systems”’. 


(2) Fire alarm systems shall be tested to ensure satisfactory operation in conformance with CAN/ULC- 
S537-M, “Standard for the Verification of Fire Alarm System Installations’’. 


3.2.4.6. Silencing of Alarm Signals 


(1) Required fire alarm systems shall be designed so that when an alarm signal is activated, it cannot be 
silenced automatically for at least 


(a) 5 min for buildings not required to be equipped with an annunciator, 
(b) 3 min for hospitals only, and 
(c) 20 min for all other buildings. 


(2) Except as permitted in Sentences 3.2.4.22.(2) and (3), a required fire alarm system shall not incorporate 
manual silencing switches other than those installed inside the fire alarm control unit. 


3.2.4.7. Signals to Fire Department 


(1) Where a fire alarm system is required to be installed, and a single stage system is provided, the system 
shall be designed to notify the fire department in conformance with Sentence (3) that an alarm signal has been 
initiated in 


(a) Group A occupancies having an occupant load of more than 300, 

(b) Group B occupancies, 

(c) Group F, Division | occupancies, 

(d) buildings regulated by the provisions of Subsection 3.2.6., or 

(e) buildings containing interconnected floor space required to conform to Articles 3.2.8.3. to 3.2.8.11. 


(2) Where a fire alarm system is required to be installed and a 2 stage system is provided, the system shall be 
designed to notify the fire department in conformance with Sentence (3) that an alert signal has been initiated. 


(3) Except as permitted in Sentence (4), signals to the fire department shall be by way of 
(a) the municipal fire alarm system, 


(b) an independent central station conforming to NFPA-71, “Installation, Maintenance, and Use of Cen- 
tral Station Signaling Systems,” or 


(c) a proprietary control centre conforming to NFPA-72D, “Installation, Maintenance, and Use of Pro- 
prietary Protective Signaling Systems’. 


(4) When the facilities in Sentence (3) are not available in the municipality in which the building is to be 
built, an independent system is permitted to be used to transmit signals to the fire department. 


(5) Where a required fire alarm system has been installed with no provisions to transmit a signal to the fire 
department as indicated in Sentences (2), (3) and (4), a legible, permanently-mounted notice shall be posted at 


each manual pull station requesting that the fire department be notified and including the telephone number of 
that department. 


3.2.4.8. Annunciator and Zone Indication 


(1) Except as permitted in Sentences (2) to (4), an annunciator shall be installed in a location that is readily 
accessible to fire fighters entering the building and be in close proximity to a building entrance that faces a 
Street Or an access route for fire department vehicles that complies with Sentence 3.2.5.6.(1), and the annuncia- 
tor shall have separate zone indicators of the actuation of the alarm initiating devices in each 


(a) floor area so that the coverage for each zone is not more than 2 000 m?, 
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(b) fire compartment required to be separated by vertical fire separations having a fire-resistance rating of 
not less than 2 h, other than dwelling units described in Subsection 3.3.4., 


(c) shaft required to be equipped with fire detectors, 

(d) air handling system required to be equipped with smoke detectors, 
(e) contained use area, 

(f) impeded egress zone, 


(g) zone required in Sentence 3.3.3.6.(6), and 





| (h) fire compartment required in Sentence 3.3.3.7.(2). 
} 
_ (2) An annunciator need not be provided for a fire alarm system when not more than | zone indicator is 
| required in Sentence (1). 








(3) When an annunciator is not installed as part of a required fire alarm system in conformance with Sen- 
tence (1), a visual and audible trouble signal device shall be provided inside the main entrance of the building 
to indicate the status of the system. 


\ 
! 


_ (4) The requirements in Sentence (1) are waived in a building that has an aggregate area for all storeys of 
_ not more than 2 000 m? and is not more than 3 storeys in building height. 


_ (5) Where a sprinkler system is used in lieu of heat detectors in conformance with Article 3.2.4.16., the 
_ requirements for zone indication in Clauses (1) (a) and (b) are waived provided the actuation of the alarm ini- 
' tiating devices is indicated on the annunciator in conformance with the zone indication requirements for the 
| sprinkler system. 






(6) Ina building containing a hotel in which a trouble signal sounding device has a silencing switch, a trouble 
| light shall be installed in the main reception area or other continually-supervised location. 


(7) In a nursing home, a remote audiovisual fire alarm trouble signal shall be located at the main nursing 
| station. 


| 3.2.4.9. Electrical supervision. Electrical supervision shall be provided for required fire alarm systems. 


3.2.4.10. Fire Detectors 





(1) Fire detectors required in this Article shall be connected to the fire alarm system. 


(2) Except as provided in Article 3.2.4.16., where a fire alarm system is required, fire detectors shall be 
installed in 


(a) storage rooms not within dwelling units, 

| (b) service rooms not within dwelling units, 

(c) janitors’ rooms, 

(d) elevator and dumbwaiter shafts, and 

(e) rooms where hazardous products are to be used or stored. 


3.2.4.11. Heat Detectors 





_ (1) Except as provided in Article 3.2.4.16., where a fire alarm system is required, heat detectors shall be 
_ installed 


| (a) in every room in portions of buildings classified as Group A, Division | or Group B major occupancy 
| other than sleeping rooms, 


| (b) except in a hotel, in every suite, and every room not located within a suite, in portions of buildings 
classified as Group C major occupancy and more than 3 storeys in building height, and 


(c) ina hotel, in every room in a suite and in every room not located within a suite, other than saunas, 
refrigerated areas and swimming pools. 





| 3.2.4.12. Smoke Detectors 
| (1) Where a fire alarm system is required, smoke detectors shall be installed in 
(a) every sleeping room and corridor in portions of buildings classified as Group B major occupancy, 
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(b) every room in a contained use area and corridors serving those rooms, 
(c) every corridor in portions of buildings classified as Group A, Division | major occupancy, 
(d) every public corridor in portions of buildings classified as Group C major occupancy, and 
(e) every exit stair shaft. 

3.2.4.13. Prevention of Smoke Circulation 


(1) Where a fire alarm system is required, every recirculating air handling system shall be designed to pre- 
vent the circulation of smoke upon a signal from a duct-type smoke detector where the air handling system 


(a) serves more than 1 storey, 

(b) serves more than | suite ina storey, 

(c) serves more than | zone required in Sentence 3.3.3.6.(6), or 

(d) serves more than | fire compartment required in Sentence 3.3.3.7.(2). 


3.2.4.14. Vacuum Cleaning Systems. Central vacuum cleaning systems in buildings required to be equipped 
with a fire alarm system shall be designed to shut down automatically upon actuation of the fire alarm system. 


3.2.4.15. Elevator Emergency Return 


(1) Except as permitted in Sentence (3), in buildings having elevators that serve storeys above the first storey 
and that are equipped with an automatic emergency recall feature, smoke detectors shall be installed in the ele- 
vator lobbies on the recall level so that when actuated, the elevators will automatically return directly to an 
alternate floor level. 


(2) Smoke detectors required in Sentence (1) shall be designed as part of the building fire alarm system. 


(3) The alternate floor recall feature specified in Sentence (1) is not required if the floor area containing the 
recall level is sprinklered. 


3.2.4.16. Sprinklers in Lieu of Heat Detectors 


(1) Heat detectors in Articles 3.2.4.10. and 3.2.4.11. need not be provided where an automatic sprinkler sys- 
tem conforming to Sentences (2) to (5) and Article 3.2.5.13. is installed throughout the floor area. 


(2) If an annunciator is required by Article 3.2.4.8., automatic sprinkler systems referred to in Sentence (1) 
shall be equipped with waterflow detecting devices so that each device serves 


(a) not more than one storey, and 


(b) an area on each storey that is not more than system area limits as specified in NFPA 13, ‘‘Installation 
of Sprinkler Systems”. 


(3) Waterflow detecting devices required by Sentence (2) shall be connected to initiate an alert signal or an 
alarm signal on the fire alarm system. 


(4) The actuation of each waterflow detecting device required by Sentence (2) shall be indicated separately 
on the fire alarm system annunciator. 


(5) The sprinkler system referred to in Sentence (1) shall be electrically supervised to indicate a trouble sig- 
nal on the building fire alarm system annunciator for each of the following: 


(a) movement of a control valve handle, 

(b) loss of excess water pressure required to prevent false alarms in a wet pipe system, 

(c) loss of air pressure in a dry pipe system, 

(d) loss of air pressure in a pressure tank, 

(¢) a significant change in water level in any water storage container used for fire fighting purposes, 
(f) loss of electrical power to any automatically starting electrical fire pump, and 


(g) a temperature approaching the freezing point in any dry pipe valve enclosure or water storage con- 
tainer used for fire fighting purposes. 
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3.2.4.17. Manual Pull Stations 


(1) Except as permitted in Sentences (3) and (4), a manual pull station shall be installed on every floor area 
near every required exit. 


(2) Ina building containing a hotel, a manual pull station shall also be installed in the main reception area. 


(3) In Group C apartment buildings, if a pull station is not installed on a floor area in accordance with Sen- 
tence (1), 


(a) a manual pull station shall be installed in every dwelling unit in the floor area near each egress door 
leading from the dwelling unit, 


(b) smoke detectors shall be installed in the floor area in public corridors and stairwells, and 


a rm a 


(c) fire detectors shall be installed in the floor area in all common public areas and in rooms not located 
within dwelling units. 


(4) In floor areas where the manual pull stations are located in dwelling units, a legible sign stating ‘‘Fire 
Alarm Pull Stations Located in Apartment Units” shall be posted near every exit in a public corridor. 


| 3.2.4.18. Alert and Alarm Signals 


(1) Alert signals and alarm signals shall be readily distinguishable from each other and from other signals 
| which may be sounded in the building. 


(2) In a 2 stage fire alarm system described in Sentence 3.2.4.4.(2), the same audible signal appliances are 
permitted to be used to sound the alert signals and the alarm signals. 


(3) If audible signal appliances with voice reproduction capabilities are intended for paging and similar voice 
message use, other than during a fire emergency, they shall be installed so that alert signals and alarm signals 
_ take priority over all other signals. 


(4) Audible signal appliances forming part of a fire alarm or voice communication system shall not be used 
for playing music or background noise. 


(5) In a building or portion thereof intended for use primarily by persons with hearing impairments, visual 
| signal appliances shall be installed in addition to audible signal appliances. 





| 3.2.4.19. Audibility of Alarm Signals 


(1) Audible signal appliances forming part of a required fire alarm system shall be installed in a building so 
_ that alert signals, alarm signals and voice messages can be heard intelligibly throughout the floor area in which 
they are installed. 


(2) Ifa fire alarm system is required, audible signal appliances shall be located in a service space referred to 
in Sentence 3.2.1.1.(7) and shall be connected to the fire alarm system. 


3.2.4.20. Visual Signals 


(1) Visual signal appliances required in Sentence 3.2.4.18.(5) shall be installed in a building so that the sig- 
nal from not less than one appliance is visible throughout the floor area or portion thereof in which they are 
installed. 





(2) In addition to the requirements for fire alarm and detection systems in this Subsection, visual signals 
from smoke detectors required in sleeping rooms of Group B occupancy shall be provided so that staff serving 
those rooms can easily identify the room or location of fire alarm initiation. 


3.2.4.21. Smoke Alarms 


(1) Smoke alarms conforming to CAN/ULC-S531-M, “Standard for Smoke Alarms” shall be installed in 
each dwelling unit and, except for institutional occupancies required to have a fire alarm system, in each sleep- 
ing room not within a dwelling unit. 


(2) Smoke alarms within dwelling units shall be installed between each area containing sleeping rooms and 
the remainder of the dwelling unit, and where the sleeping rooms are served by hallways, the smoke alarms 
shall be installed in the hallways. 





(3) Smoke alarms shall be installed on or near the ceiling. 


(4) Smoke alarms shall be installed with permanent connections to an electrical circuit and shall have no dis- 
connect switches between the overcurrent device and the smoke alarm. 


| 
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(5) Where more than one smoke alarm is required in a dwelling unit, they shall be wired so that the actua- 
tion of one alarm will cause all alarms within the dwelling unit to sound. 


3.2.4.22. Voice Communication System 
(1) A voice communication system required in Subsection 3.2.6. shall consist of 


(a) a 2-way communication system in each floor area, with connections to the central alarm and control 
facility and to the mechanical control centre, and 


(b) loudspeakers operated from the central alarm and control facility which are designed and located so 
as to be heard in all parts of the building, except that this requirement does not apply to elevator cars. 


(2) The voice communication system referred to in Sentence (1) shall include provision for silencing the 
alarm signal in a single stage fire alarm system when voice messages are being transmitted, but only after the 
alarm signal has sounded initially for not less than 


(a) 30sin Group B, Division 2 major occupancies, and 
(b) 1 min in all other occupancies. 


(3) The voice communication system referred to in Sentence (1) shall include provision for silencing the 
alert signal and the alarm signal in a 2 stage fire alarm system when voice messages are being transmitted, but 
only after the alert signal has sounded initially for not less than 


(a) 30sin Group B, Division 2 major occupancies, and 
(b) 1 minin all other occupancies. 


(4) The voice communication system referred to in Clause (1) (b) shall be designed so that voice instructions 
can be transmitted selectively to any zone or zones while maintaining an alert signal or alarm signal to the 
other zones in the building. 


(5) The 2-way communication system referred to in Clause (1) (a) shall be installed so that emergency tele- 
phones are located in each floor area near exit stair shafts. 


3.2.5. Provisions for Fire Fighting 
3.2.5.1. Access to Above Grade Storeys 


(1) Except for storeys below the first storey, direct access for fire fighting shall be provided from the out- 
doors to every storey having its floor level less than 25 m above grade by not less than one unobstructed win- 
dow or access panel for each 15 m of wall in each wall required to face a street in Subsection 3.2.2. 


(2) An opening for access required in Sentence (1) shall be not less than 1 100 mm high by 550 mm wide, 
with a sill height of not more than 900 mm above the inside floor. 


(3) Access panels above the first storey shall be readily openable from both inside and outside, or the open- 
ing shall be glazed with plain glass. 


3.2.5.2. Access to Basements 


(1) Direct access from not less than one street shall be provided from the outdoors to each basement having a 
horizontal dimension more than 25 m. 


(2) The access required by Sentence (1) is permitted to be provided by doors, windows or other means that — 
provide an opening at least | 100 mm high and 550 mm wide, the sill of which shall be not higher than 900 mm | 
above the inside floor, or by an interior stairway immediately accessible from the outdoors. 


3.2.5.3. Waiver for Access to Sprinklered Storeys. The requirements of Articles 3.2.5.1. and 3.2.5.2. need not | 
apply to any storey, including basements, that is sprinklered. 


3.2.5.4. Roof Access 


(1) On buildings more than 3 storeys in building height where the slope of the roof is less than | in 4, all main 
root areas shall be provided with direct access from the floor areas immediately below, either by a stairway or 
by a hatch not less than 550 mm by 900 mm with a suitable fixed ladder. 


(2) Clearance and access around roof signs or other obstructions shall provide 


(a) a passage not less than 900 mm wide by | 800 mm high, clear of all obstructions except for necessary 
horizontal supports not more than 600 mm above the roof surface 
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(i) around every roof sign, and 
(ii) through every roof sign at locations not more than 15 m apart, and 


(b) aclearance of not less than 1.2 m between any portion of a roof sign and any opening in the exterior 
wall face or roof of the building in which it is erected. 


3.2.5.5. Access Routes 


(1) Every building which is more than 3 storeys in building height or more than 600 m- in building area shall 
be provided with access routes for fire department vehicles 


(a) tothe principal entrance, and 


(b) to each building face having access openings for fire fighting as required in Articles 3.2.5.1. and 
Sy say Bean 


3.2.5.6. Location of Access Routes 








| () Access routes required by Article 3.2.5.5. shall be located so that the principal entrance and every access 
“opening required by Articles 3.2.5.1. and 3.2.5.2. are located not less than 3 m and not more than 15 m from 
the closest portion of the access route required for fire department use, measured horizontally from the face of 
the building. 


(2) Access routes shall be provided to every building so that 


(a) for buildings provided with a fire department connection, a fire department pumper vehicle can be 
located adjacent to the hydrants described in Article 3.2.5.16., 


! (b) for buildings not provided with a fire department connection, a fire department pumper vehicle can 
be located so that the length of the access route from a hydrant to the vehicle plus the unobstructed 
path of travel for the fire fighter from the vehicle to the building is not more than 90 m, and 


(c) the unobstructed path of travel for the fire fighter from the vehicle to the building is not more than 
45 m. 


(3) The unobstructed paths of travel for the fire fighter required by Sentence (2) from the vehicle to the 
| building shall be measured from the vehicle to the fire department connection provided for the building, 
except that where no such connection is provided, the paths of travel shall be measured to the principal 
_ entrance of the building. 





(4) Where a portion of a building is completely cut off from the remainder of the building so that there is no 
access to the remainder of the building, the access routes required by Sentence (2) shall be located so that the 
unobstructed path of travel from the vehicle to one entrance of each such portion is not more than 45 m. 


3.2.5.7. Access Route Design 


(1) A portion of a roadway or yard provided as a required access route for fire department use shall 


(a) have a clear width of not less than 6 m, unless it can be shown that lesser widths are satisfactory, 
(b) have acentreline radius of not less than 12 m, 

(c) have an overhead clearance of not less than 5 m, 

(d) have achange of gradient of not more than 1 in 12.5 over a minimum distance of 15 m, 


| (e) be designed to support the expected loads imposed by fire fighting equipment and be surfaced with 
concrete, asphalt or other material designed to permit accessibility under all climatic conditions, 





(f) have turnaround facilities for any dead end portion of the access route more than 90 m, and 
| (g) be connected with a public thoroughfare. 
3.2.5.8. Water Supply 

(1) An adequate water supply for fire fighting shall be provided for every building. 


| (2) Hydrants shall be located within 90 m horizontally of any portion of a building perimeter which is 
required to face a street in Subsection 3.2.2. 


3.2.5.9. Reserved. 
3.2.5.10. Reserved. 
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3.2.5.11. Reserved. 
3.2.5.12. Reserved. 
3.2.5.13. Automatic Sprinkler Systems 


(1) Except as provided in Sentences (2) and (3), where a sprinkler system is required, it shall be designed, 
constructed, installed and tested in conformance with NFPA 13, ‘Installation of Sprinkler Systems’’. 


(2) Where a building contains fewer than 9 sprinklers, the water supply for such sprinklers is permitted to be 
supplied from the domestic water system for the building provided the required flow and pressure for the 
sprinklers can be met by the domestic system. 


(3) Where a water supply serves both a sprinkler system and a system serving other equipment, control 
valves shall be provided so that either system can be shut off independently. 


(4) Open grid and translucent ceilings located below sprinkler systems shall be installed in conformance with 
NFPA 13, “Installation of Sprinkler Systems’’, paragraphs 4-4.14 and 4-4.15. 


(5) Where a sprinkler system has one or more electrically supervised control valves in order to meet the. 
requirements of this Article, each valve shall be shall be equipped with an electrically supervised switch for — 
transmitting a signal for individual annunciation in the event of movement of the valve handle and the same | 
annunciator panel may be utilized for supervision of valves in both the sprinkler and the standpipe systems. 


| 
3.2.5.14. Combustible Sprinkler Piping | 


(1) Combustible sprinkler piping shall be used only for wet systems in residential occupancies and other light 
hazard occupancies. 


(2) Combustible sprinkler piping shall meet the requirements of ULC C199P-M, “‘Guide for the Investiga- | 
tion of Combustible Piping for Sprinkler Systems’’. 


(3) Except as permitted in Sentence (4), combustible sprinkler piping shall be separated from the area 
served by the sprinkler system and from any other fire compartment by ceilings, walls, or soffits consisting of, 
as a minimum, lath and plaster, gypsum board not less than 9.5 mm thick, plywood not less than 13 mm thick, _ 
or a suspended membrane ceiling with lay-in panels or tiles and steel suspension grids, with the lay-in panels or 
tiles having a mass of not less than 1.7 kg/m-. 





(4) Where combustible sprinkler piping is located above a ceiling, openings in the ceiling that are unpro- 
tected through the ceiling shall 


(a) have an individual area not more than 0.71 m?, 


(b) have no dimension greater than | 200 mm, and 


(c) be located so that the distance between the edge of the opening and the nearest sprinkler head is not 
more than 300 mm. | 


3.2.5.15. Sprinklered Service Space 


(1) An automatic sprinkler system shall be installed in a service space referred to in Sentence 3.2.1.1.(7) if 
flooring for access within the service space is other catwalks. 





(2) The sprinkler system required by Sentence (1) shall be equipped with waterflow detecting devices with 
each device serving not more than one storey. 





(3) The waterflow detecting devices required by Sentence (2) shall be connected to the fire alarm system, if 
required, to 


(a) initiate an alert signal or an alarm signal, and 
(b) indicate separately on the fire alarm system annunciator the actuation of each device. | 


(4) If a building is required to be sprinklered, sprinkler protection need not be provided in computer room 
floors 


(a) if the electrical communication wiring and cable sheathes do not convey flame or continue to burn for 
more than | min when tested in conformance with the Vertical Flame Test in Clause 4.11.1. of CSA 
C22.2 No. 0.3, “Test Methods for Electrical Wires and Cables” (FT1 Rating), or they comply with 
the test requirements in Clause 3.1.5.17.(1) (a), (FT4 Rating) or in Subclause 3.5.4.3.(1) (a) (ii), 
(FT6 Rating), and 
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in noncombustible buildings, if the combustible components are limited to those permitted in Subsec- 
tion 3.1.5. 


(5) Where a room, chute or bin 1s required to be sprinklered as indicated in Sentence 3.3.4.3.(1), Article 
3.5.2.7. and Sentence 3.5.3.3.(6), the sprinklers may be supplied with water from the fire standpipe system 
provided that 


except for a chute, not more than 8 sprinkler heads are required to protect any room or bin based on 
a maximum coverage of 12 m” per sprinkler head, 


the standpipe riser is 
(i) not less than 6 in. in diameter, or 
(ii) hydraulically designed to meet combined water supply as specified in Clause (c), 


the water supply for a standpipe system, pumping capability and water storage facility, if required, is 
increased to supply 95 L/min for each sprinkler head over and above the requirements for the stand- 
pipe system up to maximum 760 L/min for sprinklers, 


a waterflow detecting device shall be installed in the sprinkler main adjacent to the point of connec- 
tion to the standpipe riser, and 


the activation of each waterflow detecting device in Clause (d) shall be indicated separately on the 
fire alarm system annunciator. 


3.2.5.16. Fire Department Connections 


(1) Fire department connections for standpipe and hose systems shall conform to the requirements in Arti- 
mele 3.2.9.5. 


(2) Fire department connections for sprinkler systems shall conform to the requirements for fire department 


connections for standpipe systems contained in Article 3.2.9.5., except that Sentence 3.2.9.5.(8), the sign shall 
_ display the word SPRINKLER. 


| 3.2.5.17. Portable Fire Extinguishers 


(1) Portable extinguishers shall be provided and installed in conformance with the provisions of the Ontario 


_ Fire Code made under the Fire Marshals Act. 


(2) In a Group B, Division 1 major occupancy, portable fire extinguishers are permitted to be located in 
secure areas, or in lockable cabinets provided that 


(a) 
(b) 


identical keys for all cabinets are located at all guard stations, or 


electrical remote release devices are provided and are connected to an emergency power supply. 


3.2.5.18. Protection from Freezing. Equipment forming part of a fire protection system that may be adversely 
affected by freezing temperatures and that is located in an unheated area shall be adequately protected from 


freezing. 


_ 3.2.6. Additional Requirements for High Buildings 
3.2.6.1. Application 


(1) This Subsection applies to 


im (a) 


(b) 


(c) 


every building of Group A, D, E or F major occupancy classification that is more than 
(i) 36 m high, measured between grade and the floor level of the top storey, or 


(ii) 18m high, measured between grade and the floor level of the top storey, and in which the 
cumulative or total occupant load on or above any storey above grade, other than the first 
storey, divided by 1.8 times the width in metres of all exit stairs at that storey, exceeds 300 per- 
sons, 


every building containing a Group B major occupancy in which the floor level of the highest storey of 
that major occupancy is more than 18 m above grade or every building containing a floor area or part 
of a floor area located above the third storey designed or intended as a Group B, Division 2 
occupancy, and 


every building containing a Group C major occupancy whose floor level is more than 18 m above 
grade. 
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3.2.6.2. Limits to Smoke Movement 


(1) Except as permitted in Sentence 3.2.6.6.(2), every building shall be designed to limit the danger to occu- 
pants and fire fighters from exposure to smoke in a building fire, as provided in Sentences (2) to (4) and Arti- 
Clés 3, 2.050710 72.0.7 


(2) Except as provided in Articles 3.2.6.4. to 3.2.6.6., every building shall be designed so that during a 
period of 2 h after the start of a fire all floor areas that are above the lowest exit storey will not contain more 
than | per cent by volume of contaminated air from the fire floor, assuming an outdoor temperature equal to 
the January design temperature on a 2.5 per cent basis determined in conformance with Subsection 2.5.1. 


(3) Except as provided in Articles 3.2.6.4 and 3.2.6.6., every building shall be designed so that during a fire 
the limit described in Sentence (2) on the movement of contaminated air into other floor areas is not exceeded 
in 


(a) each exit stair serving storeys above the lowest exit level, and 
(b) each exit stair serving storeys below the lowest exit level. 


(4) Except as provided in Articles 3.2.6.4. and 3.2.6.6., every building shall be designed so that during a fire 
the limit described in Sentence (2) on the movement of contaminated air into other floor areas is not exceeded 
in a shaft that contains an elevator for use by fire fighters, as required by Article 3.2.6.9. 


3.2.6.3. Areas of Refuge 


(1) Except in buildings of Group B major occupancy classification, the requirements of Sentence 3.2.6.2.(2) 
are waived in buildings where occupants above the first storey can enter and be safely accommodated in floor 
areas or parts of floor areas that 


(a) are designated as areas of refuge on the plans and are identified as such in the building, 


(b) are located on every fifth storey, except that in buildings of Group C major occupancy classification 
that are more than 75 m high, measured between grade and the floor level of the top storey, are 
located on every storey, 


(c) provide not less than 0.5 m° of floor space per ambulatory occupant and 1.5 m* of floor space per 
non-ambulatory occupant, 


(d) have access corridors and doors leading to each designated part of a floor area on the same storey suf- 
ficient to provide 3.67 mm of width for every person who may have to use these passages to reach the 
designated part of a floor area, 


(e) have access stairs from intervening storeys leading to each designated part of a floor area sufficient to 
provide 5.5 mm of width for every person who may have to use these stairs to reach the designated 
part of a floor area, and 


(f) during a period of 2 h after the start of a fire do not contain more than 1 per cent by volume of con- 
taminated air from the fire floor, assuming an outdoor temperature equal to the January design tem- 
perature on a 2.5 per cent basis determined in conformance with Subsection 2.5.1. 


3.2.6.4. Sprinklered Buildings 


(1) The requirements of Sentences 3.2.6.2.(2) and (4), and Clause 3.2.6.2.(3) (a) are waived when a 
building is sprinklered, and 


(a) the sprinkler system is equipped with a water flow and supervisory signal system that will 


(i) transmit automatically a waterflow signal directly to the fire department, or through an inde- 
pendent central station, 


(ii) transmit automatically other supervisory signals to a proprietary control centre or to an inde- 
pendent central station, and 


(111) actuate a signal at the central alarm and control facility described in Article 3.2.6.12., 


(b) each stairway that serves storeys above the lowest exit level is vented to the outdoors at or near the 
bottom of the stair shaft, 


(c) measures are taken to limit movement of smoke from a fire in a floor area below the lowest exit storey 
into upper storeys, and 


(d) except for exhaust fans in kitchens, washrooms and bathrooms in dwelling units, and except for fans 
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used for smoke venting in Article 3.2.6.10., air moving fans are designed and installed so that in the 
event of a fire such fans can be stopped by means of a manually operated switch at the central alarm 
and control facility where the system serves more than 2 storeys. 


3.2.6.5. Exception for Lower Buildings 


(1) The requirements of Sentence 3.2.6.2.(2) are waived in a building of Group A, C, D, E or F major 
occupancy Classification where 


(a) the building is not more than 75 m high measured between grade and the floor level of the top storey, 
and 


(b) the number of occupants of storeys above grade is not more than 3.6 times the area in square metres 
of treads and landings in the exit stairs serving these storeys. 


3.2.6.6. Residential Buildings 


(1) The requirements of Sentences 3.2.6.2.(2) and (4) and Clause 3.2.6.2.(3) (a) are waived in a building of 
Group C major occupancy classification 


(a) where each suite above grade has direct access to an exterior balcony that 


(i) is not less than 1.5 m deep from the outside face of the exterior wall to the inside edge of the 
balcony, and 


(ii) provides not less than 0.5 m” of balcony space for each occupant of the suite, 


(b) where each stairway that serves storeys above the lowest exit level is vented to the outdoors at or near 
the bottom of the stair shaft, 


(c) where measures are taken to limit movement of smoke from a fire in a floor area below the lowest 
exit Storey into upper storeys, and 


(d) where, except for exhaust fans in kitchens, washrooms and bathrooms in dwelling units, air moving 
fans are designed and installed so that in the event of a fire such fans can be stopped by means of a 
manually operated switch at the central alarm and control facility where the system serves more than 
2 storeys. 


(2) The requirements of Sentences 3.2.6.2.(2) and (3) are waived in a Group C major occupancy apartment 
building. 


3.2.6.7. Connected Buildings. Where a building described in Sentence 3.2.6.1.(1) is connected to any other 
building, measures shall be taken to limit movement of contaminated air from one building into another dur- 
ing a fire. 


3.2.6.8. Emergency Operation of Elevators 


(1) Manual emergency recall operation shall be provided for all elevators serving storeys above the first 
storey. 


(2) Key-operated switches for emergency recall described in Sentence (1) shall be provided in a conspicuous 
location at each elevator lobby on the recall level and at the central alarm and control facility required in Arti- 


ele 3.2.6.12. 





ESS 


(3) In-car emergency service switches shall be provided in all elevator cars . 


(4) Keys to operate the switches required by Sentences (2) and (3) shall be provided in a suitably identified 
box conspicuously located on the outside of an elevator shaft near the central alarm and control facility 
required by Article 3.2.6.12., and an additional key, or keys, shall be kept at the central alarm and control 
facility. 


(5) Automatic emergency recall operation shall be provided for all elevators serving storeys above the first 
storey in unsprinklered buildings. 


(6) The automatic emergency recall feature in Sentence (5) shall be actuated by 
(a) smoke detectors installed in each elevator lobby on each storey, or 
(b) the building fire alarm system. 
(7) Smoke detectors in Sentence (6) shall be designed as part of the building fire alarm system. 
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3.2.6.9. Elevator for Use by Fire Fighters 
(1) Not less than one elevator shall be provided for use by fire fighters in conformance with Sentences (2) to 
(6). 


(2) The elevator required in Sentence (1) shall have a usable platform area not less than 2.2 m? and shall be 
capable of carrying a load of 900 kg from a street floor landing to the top floor that it serves in 1 min, except 
that in every building which is a Group C major occupancy apartment building, the elevator shall be able to 
accommodate a stretcher in the horizontal position. 


(3) Except when Measure K of Chapter 3, “Measures for Fire Safety in High Buildings” of the Supplement 
to the NBC 1990 is used, each elevator for use by fire fighters shall 


(a) be provided with a closure at each shaft opening so that the interlock mechanism and associated wir- 
ing is operational for a period of at least | h when the assembly is subjected to the standard fire expo- 
sure described in CAN4-S104-M, ‘‘Standard Method for Fire Tests of Door Assemblies’’, 


(b) be protected with a vestibule containing no occupancy, and separated from the remainder of the floor 
area by a fire separation having a fire-resistance rating of not less than 45 min, or 


(c) be protected with a corridor containing no occupancy and separated from the remainder of the 
building by a fire separation having a fire-resistance rating of not less than 1 h. 


(4) Except as provided in Sentence (5), an elevator required in Sentence (1) shall be capable of providing 
transportation from the street floor to every floor normally served by the elevator system that is above grade in 
the building. 


(5) Where it is necessary to change elevators to reach any floor referred to in Sentence (4), the system shall 
be designed so that not more than one change of elevator is required when travelling from a street floor to any 
floor in the building. 


(6) Electrical conductors for the operation of the elevator referred to in Sentence (1) shall be 


(a) installed in service spaces conforming to Section 3.5 that do not contain other combustible material, 
or 


(b) protected against exposure to fire from the service entrance of the emergency power supply, or the 
normal service entrance of the normal power supply to the equipment served, to ensure operation for 
a period of | h when subjected to the standard fire exposure described in CAN4-S101-M, “Standard — 
Methods of Fire Endurance Tests of Building Construction and Materials’’. 


3.2.6.10. Venting to Aid Fire Fighting 


(1) Means of venting each floor area to the outdoors shall be provided by windows, wall panels or smoke 
shafts, except that in a sprinklered floor area, the floor area is permitted to be vented by the building exhaust 
system. 


(2) Venting described in Sentence (1) shall conform to the requirements in Section 3 of Chapter 3, ‘‘Mea- 
sures for Fire Safety in High Buildings” of the Supplement to the NBC 1990. 


(3) Fixed glass windows shall not be used for venting described in Sentence (1) where the breaking of such 
windows may endanger pedestrians below. 


(4) Openable windows used for venting described in Sentence (1) shall be permanently marked so that they 
are easily identifiable. 


(5) Elevator shafts shall not be used for venting described in Sentence (1). 
3.2.6.11. Sprinklers 
(1) Except for open-air storeys in a storage garage, the following spaces shall be sprinklered: 
(a) every storey, or part thereof, intended for a Group E or Group F, Division 1 or Division 2 occupancy, 
(b) every restaurant or licensed beverage establishment, 
(c) every storey or part thereof intended for the storage or handling of hazardous substances, and 


(d) every floor area more than 1 000 m?, except when the floor area is divided into fire compartments not 
more than | 000 m? in area and separated from the remainder of the floor area by fire separations 
having fire-resistance rating of not less than 1 h. 
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3.2.6.12. Central Alarm and Control Facility 
(1) On the street entrance, a central alarm and control facility shall be provided 
(a) ina location that is readily accessible to fire fighters entering the building, and 


(b) that takes into account the effect of background noise likely to occur under fire emergency condi- 
tions, so that the facility can properly perform its required function under such condition. 


(2) The central alarm and control facility required in Sentence (1) shall include 


(a) means to control the voice communication system required by Article 3.2.6.13., and provisions to 
enable messages to be sent to all loudspeakers simultaneously and to individual floor areas and exit 
stairwells, 


(b) means to indicate audibly and visually alert signals and alarm signals and a switch to 
(i) silence the audible portion of these signals, and 
(ii) indicate visually that the audible portion has been silenced, 

(c) means to indicate visually that elevators are on emergency recall, 

(d) an annunciator conforming to Article 3.2.4.8., 


(e) means to transmit alert signals and alarm signals to the fire department in conformance with Article 
Seta] 





(f) means to release hold-open devices on doors to vestibules, 


(g) means to manually actuate alarm signals in the building and to silence these signals in conformance 
with Sentences 3.2.4.22.(2) and (3), and 


(h) means to actuate auxiliary equipment or means to communicate with a continually staffed auxiliary 
equipment control centre, as appropriate to the measure for fire safety provided in the building. 


3.2.6.13. Voice Communication System. When the height of a building, measured between grade and the floor 
‘of the top storey, is more than 36 m, or in buildings containing a floor area or part of a floor area located above 
the third storey and designed or intended as a Group B, Division 2 occupancy, a voice communication system 
‘or systems conforming to Article 3.2.4.22. shall be provided. 

| 


3.2.6.14. Protection of Electrical Conductors 


| 
| (1) Electrical conductors shall be protected against fire exposure in accordance with Sentence (3) if the elec- 
trical conductors 





(a) are used in connection with fire alarm systems, voice communication systems, emergency lighting and 
equipment described in Articles 3.2.6.2. to 3.2.6.13., and 


(b) are installed in service spaces or service rooms containing combustible material. 


(2) Electrical conductors interconnecting a central alarm and control facility and a fire alarm control unit 
that are located in separate fire compartments or buildings shall be protected against fire exposure in accor- 
dance with Sentence (3). 


(3) To ensure continued operation for a period of not less than | h, electrical conductors described in Sen- 
tences (1) and (2) 





(a) shall be protected against fire exposure by a fire separation having a fire-resistance rating, or 


(b) shall meet the fire endurance tests when tested in accordance with ULC-S101, “Standard Methods of 
Fire Endurance Tests of Building Construction and Materials”. 





3.2.6.15. Testing. The systems for control of smoke movement and mechanical venting required in Articles 
3.2.6.2. and 3.2.6.10. shall be tested to ensure satisfactory operation in accordance with the procedures 
described in Appendix C to Chapter 3, ‘Measures for Fire Safety in High Buildings” of the Supplement to the 
NBC 1990. 





| 3.2.7. Lighting and Emergency Power Systems 


3.2.7.1. Minimum Lighting Requirements 





(1) Every exit, public corridor, corridor providing access to exit for the public, corridor serving classrooms, 
| corridor serving patients, electrical equipment room, transformer vault and hoistway pit shall be equipped to 
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provide illumination to an average level of not less than 50 Ix at floor or tread level and at all points such as 
angles and intersections at changes of level where there are stairs or ramps. 


(2) Rooms and spaces used by the public shall be illuminated as described in Article 9.34.2.7. 


(3) Lighting outlets in a building of residential occupancy shall be provided in conformance with Subsection 
9.34.2. 


(4) Elevator machine rooms shall be equipped to provide illumination to an average level of not less than 
100 Ix at floor level. 


(5) Every place of assembly intended for the viewing of motion pictures or the performing arts, shall be 
equipped to provide an average level of illumination at floor level in the aisles of not be less than 2 Ix during 
the viewing. 


(6) Every area where food is intended to be processed, prepared or manufactured and where equipment or 
utensils are intended to be cleaned shall be equipped to provide illumination to a level of not less than 500 Ix 
measured at the floor level. 


(7) Every storage room, dressing room, sanitary facility, service area and corridor serving the areas in Sen- 
tence (6) shall be equipped to provide illumination to a level of not less than 300 lx measured at the floor level. 


3.2.7.2. Recessed Lighting Fixtures. Recessed lighting fixtures shall not be located in insulated ceilings unless 
‘the fixture is designed for such an installation. 


3.2.7.3. Emergency Lighting 
(1) Emergency lighting shall be provided to average levels of not less than 10 1x at floor or tread level in 
(a) exits, 
(b) principal routes providing access to exit in an open floor area, 
(c) corridors used by the public, 
(d) corridors serving patients’ sleeping rooms, 
(e) corridors serving classrooms, 
(f) underground walkways, 
(g) public corridors, 
(h) floor areas or parts thereof where the public may congregate in 
(i) Group A, Division 1 occupancies , and 
(ii) Group A, Division 2 and 3 occupancies having an occupant load of 60 persons or more, and 
(i) all places of assembly with an occupant load greater than 60 persons in a building containing a hotel. 


(2) Emergency lighting to provide an average level of illumination at floor or catwalk level of not less than 
10 Ix shall be included in a service space referred to in Article 3.2.1.1.(7). 


3.2.7.4. Emergency Power for Lighting 


(1) An emergency power supply shall be provided to maintain the emergency lighting required by this Sub- 
section from a power source such as batteries or generators that will continue to supply power in the event that 
the regular power supply to the building is interrupted and be so designed and installed that upon failure of the 
regular power it will assume the electrical load automatically for a period of 


(a) 2h for all buildings within the scope of Subsection 3.2.6., 


(b) 1h for buildings of Group B major occupancy classification that are not within the scope of Subsec- 
tion 3.2.6., and 


(c) 30 min for buildings of all other occupancies. 


(2) Where self-contained emergency lighting units are used, they shall conform to CSA C22.2 No. 141, 
“Unit Equipment for Emergency Lighting”’. 


3.2.7.5. Emergency Power Supply Installation. Except as provided in Articles 3.2.7.6. and 3.2.7.7., emergency 
power systems shall be installed in conformance with CAN/CSA C282-M, “Emergency Electrical Power Sup- 
ply for Buildings”. 
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3.2.7.6. Emergency Power for Hospitals and Nursing Homes. Except as provided in Sentence 3.2.7.7.(1), 


emergency electrical power systems for emergency equipment required in this Part for hospitals and nursing 
homes shall be installed in conformance with CAN/CSA Z32.4 ‘Essential Electrical Systems for Hospitals”’. 


3.2.7.7. Shut-off Valves and Exhaust Pipes 


(1) Where a liquid or gas fuel-fired engine or turbine for an emergency electric power supply is dependent 
on a fuel supply from outside the building, such fuel supply shall be provided with a suitably-identified sepa- 


_ rate shut-off valve outside the building. 


(2) Where pipes for exhaust gases from emergency power systems penetrate required fire-separations, they 
shall be enclosed in a separate service space having a fire-resistance rating equal to that of the penetrated floor 
assembly, but not less than 45 min. 


3.2.7.8. Emergency Power Supply 


(1) An emergency power supply conforming to Sentences (2), (3) and (4) shall be provided for required fire 


| alarm systems. 


(2) The emergency power supply required in Sentence (1) shall be from 
(a) a generator conforming to Article 3.2.7.4., 
(b) batteries, or 
(c) acombination thereof. 


(3) The emergency power supply required in Sentence (1) shall be capable of providing supervisory power 
for not less than 24 h and emergency power under full load for not less than 


(a) 2h for buildings required to conform to Subsection 3.2.6., 


(b) 1h for buildings classified as Group B major occupancy that are not within the scope of Subsection 
20h, 


(c) 5 min for buildings not required to be equipped with an annunciator, and 
(d) 30 min for all other buildings. 


(4) The emergency power supply required in Sentence (1) shall be designed so that there will be automatic 
transfer to emergency power in the event of a failure of the normal power source. 


(5) An emergency power supply shall be provided for the voice communication system required by Article 
3.2.6.13. and shall be capable of maintaining operation of the system for not less than 2 h. 


(6) The emergency power supply for the voice communication system required by Sentence (5) shall be 
capable of full operation immediately upon the failure of the normal source of power. 


(7) If the emergency power supply required by Sentence (5) is provided by batteries, the batteries shall be 


_ sized to provide the total energy consumed by the maximum possible electrical supervision current plus the 


trouble signal current for a period of 24 h followed by 30 min of continuous voice communication. 
3.2.7.9. Emergency Power for Building Services 


(1) An emergency power supply capable of operating under a full load for not less than 2 h shall be provided 


| by emergency generator for 


(a) every elevator serving storeys above the first storey in a building that is more than 36 m in height mea- 
sured between grade and the floor level of the top storey and every elevator for fire fighters in confor- 
mance with Sentence (2), 


(b) water supply for fire fighting in conformance with Article 3.2.5.8., when the supply is dependent on 
electrical power supplied to the building, 


(c) fans and other electrical equipment that are installed to maintain the air quality specified in Article 
3.2.6.2., and 


(d) fans required for venting in Article 3.2.6.10. 


(2) Except as permitted in Sentence (3), the emergency power supply for elevators in Clause (1) (a) shall be 
capable of operating all elevators for fire fighters plus one additional elevator simultaneously. 
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(3) Sentence (2) does not apply when the time to recall all elevators, each from its most remote storey to the 
street floor or transfer lobby, under emergency power supply, is not more than 5 min. 
3.2.8. Mezzanines and Openings through Floor Assemblies 
3.2.8.1. Application 


(1) Except as provided in Article 3.2.8.2. and Sentence 3.3.4.2.(2), the portions of a floor area or mezzanine 
that do not terminate at an exterior wall, a firewall or a vertical shaft shall 


(a) terminate at a vertical fire separation having a fire-resistance rating not less than that required for the 
floor assembly and extending from the floor assembly to the underside of the floor or roof assembly 
above, or 


(b) be protected in conformance with the requirements in Articles 3.2.8.3. to 3.2.8.11. 


(2) The penetration of floor assemblies by exits or vertical service spaces shall conform to the requirements 
of Sections 3.4 and 3.5. 


(3) Where a building containing a Group B major occupancy also contains an interconnected floor space, 
sleeping rooms forming part of a Group B major occupancy shall not be located within an interconnected floor 
space. 


3.2.8.2. Exceptions to Special Protection 


(1) A mezzanine need not terminate at a vertical fire separation nor be protected in conformance with the 
requirements in Articles 3.2.8.3. to 3.2.8.11. where the mezzanine 


(a) serves a Group A, Division | major occupancy, 


(b) serves a Group A, Division 3 major occupancy in a building not more than 2 storeys in building 
height, 


(c) is not considered as a storey in Sentences 3.2.1.1.(3) or 3.2.1.1.(5) in calculating building height pro- 
vided 


(i) every point on the mezzanine is within 25 m of a point or points on the mezzanine perimeter 
from which, in the aggregate, an occupant may view 60 percent of the area of the room or 
storey in which the mezzanine is located, and 


(ii) does not contain a Group B occupancy, 


(d) is not considered a storey in Sentence 3.2.1.1.(4) in calculating building height provided the 
mezzanine is not more than 500 m* in area and does not contain a Group B occupancy, or 


(e) is not considered a storey in calculating building height in Sentence 3.2.1.1.(8). 


(2) Except for floors described in Sentence 3.1.10.3.(1) and Article 3.2.1.2., openings through horizontal 
fire separations for vehicular ramps in storage garages are not required to be protected with closures and need 
not conform to this Subsection. 


(3) Where a closure in an opening in a fire separation would disrupt the nature of a manufacturing process, 
such as a continuous flow of material from storey to storey, the closure for the Opening is permitted to be omit- 
ted provided precautions are taken to offset the resulting hazard. 


(4) An interconnected floor space in a Group B, Division 1 occupancy need not conform to the requirements 
of Articles 3.2.8.3. to 3.2.8.11. provided the interconnected floor space does not interconnect more than 2 
adjacent storeys. 


(5) Except as provided in Sentence (6), openings for stairways, escalators and inclined moving walkways 
need not conform to the requirements in Articles 3.2.8.3. to 3.2.8.11. provided 


(a) the opening for each stairway, escalator or walkway does not exceed 10 m°’, 
(b) the building is sprinklered, and 
(c) the building is classified as Group A, Division 1 or 2, Group D or Group E major occupancy. 


(6) An interconnected floor space need not conform to the requirements of Articles 3.2.8.3. to 3.2.8.11. pro- 
vided 


(a) the interconnected floor space consists of the first storey, and the storey next above or below it, but not 
both, 
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(b) the interconnected floor space is sprinklered, and 


(c) the interconnected floor space contains only Group A, Division 1 or 2, Group D, Group E, or Group 
F, Division 3 major occupancies. 


(7) Reserved. 


3.2.8.3. Configuration 


(1) In buildings constructed in conformance with Articles 3.2.8.4. to 3.2.8.11., the unprotected openings 
through floor assemblies in an interconnected floor space shall be of sufficient size and shall be positioned rela- 
tive to each other so as to be capable of containing, within the full height of the interconnected floor space, a 
cylinder conforming to Sentence (2). 


(2) The cylinder referred to in Sentence (1) shall have a cross-section that, where taken at a right angle to 
the longitudinal axis of such cylinder, is 


(a) acircle at least 9 m in diameter, or 


(b) anellipse at least 7 m wide along the minor axis and at least 65 m? in area. 


(3.2.8.4. Exits 


(1) A building that is more than 18 m in height, measured between grade and the floor level of the top 
storey, and that contains an interconnected floor space, shall be designed to limit the passage of smoke from a 


_ fire into exit stairshafts opening into an interconnected floor space so that during a 2 h period after the start of a 
| fire, such stairshafts will not contain more than | per cent by volume of contaminated air from the fire floor, 
_ assuming an outdoor temperature equal to the January design temperature on a 2.5 per cent basis. 


(2) Where a building containing an interconnected floor space is more than 75 m in height, measured 
between grade and the floor level of the top storey, the exit stairshaft protection required in Sentence (1) shall 


_ be accomplished by the provision, between each floor area and each exit stairshaft, of a vestibule provided with 
_amechanical air supply or with a vent opening to the outdoors. 


(3) Where a vestibule protecting an exit stairshaft is incorporated into the design of the building to meet the 
requirements of Sentences (1) or (2), such vestibule shall 


(a) be designed so that each doorway for a door opening into the vestibule is located at least 1.8 m from 
a door or doors opening outward from the vestibule, 


(b) be separated from the remainder of the floor area by a fire separation having a fire-resistance rating at 
least equal to that required for the exit which it serves except that the fire-resistance rating of a fire 
separation between the vestibule and a public corridor need not exceed 45 min, and 


(c) not have a door or doors opening into more than one exit stairshaft. 


(4) Except where exits serving the floor area are at ground level, the increased travel distance to exits per- 


| mitted by Clause 3.4.2.5.(1) (b) shall not apply to a floor area within an interconnected floor space. 


(5) Where a portion of a floor area is not within an interconnected floor space, required access to exit from 
such portion of a floor area shall not lead through an interconnected floor space. 


(6) Except as provided in Sentences (7) and (8), portions of an interconnected floor space that have floor lev- 
els more than 18 m above grade shall be served by exits that provide at least 0.3 m? of area of treads, landings 
and floor surface for each occupant of such portions of an interconnected floor space. 


(7) The requirements of Sentence (6) need not be applied where a floor area that is a portion of an 
interconnected floor space and that has a floor level more than 18 m above grade is separated from the remain- 
der of the interconnected floor space by a fire separation having a fire-resistance rating of at least 1 h, except 
that no fire-resistance rating is required for such fire separation where all of the major occupancies contained 


_ within the interconnected floor space may be classified as light hazard occupancies in conformance with Appen- 


dix A of NFPA 13 “Installation of Sprinkler Systems’’. 


(8) The requirements of Sentence (6) need not be applied where the exit stairs that serve interconnected 
floor spaces are designed so that the required units of exit width are cumulative. 


| 3.2.8.5. Elevators 


(1) Except as provided in Sentence (2), where an elevator shaft opens into an interconnected floor space and 
into storeys that are above such space and that have floor levels more than 18 m above grade, either the eleva- 
tor doors opening into the interconnected floor space or the elevator doors opening into the storeys above the 
interconnected floor space shall be protected by vestibules that 
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(a) are designed to restrict the passage of contaminated air to the limit described in Sentence 3.2.8.4.(1), 
and 


(b) conform to the requirements of Sentence 3.2.8.4.(3). 


(2) Where elevator doors opening into an interconnected floor space are protected by vestibules in confor- 
mance with Sentence (1), the elevator doors opening into the lowest storey of the interconnected floor space 
need not be protected by such vestibules. 


3.2.8.6. Group B Sleeping Rooms 


(1) Openings provided for access between an interconnected floor space and a building or a portion of a 
building containing Group B major occupancy sleeping rooms shall be provided with vestibules that are pro- 
vided with a mechanical air supply and that are designed 


(a) to restrict the passage of smoke from the interconnected floor space into the area containing sleeping 
rooms in accordance with the limits described in Sentence 3.2.8.4.(1), and 


(b) in conformance with Clause 3.2.8.4.(3) (a). 
3.2.8.7. Sprinklers 


(1) In a building containing an interconnected floor space, storeys that are wholly or partially within an 
interconnected floor space and all storeys below an interconnected floor space shall be sprinklered. 


(2) Ina building containing an interconnected floor space 


(a) waterflow alarm signals from sprinkler systems shall be transmitted to the fire department in confor- 
mance with Sentence 3.2.4.7.(3), and 


(b) sprinkler systems shall be electrically supervised as required in Sentence 3.2.4.16.(5). 
3.2.8.8. Fire Alarm and Detection System 
(1) A building containing an interconnected floor space shall be provided with 
(a) a fire alarm system and electrically supervised annunciator conforming to Subsection 3.2.4., 
(b) asystem of smoke detectors located 


(i) on the ceiling of each storey in the vicinity of the openings through floor assemblies described 
in Article 3.2.8.3., except within dwelling units, heat detectors may be installed instead of 
smoke detectors, and 


(ii) as required for the activation of the smoke control system described in Sentences (5), (6) and 
(7) of Article 3.2.8.9., and 


(c) facilities for transmitting a signal to the fire department in conformance with Sentence St2/4.7.(3): 
3.2.8.9. Smoke Control 


(1) Asmoke control system conforming to Sentences (2) to (8) shall be designed to control the movement of 
smoke within a building containing an interconnected floor space. 


(2) The design of the smoke control system shall assume an outdoor temperature equal to the January 
design temperature on a 2.5 per cent basis. 


_ (3) Upon activation of the sprinkler system or automatic detection of smoke by at least two smoke detectors 
In a single zone within an interconnected floor space, the system shall 


(a) stop air moving fans which provide for the normal exhausting or re-circulating of air in an 
interconnected floor space, 


(b) activate exit stairshaft protection required in Article 3.2.8.4., 
(c) activate elevator protection required in Article 3.2.8.5., and 
(d) activate the vestibule air supply required in Sentence 32,001 Lb), 
(4) A building containing an interconnected floor space may be designed so that, in the event of a fire arising 
in a floor area or part of a floor area within the interconnected floor space, automatic detection of such fire will 


activate air handling equipment that 
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(a) extracts air directly from such floor area or part of a floor area at the rate of at least 6 air changes per 
hour, and 


(b) supplies air in sufficient quantities and at appropriate locations to prevent smoke from passing out of 
such floor area into other portions of the interconnected floor space. 


(5) For purposes of Sentences (6) and (7), the volume of an interconnected floor space need not include the 
aggregate volume of those floor areas or portions of floor areas designed to have zoned air extraction in accor- 
dance with Sentence (4). 


(6) A mechanical exhaust shall be provided to remove air at the top of an interconnected floor space at the 
rate of at least 6 air changes per hour, except that where the volume of the interconnected floor space exceeds 
17 000 m’, only 4 air changes per hour need be provided. 


(7) Except where zoned mechanical exhaust described in Sentence (4) has been activated, upon automatic 
detection of smoke within the volume of the interconnected floor space, the mechanical exhaust described in 
Sentence (6) shall be automatically activated and supply air shall be provided in sufficient quantity and at 
‘appropriate locations to allow a consistent rate of removal of smoke throughout the volume of the 

interconnected floor space. 


(8) Overriding manual controls for the smoke control system shall be provided for fire department use at an 
acceptable location in the vicinity of the fire alarm annunciator. 





| 3.2.8.10. Emergency Power Supply. In a building that is more than 18 m in height, measured between grade 
and the floor level of the top storey, an emergency power supply capable of operating under a full load for at 
least 2 h shall be provided by an emergency generator or by a separate service not supplied by the same substa- 
_ tion as the primary source for fans required for smoke control purposes in Articles 3.2.8.4., 3.2.8.5., 3.2.8.6., 
_and 3.2.8.9. 


| 
| 3.2.8.11. The systems for smoke control and venting described in Articles 3.2.8.4., 3.2.8.5., 3.2.8.6. and 
| 3.2.8.9. shall be tested to ensure satisfactory operation. 


_ 3.2.9. Standpipe and Hose Systems 


3.2.9.1. Standpipe and Hose Systems Required 





(1) Except as provided in Sentence (3), a standpipe and hose system with 38 mm diameter hose connections 
shall be installed 


(a) inevery building that is 


(i) more than 3 storeys in building height or more than 14 m in height measured between grade 
and the ceiling of the uppermost storey, or 


(ii) greater in building area than the area shown in Table 3.2.9.A. for the applicable building 
height shown in the Table where the building is not sprinklered and does not exceed 14 m in 
height measured between grade and the ceiling of the top storey, and 


(b) inevery basement of a building that 





(i) requires a standpipe system above grade, or 


(ii) has more than one storey below grade, except for a service room less than 50 m° in area 
located on the lowest storey. 





~~ —- 
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Table 3.2.9.A. 
Forming Part of Sentence 3.2.9.1.(1) 

















Building Area, m- 
Occupancy Classification 
1 storey 2 storeys 3 storeys 
A 2 500 2 000 1 S00 
B (except hospitals without 2 000 1 500 1 000 
detention quarters) 

Hospitals 500 500 500 
CG 2 000 1 S00 1 000 
D 4 000 3 000 2 000 
F, Division | 1 000 1 000 1 000 
F, Division 2 2 000 1 500 1 000 
F, Division 3 3 000 2 000 1 000 


(2) In addition to the requirements in Sentence (1), 65 mm diameter hose connections shall also be provided 
in buildings which 


(a) exceed 25 min height, measured between grade and the ceiling level of the top storey, or 
(b) exceed 4 000 m in building area. 


(3) A standpipe need not be installed in a storage garage conforming to Article 3.2.2.60. provided the 
building is not more than 15 m in height. 


(4) Pipes supplying a standpipe system shall be of a size conforming to Table 3.2.9.B. or be hydraulically 
designed to meet the requirements of Article 3.2.9.3. | 


Table 3.2.9.B. 
Forming Part of Sentence 3.2.9.1.(4) 


Size of Building Minimum Nominal Size of Piping, in. 


From Street 





Main and 
Height of Building Standpipe Fire Dept. Lateral 
Building'’) Area Risers‘) Connect. to Extensions") 
Standpipe 
Riser 
Up to and including 2 
4 000 m- 





Up to 25 m 


Over 25 m Unlimited Area 6 





Column | 








Notes to Table 3.2.9.B.: 


(1) A mechanical penthouse that exceeds 50 m? in floor area shall be considered 3.7 m in height of building for the purpose of | 
this Table. 


(2) Lateral extension means piping from the first riser to the intermediate or last riser. 


(3) Riser means vertical pipe supplying water to one or more hose stations. 


lateral extension in any single storey, shall be of a size conforming to Table 3.2.9.C. or be hydraulically 


(5) Pipe, connecting one or more hose stations containing 65 mm diameter hose connections to a riser or | 
designed to meet the requirements of Article 3.2.9.3. { 
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Table 3.2.9.C. 
Forming Part of Sentence 3.2.9.1.(5) 





Piping Runouts to Hose Stations Containing 65 mm Hose Connections 


Riser Number of 
Size, in. Cabinets 
Pe nsiineminrsaanns 


4 
ergs es pesado a: 












Minimum Nominal Size 
of Piping, in. 









3.2.9.2. Hose Stations 
(1) Hose stations shall be located 


(a) so that every portion of the building can be reached by a hose stream and is within 3 m of a hose noz- 
zle when 30 m of hose is extended, 


(b) not more than 5 m from every required exit serving a floor area, except 

(i) for the first storey, or 

(ii) where additional hose stations are required to achieve full coverage of the floor area, and 
(c) in aconspicuous location where they are not likely to be obstructed. 


(2) Except as permitted in Sentence (12), hose stations shall be located so that it is not necessary to pene- 
trate an exit stairwell to provide full design coverage. 





/ (3) A hose station located on one side of a horizontal exit or firewall shall be considered to serve only the 
_ floor area on that side of such exit or firewall. 


(4) Hose connections shall be provided with 


(a) a sufficient clearance so that there is no interference with the prompt use of the hose valves, or stan- 
dard fire department hose key and adapter, and 





(b) at least 25 mm clearance between any part of the cabinet and the handle of the valve. 
(5) Hose connections shall be within 750 mm to 1 500 mm from the floor. 


(6) Suitable means shall be provided to prevent the pressure on the hose from exceeding 620 kPa (gauge) 
when flowing. 


(7) Hose valves shall be provided with suitable connections installed so that leakage past the valve seat will 
be carried off. 


(8) Every hose station shall be equipped with a hose rack filled with not more than 30 m of 38 mm fire hose 
and the hose rack and fire hose shall be 








| (a) listed, or 


(b) approved by the Factory Mutual Research Corporation. 


(9) The hose at hose stations shall be equipped with a shut-off type adjustable spray to straight stream noz- 
zie. 





(10) Where a 65 mm hose valve is provided in a hose station, it shall be equipped with a cap and chain for 
the use of a fire department. 
| 
| 


(11) Couplings for hoses or other fittings used in connection with such couplings shall conform to ULC 
$513, “Standard for Threaded Couplings for 38 mm and 65 mm Fire Hose”’ or ULC $543, ‘Standard for Inter- 
nal Lug Quick Connect Couplings for Fire Hose”’. 


1375 


THE ONTARIO GAZETTE O. Reg. 413/90 


(12) Standpipes and hoses shall be installed for each roof enclosure exceeding 50 m- in floor area. 


(13) Every hose cabinet shall be 


(a) provided with a transparent viewing panel at least 5 mm thick constituting at least 70 per cent of the 
door area, or 


(b) clearly and conspicuously labelled with the words FIRE HOSE CONNECTION, with letters at least 
150 mm in height with 19 mm stroke. 


(14) Hose rack, nozzle, fire hose and valves shall be in a hose cabinet except that in a Group F occupancy, a 
hose cabinet need not be provided. 


(15) Hose cabinets shall be of sufficient size to contain the equipment in Sentence (14) and a /isted fire extin- 
guisher. 


(16) Every hose cabinet shall be located so that its door, when fully opened, will not obstruct the required 
width of a means of egress, and when connected to a dry standpipe system it shall be clearly identified with the 
words DRY STANDPIPE SYSTEM. 


(17) Hose stations in a Group B, Division 1 major occupancy are permitted to be located in secure areas, or 
in lockable cabinets provided that 


(a) identical keys for all cabinets are located at all guard stations, or 
(b) electrical remote release devices are provided and are connected to an emergency power supply. 
3.2.9.3. Water Supply 


(1) Except for Sentence (2), standpipe systems shall be wet and directly connected to an adequate source of 
water. 


(2) Where freezing of piping may occur, a dry standpipe system may be provided and so arranged through 
the use of listed devices to automatically admit water to the system by opening of a hose valve and transmit a 
signal to an attended location. 


(3) Where the standpipe system for a building requires 38 mm diam hose connections in conformance with 
Sentence 3.2.9.1.(1), the system shall 


(a) be equipped with hose stations having one 38 mm diam hose valve, and 


(b) have a water supply sufficient to provide a minimum flow of 380 L/min for at least 30 min at a pres- 
sure of at least 450 kPa (gauge) measured at the two highest and most remote hose valves or hose 
connections, provided that not less than 190 L/min can be supplied from each of the two outlets sim- 
ultaneously, and where the water main pressure is not sufficient to maintain these pressure and flow 
requirements, pumping equipment shall be provided to ensure that the pressure and flow require- 
ments are met. 


(4) Where the standpipe system for a building less than 84 m in height, measured between grade and the 
ceiling level of the top storey, is required to have 65 mm diam hose connections, such standpipe system shall 


(a) be equipped with hose stations having one 38 mm and one 65 mm diam hose valve, 


(b) have pumping capacity sufficient to supply a minimum flow of 380 L/min for at least 30 min at a mini- 
mum discharge pressure of 450 kPa (gauge) to the two highest and most remote 38 mm hose valves, 
provided that not less than 190 L/min can be supplied from each of the two outlets simultaneously, 
and 


(c) have provision via the fire department connection to supply 1 890 L/min to the two highest and most 
remote 65 mm hose valves, provided that not less than 945 L/min can be supplied from each of the 
two outlets simultaneously. 


(5) The standpipe system for a building 84 m or more in height, measured between grade and the ceiling 
level of the top storey, shall 


(a) be equipped with hose stations having one 38 mm and one 65 mm diam hose valve, 


(b) have pumping capacity sufficient to provide a minimum flow of 1 890 L/min for at least 30 min at a 
minimum discharge pressure of 450 kPa (gauge) at the two highest and most remote 65 mm hose 
valves, provided that not less than 945 L/min can be supplied from each of the two outlets simultane- 
ously, and 
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(c) be served by at least two sources of water supply from a public water system. 


(6) The residual water pressure at the design flow rate at the topmost outlet of the standpipe and hose sys- 
tem that is required to be installed in a building is permitted to be less than 450 kPa provided that 


(a) the building is sprinklered in conformance with the requirements of Sentence 3.2.5.13.(1), 


(b) the water supply at the base of the sprinkler riser is capable of meeting the design flow rate and pres- 
sure demand of the sprinkler system, including the inside and outside hose allowances, and 


(c) fire protection equipment is available to deliver, by means of the fire department connection, the full 
demand rate at a residual water pressure of 450 kPa at the topmost outlet of the standpipe and hose 
system. 


(7) A mechanical penthouse that exceeds 50 m° in floor area shall be considered a storey or 3.7 m in height 
of building for the purposes of Sentences (4), (5), (11) and (12). 


(8) Pumping equipment for standpipe systems shall start automatically on pressure drop and stop manually. 


(9) Pumps required to have a discharge pressure greater than 280 kPa (gauge) and their controllers shall be 
_ listed and labelled. 


(10) To permit maintenance of every pump serving a standpipe system, each pump shall be provided with a 
bypass complete with check valve and check valve isolating control valve having the same size as the main 
_ feeding the standpipe system. 


(11) A building 84 m or more in height, measured between grade and the ceiling level of the top storey, shall 
_ be provided with a standby fire pump capable of delivering a water supply as required in Sentence or 


(12) A building 84 m or more in height, measured between grade and the ceiling level of the top storey, shall 
| be equipped with water storage capacity at the top of the building to supply a minimum flow of 1 890 L/min for 
| at least 30 min at a minimum discharge pressure of 450 kPa (gauge) to the two most remote hose valves or hose 
_ connections, provided that not less than 945 L/min can be supplied from each of the two outlets simultane- 
| ously. 


(13) A standpipe connection shall be upstream of any water meter. 
(14) Standpipe risers shall 
(a) be cross-connected at the bottom of each pressure zone, and 


(b) where supplied by gravity tanks or pressure tanks, they shall also be cross-connected at the top and a 
check valve shall, if necessary, be provided at the base of every riser to prevent circulation. 


(15) An indicating type control valve located inside a building or a post indicator valve located outside shall 
| be provided for every water supply facility serving a standpipe system and shall be installed in an accessible 
location. 


(16) Check valves shall be installed to prevent water flow from a standpipe system through the fire depart- 
ment connection and every water supply system. 


(17) Except for Article 3.2.9.4., where a water supply serves both a standpipe system and a system serving 
other equipment, control valves shall be provided so that either system can be shut off independently. 


(18) Sufficient control valves shall be provided to permit shutting off every standpipe riser without inter- 
rupting the water supply to other risers. 


(19) Every valve controlling a water supply to a standpipe system shall be in its normal operating position 
and shall be clearly identified. 


(20) Each valve controlling water supplies in a standpipe system, except for hose valves, shall be equipped 
with an electrically supervised switch for transmitting a signal for individual annunciation in the event of move- 
ment of the valve handle. 


(21) Pressure gauges shall be 
(a) installed 
(i) at every water supply connection, 
(ii) at the highest point of every standpipe riser, and 
(iii) before and after all pumps, 
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(b) connected by at least 6 mm diam pipe or tubing, and 
(c) equipped with a shut-off valve. 
(22) Each standpipe riser shall be provided with drain valves piped to open drain. 
(23) A drain required in Sentence (22) shall be designed to 
(a) be free from freezing, 
(b) allow complete draining of the system for repairs, and 
(c) allow conducting of operational tests. 
3.2.9.4. Combined Systems 


(1) Where piping serves both automatic sprinkler and standpipe systems, the requirements in Sentences (2) 
to (6) shall apply. 


(2) Automatic sprinkler and standpipe connections shall be provided with independent electrically super- 
vised control valves on each floor. 


(3) The control valves in Sentence (2) shall be 
(a) of the same size as the riser connection, and 
(b) installed in a readily identifiable and accessible location not more than 3 m from the riser. 


(4) Riser connections for hose stations and automatic sprinkler systems shall be located on the floor they 
serve. 


(5) The required water demand for each floor shall be the required demand for the sprinkler system in Arti- 
cle 3.2.5.13. plus the demand required in Sentences 3.2.9.3.(3), (4) and (5). 


(6) The minimum size of a riser shall be 6 in. or it shall be hydraulically designed to meet the requirements 
of Article 3.2.9.3. 


3.2.9.5. Fire Department Connections 
(1) A standpipe system shall be served by at least one fire department connection. 


(2) Fire department connections for standpipe systems shall be located so that the distance from a fire 
department connection to a hydrant does not exceed 45 m and is unobstructed. 


(3) Every fire department connection shall be 


(a) located on the outside of a building adjacent to a street or an access route, at least 300 mm and not 
more than 900 mm above ground level, 


(b) provided with two 65 mm hose connections with female swivel hose couplings. having hose threads 
conforming to the requirements of Sentence 32592411); 


(c) provided with sufficient clearance around the couplings to use a standard fire department hose key 
for tightening, and 


(d) equipped with a cap or plug to protect the threads and to exclude foreign matter. 


(4) Check valves shall be provided in every fire department connection or a single check valve shall be pro- 
vided to shut one outlet when the other is in use. 


(5) Shut-off valves shall not be installed in the fire department connection. 


(6) An automatic drain valve shall be provided in the fire department connection at its lowest point, 
between the connection and the check valve. 


(7) The fire department connection shall be designated by a sign having raised letters, at least 25 mm in size, 
cast On a metal plate or fitting. 


(8) Except as provided in Sentence (9), the sign for the fire department connection shall display the word 
STANDPIPE. 


(9) Where automatic sprinkler and standpipe systems are served by the same fire department connection, 
the word STANDPIPE and the word SPRINKLER shall be displayed. 
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3.2.9.6. Piping and Fittings 
(1) Pipe and tube used in a standpipe system shall 
(a) be designed to withstand a working pressure of not less than 1 210 kPa (gauge), and 
(b) conform to the following standards 


(i) ASTM A120, “Pipe, Steel, Black and Hot-Dipped Zinc-Coated (Galvanized) Welded and 
Seamless, for Ordinary Uses’”’, 


(ii) ANSI Standard B36.10, “Welded and Seamless Wrought Steel Pipe”’, 
(iii) ASTM B75, “Seamless Copper Tube”’, or 


(iv) ASTM B251, “General Requirements for Wrought Seamless Copper and Copper-Alloy 
Tube”. 


(2) Brazing alloy for standpipe systems shall conform to AWS Classification BCUP-3 of American Welding 
Society Specification a5.8-76, “Brazing Filler Metal’’. 


(3) The minimum wall thickness for ferrous piping for working pressures 
(a) upto 2070 kPa (gauge) shall be 


(i) at least Schedule 40 pipe, except that Schedule 30 pipe may be used for piping 8 in. and larger 
in size for threaded or cut groove connections, and 


(ii) Schedule 10 pipe for sizes up to 5 in. pipe, the minimum wall thickness shall be 3.4 mm for 6 
in. pipe, 4.8 mm for 8 in. and 10 in. pipes for welded or rolled groove connections, and 


(b) over 2 070 kPa (gauge), shall be at least Schedule 60 pipe or for sizes not subject to Schedule classifi- 
cation, at least “‘extra heavy” type. 


(4) Standard fittings shall be at least ‘‘extra heavy” type when the pressures may exceed | 210 kPa (gauge). 
(5) All pipe connections shall be 
(a) made by means of threaded, flange or welding fittings, or 
(b) listed for this service. 
(6) Where welded connections are used in a standpipe system, welding fittings shall be used. 
(7) Hangers and supports shall be 


(a) of a listed type so arranged that they will sustain the loads and retain the piping securely in position, 
and 


(b) substantially supported from the building structure which must support the added load of the water- 
filled pipe plus a minimum of 115 kg applied at the point of hanging. 


(8) Supports for standpipe risers 
(a) shall be attached directly to the risers, 
(b) shall be provided at 
(i) the lowest level, 
(ii) each alternate level above, and 
(iii) the top of the risers, and 


(c) above the lowest level, shall restrain the pipe to prevent movement by an upward thrust when flexible 
fittings are used. 


(9) Lateral runs from the standpipe to the hose valve which are over 460 mm in length shall be provided 
with hangers. 


(10) Horizontal standpipe runs shall be provided with hangers spaced at a maximum distance of 4.6 m. 


(11) Valves shall be “‘standard weight” for pressures up to | 210 kPa (gauge) and shall be ‘‘extra heavy” for 
pressures in excess of | 210 kPa (gauge), and shall be listed. 
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(12) Hose valves shall be angle-type. 
(13) Valves controlling water supplies to standpipe systems shall be indicating type control valves. 


(14) When piping for standpipe systems is identified or colour coded, such identification shall conform to 
CGSB 24-GP-3a "Code of Identification and Classification of Piping Systems”. 


3.2.9.7. Testing 


(1) Standpipe systems, including yard piping, shall be tested hydrostatically at not less than | 380 kPa 
(gauge) pressure for 2 h, or at 345 kPa (gauge) in excess of the normal pressure when the normal pressure is in 
excess of | 035 kPa (gauge). 


(2) A flow test shall be conducted at the hydraulically most remote outlets to assure that the flow require- 
ments in Sentences 3.2.9.3.(3), (4) and (5) are met. 


(3) Piping between the fire department connection and the check valve in the inlet pipe shall be flushed with 
a sufficient volume of water so as to remove all construction debris and trash. 


Section 3.3 Safety Requirements Within Floor Areas 
3.3.1. Requirements Applying to All Floor Areas 
3.3.1.1. Separation of Suites 


(1) Except as permitted by Sentence (2), each suite in other than business and personal services occupancies 
shall be separated from adjoining suites by a fire separation having a fire-resistance rating of not less than 1 h, 
except that a fire-resistance rating of not less than 45 min is permitted where the fire-resistance rating of the 
floor assembly is not required in Subsection 3.2.2. to be more than 45 min. 


(2) In sprinklered buildings, suites of business and personal services occupancy and mercantile occupancy 
that are served by public corridors conforming with Clause 3.3.1.4.(1) (c) are not required to be separated 
from each other by fire separations. 


3.3.1.2. Hazardous Substances, Equipment and Processes 


(1) Where hazardous substances are used in connection with the activities of any occupancy other than as 
provided in Subsection 3.3.5. for a Group F, Division | occupancy, the storage, handling and use of such sub- 
stances shall be in conformance with the provisions of the Ontario Fire Code made under the Fire Marshals 
Act, or in the absence of requirements pertinent to specific substances in the Ontario Fire Code, with the pro- | 
visions of the ACNBC National Fire Code of Canada 1990. 


(2) In kitchens containing commercial cooking equipment used in processes producing grease-laden 
vapours, the equipment shall be designed and installed in conformance with Part 6. 


(3) Fuel-fired appliances shall not be installed in any corridor serving as access to exit. 
3.3.1.3. Means of Egress 


(1) An access to exit shall be provided from every roof which is intended for occupancy, and from every 
podium, terrace, platform or contained open space. 


(2) Access to exits within floor areas shall conform to Subsections 3.3.2. to 3.3.5. in addition to the require- 
ments of this Subsection. 


(3) Where a roof is used or intended for an occupant load of more than 60 persons, at least 2 separate means 
of egress shall be provided from the roof to stairs, designed in conformance with the requirements for exit 
stairs, located so that the distance between such stairs conforms to the requirements in Article 3.4.2.3. for 
exits. 


(4) Where a podium, terrace, platform or contained open space is provided, egress requirements shall con- 
form to the appropriate requirements for rooms and suites in Sentence 3.3.1.5.(1). 


(S) A roof top enclosure shall be provided with an access to exit that leads 
(a) to an exit at the roof level, or 
(b) to an exit on the storey immediately below the roof. 


(6) A roof top enclosure which is more than 200 m- in area shall be provided with not less than 2 means of 
egress. 


(7) Two points of egress shall be provided from a service space referred to in Sentence 3.2.1.1.(7) if the area 
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of the service space is more than 200 m”, and the travel distance measured from any point in the service space 
to a point of egress is more than 25 m. 


(8) Except as permitted in Sentences 3.3.4.4.(5) and (6), each suite in a floor area that contains more than | 
suite shall have an exterior exit doorway or a doorway into a public corridor or to an exterior passageway. 


(9) Except as permitted in this Section and in Sentence 3.4.2.1.(2), at the point where a doorway in Sen- 
tence (8) opens to a public corridor or exterior passageway, it shall be possible to go in opposite directions to 
each of 2 separate exits. 


(10) Means of egress tor below ground service rooms which are not normally occupied may be provided by 
stairways or fixed ladders. 


3.3.1.4. Public Corridor Separations 


(1) Except as otherwise required in this Part, public corridors shall be separated from the remainder of the 
building by a fire separation having a fire-resistance rating of not less than | h except that 


(a) the fire-resistance rating need not be more than 45 min when the fire-resistance rating of the floor 
assembly is not required to be more than 45 min, 


(b) no fire-resistance rating is required when the floor area is sprinklered and the corridor does not serve 
an institutional occupancy or a residential occupancy, 


(c) no fire separation is required in a sprinklered floor area where 
(i) the corridor is more than 5 m in unobstructed width, and 
(11) the corridor does not serve an institutional occupancy or a residential occupancy, 


(d) a floor assembly above a crawl space that is not considered a basement in Sentence 3.2.2.5.(2) is not 
required to be a fire separation, and 


(e) no fire separation is required in a sprinklered floor area where an occupancy in the corridor conforms 
to the requirements of Sentence 3.3.1.9.(6). 


(2) The sprinkler system in Clauses (1) (b) and (c) shall be electrically supervised in conformance with Sen- 
tence 3.2.4.16.(5) and, upon operation, shall cause a signal to be transmitted to the fire department in confor- 
mance with Sentence 3.2.4.7.(3) when the corridor serves a Group E or Group F, Division | or 2 occupancy. 


3.3.1.5. Egress Facilities 


(1) Every room and every suite shall have 2 egress doorways placed in such a manner that one doorway 
could provide egress from the room or suite as required in Article 3.3.1.3. if the other doorway becomes inac- 
_cessible to the occupants due to a fire which might originate in the room or suite 


(a) where the occupancy is classified as Group F, Division 1, 
(b) which is intended for an occupant load of more than 60 persons, or 


(c) where the area of a room or suite, or the distance measured from any point within the room or suite to 
the nearest egress doorway is more than the values shown in Table 3.3.1.A. 


Table 3.3.1.A. 
Forming Part of Sentence 3.3.1.5.(1) 


Maximum Area of 
Room or Suite, m° 


150 
75 

















Maximum Distance to 
Egress Doorway, m 


Occupancy of 
Room or Suite 










Group A 

Group B, Division | 

Group B, Division 2 
sleeping rooms 

Group B, Division 2 








75 10 



















other than sleeping rooms 150 pee) 
Group C dwelling units Unlimited uD 
Group C other than 

dwelling units 150 es 
Group D 200 7 
Group E 200 25 





ear endl Aarti in laraiodanBeton oi «| 
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Table 3.3.1.A.—(Cont’d) 
Forming Part of Sentence 3.3.1.5.(1) 










Maximum Area ot 
Room or Suite, m- 


200 25 
200 Pe 


(2) Except for a mezzanine within a dwelling unit, every mezzanine that is not required to terminate at a ver- 
tical fire separation in Article 3.2.8.2. shall have 2 egress facilities placed in such a manner that one facility 
could provide egress from the mezzanine if the other facility becomes inaccessible to the occupants of the 
mezzanine due to a fire which might originate in the room or suite in which the mezzanine is located where 


Occupancy of 
Room or Suite 







Group F, Division 2 
Group F, Division 3 









Column | 


(a) the occupancy of the mezzanine, room or suite is classified as Group F, Division 1, 
(b) the mezzanine is intended for an occupant load of more than 60 persons, 
(c) the area of the mezzanine exceeds the area limits for rooms or suites in Table 3.3.1.A., or 


(d) the distance limits in Table 3.3.1.A. are exceeded when measured from any point on the mezzanine 
to 


(i) the egress doorway from the room or suite in which the mezzanine is located where that room 
or suite has a single egress doorway, and 


(ii) an egress facility leading from the mezzanine where the room or suite in which the mezzanine is 
located has 2 egress doorways provided in conformance with this Subsection. 


(3) Except for a mezzanine which is not considered as a storey in calculating building height in Sentence 
3.2.1.1.(3), where the space below a mezzanine is enclosed, an egress facility from the mezzanine shall not lead | 
into the enclosed space. 


3.3.1.6. Travel Distance. Where more than one egress doorway is required from a room or suite in Sentence 
3.3.1.5.(1), the travel distance within the room or suite to the nearest egress doorway shall not exceed the max- 
imum travel distances described in Article 3.4.2.5. for exits. 


3.3.1.7. Protection on Floor Areas with a Barrier-Free Path of Travel 


(1) Except as provided in Sentences (2) and (3), where a barrier-free path of travel is provided above or 
below the first storey in a building, every floor area having access shall 


Maximum Distance to 
Egress Doorway, m | 








(a) be served by an elevator conforming to Sentences 3.2.6.9.(4) to (6), protected against fire in confor- | 


mance with Clauses 3.2.6.9.(3) (b) or (c) and, in a building over 3 storeys in building height, pro- 
tected against smoke movement in conformance with Sentence 3.2.6.2.(4), or 


(b) be divided into not less than 2 zones by fire separations conforming to Sentences 3.3.3.6.(8) and (9) so 
that 


(1) persons with physical disabilities can be accommodated in each zone, 


(ii) the travel distance from any point in one zone to a doorway leading to another zone shall be 
not more than the value for travel distance permitted by Sentence 3.4.2.5.(1) for the 
occupancy classification of the zone, and 


(iii) a barrier-free path of travel is provided to an exit. 


(2) The requirements of Sentence (1) are waived in the case of residential occupancies where, except on the 
storey containing the access entrance described in Article 3.7.1.2., balconies conforming to Sentence 
3.2.6.6.(1) are provided. 


(3) The requirements of Sentences (1) and (2) are waived when the building is sprinklered. 


3.3.1.8. Headroom Clearance. Except within the floor area of a storage garage, the minimum headroom clear- 
ance In every access to exit shall conform to the requirements in Article 3.4.3.7. for exits. 


3.3.1.9. Corridors 


(1) The minimum width of every public corridor shall be 1 100 mm. 


1382 


O. Reg. 413/90 THE ONTARIO GAZETTE 


(2) Except as required in Sentence 3.3.3.3.(2), the minimum unobstructed width shall be | 100 mm for 
every 


(a) corridor used by the public, 
(b) corridor serving classrooms, and 
(c) corridor in Group B, Division 2 occupancies where the corridor 
(i) serves service rooms, 
(ii) serves administrative areas, 
(111) will not used by non-ambulatory outpatients, or 


(iv) isin a nursing home or home for the aged which will accommodate only ambulatory residents. 





(3) Except as permitted in Sentence (4), obstructions located within | 980 mm of the floor shall not project 
_more than 100 mm horizontally into exit passageways, public corridors, corridors used by the public or corri- 
dors serving classrooms or patients’ sleeping rooms in a manner that would create a hazard for visually 
_ impaired persons travelling adjacent to walls. 


(4) The horizontal projection of an obstruction in Sentence (3) is permitted to be more than 100 mm where 
_ it extends to less than 680 mm above the floor. 


| 


(5) Where a public corridor, corridor used by the public or a corridor serving classrooms or patients’ sleep- 
ing rooms contains an occupancy, such occupancy shall not reduce the unobstructed width of the corridor to 
_ less than its required width. 


(6) If a public corridor conforming to Clause 3.4.2.5.(1) (d) contains an occupancy, the occupancy shall be 
| located so that there is an unobstructed width for pedestrian travel of not less than 3 m adjacent and parallel to 
| all rooms and suites that front onto the public corridor and the combined area of all occupancies in a public 
corridor shall be not more than 15 per cent of the area of the public corridor. 





(7) Except as provided in Sentence 3.3.3.3.(1), dead end corridors shall conform to Sentences (8) to (14). 


(8) A dead end corridor is permitted in an assembly occupancy where there is a second and separate egress 
| doorway from each room or suite not leading into a dead end corridor. 


| 


| (9) In a residential occupancy, except for corridors served by a single exit as described in Sentence 
_3.3.4.4.(6), a dead end public corridor is permitted provided it is not more than 6 m long. 


_ (10) Dead end corridors in Sentence (9) shall serve not more than 4 suites and shall contain no door open- 
| ings other than for suites, arranged so that it is not necessary to pass more than 2 doors in the dead end corri- 


| dor in travelling to the nearest exit. 


(11) A dead end public corridor is permitted in a business and personal services occupancy where 


(a) the dead end corridor 
(i) serves an occupant load of not more than 30 persons, 


(11) is not more than 9 m long, and 





(iii) is provided with doors having self-closing devices, or 


| (b) there is a second and separate egress doorway from each room or suite not leading into a dead end 
| corridor. 

| 

| 


(12) A dead end corridor is permitted in a mercantile occupancy where 





(a) the dead end corridor 
(i) serves an occupant load of not more than 30 persons, 


(ii) is not more than 9 m long, and 


(b) there is a second and separate egress doorway from each room or suite not leading into a dead end 
corridor. 


j 

| (iii) is provided with doors having self-closing devices, or 
| 

| (13) A dead end corridor is permitted in a /ow or medium hazard industrial occupancy where 
; 


1383 


THE ONTARIO GAZETTE O. Reg. 413/90 


(a) the dead end corridor 
(i) serves an occupant load of not more than 30 persons, 
(ii) is not more than 9 m long, and 
(111) 1s provided with doors having self-closing devices, or 


(b) there is a second and separate egress doorway from each room or suite not leading into a dead end 
corridor. 


(14) A dead end corridor is permitted in a high hazard industrial occupancy where there is a second and sep- 
arate egress doorway from each room or suite not leading into a dead end corridor. 


3.3.1.10. Door Swing 


(1) Except as provided in Article 3.3.1.11., every door that opens into a corridor or other facility providing 
access to exit from a suite or room not located within a suite shall swing on a vertical axis, and where a room or 
suite is used or intended for an occupant load of more than 60 persons or for a Group F, Division 1 occupancy, 
the door shall swing 1n the direction of exit travel. 


(2) Except as provided in Sentence (3), every door that divides a corridor where such corridor is required to 
be separated from the remainder of the floor area by a fire separation shall swing on a vertical axis in the direc- 
tion of exit travel. 


(3) Where the corridor in Sentence (2) is divided by paired doors which provide access to exit in opposite 
directions, 


(a) the doors shall swing on a vertical axis, 

(b) the doors shall swing in opposite directions, and 

(c) the right hand door shall swing in the direction of exit travel. 
3.3.1.11. Sliding Doors 


(1) Except as permitted in Sentence (2), a sliding door provided in the locations described in Sentence 
3,5.1.1041) Shall 


(a) be designed and installed to swing on the vertical axis in the direction of exit travel when pressure is 
applied, and 


(b) be identified as a swinging door by means of a label or decal affixed to it. 


(2) In a Group B, Division | occupancy, or in an impeded egress zone in other occupancies, sliding doors 
used in an access to exit need not conform to Sentence (1) and Article 3.3.1.10. 


(3) Movable partitions which are intended to be open during normal working hours and are used to separate 
a public corridor from an adjacent Group D or E occupancy need not conform to Sentences (1) and 
Bid 12 CEP 


3.3.1.12. Doors 


(1) Every door that opens into or is located within a public corridor or other facility that provides access to 
exit from a suite shall 


(a) be not less than 800 mm wide where there is only one door leaf, 
(b) have no single leaf in any multiple leaf door less than 600 mm wide, 
(c) not open onto a step, and 


(d) be readily openable in travelling to an exit without requiring keys, special devices or specialized 
knowledge of the door opening mechanism, except as permitted in Sentences (2) and (3). 


(2) Egress doors in an access to exit serving a contained use area or an impeded egress zone are permitted to 
be equipped with locking devices that can be released either locally or remotely provided 


(a) local locking devices are operable by a key from both sides of the door, 


(b) controls for the remote release of door locking devices are located in an area readily available to 
security personnel, and 
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(c) electrical release devices are designed to operate on emergency power and are also manually opera- 
ble by security personnel. 


(3) Except for a door in a building containing a hotel or a door leading directly from a Group F, Division | 


occupancy, a door in an access to exit is permitted to be equipped with an electromagnetic locking device con- 


forming to Sentence 3.4.6.15.(4). 


(4) Except as required in Article 3.3.3.5., in a Group B, Division 2 occupancy, every door that opens into or 


is located within a corridor or other facility that provides access to exit shall comply with Sentence (1) where 


the door 
(a) serves service rooms, 
(b) serves administrative areas, 
(c) will not be used by non-ambulatory outpatients, 
(d) is located within a patients’ or residents’ sleeping room, 


(e) isin a nursing home or home for the aged which will accommodate only ambulatory residents. 


3.3.1.13. Ramps, Stairways and Passages 


(1) Except as provided in Sentence (2), Articles 3.3.4.8. and 3.3.1.14., ramps, stairways and passageways 
used by the public as access to exit shall conform with the requirements in Subsection 3.4.6. 


(2) Ramps and stairways that do not conform to the requirements of Sentence (1) are permitted to serve 


. service rooms and service spaces and are permitted in industrial occupancies, provided the ramps and stairways 
_ are intended only for occasional use for servicing equipment and machinery. 


| 3.3.1.14. Exterior Passageways. Exterior passageways leading to a required exit shall conform to the require- 


ments in Section 3.4 for exterior exit passageways. 


| 3.3.1.15. Curved or Spiral Stairs. A curved or spiral stair having treads with a minimum run of not less than 


150 mm, a minimum average run of not less than 200 mm and having risers in conformance with Sentence 


_ 3.4.6.7.(2) is permitted in a stairway not required as an exit. 


3.3.1.16. Capacity of Access to Exit 


(1) The capacity of an access to exit shall be based on the occupant load of the portion of the floor area 


_ served. 


(2) In an access to exit the required width of ramps with a gradient of not more than | in 8, doorways, corri- 
dors and passageways shall be based on not less than 6.1 mm per person. 


(3) In an access to exit the required width of a ramp with a gradient of more than | in 8 shall be based on not 
less than 9.2 mm per person. 


(4) In an access to exit from a floor area used or intended to be used for patients in a Group B, Division 2 
occupancy the required width of corridors, doorways, passageways and ramps shall be based on not less than 
18.4 mm per person. 


(5) Stairs in an access to exit shall conform to the requirements for stairs in Article 3.4.3.5. 


3.3.1.17. Guards 
(1) A guard not less than 1 070 mm high shall be provided 
(a) around each roof to which access is provided for other than maintenance, 


(b) at openings into smoke shafts described in Subsection 3.2.6. that are less than | 070 mm above the 
floor, and 


(c) at each raised floor, mezzanine, balcony, gallery and other locations where the difference in floor ele- 
vations is more than 600 mm. 


(2) The height of guards on stairs used by the public but not forming part of a required exit shall be not less 
than 920 mm measured vertically to the top of the guard from a line drawn through the outside edges of the 
stair nosings and shall be not less 1 070 mm around landings. 


(3) Except as provided in Sentence 3.3.2.8.(4), the size of any opening through a required guard serving a 
room, stairway or space to which the public is admitted or serving an exterior balcony shall be such as to pre- 
vent the passage of a spherical object having a diameter of 100 mm in residential occupancies, day care centres, 
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nurseries or other similar type occupancies where children may be present and 200 mm in other occupancies, 
unless it can be shown that the location and size of openings that exceed these limits do not present a hazard- 
ous condition. 


3.3.1.18. Transparent Doors and Panels 


(1) Except for dwelling units and as provided in Sentence (4), every glass or transparent door shall be 
designed and constructed so that the existence and position of such door is readily apparent by attaching 
thereto non-transparent hardware, bars or other permanent fixtures. 


(2) Glass doors shall be constructed of safety glass of the laminated or tempered type conforming to CAN2- 
12.1-M, “Glass, Safety, Tempered or Laminated” or wired glass conforming to CAN2-12.11-M, ‘‘Glass, 
Wired, Safety”. 


(3) Except as provided in Sentence (4), transparent panels used in an access to exit which because of their 
physical configuration or design could be mistaken as a means of egress shall be made inaccessible by barriers 
or railings. 


(4) Sliding glass partitions which separate a public corridor or mall from an adjacent occupancy and which 
are intended to be open during normal working hours need not conform to Sentences (1) and (3), except that 
such partitions shall be suitably marked to indicate their existence and position. 


(5) Glass in doors and side lights that could be mistaken for doors within or at the entrances to dwelling 
units and in public areas shall conform to the requirements in Article 9.6.5.2. 


(6) Windows in public areas that extend to less than 1 m from the floor and are located above the second 
storey in buildings of residential occupancy shall be protected by barriers or railings to not less than 1 m above 
the floor, or the windows shall be non-openable and designed to withstand the lateral design loads for balcony 
guards in Article 4.1.10.1. 


3.3.1.19. Exhaust Ventilation 


(1) Every building or part of a building in which there may be or may develop, by reason of use or 
occupancy, dust, fumes, gases, vapour or other various impurities or contaminants that may create a fire or 
explosion hazard, shall be provided with an exhaust ventilation system designed in conformance with the 
appropriate requirements of Part 6. 


(2) When substances or conditions that may create an explosion hazard are present as a result of the princi- 
pal use of a building space, such space shall be provided with explosion relief devices, vents or other protective 
measures in conformance with Subsection 6.2.2. 


3.3.1.20. Janitors’ Rooms. A room or space for the storage of janitorial supplies shall be separated from the 
remainder of the building by a fire separation having a fire-resistance rating not less than | h, except that the 
fire-resistance rating is permitted to be not less than 45 min if the fire-resistance rating of the floor assembly of 
the room or space is permitted to be less than 1 h. 


3.3.1.21. Posts or Turnstiles. In a mercantile occupancy no obstructions such as posts or turnstiles shall be 
placed so as to restrict the width of a normal means of egress from a floor area or part of a floor area to less 
than 750 mm unless an alternative means of egress is provided adjacent to and is plainly visible from the 
restricted egress. 


3.3.1.22. Signs in Service Spaces. Illuminated signs conforming to Sentences 3.4.5.1 .(3) and (5) shall be pro- 
vided to indicate the direction to egress points in a service space referred to in Sentence 3.2.1.1 A)» 


3.3.2. Assembly Occupancy 


3.3.2.1. Scope. This Subsection applies to floor areas or parts thereof used or intended for use as assembly 
occupancies. 


3.3.2.2. Fire Separations 


(1) The seating area of a Group A, Division 1 occupancy shall be separated from adjacent occupancies by a 
fire separation having a fire-resistance rating of not less than 1 h where the occupant load in the seating area 
exceeds 200 persons, except that a fire separation having a fire-resistance rating of not less than 45 min is per- 
mitted to be used where the floor assembly is not required to have a fire-resistance rating of more than 45 min. 


(2) Where usable space exists under tiers of seats in arena type buildings, a fire-separation with a 


fire-resistance rating of not less than 45 min shall be provided between such space and the seats or the space 
shall be sprinklered. 
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3.3.2.3. Fixed Seats 


(1) Except for bench-type seats as provided in Articles 3.3.2.7., 3.3.2.9. and 3.3.2.10., in places of assembly 


with fixed seats, such seats shall be 


(a) attached or secured to the floor, platform or platform riser, 
(b) provided with arms and back, and 


(c) arranged in rows having an unobstructed passage of not less than 400 mm measured horizontally 
between plumb lines from the backs of the seats in one row and the edges of the furthest forward pro- 
jection of the seats in the next row in the unoccupied position. 


(2) Except as provided in Sentence (3), aisles on the main floor and in balconies shall be located so that 


there are not more than 7 seats between any seat and the nearest aisle. 


(3) The requirements of Sentence (2) do not apply where 
(a) egress doorways are provided to serve both ends of rows of seats, 
(b) each doorway in Clause (a) serves not more than 3 rows of seats, and 
(c) each row contains not more than 100 seats. 


(4) Seating arrangements that do not conform to the requirements of Sentences (2) or (3) may be permitted 


_ provided the standard of safety is not reduced and the time required for egress is not increased. 


3.3.2.4. Aisles 


(1) Except as required in Articles 3.3.2.7., 3.3.2.9. and 3.3.2.10., aisles leading to exits shall be provided in 
places of assembly which contain fixed seats in conformance with Sentences (2) to (10). 


(2) The minimum clear width of aisles shall be not less than 1 100 mm, except that the width is permitted to 


_ be reduced to not less than 


(a) 750 mm when serving not more than 60 seats, and 
(b) 900 mm when serving seats on | side only. 


(3) Except in the case of bleacher seats, the minimum clear width of aisles referred to in Sentence (2) shall 


_ be measured at the point farthest from an exit, cross aisle or foyer and shall be increased in width 25 mm for 


each metre of distance toward the exif, cross aisle or foyer. 


(4) Aisles shall terminate in a cross aisle, foyer or exit, and the width of such cross aisle, foyer or exit shall be 
not less than the required width of the widest aisle plus 50 per cent of the total required width of the remaining 
aisles that it serves. 


(5) Dead end aisles shall be not more than 6 m in length. 
(6) The length of travel to an exit door by any aisle shall not be more than 45 m. 


(7) Side aisles shall be not less than 1 100 mm wide when seating is provided in conformance with Sentence 


Me 3.2.3.(3). 


(8) The floor of every aisle shall have a gradient of not more than | in 8. 
(9) Steps shall not be placed in any aisle unless the gradient is more than | in 8 and 
(a) the passageway between rows of seats is level at right angles to the line of travel, 
(b) the riser height is not less than 110 mm, 
(c) the riser height is not more than 200 mm, 
(d) where variations in riser height occur 
(i) the heights of adjacent risers do not vary more than 6 mm, and 
(ii) treads or any part of a platform extend not less than 430 mm, 


(e) treads have a run of not less than 230 mm exclusive of nosing and a tread width of not less than 250 
mm, 


(f) aisle platforms that extend not less than 430 mm in the direction of exit travel slope not more than | 
in 50, 
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(g) an unobstructed platform not less than 800 mm square is provided adjacent to an aisle where a step is 
used at the entry to a row of seats, 


(h) the locati6n of every riser is made apparent from both directions of travel by strategically placed 
lighting or contrasting marking stripes, 


(i) the steps extend to the adjacent rows of seats in a manner that will not create a hazard from tripping, 
and 


(j) the finish of treads and platforms conforms to Sentence 3.4.6.1.(1). 


(10) Except as provided in Sentence 3.3.2.3.(3), aisles shall be located so that there are not more than 7 — 


seats with backs or 20 seats without backs between every seat and the nearest aisle. 


3.3.2.5. Corridors 


(1) Corridors used by the public in assembly occupancies as access to exits shall be separated from the 
remainder of the building by a fire separation having a fire-resistance rating of not less than 1 h, except that 


(a) the fire-resistance rating need not be more than 45 min if the fire-resistance rating of the floor assem- 
bly is not required to be more than 45 min, . 


(b) no fire-resistance rating is required if the floor area is sprinklered, and 


(c) no fire separation is required for corridors where the distance from any point in the floor area to an 
exit measured along the path of exit travel does not exceed the travel distances in Article 3.4.2.5. 


3.3.2.6. Doors. Every door equipped with a latching mechanism in an access to exit from a room or suite of 
Group A occupancy containing an occupant load of more than 100 persons shall be equipped with a device that 
will release the latch and allow the door to swing wide open when a force of 90 N is applied to the device in the 
direction of travel to the exit. 


3.3.2.7. Fixed Bench-Type Seats without Arms 


(1) Where fixed bench-type seats without arms are provided, the seat width per person shall be assumed to 
be 450 mm. 


(2) The centre-to-centre spacing between rows of bench-type seats shall be not less than 760 mm where back 
rests are provided, and not less than 550 mm where back rests are not provided. 


(3) There shall be a space of not less than 300 mm between the back of each seat and the front of the seat 
immediately behind it. 


3.3.2.8. Guards 


(1) Except as required in Sentences (2) to (4) for bleacher seats, guards shall be installed in outdoor and 
indoor places of assembly with fixed seats so that 


(a) at the fascia of every box, balcony or gallery where the seats extend to the edge, the height of guards 
is not less than 760 mm in front of the seats and not less than 920 mm when located at the end of 
aisles or at the foot of steps, 


(b) the height of guards along every cross aisle other than those adjacent to the fascia of every box, bal- 
cony or gallery is not less than 660 mm, except that such guards need not be provided where the 
backs of the seats along the front side of the aisle are not less than 600 mm above the floor of the 
aisle, and 


(c) where the seating is arranged in successive tiers and the height of rise between platforms is more than 
450 mm, the height of guards is not less than 660 mm along the entire row of seats at the edge of the 
platform. 


(2) The backs and ends of bleacher seats more than 1.2 m above the ground or floor that are not adjacent to 
a wall shall be protected with a guard 


(a) not less than 1 070 mm high above an adjacent aisle surface or foot rest, and 
(b) not less than 920 mm high above the centre of an adjacent seat board. 


(3) If the front of a bleacher is more than 600 mm above the ground or floor, it shall be protected with a 
guard not less than 840 mm high above the front foot rest. 


(4) The size of any opening in a guard required in Sentences (2) and (3) shall be such as to prevent the pas- 
sage of a spherical object more than 300 mm in size. 


1388 


O. Reg. 413/90 THE ONTARIO GAZETTE 


3.3.2.9. Outdoor Places of Assembly 
(1) Any Group A, Division 4 occupancy and each tier or balcony thereof that has a capacity of more than 
(a) 1000 persons shall have not less than 3 separate exits, or 


(b) 4000 persons shall have not less than 4 separate exits. 






(2) In every Group A, Division 4 occupancy, every seat shall be located so that the travel distance 1s not 
/ more than 45 m measured along the path of travel from the seat to 


(a) the ground, 

(b) anexit, 

(c) an opening to a passageway leading from the seating area, or 

(d) an opening through the seating deck structure such as a portal or vomitory. 

| (3) Exits from outdoor stadia or grandstands shall be located not more than 25 m apart. 


(4) The capacity of means of egress for Group A, Division 4 occupancies shall conform to the requirements 
of Sentence 3.4.3.5.(3). 


(5) Aisles in Group A, Division 4 occupancies 


(a) shall be located so that there are not more than 20 seats between any seat and the nearest aisle, 





(b) shall be not less than 1 200 mm wide, except that an aisle serving less than 60 persons is permitted to 
be 750 mm wide, and 


| (c) shall not have steps unless the gradient of the aisle exceeds | in 8. 
(6) Except as provided in Sentences 3.3.2.10.(1) and (2), where steps are provided in aisles, such steps shall 


(a) extend the full width of the aisles, 





(b) have risers not more than 230 mm high, and 

| (c) have treads with a run of not less than 250 mm. 
3.3.2.10. Bleachers 

(1) Where steps are provided in aisles of bleachers of the telescopic type, such steps shall 
(a) have risers not more than 250 mm, and 
(b) have treads with a run of not less than 280 mm. 


(2) When the vertical distance between seating platforms in bleachers is more than 280 mm, an intermediate 
step shall be provided the full width of the aisle and proportioned to provide 2 equal risers between platforms 
| and, when the vertical distance between seating platforms is more than 450 mm, 2 intermediate steps shall be 
provided the full width of the aisle so that there are 3 equal risers between platforms. 


| (3) Where the passageway between rows of seats is not a closed deck, footboards shall be provided so that 

(a) the total width of the footboards shall be not less than three quarters of the centre-to-centre spacing 
between rows of seats, and 

(b) the spacing between footboard members shall be not more than 25 mm. 

| 3.3.2.11. Libraries 


| (1) Where a library book storage room, that is not normally accessible to the public, is more than 250 m in 
area, or where the book stacks in such storage room are more than 10 m high or penetrate more than | storey 


(a) the book storage room shall be separated from the remainder of the building by a fire separation with 
a fire-resistance rating of not less than 2 h, or 


(b) the book storage room shall be sprinklered. 


(2) Open book shelves are permitted above and below a mezzanine floor in a library building provided the 
height of such book shelves is not more than 2.1 m or 75 per cent of the floor-to-ceiling height of the space 
above or below the mezzanine floor assembly. 
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3.3.2.12. Bowling Alleys 


(1) Any portion of a building in which 3 or more bowling lanes are located shall be separated from other 
occupancies by a fire separation with a fire-resistance rating of not less than | h. 


(2) Subsidiary occupancies such as offices, cocktail lounges and lunch counters operated in connection with 
3 or more bowling lanes shall be separated by a fire separation with a fire-resistance rating of not less than 1 h 
where the combined area of these subsidiary occupancies is more than 150 m-. 


3.3.2.13. Stages for Theatrical Performances 


(1) Stages tor theatrical performances and ancillary spaces, such as workshops, dressing rooms and storage 
areas, shall be sprinklered. 


(2) A fire separation with a fire-resistance rating of not less than | h shall be provided between every stage 
for theatrical performances and ancillary spaces, such as workshops, dressing rooms and storage areas. 


(3) Every stage for theatrical performances and ancillary spaces, such as workshops, dressing rooms, and 
storage areas, shall be separated from the seating space by a fire separation having a fire-resistance rating of not 
less than | h, except for a proscenium opening which shall be protected with 


(a) asprinkler deluge system conforming to the requirements of paragraph 4-4.20 of NFPA 13 ‘*Standard 
for the Installation of Sprinkler Systems’’, 


(b) anunframed fire curtain when the opening is not more than 20 m wide, or 
(c) asemi-rigid fire curtain when the opening is more than 20 m wide. 
(4) Every fire curtain as required by Sentence (3) shall be designed to close 
(a) automatically by heat-actuated devices, 
(b) automatically upon the actuation of the sprinkler system, 
(c) automatically upon actuation of the fire alarm system, and 
(d) manually by remote control devices located at the curtain control panel and at each side of the stage. 


(5) Not less than 2 vents for the purpose of venting fire and smoke to the outside of a building shall be pro- 
vided above every stage designed for theatrical performances and shall 


(a) have an aggregate area of not less than one eighth of the area of the stage behind the proscenium 
opening, and 


(b) be arranged to open automatically by means of 
(1) heat-actuated devices, or 
(ii) actuation of the sprinkler system. 
3.3.3. Institutional Occupancy 


3.3.3.1. Scope. This Subsection applies to floor areas or parts thereof used or intended for use as institutional 
occupancies. 


3.3.3.2. Separations between Institutional Occupancies and Repair Garages. The fire separation required 
between an institutional occupancy and a repair garage shall have no openings. 


3.3.3.3. Corridors 


(1) Corridors used by the public or serving patients shall have no dead end portions unless the area served 
by the dead end has a second and separate means of egress. 


(2) Every corridor serving patients shall be at least 2 400 mm wide. 

(3) Paired doors in corridors described in Sentence (2) shall 
(a) swing in opposite directions, the right hand door swinging in the direction of travel, and 
(b) be not less than 1 100 mm wide. 


S33.4; Separation of Rooms. Except as permitted in Sentence 3.3.3.6.(2) and Article 3.3.3.7., sleeping rooms 
shall be separated from adjacent rooms by a fire separation having a fire-resistance rating of not less than | h, 
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except that the fire-resistance rating need not be more than 45 min where the floor assembly is not required to 


) 


| 


: 
j 
' 





be more than 45 min. 
3.3.3.5. Doorway Width. The minimum clear width of doorways serving patients shall be 1 050 mm. 
3.3.3.6. Unsprinklered Hospitals and Nursing Homes 


(1) Except as provided in Article 3.3.3.7., floor areas containing sleeping rooms in hospitals and nursing 
homes shall conform to Sentences (2) to (11). 


(2) Where 2 or more intercommunicating rooms such as patients’ sleeping rooms and adjacent bathrooms 
are provided, the fire separation required in Article 3.3.3.4. does not apply to the wall between the intercom- 


_municating rooms provided the total number of patients served by the intercommunicating rooms is not more 
than 5. 


(3) Corridors used by the public or serving patients’ sleeping rooms in hospitals and nursing homes shall be 
separated from the adjacent rooms or spaces by a fire separation having a fire-resistance rating of not less than 
1h, except that the fire-resistance rating need not be more than 45 min where the floor assembly is not 
required to be more than 45 min. 


(4) Corridors referred to in Sentence (3) shall contain no occupancy other than for nursing stations and 
related spaces not normally used by patients. 


(5) The requirement for labels in Sentence 3.1.8.5.(2) and latches in Article 3.1.8.13. is permitted to be 
waived for doors between patients’ sleeping rooms and corridors provided the doors are equipped with roller 
latches. 


(6) Except as provided in Sentence (7), every floor area used or intended to be used for patients in a hospi- 
tal or nursing home shall be divided into 2 or more zones, separated by a fire separation, in such a manner that 
the occupants in every zone have access to 2 exits either directly or through adjacent zones. 


(7) The floor area on either side of a horizontal exit conforming to Article 3.4.6.9. is permitted to be consid- 


ered as a zone in applying the requirements of this Article. 


(8) Fire separations between zones referred to in Sentence (6) shall have a fire-resistance rating of not less 


than 1 h, except that a fire separation with a fire-resistance rating of not less than 45 min is permitted where the 


fire-resistance rating of the floor assembly is not required to be more than 45 min. 


(9) Doors acting as closures in fire separations between zones in Sentence (6) shall be weatherstripped or 


_ otherwise designed and installed to retard the passage of smoke. 





(10) Every zone referred to in Sentence (6) shall accommodate, in addition to its own occupants, the occu- 
pants of the largest adjacent zone based on a clear floor space of 2.5 m- per patient in the adjacent zone. 


(11) The travel distance from any point within each zone referred to in Sentence (6) to an adjacent zone 


shall not exceed 30 m. 


3.3.3.7. Sprinklered Hospitals and Nursing Homes 


(1) Floor areas containing patients’ sleeping rooms in hospitals and nursing homes need not conform to 


Articles 3.3.3.4. and 3.3.3.6. provided the building is sprinklered and the floor areas conform to Sentences (2) 


to (10). 


(2) Except as provided in Sentence (3), floor areas containing patients’ sleeping rooms in hospitals and 
nursing homes shall be divided into not less than 2 fire compartments not more than | 000 m in area. 


(3) The floor area on either side of a horizontal exit conforming to Article 3.4.6.9. is permitted to be consid- 
ered as a fire compartment in applying the requirements of this Article. 


(4) Fire separations separating fire compartments required in Sentence (2) shall have a fire-resistance rating 


_ of not less than 1 h, except that the fire-resistance rating need not be more than 45 min where the floor assem- 





bly is not required to be more than 45 min. 


(5) Doors serving as closures in fire separations between fire compartments referred to in Sentence (2) shall 
be weatherstripped or otherwise designed and installed to retard the passage of smoke. 


(6) The travel distance from any point within each fire compartment referred to in Sentence (2) to a door 
referred to in Sentence (5) shall be not more than 45 m. 


(7) Each fire compartment referred to in Sentence (2) shall be capable of accommodating, in addition to its 
own occupants, the occupants of the largest adjacent fire compartment based on a clear floor space of 2.5 m- 
per patient in the adjacent fire compartment. 


Rosa 


THE ONTARIO GAZETTE O. Reg. 413/90 


(8) Except as permitted in Sentence (9), walls between patients’ sleeping rooms and adjacent rooms and 
walls between corridors serving patients’ sleeping rooms and adjacent rooms within a fire compartment 
referred to in Sentence (2) shall be constructed as fire separations. 


(9) Doors in fire separations required in Sentence (8) are permitted to be equipped with roller latches. 


(10) Doors in fire separations required in Sentence (8) shall not contain any grilles, louvres or other open- 
ings. 


3.3.3.8. Areas of Refuge 


(1) Compartments containing rooms such as operating rooms, recovery rooms, delivery rooms and intensive | 
care units, from which it is impracticable to move patients in an emergency, shall be 


(a) separated from adjacent spaces by fire separations having a fire-resistance rating of not less than | h, 
and 


(b) provided with a mechanical air supply so that during a period of 2 h after the start of a fire in another 
space, such compartments will not contain more than | per cent by volume of contaminated air from 
the fire area. 


3.3.3.9. Contained Use Areas 
(1) A contained use area shall conform to Sentences (2) to (5). 


(2) A contained use area shall be separated from the remainder of the building by a fire separation having a 
fire-resistance rating of not less than 1 h. 


(3) Except as permitted in Sentence (5), a contained use area shall be sprinklered. 


(4) The actuation of the sprinkler system required by Sentence (3) shall initiate an alert signal or an alarm 
signal on the fire alarm system. 


(5) A contained use area is not required to be sprinklered as required by Sentence (3) if 


(a) the building is designed so that during a period of 2 h after the start of a fire in the contained use area, 
other fire compartments will not contain more than | per cent by volume of contaminated air from the 
contained use area, 


(b) the building is designed so that during a period of 2 h after the start of a fire in another part of the 
building, the contained use area will not contain more than | per cent by volume of contaminated air 
from the fire in the other part of the building, 


(c) all doors are designed to be remotely released in conformance with Sentence 3.3.1. L232) sand 
(d) the contained use area does not contain any rooms lined with combustible padding. 
3.3.3.10. Elevator Required 


(1) If patient sleeping rooms or patient services are provided on more than one floor level and the floor lev- 
els are not connected by ramps conforming to Article 3.7.3.4., such floor levels shall be served by at least one 
elevator that 


(a) is large enough to accommodate a stretcher in a horizontal position, and 


(b) conforms to Appendix E of CSA-B44 “Safety Code for Elevators, Escalators, Dumbwaiters, Moving 
Walks and Freight Platforms Lifts”. 


3.3.3.11. Handrails. Corridors and ramps used by residents ina nursing home shall be equipped with handrails 
on each side conforming to Sentences 3.4.6.4.(3), (4), (6), (7) and (8). 


3.3.4. Residential Occupancy 


3.3.4.1. Scope. This Subsection applies to floor areas or parts thereof used or intended for use as residential 
occupancies. 


3.3.4.2. Fire Separations 


WD Suites of residential occupancy shall be separated from each other and the remainder of the building by a 
fire separation having a fire-resistance rating of not less than 1 h, except that 


(a) a fire-resistance rating of not less than 45 min is permitted where the fire-resistance rating of the floor 
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assembly above the floor area, or the floor assembly below the floor area if there is no floor assembly 
above, is not required to be more 45 min, and 


(b) no fire separation is required for a floor assembly conforming to Sentence 3.2.2.5.(2). 


(2) Floor assemblies within a dwelling unit need not be constructed as fire separations provided the distance 
between the lowest floor level and the uppermost floor level within the dwelling unit is not more than 6 m and 
provided that the dwelling unit is separated from the remainder of the building by a fire separation having a 
fire-resistance rating of not less than 


(a) 45 min where the building is sprinklered and is not more than 3 storeys in building height, 

(b) 1 hwhere the building is sprinklered or is not more than 6 storeys in building height, and 

(c) 2 hwhere the building is not sprinklered and is more than 6 storeys in building height. 
3.3.4.3. Storage Rooms 


(1) Storage rooms not contained within a suite, for the use of tenants in residential occupancies, shall be 
sprinklered and separated from the remainder of the building by a fire separation having a fire-resistance rating 
of not less than | h, except that a fire-resistance rating of not less than 45 min is permitted where the 
fire-resistance rating of the floor assembly is not required to be more than 45 min. 


(2) In a building containing a hotel, unsprinklered storage rooms and closets shall be separated, or shall be 
contained within a suite that is separated, from the remainder of the building by a fire separation having a 
fire-resistance rating of not less than 45 min. 


3.3.4.4. Egress from Dwelling Units 


(1) Single storey dwelling units in apartment buildings need not lead to a public corridor or exterior passage- 
way on the same storey provided the dwelling units are served by private stairways leading directly to a public 
access to exit on the storey 


(a) immediately above, and 
(b) immediately below. 


(2) Except as provided in Sentences (3) and (4), every dwelling unit containing more than | storey shall have 
an exit door or an egress door opening directly into a public access to exit from the uppermost storey and from 
the lowest storey of the dwelling unit so that the floor level of each such storey is served by an exit or egress 
door located not more than 1.5 m above or below the floor level. 


(3) A single exit is permitted from a dwelling unit provided the exit is an exterior doorway not more than 
1.5 m above adjacent ground level and 


(a) it is not necessary to travel up or down more than | storey to reach the exit door, or 
(b) the uppermost floor level opens to a balcony not more than 6 m above adjacent ground level. 


(4) An egress door from either the uppermost storey or the lowest storey in a dwelling unit, as required in 
Sentence (2), need not be provided 


(a) where that storey is served by a stairway that 
(i) leads to a public access to exit, 
(ii) has no direct access to any other storey in the dwelling unit, and 


(iii) is separated from the other storeys in the dwelling unit by a fire separation having a 
fire-resistance rating of not less than 45 min, or 


(b) where a smoke alarm conforming to Article 3.2.4.21. is installed 


(i) onthe uppermost storey of a dwelling unit having not more than 2 storeys above the first storey 
of the building, or 


(ii) on each storey of the dwelling unit provided it is not necessary to travel either more than 18 m, 
or more than | storey up or down to reach the egress door. 


(5) In buildings of residential occupancy not more than 3 storeys in building height, a doorway from a 
dwelling unit is permitted to open directly into an exit stairway provided such dwelling unit has a second and 
separate means of egress. 
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(6) A doorway from a dwelling unit may open onto an interior corridor served by a single exit, or an exterior 
balcony served by a single exif stairway, or an exterior passageway served by a single exit stairway provided 
each dwelling unit has a second and separate means of egress. 


3.3.4.5. Automatic Locking Prohibition. Except for hotels, a door opening onto a public corridor which pro- 
vides access to exit from a suite shall be designed not to lock automatically. 


3.3.4.6. Sound Transmission. Dwelling units shall be designed and constructed to restrict sound transmission 
in conformance with Article 9.11.2.1. 


3.3.4.7. Balcony Guards for Residential Occupancies. Guards around exterior balconies in buildings of 
residential occupancy shall be designed so that no member, attachment or opening located between 100 mm 
and 900 mm above the balcony will facilitate climbing. 


3.3.4.8. Stairs, Handrails and Guards for Dwelling Units. Stairs, handrails and guards within dwelling units 
shall be provided in conformance with the requirements in Section 9.8. 


3.3.5. Industrial Occupancy 


3.3.5.1. Scope. This Subsection applies to floor areas or parts thereof used or intended for use as industrial 
occupancies. 


3.3.5.2, Fire Extinguishing Systems. In addition to other requirements in this Code for the installation of auto- 
matic fire extinguishing systems, in a Group F, Division | major occupancy, an appropriate automatic fire 
extinguishing system shall be installed in every floor area to provide protection against the nature of the risk in 
conformance with the provisions of the Ontario Fire Code made under the Fire Marshals Act, or in the 
absence of requirements pertinent to the specific risk in the Ontario Fire Code, with the provisions of the 
ACNBC National Fire Code of Canada 1990. 


3.3.5.3. Basements 


(1) Basements shall not be used for the storage, manufacture or handling of volatile solids, liquids or gases 
that generate explosive air-vapour mixtures or for processes that involve explosive dusts. 


(2) Entrances and exits to basements and rooms containing building services in a building where the storage, 
manufacture or handling of volatile materials can generate explosive air-vapour mixtures or where processes 
that produce explosive dusts can occur, shall be separate from the remainder of the building. 


(3) Basements and rooms referred to in Sentence (2) shall be separated from the remainder of the building 
with a vapour-tight separation. 


3.3.5.4. Cutting and Welding. Where a room in other than a Group F major occupancy is used for cutting and 
welding operations, it shall be separated from the remainder of the building by a fire separation having a 
fire-resistance rating of not less than 1 h, except that this requirement does not apply to a room that is pro- 
tected by an automatic fire extinguishing system. 


3.3.5.5. Repair and Storage Garages 


(1) Where access is provided from a storage garage to a stair tower or elevator serving occupancies above the 
level of the storage garage, such access shall be through a vestibule conforming to Sentence 3.3.5.8.(3). 


(2) Treads and landings in interior stairs that extend to the roof of a storage garage shall be designed to be 
free of accumulations of ice and snow. 


(3) Mechanical storage garages of not more than 4 storeys in building height, where no persons other than 


parking attendants are permitted above the street floor level, need not have a fire separation between the exits 
and the remainder of the building. 


(5) The clear height in a storage garage shall be not less than 2 m. 


(6) A continuous curb not less than 150 mm high and a guard not less than 1 070 mm high shall be provided 
at every garage floor opening and around the perimeter of every floor where the exterior walls are omitted. 


(7) Only 2 exits located remote from each other need be provided in storage garages conforming to Article 
ee 60. provided persons other than parking attendants are not permitted above the street floor level. 


(8) Except for open-air storeys, every storey of a storage garage or repair garage located below grade shall be 
sprinklered. 
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3.3.5.6. Repair Garage Separation. A repair garage or a repair garage and any ancillary spaces serving it, 
including waiting rooms, reception rooms, tool and parts storage areas and supervisory office space, shall be 
separated from other occupancies by a fire separation having a fire-resistance rating of not less than 2 h. 


3.3.5.7. Storage Garage Separation. A storage garage shall be separated from other occupancies by a fire 
separation with a fire-resistance rating of not less than 1.5 h. 


3.3.5.8. Vestibules 


(1) Where access is provided through a fire separation between a storage garage and a Group A, Division 1 
or Group B occupancy, such access shall be through a vestibule conforming to Sentence (3). 


(2) In buildings more than 3 storeys in building height, where access is provided through a fire separation 
between a storage garage and a Group A, Division 2, 3 or 4, or a Group C occupancy, such access shall be 
through a vestibule conforming to Sentence (3). 


(3) Where access is provided through a vestibule, as required in Sentences (1), (2) and 3.3.5.5.(1), the vesti- 


— bule shall 


(a) be not less than 1.8 m long, 


(b) be naturally ventilated to outside air by a vent that has an unobstructed area of not less than 0.1 mm? 
for each door that opens into the vestibule but not less than 0.4 m’, or be mechanically ventilated at a 
rate of 14 m*/h for each square metre of vestibule floor surface area, and 


(c) have the openings between the vestibule and an adjoining occupancy provided with self-closing doors 
having no hold-open devices. 


3.3.5.9. 
(1) Reserved. 
(2) Reserved. 


3.3.5.10. Toe-Boards Required. Where tools or other objects could fall from the floor of an upper level to a 
lower level in a room or space intended for use as a Group F occupancy, the edge of the floor at the upper 
level shall be provided with a toe-board extending from the floor surface to a height at least 125 mm above the 
floor surface. 


Section 3.4 Requirements for Exits 
3.4.1. General Requirements 


3.4.1.1. Scope. Exit facilities complying with this Section shall be provided from every floor area which is 
intended for occupancy. 


3.4.1.2. Separation of Exits 


(1) Except as permitted by the requirements of Sentence (2), where more than | exit is required from a floor 
area, each exit shall be separate from every other exit leading from that floor area. 


(2) Where more than 2 exits are provided from a floor area, exits are permitted to converge in conformance 
with Sentence 3.4.3.2.(2), provided the cumulative capacity of the converging exits does not contribute more 
than 50 per cent of the total required exit width for the floor area. 


3.4.1.3. Access to Exit. Access to exits shall conform to Section 3.3. 
3.4.1.4. Types of Exit 


(1) Subject to the requirements of this Section, an exit from any floor area shall be one of the following used 
singly or in combination 


(a) anexterior doorway, 

(b) an exterior passageway, 

(c) anexterior ramp, 

(d) anexterior stairway, 

(e) a fire escape (as described in Subsection 3.4.7.), 


(f) a horizontal exit, 
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(g) an interior passageway, 
(h) aninterior ramp, or 
(1) an interior stairway. 
3.4.1.5. Exterior Exit Passageways. 
(1) Access to exterior exit passageways from a floor area shall be through exit doors at floor level. 


(2) Every exterior exit passageway which has a drop of more than 500 mm on any side shall have guards on 
the open sides not less than 1 070 mm high. 


3.4.1.6. Restricted Use of Horizontal Exits 


(1) Except as provided in Sentence (2), horizontal exits shall not comprise more than one half of the 
required number of exits from any floor area. 


(2) In a hospital or nursing home, horizontal exits serving patients’ sleeping rooms shall not comprise more 
than two thirds of the required number of exits from any floor area. 


3.4.1.7. Slide Escapes. A slide escape shall not be erected on any building as a required exit, but is permitted 
to be provided as an additional egress facility where unusual hazards may exist. 


3.4.1.8. Transparent Doors and Panels. Glass and transparent panels in an exit shall conform to the appropri- 
ate requirements in Article 3.3.1.18. for glass and transparent panels in an access to exit. 


3.4.1.9. Mirrors near Exits. No mirrors shall be placed in or adjacent to any exit in such a manner as to con- 
fuse the direction of exit. 


3.4.1.10. Exterior Stairway for Nursing Home. No open exterior stairway shall serve as a means of egress for 
residents above the second floor of a nursing home. 


3.4.2. Number and Location of Exits from Floor Areas 
3.4.2.1. Minimum Number of Exits 


(1) Except as provided in Sentences (2) to (4), and (6), every floor area as regulated in Article 3.4.1.1. shall 
be served by not less than 2 exits. 


(2) In buildings not more than 2 storeys in building height, a floor area is permitted to be served by one exit — 
provided the floor area and travel distance requirements conform to Table 3.4.2.A. and the total occupant 
load served by the exit is not more than 60. 





Table 3.4.2.A. 
Forming Part of Sentence 3.4.2.1.(2) 
Occupancy of Maximum Floor Maximum Travel 
Floor Area Area, m- Distance, m 
Group A 150 LS 
Group B 75 10 
Group C 12 ZS 
Group D 200 pa) 
Group E 200 25 
Group F, Division 2 200 25 
Group F, Division 3 200 25 





(3) Except as provided in Sentence (4), where a single exit is permitted in Sentence (2) from a floor area 
classified as Group B or Group C occupancy, the exit shall be an exterior doorway not more than 1.5 m above 
adjacent ground level. 


(4) A floor area containing only dwelling units having access to exit conforming to Sentences 3.3.4.4.(1) to 
(4) need not comply with Sentence (1). 


(5) Exits are not required directly from roof top enclosures that are provided with access to exit in confor- 
mance with Sentences 3.3.1.3.(5) and (6). 


(6) Every assembly occupancy in a building containing a hotel shall be provided with not less than 
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(a) 3 independent well-separated exits from a floor area where the occupant load is more than 600 per- 
sons, and 


(b) 4 independent well-separated exits from a floor area where the occupant load is more than 1000 per- 
sons. 


3.4.2.2. Mezzanine Exiting 


(1) Except as permitted in Sentence (2), mezzanines shall be provided with exits on the same basis as 
required for floor areas in this Section. 


(2) A mezzanine need not conform to Sentence (1) where 
(a) it is not required to terminate at a vertical fire separation in Subsection 3.2.8., or 


(b) if it is required to terminate at a vertical fire separation in Subsection 3.2.8., the area of the mezzanine 
is not more than the area limits for rooms and suites in Table 3.3.1.A. 


_ 3.4.2.3. Distance between Exits 








(1) Except where a floor area is divided by a fire separation so that it is necessary to pass through it to travel 
from one exit to another exit, the least distance between 2 required exits from a floor area shall be 


(a) one half the maximum diagonal dimension of the floor area, but need not be more than 9 m for a 
floor area having a public corridor, or 


(b) one half the maximum diagonal dimension of the floor area, but not less than 9 m for all other floor 
areas. 


(2) The minimum distance between exits referred to in Sentence (1) shall be the shortest distance that 
smoke would have to travel between the required exits, assuming that the smoke will not penetrate an inter- 
vening fire separation. 


3.4.2.4. Travel Distance 


(1) Except as provided in Sentence (2), for the purposes of this Subsection, travel distance means the dis- 
tance from any point in the floor area to an exit measured along the path of exit travel. 


(2) The travel distance may be measured from an egress door of a room or suite to the nearest exit where 


(a) the public corridor or a corridor used by the public which serves the room or suite is separated from 
the remainder of the floor area by a fire separation, or 


(b) the room or suite is served by an exterior passageway. 


(3) Travel distance to an exit shall be not more than 50 m from any point in a service space referred to in 
Bentence 3.2.1.1.(7). 


3.4.2.5. Location of Exits 


(1) Except as provided in Sentences (2), (3) and 3.3.2.4.(6), where more than one exit is required from a 
floor area, such exits shall be located so that the travel distance to not less than one exit as described in Article 
3.4.2.4. shall be not more than 


(a) 25 minany Group F, Division 1 occupancy, 
(b) 45 minany sprinklered floor area that contains an occupancy other than Group F, Division 1, 
(c) 40 minany Group D occupancy, 


(d) 105 min any floor area, served by a public corridor, in which rooms and suites are not separated from 
the remainder of the floor area by a fire separation, provided 


(1) the public corridor has a width of not less than 9 m, 
(ii) the ceiling height in the public corridor is not less than 4 m above all floor surfaces, 
(iii) the building is sprinklered, and 


(iv) not more than one half of the required egress doorways from a room or suite open into the 
public corridor when the room or suite is required to have more than one egress doorway, 


(e) 60 min any storage garage that conforms to the requirements of Article 3.2.2.60., and 
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(f) 30 min any other occupancy. 


(2) Except for a Group F, Division 1 occupancy, Sentence (1) need not apply if exits are placed along the 
perimeter of the floor area and are not more than 60 m apart, measured along the perimeter, provided each 
main aisle in the floor area leads directly to an exit. 


(3) Where more than one exit is required, every exit shall be considered as contributing not more than one 
half the required exit width. 


(4) Exits shall be located and arranged so that they are clearly visible or their locations are clearly indicated 
and they are accessible at all times. 


3.4.3. Width and Height of Exits 
3.4.3.1. Exit Width 


(1) The aggregate width of required exits shall be not less than the value determined in conformance with 
Sentence (2) and Articles 3.4.3.2. and 3.4.3.5. 


(2) The required width of an exit shall be not less than 
(a) 1100 mm for 
(i) corridors and passageways, 
(ii) stairs and ramps that serve more than 3 storeys above grade or more than 1 storey below grade, 


(b) 900 mm for stairs and ramps that serve not more than 3 storeys above grade or not more than 1 storey 
below grade, 


(c) 1650 mm for stairs and ramps serving patients, 

(d) 1050 mm for doorways serving patients, and 

(e) 790 mm for doorways not serving patients. 
3.4.3.2. Exit Width Based on Occupant Load 


(1) For the purpose of determining aggregate width of required exits, the occupant load of every room or 
floor area of the building to be considered shall be determined in conformance with Subsection 3.1.16. 


(2) Except as provided in Article 3.4.3.3., the required exit width shall be cumulative where 2 or more exits | 
converge. 


3.4.3.3. Cumulative Exit Width. Except as provided in Article 3.4.3.4., the required exit width is not required 
to be cumulative in an exit serving 2 or more floor areas located one above the other. 


3.4.3.4. Exits from Interconnected Floor Spaces 


(1) The required exit width for an exit stair in an assembly hall or theatre serving more than one balcony 
level shall conform to the appropriate requirements for stairs serving interconnected spaces in Article 3.2.8.4. 


(2) Exit stairs that serve interconnected floor spaces as provided in Articles 3.2.8.3. to 3.2.8.11. shall con- 
form to the requirements in Article 3.2.8.4. and in this Section. 


3.4.3.5. Exit Capacity 


(1) Except as permitted by Sentence (3), the aggregate required width of exits serving floor areas intended 
for Groups A, C, D, E and F occupancies shall be determined by multiplying the occupant load of the area 
served by 


(a) 6.1 mm per person for ramps with a gradient of not more than 1 in 8, doorways, corridors and pas- 
Sageways, or 


(b) 9.2 mm per person for ramps with a gradient of more than 1 in 8 and stairs. 


(2) The aggregate required width of exits serving floor areas intended for Group B occupancy Shall be deter- 
mined by multiplying the occupant load of the area served by 18.4 mm per person. 


(3) The required width of means of egress serving a Group A, Division 4 occupancy shall be determined by 
multiplying the occupant load of the area served by 


(a) 1.8 mm per person for 
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(i) aisles, 
(ii) stairs other than exit stairs, and 


(111) ramps and passageways in vomitories and exits, and 





(b) 2.4 mm per person for exit stairs. 
3.4.3.6. Exit Width Reduction 


(1) Except as permitted by Sentences (2) to (4), no fixture, turnstile or construction shall project into or be 
fixed within the required width of an exit. 


_ (2) Exit doors shall be hung so that, when open, they shall neither diminish nor obstruct the required width 
of the exit by more than 50 mm for each door leaf. 


' (3) Swinging doors in their swing shall not reduce the required width of exit stairs or landings to less than’ 
| 750 mm or reduce the width of an exit passageway to less than the minimum required width. 


i 





(4) Handrails and construction below handrails are permitted to project into the required width of means of 
_ egress but the projections shall be not more than 100 mm on each side of the required width. 


3.4.3.7. Headroom Clearance 


(1) Except as provided in Sentences (2) to (4), every exit shall have a headroom clearance of not less than 2 
100 mm. 


(2) The headroom clearance shall be not less than 2 050 mm measured vertically above, 
(a) any landing, and 
(b) a line drawn through the outer edges of the nosings of any stair. 

(3) The headroom clearance for doorways shall be not less than 2 030 mm. 


(4) No device such as a door closer shall be installed so as to reduce the headroom clearance of a doorway to 
less than | 980 mm. 





| 3.4.4. Required Fire Separation for Exits 
| 3.4.4.1. Fire-Resistance Rating of Exit Separations 


(1) Except as provided in Article 3.4.4.3. and Sentences (2), 3.3.5.5.(3) and 3.4.4.2.(2), every exit shall be 
| separated from each adjacent floor area by a fire separation having a fire-resistance rating not less than that 
' required for the floor assembly above the floor area and, where there is no floor assembly above, not less than 
| that required by Subsection 3.2.2. for the floor assembly below, but in no case shall the fire-resistance rating be 


| less than 45 min. 
| (2) The fire-resistance rating of the fire separation in Sentence (1) need not be more than 2 h. 


(3) Where an exit stair in an assembly hall or theatre serves more than one balcony level, the exit stair shall 
be separated from the remainder of the building in conformance with Sentence (1). 


3.4.4.2. Exits through Lobbies 


(1) Except as provided in Sentence (2), an exit from any floor area above or below the first storey shall not 
lead through a lobby. 


(2) Not more than | exit from a floor area is permitted to lead through a lobby provided 





(a) the lobby floor is not more than 4.5 m above grade, 
| (b) the path of travel through the lobby to the outdoors is not more than 15 m, 


(c) the adjacent rooms or premises having direct access to the lobby do not contain a Group C or F 
occupancy, 


(d) except as required in Clause (g), the lobby is not located within an interconnected floor space other 
than as described in Sentence 3.2.8.2.(6), 





(e) the lobby conforms to the requirements for exits, except that 
(1) rooms other than service rooms and storage rooms may open onto the lobby, 
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(ii) the fire separation between the lobby and a room used for the sole purpose of control and — 


supervision of the building need not have a fire resistance rating, and 


(iii) the fire separation between the lobby and adjacent occupancies that are permitted to open 
onto the lobby need not have a fire-resistance rating when the lobby and adjacent occupancies 
are sprinklered, 


(f) the fire separation required in Sentence 3.4.4.1.(1) shall be maintained between the exit and the 
lobby, and 


(g) that if the exit serves a hotel, the lobby is not located within an interconnected floor space. 
3.4.4.3. Exterior Passageway Exceptions 


(1) The requirements in Sentences 3.4.4.1.(1) and 3.2.3.13.(1) and (3) do not apply to an exterior exit 
passageway provided 


(a) not less than 50 per cent of the exterior side is open to the outdoors, and 
(b) an exit stair is provided at each end of the passageway. 
3.4.4.4. Integrity of Exits 


(1) A fire separation that separates an exit from the remainder of the building shall have no openings except 
for 


(a) standpipe and sprinkler piping, 


(b) electrical wires and cables, totally enclosed noncombustible raceways and noncombustible piping that 
serve only the exit, 


(c) openings required by the provisions of Subsection 3.2.6., 
(d) exit doorways, and 
(e) wired glass and glass block.as permitted in Article 3.1.8.14. 


(2) Exit stairways that are contiguous such as scissors stairs shall be separated from each other by a smoke- 
tight fire separation having a fire-resistance rating not less than that required for the floor assembly through 
which they pass. 


(3) Fire separations separating contiguous stairs described in Sentence (2) shall not be pierced by doorways, 
ductwork, piping or any other openings that affect the continuity of the separation. 


(4) Fuel-fired appliances shall not be installed in any exit. 
(5) An exit shall not be used as a plenum for a heating, ventilating or air-conditioning system. 


(6) An exit shall be designed for no purpose other than for exiting, except that an exit is permitted also to be 
designed to serve as an access to a floor area. 


(7) Service rooms and ancillary rooms, such as storage rooms, washrooms, toilet rooms and laundry rooms 
shall not open directly into an exit. 


(8) Service spaces referred to in Sentence 3.2.1.1.(7) shall not open directly into an exit. 
3.4.5. Exit Signs 
3.4.5.1. Exit Signage 


(1) Except as required in Sentence (7), every exit door other than the main entrance to a room or building 
shall have an exit sign placed over or adjacent to it when the exit serves 


(a) a building exceeding 2 storeys in building height, 
(b) a building having an occupant load greater than 150, or 
(c) aroom or floor area that has a fire escape as part of a required means of egress. 
(2) Except as provided in Sentence (9), every exit sign shall 
(a) be visible from the exit approach, 
(b) have the word EXIT or the words EXIT/SORTIE displayed in plain legible letters, and 
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(c) be designed to be illuminated continuously while the building is occupied. 


(3) Exit signs shall consist of red letters on a contrasting background or a red background with contrasting 
letters, with the letters having a 19 mm stroke and a height of at least 


(a) 114 mm when internally illuminated, and 
(b) 150 mm when externally illuminated. 

(4) Where illumination of an exit sign is provided from an electrical circuit, that circuit shall 
(a) serve no equipment other than emergency equipment, and 


(b) be connected to an emergency power supply as described in Sentence 3.2.7.4.(1) where emergency 
lighting is required in Sentence 3.2.7.3.(1). 


(5) Where necessary, signs shall be provided to indicate the direction of egress in public corridors and pas- 
sageways, and shall have the word EXIT or the words EXIT/SORTIE with a suitable arrow or pointer indicat- 
| ing the direction of egress, and the size of lettering shall conform to Sentence (3). 


_ (6) Except for egress doors described in Sentence 3.3.2.3.(3) and except for the main entrance door, an exit 
sign conforming to Sentences (2), (3) and (4) shall be placed over or adjacent to every egress door from rooms 
with an occupant load of more than 60 in Group A, Division 1 occupancies, dance halls, licensed beverage 
establishments and other similar occupancies that, when occupied, have lighting levels below that which would 
_ provide easy identification of the egress door. 


(7) Ina building containing a hotel, exit signs shall be installed to indicate 
(a) exit stairways and fire escapes, and 


| (b) exits from exit stairway enclosures and corridors to the exterior. 





_ (8) Except for egress doors described in Sentence 3.3.2.3.(3), and except for a main entrance door, an exit 
| sign conforming to Sentences (2), (3) and (4) shall be placed over every egress door from rooms with an 
' occupant load of more than 60 in a building containing a hotel. 





| (9) If an exit sign having the word EXIT is installed in conformance with this Article, an additional sign dis- 
| playing the word SORTIE is permitted to be installed. 


| 3.4.5.2. Signs for Basement Stairs and Ramps. In buildings over 2 storeys in building height, any part of an exit 
_Tamp or stair that continues past an exterior exit door down to a basement shall be clearly marked by a sign 
_ indicating that it does not lead to an exit. 

| 





| 3.4.6. Types of Exit Facilities 
| 3.4.6.1. Slip Resistance of Stairs and Ramps 


| (1) Treads and landings of interior and exterior stairs and ramps accessible to the public shall have a slip- 
resistant finish or be provided with slip-resistant strips which extend not more than 1 mm above the surface of 
the tread, landing or ramp. 


(2) Treads and landings of exterior exit stairs shall be designed to be free from ice and snow accumulation if 
the exit stairs 


(a) exceed 10 min height, or 
(b) serve a building containing a hotel. 


3.4.6.2. Minimum Number of Risers. Every flight of interior stairs shall have at least 3 risers. 





| 3.4.6.3. Landings and Maximum Vertical Rise of Stair Flights 


| (1) No flight of stairs shall have a vertical rise of more than 3.7 m between floors or landings, except that 
flights of stairs serving as exits in a Group B, Division 2 occupancy shall have a vertical rise of not more than 
2.4 m between floors or landings. 


| (2) The length and width of landings shall be at least the width of stairways in which they occur, except that 
in a straight run the length of a landing need not be more than | 100 mm. 


(3) Where a doorway or stairway empties onto a ramp through a side wall, there shall be a level area 
extending across the full width of the ramp, and for a distance of 300 mm on either side of the wall opening, 
_ excepting one side when it abuts on an end wall. 
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(4) Where a door or stairway empties through an end wall onto a ramp, there shall be a level area across the 
full width of the ramp and along its length for at least 900 mm. 


3.4.6.4. Handrails 


(1) Every exit ramp or stairway shall have a handrail on at least one side, and where.! 100 mm or more in 
width, shall have handrails on both sides. 


(2) Where the required width of a ramp or flight of stairs exceeds 2 200 mm, one or more intermediate 
handrails continuous between landings shall be provided, and the number and position of these intermediate 
handrails shall be such that there will be not more than | 650 mm between handrails. 


(3) Handrails shall be constructed so that there will be no obstruction on or above them which will break a 
hand hold. 


(4) Handrails on stairs and ramps shall be not less than 800 mm and not more than 920 mm high, measured 
vertically from a line drawn through the outside edges of the stair nosing or from the surface of the ramp, 
except that handrails not meeting these requirements are permitted provided they are installed in addition to 
the required handrail. 


(5) Except as required in Sentence (9), at least one handrail shall be continuous throughout the length of a 
stairway including landings except where the handrail is interrupted by doorways or newels at changes in direc- 
tion. 


(6) Handrails shall be terminated in a manner which will not obstruct pedestrian travel or create a hazard. 


(7) At least one handrail at the side of a stairway or ramp shall extend horizontally not less than 300 mm 
beyond the top and bottom of the stairway or ramp. 


(8) A clearance of at least 40 mm shall be provided between every handrail and any wall to which it is fas- 
tened. 


(9) In nursing homes and homes for the aged, continuous handrails shall be provided on both sides of a 
stairway throughout the length of the stairway, including landings, except where a handrail is interrupted by 
doorways or newels at changes in direction. 


3.4.6.5. Guards / 
(1) Every exit such as a ramp, stairway or passageway shall have a wall or a well-secured guard on each side. 


(2) Except as provided in Sentence (4), the height of guards on exit stairs shall be not less than 920 mm mea- 
sured vertically to the top of the guard from a line drawn through the outside edges of the stair nosings and 
1 070 mm around landings. 


(3) The height of guards on exit ramps and their landings shall be not less than 1 070 mm measured verti- 
cally to the top of the guard from the ramp surface. 


(4) The height of guards of exterior stairs and landings more than 10 m above adjacent ground level shall be 
not less than 1 500 mm measured vertically to the top of the guard from a line drawn through the outside edges 
of the stair nosings. 


(5) The size of any opening through guards for exits shall be such as to prevent the passage of a spherical 
object having a diameter of 100 mm in buildings of residential occupancy and in day care centres, nurseries, 
and other similar type occupancies, and 200 mm in buildings of other occupancy, except where the location 
and size of the openings that are more than this limit do not present a hazardous condition. 


(6) Windows in exit stairways that extend to less than 1 070 mm above the landing shall be protected by a 
barrier or railing located approximately 1 070 mm above such landing, except that in residential occupancies 
such windows shall be protected in accordance with the requirements of Sentence 3.3.1.18.(6). 


3.4.6.6. Ramp Gradients 


(1) Except as required in Section 3.7, the maximum gradient of ramps shall be 





(a) 1in10in any Group A, B or C occupancy, 

(b) 1in6in rooms or floor areas classified as Group E or Group F occupancy, 
(c) 1in8 from any other floor area, and 

(d) 1in 10 for every exterior ramp. 
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3.4.6.7. Stair Treads and Risers 


(1) Except as otherwise permitted for fire escapes in Sentence 3.4.7.5.(1), treads in every exit stair shall 
have a run of not less than 230 mm and not more than 355 mm exclusive of nosings. 


(2) Stairs referred to in Sentence (1) shall have a rise between successive treads of not less than 125 mm and 
not more than 200 mm. 


(3) Treads and risers in every exit stair, except a fire escape stair, shall have uniform run and rise in any one 
flight, and shall not alter significantly in run and rise in successive flights in any stair system. 


(4) Where the run of any tread in an exit stair is less than 250 mm, a nosing of not less than 25 mm shall be 
provided beyond the face of the riser, or an equivalent back slope on the riser shall be provided. 













_ (5) The front edge of stair treads in exits and public access to exits shall be at right angles to the direction of 
exit travel. 


(3.4.6.8. Curved Stairs 
| (1) Except as permitted in Sentence (2), tapered treads shall not be used in an exit. 
(2) Where a curved stair is used as an exif, it shall have 

(a) a handrail on each side, 


(b) treads with a minimum run of 240 mm exclusive of nosings, 


(c) treads that conform to Article 3.4.6.7. where they are measured 


| 230 mm away from the handrail at the narrow end of the tread, and 


(d) an inside radius which is not less than twice the stair width. 


3.4.6.9. Horizontal Exits 


(1) The floor area on each side of a horizontal exit shall be sufficient to accommodate the occupants of both 
floor areas, allowing not less than 0.5 m? of clear floor space per person, except that 1.5 m? shall be provided 
for each person in a wheelchair and 2.5 m- for each patient in bed. 





(2) Where vestibules, enclosed balconies or bridges are used as parts of any horizontal exit, their clear width 
‘shall be at least that of the exit doorways opening into them, except that handrails are not permitted to project 
into this clear width more than 100 mm. 


| (3) In any horizontal exit where there is a difference in level between the connected floor areas, gradients 
not exceeding those specified for ramps in Article 3.4.6.6. are permitted to be used. 


(4) No stairs or steps shall be used in a horizontal exit. 


| (5) Where 2 doors are provided in a horizontal exit that comprises a part of the required number of exits 
from the floor areas on both sides of the exit 


(a) the doors shall be mounted adjacent to each other and swing in opposite directions, and 


(b) signs shall be provided on each side of the exit to indicate the door that swings in the direction of 
travel from that side. 


(6) Where horizontal exits utilize bridges between buildings or outside balconies, such bridges or balconies 
shall conform to Article 3.2.3.20. 


(7) Every opening in the exterior walls of buildings to which such bridges or balconies are attached shall be 


Protected, as required for openings adjacent to fire escapes in Article 3.4.7.4., except that where bridges have 







solid sides not less than 1.8 m high, such protection of wall openings may be omitted. 


} 
| 
'3.4.6.10. Doors 


(1) The distance between a stair riser and the leading edge of a door during its swing shall be not less than 
uO mm. 


ij 


(2) No exit door shall open directly onto a step except that, where there is danger of blockage from ice or 
snow, an exit door is permitted to open onto not more than one step which shall be not more than 150 mm 


high. 
(3) Exit doors shall be clearly identifiable. 
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(4) Every door leaf in an exit doorway where more than one leaf is provided shall be not less than 600 mm 
wide. 


3.4.6.11. Direction of Door Swing. Except for a door serving a single dwelling unit, every principal entrance 
door to a building and every exit door shall open in the direction of exit travel and shall swing on its vertical 


axis. 


3.4.6.12. Self-Closing Devices. Every exit door that is normally required to be kept closed shall be provided 
with a reliable self-closing mechanism, and shall not at any time be secured in an open position except as speci- 
fied in Sentence 3.1.8.12.(1). 


3.4.6.13. Sliding Doors 


(1) Exit doors leading directly to outdoors at ground level are permitted to be sliding doors provided they 
conform to Sentence 3.3.1.11.(1). 


(2) An exit door serving a Group B, Division 1 occupancy, or an impeded egress zone in other occupancies, 
is permitted to be a sliding door that does not conform to Sentence 3.3.1.11.(1) provided it is designed to be 
released in conformance with Article 3.3.1.12. 


3.4.6.14. Revolving Doors 
(1) Except as permitted by Sentence (3), where revolving doors are used, they shall 
(a) be collapsible, 
(b) have hinged doors providing equivalent exiting capacity located adjacent to them, 
(c) be used as an exit from the ground floor level only, and 
(d) be not less than 3 m from the foot of any stairway. 


(2) Except as permitted by Sentence (3), a revolving door shall not be considered to have an exiting capacity 
for more than 45 persons. 


(3) An electrically powered revolving door is not required to conform to Sentences (1) and (2) provided 


(a) the door leaves will collapse and stop automatic rotation of the door system and not obstruct the 
doorway if a force not more than that specified in Sentence 3.4.6.15.(2) is applied at the centre of a 
door leaf, 


(b) the door leaves are capable of being opened from inside the building without requiring keys, special 
devices, or specialized knowledge of the door opening mechanism, 


(c) the allowable exiting capacity is based on the clear width of passage through the door enclosure when 
the doors are fully collapsed, 


(d) a permanent sign, whose centreline is between 1 000 and 1 500 mm above the floor, is placed on each 
face of each door leaf indicating the method for collapsing the door leaf in an emergency, and 


(e) glass used for door leaves and enclosure panels is safety glass conforming to CAN2-12.1-M, ‘‘Glass, 
Safety, Tempered or Laminated” or CAN2-12.11-M, “Glass, Wired, Safety”’. 


3.4.6.15. Door Release Hardware 


(1) Except as required in Sentence (5), if a door is equipped with a latching mechanism, a device that will 
release the latch and allow the door to swing wide open when a force of not more than 90 N is applied to the 
device in the direction of exit travel shall be installed on 


(a) every exit door from a floor area containing a Group A occupancy having an occupant load of more 
than 100 persons, 


(b) every door leading to an exit lobby from an exit stair shaft, and every exterior door leading from an 
exit stair shaft in buildings having an occupant load of more than 100 persons, and 


(c) every exit door from a floor area containing a Group F, Division 1 occupancy. 


(2) Every exit door shall be designed and installed so that, when the latch is released, the door will open 
under a force of not more than 90 N, applied at the knob or other latch releasing device. 


(3) Locking, latching and other fastening devices on any required exit door shall be such that the door can 
be readily opened from the inside without requiring keys, special devices or specialized knowledge of the door 
opening mechanism, except that this requirement does not apply to locking, latching and other fastening 
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devices described in Sentence (4) or to doors designed to be remotely released in conformance with Article 
3.3.1.12. serving a contained use area or an impeded egress zone. 


(4) An electromagnetic locking device that does not incorporate latches, pins or similar devices to keep the 
door in the closed position is permitted to be installed on an exit door, other than an exit door in a building 
containing a hotel or leading directly from a Group F, Division 1 occupancy 


(a) if the building is equipped with a fire alarm system conforming to Subsection 3.2.4., 


(b) if the locking device is installed as an ancillary device to the fire alarm system and releases immedi- 
ately 


(i) upon activation of the fire alarm signal, 
(11) in the event of a power failure or ground fault, and 
(iii) upon actuation of a manually-operated switch accessible only to authorized personnel, 


(c) if a manual pull station for the fire alarm system is located on the wall not more than 600 mm from 
the door, 


i — 


(d) if, upon its release, the locking device must be reactivated manually by the actuation of the switch 
referred to in Subclause (b) (iii), 


| (e) if a legible sign having the words EMERGENCY EXIT UNLOCKED BY FIRE ALARM is per- 
manently mounted on the door, and 


(f) if the lettering on the sign required in Clause (e) is at least 25 mm high with a5 mm stroke. 


_ () Ina building containing a hotel in which an exit door is equipped with a latching mechanism, there shall 


| be installed on every exit door and on every door providing access to an exit from a room or floor area with an 
occupant load of more than 60 persons, a device consisting of a panel or bar that 

(a) extends across at least two thirds of the width of the door, 

(b) is placed at a height suitable for the service required, and 


(c) is designed to release the latch and allow the door to swing open when a force of 90 N or less is 
applied to the device in the direction of exit travel. 





(6) Where an electromagnetic locking device conforming to Sentence (4) is installed, the device is also per- 
mitted to be released by a card identifier or microprocessor which may incorporate a time delay of not more 
‘than 15 seconds, provided the sign required in Clause (4) (e) has the additional words 


(a) KEEP PUSHING, where there is no time delay, 
f 
| (b) KEEP PUSHING DOOR UNLOCKS IN 15 SECONDS, where there is a 15 second time delay, or 


| (c) as required in Clause (b), with the number of seconds corresponding to the time delay of the device 
instead of 15. 


| 3.4.6.16. Emergency Access to Floor Areas 
(1) Except as required in Sentence (4), in buildings more than 6 storeys in building height, 


(a) except as provided in Sentence (3), doors providing access to floor areas from exit stairs shall not have 
locking devices to prevent entry into 


f (i) any floor area designated as an area of refuge, 





(ii) floor areas located at intervals of 5 storeys or less, and 
(iii) at least one of the three highest storeys, 


(b) doors required in Clause (a) that provide access into the floor area shall be identified by a sign on the 
stairway side to indicate that they are openable from that side, and 


(c) amaster key to fit all door locking devices that are intended to prevent entry into a floor area from an 
| exit stair shall be provided in a designated location accessible to fire fighters, or the doors shall be 
provided with a wired glass panel not less than 645 cm? in area and located not more than 300 mm 
from the door opening hardware. 





(2) Where access to floor areas through unlocked doors is required in Clause (1)(a) or through electromag- 
| netically locked doors is permitted in Sentence (3), it shall be possible for a person entering such floor area to 
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have access through unlocked doors or electromagnetically locked doors within the floor area to at least one 
other exit. 


(3) Electromagnetic locking devices may be installed on the doors providing access to floor areas in Clause 
(1)(a) from exit stairs, provided all locking device release and signage provisions in Sentence 3.4.6.15.(4) are 
installed on both sides of such stairway exit doors. 


(4) If an exit stair shaft serving a hotel has locking devices to prevent entry into a floor area from the stair 
shaft, the requirements of Clause (1) (c) shall apply. 


3.4.6.17. Floor Numbering 
(1) Arabic numerals indicating the assigned floor number shall 


(a) except as required in Clause (e), be mounted permanently on the stair side of the wall at the latch 
side of doors to exit stair shafts, 


(b) be not less than 60 mm high, raised approximately 0.7 mm above the surface, 
(c) be located 1 500 mm from the finished floor and not more than 300 mm from the door, 
(d) be contrasting in colour with the surface on which they are applied, and 


(e) be mounted permanently on the stair side and the floor side of doors to exit stair shafts that serve a 
building containing a hotel. 


3.4.7. Fire Escapes 
3.4.7.1. Scope 
(1) Except as provided in Sentence (2), fire escapes shall not be erected on buildings. 


(2) Where it is impractical to provide one or more of the exit facilities in Article 3.4.1.4., fire escapes con- 
forming to Articles 3.4.7.2. to 3.4.7.6. are permitted to serve floor areas in existing buildings provided the 
floor areas served are not more than 


(a) 2storeys above ground level in Group B occupancies, and 
(b) 5S storeys above ground level in other occupancies. 


3.4.7.2. Fire Escape Construction. Fire escapes shall be of metal or concrete, of the stair type extending to — 
ground level, constructed throughout in a strong substantial manner and securely fixed to the building, except 
that wooden fire escapes are permitted to be used on buildings of combustible construction if all posts and 
brackets are not less than 89 mm in their least dimension and all other woodwork is not less than 38 mm in its 
least dimension. 


3.4.7.3. Access to Fire Escapes 


(1) Access to fire escapes shall be from corridors through doors at floor level, except that access from a | 
dwelling unit is permitted to be through a casement window having an unobstructed opening of not less than 
1 100 mm high by 550 mm wide with a sill height of not more than 900 mm above the inside floor. 


(2) Where doors open onto fire escape balconies, such balconies shall have a clear area of not less than 
ree 


3.4.7.4. Protection of Fire Escapes. Where a fire escape serves any storey above the second, openings, includ- 
ing access doorways in the exterior walls of the building to which the fire escape is attached, shall be protected 
by closures conforming to Subsection 3.1.8. where they are located within 3 m horizontally of, 3 storeys or 
10 m below, or 1.8 m above any balcony, platform or stairway of a fire escape. 


3.4.7.5. Stairs 


(1) Stairs shall be inclined at an angle of not more than 45° with the horizontal, and shall have risers not 
more than 210 mm high and treads not less than 220 mm wide exclusive of nosing. 


(2) Stairway headroom shall be not less than 1 950 mm plus the height of one riser measured vertically 
above the nosing of any tread or platform. 


(3) The width of a fire escape shall conform to Sentence 3.4.3.1.(1), except that the fire escape shall be not 
less than 550 mm wide when serving 


(a) not more than 3 storeys, and 
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(b) not more than 15 persons. 


(4) Where the flight of stairs leading to the ground at the foot of a fire escape is not fixed in position, it shall 
be held in the raised position without a latch or locking device, and shall be fitted with a counterbalancing 
device that will permit it to be easily and quickly brought into position for use. 


3.4.7.6. Guards and Railings 


(1) The open sides of every platform, balcony and stairway shall be protected by guards not less than 
920 mm high measured vertically above the nosing of any tread or platform. 


(2) Two equally spaced rails not more than 460 mm apart, parallel to stair stringers and to platform edges, 
shall be the minimum protection provided, and the top rail is permitted to serve as a handrail if free from 
obstructions which could break a hand hold. 


(3) A wall handrail shall be installed where the fire escape is more than 550 mm wide. 





Section 3.5 Service Facilities 





| 
| 
| 3.5.1.1. Scope. The provisions of this Section apply to attic, duct, crawl and shaft spaces and service rooms, 
_ mechanical penthouses and facilities contained therein. 


3.5.1. General 


| 3.5.1.2. Reserved. 
| 3.5.1.3. Storage Use Prohibition. Service spaces provided to contain service facilities shall not be designed to 
_ facilitate subsequent use as storage space. 

| 3.5.2. Service Rooms 

| 3.5.2.1. Fire Separations around Service Rooms 


| (1) Except as provided in Article 3.5.2.2., fuel-fired appliances shall be located in a service room separated 
_ from the remainder of the building by a fire separation having a fire-resistance rating of not less than 


(a) 2h in buildings classified as Group B or Group F, Division 1 occupancy where such buildings are 
more than 2 storeys in building height or 400 m? in building area, 





(b) that required for portable classrooms in Articles 3.9.3.6. and 3.9.3.7., and 
(c) 1 hin buildings other than as described in Clauses (a) and (b). 
| (2) A solid fuel fired appliance shall not be located in a repair garage, a storage garage or any other location 


| where the appliance could be exposed to flammable vapours or gases unless 
f 





| (a) it is enclosed in a service room which is 
| (i) separated from the remainder of the building in conformance with Sentence (1), and 
| (ii) supplied with combustion air directly from outside the building, and 


| (b) the heat generated by the appliance is supplied indirectly to the space served by means of ducts or 
piping. 

(3) Except as provided in Article 3.5.2.2., service rooms used for purposes other than those described in 

Sentences (1) and (2) and Articles 3.5.2.6. and 3.5.2.7. shall be separated from the remainder of the building 


} by a fire separation having a fire-resistance rating of not less than 1 h when the floor area containing such rooms 
is not sprinklered. 


(4) Where a service room is intended to contain equipment that uses a liquid having a flash point below 
93.3°C, the requirements in Sentence (1) shall apply. 


(5) Sentence 3.5.2.2.(3) shall not apply to a room that contains electrical equipment that is required to be 
located in a service room in conformance with a regulation made under the Power Corporation Act. 


| 3.5.2.2. Waiver of Fire Separations 


(1) No fire separation is required for fireplaces or roof-top appliances. 


required in Sentence 3.5.2.1.(1) need not be provided for fuel-fired appliances, other than fuel-fired appli- 
' ances referred to in Sentence 3.5.2.1.(2), that serve 
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(a) not more than one room or suite, or 


(b) a building with a building area of not more than 400 m and a building height of not more than 2 
storeys. 

(3) Where a room contains a limited quantity of service equipment, and the service equipment does not con- 
stitute a fire hazard, the requirements for a fire separation or sprinklering in Sentence 3.5.2.1.(3) shall not 
apply. 
3.5.2.3. Elevator Machine Rooms. A room containing elevator machinery need not be separated from the ele- 
vator hoistway connected to it provided the room is separated from all other parts of the building by a fire 
separation having a fire-resistance rating at least equal to that required for the vertical service space containing 
the elevator hoistway. 


3.5.2.4. Service Rooms under Exits. Service rooms containing service equipment subject to possible explosion 
such as boilers operating in excess of 100 kPa (gauge) and some types of refrigerating machinery and trans- 
formers shall not be located directly under required exits. 


3.5.2.5. Service Equipment. Service rooms containing space heating, space cooling and service water heating 
appliances are permitted to contain other service equipment such as electrical service equipment. 


3.5.2.6. Incinerator Rooms 


(1) Service rooms containing an incinerator shall be separated from the remainder of the building by a fire 
separation having a fire-resistance rating of not less than 2 h. 


(2) Service rooms containing an incinerator shall not contain other fuel-fired appliances. 


3.5.2.7. Combustible Refuse Storage. Except as provided in Sentence 3.5.3.3.(9), rooms for the temporary 
storage of combustible refuse such as garbage or waste paper shall be separated from the remainder of the 
building by a fire separation with a fire-resistance rating of not less than 1 h and be sprinklered. 


3.5.2.8. Door Swing for Service Rooms. Swing-type doors from a service room such as a boiler or incinerator 
room shall swing outward from such rooms, except that the door shall swing inward when the door opens ona 
corridor or any room for assembly purposes. 


3.5.2.9. Electrical Equipment Vaults 


(1) Where an electrical equipment vault is required by a regulation made under the Power Corporation Act, 
the electrical equipment vault shall be totally enclosed by a fire separation of solid masonry or concrete con- - 
struction having a fire-resistance rating of not less than 3 h if the vault is not provided with an automatic fire 
extinguishing system and not less than 2 h if the vault is so protected. 


(2) Where a building is required to be sprinklered, the electrical equipment vault described in Sentence (1) 
need not be sprinklered provided 


(a) the vault is designed for no purpose other than to contain the electrical equipment, and 


(b) asmoke detector is provided in the vault which will actuate the building fire alarm system in the event 
of a fire in the vault. 


(3) A vault, which is part of a building and houses electrical equipment indoors, shall have, 


(a) roofs or ceilings consisting of reinforced concrete of adequate strength for the conditions and not less 
than 150 mm thick, and 


(b) floors consisting of reinforced concrete of adequate strength for the conditions and not less than 
150 mm thick, except that floors which are at excavation level are permitted to be of reinforced con- 
crete not less than 100 mm thick. 


(4) Walls, roofs or ceilings, and floors shall be adequately anchored together in a manner designed to resist 
dislodgement by explosion. 


(5) Only pipes or ducts necessary for fire protection or the proper operation of the electrical installation 
shall penetrate the fire separations surrounding the electrical equipment vault. 


(6) A ventilation duct or opening, which penetrates the fire separation to the outdoors, need not be pro- 
tected by a closure at the penetration. 


(7) Each door to an electrical equipment vault shall be provided with a substantial lock or padlock. 
(8) Explosion-relief devices and vents or other protective measures shall be provided for every electrical 
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equipment vault containing dielectric liquid filled electrical equipment in conformance with Sentence 
m9.1,19.(2). 


(9) Every electrical equipment vault shall be provided with a ventilation system designed in conformance 
with Part 6 to prevent the ambient temperature in the vault from exceeding 40°C. 


(10) Where the vault ventilation system in Sentence (9) is directly from an outdoor area by natural ventila- 
tion without the use of ducts, and where the electrical equipment is the principal source of heat, the combined 
net area of inlet and outlet openings shall be not less than 19 cm-/kva of electrical equipment capacity with a 
minimum of 930 cm, except that 


(a) where equipment in the power class as described in CAN3-C88, ‘‘Power Transformers and Reactors’’ 
is installed, ventilation requirements are permitted to be based on the actual full-load losses, or 


(b) where the equipment is installed for emergency purposes only and is not normally energized, it need 
not be considered in determining the ventilation requirements. 


— (11) In the vault ventilation system in Sentence (10), the inlet for fresh air shall lead from an outdoor area 
and shall terminate at a point not more than 1 m above the floor level of the vault. 





(12) Where the vault ventilation system in Sentence (9) is a mechanical system, it shall be separate from the 
system for the remainder of the building and shall be designed so that 


(a) the vault temperature is thermostatically controlled, 

(b) the fan is located so that it may be serviced without danger to personnel, 

(c) a high temperature alarm is provided in the vault, 

(d) the system is automatically shut off in the event of a fire in the vault, and 

(e) a filter is provided in the air inlet if there is a possibility of dirt being drawn in. 


(13) All ventilation openings shall be protected in conformance with Sentences 6.2.3.12.(5) and (6) and the 
protection shall be installed in such a manner that it cannot be removed from the outside by the use of com- 
mon tools and it is tamperproof. 


} 


(14) Except as permitted in Sentence (15), the floor of the electrical equipment vault described in Sentences 
(1) and (2) shall be liquid tight and surrounded by liquid tight walls and sills of sufficient height to confine 
within the vault all of the liquid from the largest item of electrical equipment, but to a height of not less than 
100 mm. 

| (45) The floor of the electrical equipment vault described in Sentences (1) and (2) may be provided with a 
floor drain connected to a covered sump capable of holding all of the liquid from the largest item of electrical 
equipment, and the connection shall have a noncombustible trap to prevent the spread of fire from the vault to 
'the sump. 





| 3.5.2.10. Sprinkler Temperature Rating. In bui/dings that are required to be sprinklered, sprinklers in elevator 
/ machine rooms shall have a temperature rating not less than that required for an intermediate temperature 
classification and be protected with guards. 


3.5.2.11. Storage of Oxygen Cylinders 





(1) When oxygen cylinders are not in use in a Group B, Division 2 institutional occupancy, the oxygen cylin- 
ders shall be stored in a room that is 





(a) used for no other purpose, 

(b) vapour tight, 

(c) lined with noncombustible finish, 

(d) separately exhausted to the exterior, 


(e) equipped with a blowout panel, if the room is designed to store 4 or more cylinders, 


(g) sprinklered, if the room is designed to store 4 or more cylinders. 


(2) If sprinklers are required under Clause (1) (g) in a building or floor area that is not sprinklered, the 
sprinklers are permitted to be supplied with water from the domestic supply or the standpipe system. 


| 
| 
| 
| (f) equipped with racks to store the cylinders, and 
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3.5.3. Vertical Service Spaces and Service Facilities 
3.5.3.1. Fire Separations for Vertical Service Spaces 


(1) Except as provided in Sentence (2), every vertical service space shall be separated from each adjacent 
floor area by a fire separation having a fire-resistance rating conforming to Table 3.5.3.A. for the fire-resistance 
rating required for the floor assembly above the floor area and, where there is no floor assembly above, con- 
forming to that required by Subsection 3.2.2. for the floor assembly below. 


Table 3.5.3.A. 
Forming Part of Sentence 3.5.3.1.(1) 






Minimum Fire- 
Resistance Rating 
of Elevator Shaft 


Minimum Fire- Resistance 
Rating of Vertical 
Service Space 






Fire-Resistance Rating 
of Fire Separation 
Required for Floor Assembly 







less than 45 min 
45 min 
Lh 
| eo 
2h 
an 


(2) Vertical service spaces containing elevators for use by fire fighters in Articles 3.2.6.9. and 3.3.1.7. shall 
be separated from each adjacent floor area by a fire separation having a fire-resistance rating not less than that 
required for the floor assembly above the floor area and, where there is no floor assembly above, at least equal 
to that required for the floor assembly below, but in no case shall the fire-resistance rating be less than 45 min. 





(3) Every vertical service space that does not extend through the roof of a building shall be enclosed at the 
top with construction having a fire-resistance rating not less than that required for the service space walls. 


(4) Every vertical service space that does not extend to the bottom of a building shall be enclosed at the low- 
est level with construction having a fire-resistance rating not less than that required for the service space walls. 


(5) Vents from vertical service spaces not extending to the roof shall be enclosed within the building with 
construction having a fire-resistance rating not less than that required for the service space walls. 


(6) Only openings that are necessary for the use of the vertical service space shall be permitted in the service 
space enclosure. 


3.5.3.2. Foamed Plastic Protection. Foamed plastic insulation in vertical service spaces shall be protected in 
conformance with Article 3.1.5.11. 


3.5.3.3. Linen or Refuse Chutes 
(1) Every linen or refuse chute shall 
(a) be impervious to moisture, 
(b) have a smooth internal surface, 
(c) be corrosion-resistant, 
(d) be constructed of noncombustible material, and 


(e) be located in a shaft in which there are no services other than noncombustible drain, waste and vent 
piping or noncombustible water piping. 


(2) Every shaft containing a linen or refuse chute shall have a fire-resistance rating conforming to Sentence 
3.5.3.1.(1), but not less than 


(a) 1h where the chute outlet for the discharge room is protected by an automatic, self-latching closure 
held open by a fusible link, or 


(b) 2 hwhere no closure is provided at the chute outlet into the discharge room. 


(3) Every interior linen or refuse chute shall extend at least 1 m above the roof and shall be vented above 
the roof with a vent which 


(a) has an unobstructed area not less than the cross-sectional area of the chute, and 
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(b) is equipped with a cover that will open automatically or that can be opened manually in the event of a 
fire in the chute. 


(4) Intake openings for linen or refuse chutes shall 
(a) have an area not more than 60 per cent of the cross-sectional area of the chute, and 
(b) be fitted with closures designed to close automatically and latch after use. 

(5) Intake openings for linen or refuse chutes shall be located in rooms or compartments that 
(a) have no dimension less than 750 mm, 


(b) are separated from the remainder of the building by a fire separation with a fire-resistance rating of 
not less than 45 min, 





(c) are designed for no other purpose, and 


(d) do not open directly into an exit. 
| 


(6) Sprinklers shall be installed at the top of each linen and refuse chute, at alternate floor levels and in the 
Toom or bin into which the chute discharges. 

| (7) The room into which a linen chute discharges shall be separated from the remainder of the building by a 
fire separation with a fire-resistance rating of not less than 1 h. 


| (8) Every refuse chute shall be equipped at the top with spray equipment for washing-down purposes. 


(9) A refuse chute shall discharge only into a room or bin separated from the remainder of the building by a 
| fire separation with a fire-resistance rating of not less than 2 h. 


| (10) The room or bin into which a refuse chute discharges shall be of sufficient size to contain the refuse 
\between normal intervals of emptying, be impervious to moisture and be equipped with a water connection 


‘and floor drain for washing-down purposes. 


| 
_ (1) Rooms into which refuse chutes discharge shall contain no service equipment that is not related to gar- 
jage handling and disposal. 





3.5.3.4. Exhaust Duct Negative Pressure. When a vertical service space contains an exhaust duct that serves 
ae than 1 fire compartment, the duct shall have a fan located at or near the exhaust outlet to ensure that the 
‘duct is under negative pressure. 


3.5.4. Horizontal Service Spaces and Service Facilities 


3.5.4.1. Scope. This Subsection applies to horizontal service spaces and service facilities, including ceiling 


‘spaces, duct spaces, crawl spaces and attic or roof spaces. 
(3.5.4.2. Fire Separations for Horizontal Service Spaces 


(1) A horizontal service space that penetrates a required vertical fire separation shall be separated from the 
remainder of the building it serves in conformance with Sentence (2). 


(2) Where a horizontal service space or other concealed space is located above a required vertical fire 
separation other than a vertical shaft, such space need not be divided at the fire separation as required in Arti- 
cle 3.1.8.3. provided the construction between such space and the space below is constructed as a fire 
separation at least equivalent to that required for the vertical fire separation, except that where the vertical fire 
separation is not required to have a fire-resistance rating of more than 45 min, the fire-resistance rating Is per- 
mitted to be not less than 30 min. 





| 3.5.4.3. Plenum Requirements 


(1) The concealed space between the ceiling and floor or ceiling and roof used as a plenum need not con- 
' form to Sentence 3.1 .5.14.(1) and Article 6.2.3.2. provided 


| (a) all materials within the ceiling space have a flame-spread rating of not more than 25 and a smoke 
developed classification of not more than 50, except for 


(i) tubing for pneumatic controls, 


| 


(ii) electrical wires and cable that exhibit a flame spread of not more than 1.5 m, a smoke density 
of not more than 0.5 at peak optical density and a smoke density not more than 0.15 at average 
optical density when tested in conformance with the Flame and Smoke Test in the Appendix 
to CSA C22.2 No. 0.3, ‘Test Methods for Electrical Wires and Cables” (FT6 Rating), 
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(iii) electrical wires and cables that are located in totally enclosed noncombustible raceways, and 


(iv) single conductor electrical wires and cables that comply with the test requirements in Clause. 
3.1.5.17.(1) (a), (FT4 Rating) or in Subclause (ii), (FT6 Rating), and 


(b) the supports for the ceiling membrane are of noncombustible material having a melting point not» 
below 760°C. 


(2) When the concealed space referred to in Sentence (1) is used as a return-air plenum and incorporates a 
ceiling membrane that forms part of the required fire-resistance rating of the assembly, every opening through» 
the membrane shall be protected by a fire stop flap which shall 


(a) stop the flow of air into the concealed space in the event of a fire, 


(b) be supported in a manner that will maintain the integrity of the ceiling membrane for the duration of | 
time required to provide the required fire-resistance rating, and 


(c) conform to CAN4-S112.2-M, ‘Standard Method of Fire Test of Ceiling Firestop Flap Assemblies”. 
(3) Asbestos paper shall not be exposed in supply and return-air systems. 


3.5.4.4. Attic or Roof Space Access. Every attic or roof space more than 600 mm in height shall be provided | 
with access from the floor immediately below by a hatchway not less than 550 mm by 900 mm or by a stairway. 


3.5.4.5. Horizontal Service Space Access. Horizontal service spaces consisting of ceiling and duct spaces which 
are more than | 200 mm high and 600 mm wide shall have access doors not less than 600 mm in both horizon- 
tal and vertical dimensions, or shall have inspection doors not less than 300 mm in both horizontal and vertical 
dimensions placed so that the entire interior of the duct or space can be viewed. 


3.5.4.6. Crawl Space Access. Every crawl space shall have at least one access opening not less than 550 mm by 
900 mm. 


3.5.5. Elevators, Dumbwaiters and Escalators 
Sassy 

(1) Reserved. 

(2) Reserved. 


(3) Elevators in buildings within the scope of Subsection 3.2.6. shall conform to Articles 3.2.6.8. and 
CPE g : 


3.5.5.2. Reserved. 

Section 3.6 Health Requirements 
3.6.1. Height and Area of Rooms 
3.6.1.1. Room and Space Height 


(1) The height of every room and space shall be such that adequate light and air may be provided for the 
intended occupancy, and that no obstruction to movement or activities below is caused by the ceiling or ceiling 
fixtures. 


(2) The unobstructed height in dwelling units and sleeping rooms in Group C occupancies shall conform to 
Part 9. 


3.6.1.2. Residential Room Dimensions. The areas and widths of rooms in dwelling units, dormitories, boarding 
houses and rooming houses shall conform to Part 9. 


3.6.1.3. Sleeping Areas in Group B and Day Care Centres 


(1) Except as provided in Sentence (2), a sleeping area in a Group B occupancy shall provide not less than 
4.7 m- per person in a room having 


(a) anarea not less than 7 m, 
(b) a horizontal dimension not less than 2 m, and 
(c) aceiling height not less than 2.3 m. 


(2) Sleeping rooms for residents in nursing homes shall have, exclusive of space provided for washrooms 
and for built-in or portable clothes closets, a floor space not less than 
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(a) 10.22 mina single-bed unit, 

(b) 16.72 m*inatwo-bed unit, 

(c) 25.08 m? ina three-bed unit, and 
(d) 29.73 m?* ina four-bed unit. 


(3) Day care centres shall provide sleeping accommodation having not less than 0.93 m° of floor surface 
area for each child with not less than 2.3 m ceiling height over the entire room area. 


3.6.1.4. Sleeping Areas in Camps 


(1) Recreational camps shall have an area in the sleeping quarters of not less than 3.72 m° per camper or, if 
double or triple tier bunk units are used, 2.79 m° per camper. 


(2) A camp for housing of workers shall have an area of not less than 3.72 m* per employee in every room 
used for sleeping purposes. 


3.6.2. Windows 
3.6.2.1. Window Areas 





(1) Except as provided in Sentences (2) and (3) or otherwise permitted, every room used for sleeping in any 
building, and every principal room such as living room, dining room or combination thereof in dwelling units 
shall be provided with windows having areas conforming to Part 9, except that Article 9.7.1.3 does not apply. 


(2) Nursing homes shall have, 


(a) in an activity room, a sitting room or a lounge, one or more windows with a total unobstructed glass 
area, exclusive of skylights, of not less than 10 per cent of the area of the room, and 





(b) ina patient’s sleeping room, one or more windows that 


(i) have a total unobstructed glass area, exclusive of skylights, of not less than 10 per cent of the 
area of the room, 


| (ii) open to the outdoors and have a total unobstructed glass area, exclusive of skylights, of not 
less than 5 per cent of the area of the room, and 


| (iii) are installed with the bottom edge of the glass of every window not more than 660 mm above 
the floor. 


(3) Play activity rooms in day nurseries shall have one or more windows that conform to Clause (2) (a). 


3.6.2.2. Window Protection in Apartment Buildings 


i 

. . . . . 

| (1) In Group C major occupancy apartment buildings protection shall be provided at windows to minimize 
the hazards to children in accordance with Sentences (2) to (4). 





(2) Fixed windows within dwelling units that extend to less than 1 m from the floor shall be protected by 
_ guards to at least 1 m above the floor, or shall be designed to withstand the lateral design loads for balcony 
- guards in Part 4. 


| (3) Except as provided in Sentence (4), in dwelling units any window located more than 2 m above grade 
which opens within 1.5 m of the floor shall be protected 


(a) by a guard conforming to Sentence 3.3.1.17.(3), 
| (b) by 
(i) acontrolled sash operation to restrict, when engaged, the opening of the operable sash to not 

| more than 100 mm, and 


(ii) a heavy duty screen conforming to CAN/CSA-A440-M, “Windows”, or 
(c) by analternative device which does not reduce the degree of safety provided by Clauses (a) or (b). 


| (4) Protection of a window need not be provided in a dwelling unit where an exterior balcony is constructed 
| for the full length of a window. 


| 3.6.3. Ventilation 
3.6.3.1. All rooms and spaces shall be ventilated to conform with Part 6. 
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3.6.4. Plumbing Facilities 
3.6.4.1. Plumbing and Drainage Systems 


(1) Except as permitted in Sentence (3), each building situated on property that abuts on a street in which a 
public or municipal water main is located shall be provided with or have accessible to its occupants a plumbing 
system including a potable water supply, a sanitary drainage system and toilet fixtures. 


(2) When the installation of a sanitary drainage system is not possible because of the absence of a water sup- 
ply, sanitary privies, chemical closets or other means for the disposal of human waste shall be provided. 


(3) Plumbing facilities need not be provided in a building which is not normally occupied by persons where 
such installations are impractical and other facilities are available in nearby buildings when the subject 
building is in use. 


3.6.4.2. Sanitary Facilities 


(1) Except as provided in Sentence (25), water closets and other plumbing facilities shall be provided for 
each sex in accordance with the anticipated proportion of each sex in the occupancy when this can be deter- 
mined with reasonable accuracy, except that when such a determination cannot be made with reasonable accu- 
racy, it shall be assumed that the occupancy is equally divided between the sexes. 


(2) Except as provided in Sentence (3), if water closets are required under this Subsection, urinals are per- 
mitted to be substituted for water closets up to a maximum of 


(a) one fifth of the number of water closets required for hospitals and nursing homes, and 


(b) two thirds of the number of water closets required in buildings other than hospitals and nursing 
homes. 


(3) If only 2 water closets are otherwise required under this Subsection, one urinal is permitted to be substi- 
tuted for one of the water closets. 


(4) Wall and floor surfaces below the uppermost surfaces of urinals shall be protected from deterioration for — 
a distance from the urinal to a point not less than 900 mm from the projected outline of the urinal on to the { 
wall or floor by impervious and durable material. 


(5) Except as provided in Sentences (7), (9), (18), (23), (27), (28) and (29), not less than one lavatory shall — 
be provided in a room containing | or 2 water closets or urinals and not less than one additional lavatory for 
each additional 2 such fixtures. 


(6) A floor drain shall be installed in a washroom containing urinals equipped with automatic flushing 
devices. 


(7) Wash fountains in circular or straight trough form are permitted to be provided in lieu of lavatories — 


required in Sentence (5) provided each S00 mm of circumference or trough length is considered to be the — 
equivalent of one lavatory. 


(8) Except as provided in Sentence (11), the minimum number of water closets shall be determined from 
Table 3.6.4.A. for an occupant load based on, 


(a) an area of 14 m per person in Group D, business and personal services occupancy, and 


(b) Subsection 3.1.14. for all other occupancies. 
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Table 3.6.4.A. 
Forming Part of Sentence 3.6.4.2.(8) 


Type of Building, Floor 
Area or Room 


THE ONTARIO GAZETTE 


Group A, Assembly Occupancies 





and outdoor pools 


(10) day care centres 


(12) all other assembly occupancies 
Group B, Institutional Occupancies 
(1) Division 1 
(2) Division 2 
Group C, Residential Occupancies 


(1) dwelling units 


Group F, /ndustrial Occupancies 


Column 1 





o-0.4.B. 


= 


(a) a fountain with an upward jet 


(b) atap from a piped water supply, or 









(1) Group A, Division 1, except motion picture theatres 


(2) Motion picture theatres 


(3) Group A, Division 3 and 4 occupancies 


(4) dance halls and recreational establishments 


| (5) classrooms, primary and secondary 26 
(6) college buildings, non-residential 100 he 


(7) dining rooms and restaurants 


(8) establishments used primarily for the eee 
of alcoholic beverages (limited or no food service) 





(9) drive-in theatres and restaurants 


N 
= 


(11) places of worship and undertaking premises 





ili 


(2) recreational camps, camps for housing of workers 





(3) all other residential occupancies 
Group D, Business and Personal Service Occupancies 


Group E, Mercantile Occupancies, except restaurants 


Reference Article or 
Maximum Number of 
Persons per Water 








Closet 
3.6.4.2.(14) 
3;6:4.2(15) 
S642 (15) 

100 75 





public: 3.6.4.2.(16) 
employees: 3.6.4.2.(18) 


public: 3.6.4.2.(17) 
employees: 3.6.4.2.(18) 


3.6.4.2.(16) 


3.6.4.2.(23) 
150 
3.6.4.2.(21) 


3.6.4.2.(22) 
3.6.4.2.(13) & (26) 


9.32.4. 





3.6.4.2.(28) (29) 
3.6.4.2.(13) 
3.6.4.2.(13) 

3.6.4.2.(13) and (24) 


3.6.4.2.(13) 





H 


(9) In a Group F occupancy, at least 1 lavatory shall be provided for each water closet required in Table 


. . 
| (10) On every floor where work will be performed and within 100 m of any area where work will be per- 
_ formed, potable water shall be provided from, 


(11) Where mobile homes do not have individual sanitary facilities connected to a central water supply and 


| 
(c) atap from a covered vessel. 
| 
: 
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drainage system, a service building shall be provided for public use and shall contain at least one water closet 
for each sex where the facilities serve not more than 10 mobile homes, and where the facilities serve more than 
10 mobile homes, an additional water closet for each sex shall be provided for each additional 10 mobile 
homes. 


(12) Where a service building is required by Sentence (11), it shall contain lavatories as required in Sentence 
(S) and at least 


(a) 1 laundry tray or similar facility, and 
(b) 1 bathtub or shower for each sex. 
(13) The minimum number of water closets shall conform to Table 3.6.4.B. for 


(a) Group B, Division 2 institutional occupancies as determined by the number of employees, 


| 


(b) Group C, occupancies, except for dwelling units, recreational camps and camps for housing of | 


workers, 
(c) Group D occupancies, 
(d) Group E occupancies, as determined by the number of employees, and 


(e) Group F occupancies, as determined by occupant load. 


Table 3.6.4.B. 
Forming Part of Sentence 3.6.4.2.(13) 


Number of persons Minimum Number of Water 
of Each Sex Closets for Each Sex 
| 
2 
5 
4 
S 


up to 9 
10 to 24 
25 to 49 
50 to 74 
75 to 100 
over 100 6 plus one for each additional 
30 persons over 100 








(14) Except for motion picture theatres, the number of water closets required in Group A, Division 1 
occupancies shall conform to Table 3.6.4.C. 


Table 3.6.4.C. 
Forming Part of Sentence 3.6.4.2.(14) 


Minimum Number of Water Closets 


Number of Persons 


upto 25 

26to 50 

Stow 5 

76 to 100 

101 to 150 
151 to 200 
201 to 300 
301 to 400 
over 400 7 plus | for 9 plus | for 

each additional each additional 
200 males over 400 150 females over 400 


(15) For motion picture theatres, and Group A, Division 3 and 4 occupancies, and outdoor pools, the mini- 
mum number of water closets shall conform to Table 3.6.4.D. 
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Table 3.6.4.D. 
Forming Part of Sentence 3.6.4.2.(15) 


Number of persons Minimum Number of Water 
of Each Sex Closets for Each Sex 











upto 50 l 
51 to 150 2 
151 to 250 3 
251 to 375 4 
376 to 500 3 





over 500 


(16) The minimum number of water closets shall conform to Table 3.6.4.E. for, 


6 plus one for each additional 
150 persons over 500 















(a) the number of persons of each sex in dining rooms and restaurants, 
(b) the number of parking spaces in drive-in theatres, and 


(c) a parking lot that is part of a restaurant where patrons are intended to eat in vehicles parked thereon, 
and each 2 parking spaces required for this intention shall be considered equivalent to 


(i) 2 persons of each sex where employees serve food on the parking lot, or 


(ii) 1 person of each sex where food service by employees is not provided on the parking lot. 


Table 3.6.4.E. 
Forming Part of Sentence 3.6.4.2.(16) 


Number of Persons of Each Sex or 
One-Half the Number of Parking 
Spaces in Drive-in Theatres 


Minimum Number of Water 
Closets for Each Sex 


upto 20 

2tow JO 

71 to 105 
106 to 135 
136 to 165 
166 to 195 
196 to 225 
226 to 275 
276 to 325 
326 to 375 10 
376 to 425 11 

over 425 12 plus one for each additional 
50 persons of each sex over 425 
or each additional 100 parking 
spaces over 850 


OMONNMFWN 








Column | 2 





(17) The minimum number of water closets shall conform to Table 3.6.4.F. for the number of persons of 
each sex in establishments used primarily for the consumption of alcoholic beverages. 


Table 3.6.4.F. 
Forming Part of Sentence 3.6.4.2.(17) 


Minimum Number of Water 
Closets for Each Sex 
2 
3 
4 
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of Each Sex 










upto 50 
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Table 3.6.4.F.—(Cont'd) 
Forming Part of Sentence 3.6.4.2.(17) 


Minimum Number of Water 
Closets for Each Sex 


Number of persons 
of Each Sex 


91 to 110 5 
111 to 140 6 
141 to 180 ei; 
181 to 220 8 
221 to 260 9 
over 260 10 plus one for each additional 


40 persons of each sex over 260 








Column | Z 


(18) Except as provided in Sentence (19), in every dining room, restaurant, cafeteria and alcoholic beverage 
establishment having more than 40 seats, separate facilities shall be provided for employees, and the minimum 
number of water closets and lavatories shall conform to Table 3.6.4.G. 





Table 3.6.4.G. 
Forming Part of Sentence 3.6.4.2.(18) 
Minimum Number of Water Closets 
Number of Employees 

upto 9 l l 
10to 24 p: ps 
25 to 49 3 3 
50 to 74 4 4 
75 to 100 5 %, 
over 100 6 plus | for 6 plus | for 

each additional each additional 

30 employees over 100 30 employees over 100 

Column 1 2 ; 3 








(19) Where the total number of employees does not exceed 5, the same room may be used by both sexes 
provided that the door to the room can be locked from the inside. 


(20) In determining the number of employees in Sentences (18) and (19), this shall be the maximum number 
of employees who are normally present on the premises at one time and shall include only those who are 
present for more than 25 per cent of the working day. 


(21) The minimum number of water closets shall conform to Table 3.6.4.H. for Group A occupancies not 
shown in Tables 3.6.4.A., 3.6.4.C., 3.6.4.D., 3.6.4.E., 3.6.4.F., 3.6.4.G. or 3.6.4.1. 


Table 3.6.4.H. 
Forming Part of Sentence 3.6.4.2.(21) 


Minimum Number of Water 
Closets for Each Sex 


Number of persons 
of Each Sex 


up to 25 l 
26 to 50 2 
over 50 3 plus | for each 





additional 50 persons 
over 50 


(22) In a Group B, Division | occupancy the maximum number of persons per water closet shall be deter- 
mined by the appropriate authority having jurisdiction. 





Column | 


(23) In a day care centre the maximum number of children per water closet and lavatory shall conform to 
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Table 3.6.4.1. except that plumbing fixtures for children over the age of 9 years shall conform to the require- 
ments for classrooms in Table 3.6.4.A. 


Table 3.6.4.1. 
Forming Part of Sentence 3.6.4.2.(23) 


Age of Maximum Number of Children per Water 
Children Closet and Lavatory 


10 without regard to number of each sex 
15 without regard to number of each sex 
15 for males 
15 for females 


(24) For the public in Group E occupancies the maximum number of persons per water closet shall be 300 
males or 150 females except that, 






(a) facilities provided for employees may be counted as part of those required for the occupancy when 
such facilities are made accessible to the public, and 


(b) where the sum of floor areas, excluding basements, is less than 600 m-, not more than one water 
closet for each sex need be provided. 


(25) Not more than | water closet to serve both sexes need be provided in 
(a) a Group D occupancy having an occupant load not exceeding 5 persons, or 
(b) a Group E or F occupancy, 
(i) having an occupant load not exceeding 9 persons, or 
(ii) where the sum of the floor areas, excluding basements, does not exceed 300 m-. 


(26) Ina Group B, Division 2 institutional occupancy, a washroom that is equipped with | water closet and | 
| lavatory and is accessible from patients’ sleeping rooms shall be provided to serve not more than 4 patients. 


(27) A water distribution system supplying hot water to bathtubs, showers and hand basins that are accessi- 
ble to patients or residents in Group B, Division 2 institutional occupancies or residents of a group home, a 
home for special care or a residence for developmentally-handicapped adults shall have 1 or more temperature 
gauges and control devices that are 


(a) accessible only to supervisory staff, and 





(b) capable of being adjusted to ensure that the temperature of the water supplied to the fixtures does 
morexcced49 ©: 


| (28) A minimum of | water closet or privy shall be provided 


(a) for every 10 campers of each sex in a recreational camp, or 





(29) In recreational camps and camps for housing of workers, at least 2 lavatories or provision for a pail or 
other portable container of sound construction shall be provided for each of the water closets or privies 
required in Sentence (28). 


(30) A camp for housing of workers shall include 
(a) atleast 1 shower or other area of bathing, and 


| 
(b) for every 10 employees of each sex in a camp for housing of workers. 
(b) provisions for at least 1 washing machine or laundry tub for every 15 beds. 


(31) Every pharmacy shall be provided with a sink with hot and cold running water for washing utensils used 
in the preparation, service or storage of drugs. 


3.6.4.3. Safety Glass. Glass, other than safety glass, shall not be used for a shower or bathtub enclosure. 


3.6.4.4. Grab Bar Installation. Grab bars that are installed shall resist a minimum load of 1.3 KN applied verti- 
cally or horizontally. 
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3.6.4.5. Privacy 


(1) Every room containing sanitary facilities serving one sex only shall be enclosed by a full height door 
which shall be clearly marked to indicate the sex served. 


(2) Rooms providing separate water closets for more than one male or female shall be designed so that the 
water closets and urinals are not visible when the doors to such rooms open onto a place where persons of the 
other sex work or pass. 


3.6.4.6. Location of Sanitary Facilities. 
(1) A room containing a water closet shall be located where 


(a) it does not open directly into any room or area where food is intended to be stored, prepared, pro- 
cessed, distributed, served, sold or offered for sale, and 


(b) it is not necessary for the public to go through the food preparation areas to gain access to the sani- — 
tary facilities. | 


(2) Except as permitted in Sentence (3), sanitary facilities for the public and employees in a restaurant shall 


be located in the restaurant. 


(3) The sanitary facilities for the public in Sentence (2) need not be located in the restaurant where 
(a) the facilities are located in the building containing the restaurant, and 


(b) the distance of travel between the restaurant and the facilities is not more than 45 m. 


3.6.5. Health Care Facility Systems 


3.6.5.1. Electrical Systems. In anaesthetizing locations, electrical systems shall be designed, constructed, 
installed and tested in conformance with CSA Z32.1, ‘Code for Prevention of Explosions or Electrical Shock 
in Hospital Operating Rooms”’. 


3.6.5.2. Medical Gas Piping. All medical gas piping systems shall be designed, constructed, installed and 
tested in conformance with CSA Z305.1, ‘Nonflammable Medical Gas Piping Systems’’. 


3.6.5.3. Shielding of X-Ray Equipment 


(1) Every installation of an x-ray machine shall be shielded with a primary protective barrier and a second- 


ary protective barrier so that 


(a) mo x-ray worker receives a whole-body-dose-equivalent of more than 1 millisievert per week, and 


(b) no person, other than the patient undergoing an application of therapeutic or diagnostic x-rays, who 
is not an x-ray worker, receives a whole-body-dose-equivalent of more than 0.1 millisievert per week. 


(2) The requirements of Sentence (1) shall be deemed to be met if the barriers are designed to comply with 
Appendix 2 of BRMD, Safety Code 20A, “X-Ray Equipment in Medical Diagnosis, Part A: Recommended 
Safety Procedures for Installation and Use’. 


(3) Lead shielding that is used as a barrier shall be mounted in such a manner as to avoid sagging or damage 


to it 


(4) Joints between different kinds of barrier material shall be constructed so that the overall attenuation of 
the barrier is not impaired. 


(5) Windows, doors and other openings in a barrier shall be constructed to comply with Sentence (2). | 


(6) All doors leading directly into an x-ray room shall be fitted with self-closing devices and, if the doors are 
accessible to the public, shall have prominently displayed on them warning signs sufficient to alert persons to 
the presence of the x-ray equipment. 


Section 3.7 Barrier-Free Design 


3.7.1. General 


3.7.1.1. Application 


(1) The requirements of this Section apply to all buildings except 


(a) houses, including semi-detached houses, duplexes, triplexes, town houses, row houses and boarding 
or rooming houses with fewer than 8 boarders or roomers, 
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(b) buildings of Group F, Division 1 major occupancy, and 


(c) buildings which are not intended to be occupied on a daily or full time basis, including automatic tele- 
phone exchanges, pumphouses and substations. 


3.7.1.2. Entrances 


(1) Except as required in Sentence (2), every building in Article 3.7.1.1. shall have at least one entrance 
intended for general use by the public or the occupants designed in conformance with Article 3.7.3.3. and 
opening to the outdoors at sidewalk level or to a ramp conforming to Article 3.7.3.4. leading to a side-walk. 


(2) Where a suite of Group A, D or E occupancy is contained on the first storey of a building or on a Storey 
to which a barrier-free path of travel is provided, and is completely separated from the remainder of the 
building so that there is no access to the remainder of the building, such suite shall have at least one barrier-free 
entrance in conformance with Sentence (1). 


3.7.1.3. Barrier-Free Path of Travel 


(1) Except as required in Sentence (4) and except as permitted in Subsection 3.7.3., every barrier-free path 
of travel shall provide an unobstructed width of at least 1 060 mm for the passage of wheelchairs. 


(2) Floor surfaces along a barrier-free path of travel shall have no opening that will permit the passage of a 
sphere more than 13 mm in diam. 


(3) A barrier-free path of travel is permitted to include ramps, elevators or other platform elevating devices 


where there exists a difference in elevation. 


(4) Every barrier-free path of travel less than 1 600 mm in width shall be provided with an unobstructed 


| space not less than | 600 mm in width and | 600 mm in length located not more than 30 m apart. 


3.7.1.4. Storeys Served by Escalators. Where escalators provide access to storeys above or below the first 


storey, a barrier-free path of travel shall be provided to those storeys served by the escalators. 


_ 3.7.1.5. Controls. Except as provided in Article 3.7.3.5., controls for the operation of building services or 


safety devices, located in a barrier-free path of travel and intended to be operated by the occupant, including 


_ manual pull stations, electrical switches, thermostats and intercom switches, shall be accessible to a person ina 


wheelchair and shall be mounted at not more than 1.2 m above the floor. 


3.7.1.6. Illumination. All portions of a barrier-free path of travel shall be equipped to provide a level of illumi- 
nation in accordance with Sentence 3.2.7.1.(1). 


3.7.2. Occupancy Requirements 


3.7.2.1. Areas Requiring Barrier-Free Path of Travel 


(1) Except where essential obstructions in the work area would make a barrier-free path of travel hazardous, 
a barrier-free path of travel shall be provided in the entrance storey and in each storey served by a passenger 
type elevator or other platform equipped passenger elevating device from the entrance described in Article 
Bik. 2, 


(a) into each suite, except for suites of residential occupancy that are in storeys other than the entrance 
storey and that have all entrance doors at floor levels that do not correspond to elevator stop levels, 


(b) into rooms or areas that serve the public or are designated for use by visitors, including areas in 
assembly occupancies with fixed seats, display areas and merchandising departments, 


(c) into rooms or areas for student use in assembly occupancies, 
(d) into general work areas, including office areas, 


(e) into general use or general service areas, including shared laundry areas in residential occupancies, 
recreational areas, cafeteria, lounge rooms, lunch rooms and infirmaries, 


(f) into patient’s rooms, patient’s washrooms and floor areas where patient services are provided, 
(g) into at least 1 passenger type elevator or elevating device conforming to Article 3.7.3.5., 
(h) into washrooms described in Article 3.7.2.3., 
(i) to any facility required by this Section to be designed to accommodate disabled persons, 
(j) Reserved., and 
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(k) to service counters, refreshment stands, drinking fountains and checkout counters. 


(2) The minimum number of spaces designated for wheelchair use in Clause 3.7.2.1.(1) (b) shall conform to 
Table 3.7.2.A. 


Table 3.7.2.A. 
Forming Part of Sentence 3.7.2.1.(2) 





Number of Fixed Seats Minimum Number of Spaces 
in Seating Area Required for Wheelchairs 
Fas pn ee I ne ed a A a ac 
up to 100 2 
101 to 200 3) 
201 to 300 4 
301 to 400 w) 
401 to 600 6 
Over 600 Not less than | per cent 
of the seating capacity 
Column 1 2 





3.7.2.2. Access to Parking Areas 
(1) A barrier-free path of travel shall be provided from the entrance described in Article 3.7.1.2. to 
(a) anexterior parking area, where exterior parking is provided, and 
(b) at least one parking level, where a passenger elevator serves an indoor parking level. 


(2) The entrance to at least one parking level described in Sentence (1) shall have a vertical clearance of not 
less than 2 100 mm in all areas used by wheelchair accessible vehicles. 


(3) Canopies or other overhead structures over roadways providing access to the entrance described in Sen- 
tence (1) shall have a vertical clearance of not less than 2 750 mm. 


3.7.2.3. Washrooms Required to be Barrier-Free 


(1) Except as permitted in Sentence (2), where washrooms are provided in a storey to which a barrier-free 
path of travel is required in conformance with Article 3.7.2.1., these washrooms shall be designed to accom- 
modate disabled persons in conformance with the appropriate requirements in Articles 3.7.3.8. to 3.7.3.11. 


(2) Washrooms need not conform to the requirements in Sentence (1) provided 
(a) they are located within suites of residential occupancy, or 
(b) other barrier-free washrooms are provided on the same floor level within 45 m, or 


(c) they are located in an individual suite having an area of less than 300 m? in buildings where such suite 
is completely cut off from the remainder of the building so that there is no access to the remainder of 
the building. 


(3) In buildings where a washroom is required in accordance with Subsection 3.6.4., a barrier-free path of 
travel shall be provided to a barrier-free washroom. 


3.7.3. Design Standards 
3.7.3.1. Accessibility Signs 


(1) Where a building is required to have a barrier-free entrance to accommodate disabled persons, signs 
Incorporating the international symbol of accessibility for disabled persons shall be installed where necessary 
to indicate the location of that entrance. 


(2) Where a washroom, elevator, telephone or parking area is required to accommodate disabled persons, it 
shall be identified by a sign consisting of the International Symbol of Accessibility for Disabled Persons and 
such other graphic, tactile or written directions as are needed to indicate clearly the type of facility available. 


(3) Where a washroom is not designed to accommodate disabled persons in a storey to which a barrier-free 
path of travel is required, signs shall be provided to indicate the location of the barrier-free facilities. 


(4) Signs incorporating the International Symbol of Accessibility for Disabled Persons shall be installed 
where necessary to indicate the location of the accessible means of egress. 
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3.7.3.2. Exterior Walks 
(1) Exterior walks that form part of a barrier-free path of travel shall 
(a) have a slip-resistant, continuous and even surface, 


(b) be at least 1 100 mm in width, and 






(c) have a level area adjacent to the entrance doorway conforming to Clause 3.7.3.4.(1) (c). 
3.7.3.3. Doorways and Doors 


(1) Every doorway that is located in a barrier-free barrier-free path of travel shall have, when the door is in 
the open position, a clear width of at least 


(a) 760 mm where the door is served by a corridor or space at least 
1 060 mm wide, and 


(b) 810 mm where the door is served by a corridor or space less than 1 060 mm wide. 






(2) Except where no bathroom within the suite is at the level of the suite entrance door to which barrier-free 
is provided in accordance with Clause 3.7.2.1.(1) (a), the doorway to at least 1 bathroom and to each bedroom 
| at the same level as such bathroom within a suite of residential occupancy shall have, when the door is in the 
open position, a clear width of at least 


(a) 760 mm where the door is served by a corridor or space at least 1 060 mm wide, and 


(b) 810 mm where the door is served by a corridor or space less than 1 060 mm wide. 
(3) Door opening devices that are the only means of operation shall be of a design which does not require 
tight grasping and twisting of the wrist. 


(4) Thresholds for doorways referred to in Sentences (1) and (2) shall not exceed 13 mm in height above the 
finished floor surface and shall be bevelled to facilitate the passage of wheel-chairs. 





(5) Except as permitted in Sentence (6), the door for the entrance described in Article 3.7.1.2. shall be 
equipped with a power door operator in 
Me (a) horels: 


| (b) buildings of Group B, Division 2, major occupancy, and 


(c) buildings of Group A, D or E major occupancy having more than 300 m- in building area. 


| (6) The requirements in Sentence (5) do not apply to an individual suite having an area of less than 300 m- in 
eee having only suites of Group A, D or E occupancy where such suite is completely cut off from the 
remainder of the building. 


| (7) Except as permitted in Sentence (8), and except for doors with power operators, closers for doors in a 
barrier-free path of travel shall be designed to permit doors to open when a force of not more than 38 N is 
applied to the handles, push plates or latch-releasing devices in the case of exterior doors and 22 N in the case 
of interior doors. 


(8) Sentence (7) does not apply to doors at the entrances to dwelling units, or where greater forces are 
required in order to close and latch the doors against prevailing differences in air pressures on opposite sides of 
the doors. 


(9) Except for doors at the entrances to dwelling units, closers for interior doors in a barrier-free path of 
travel shall have a closing period of not less than 3 seconds measured from when the door is in an open position 
_of 70° to the doorway, to when the door reaches a point 75 mm from the closed position, measured from the 
leading edge of the latch side of the door. 





_ (10) Every door equipped with a closer in a barrier-free path of travel shall have a clear space beyond the 
| latch side of not less than 
| 


(a) 600 mm where the door swings towards the approach side, and 
(b) 300 mm where the door swings away from the approach side. 


(11) Vestibules located in a barrier-free path of travel shall be arranged to allow the movement of wheel- 
chairs between doors and shall 
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(a) provide a distance between 2 doors in series of at least 1 200 mm plus the width of any door that; 
swings into the space in the path of travel from one door to another. 


(12) Where a vision panel is provided in a door in a barrier-free path of travel, such panel shall be at least. 
75 mm in width and be located so that 


(a) the bottom of the panel is not more than 900 mm above the finished floor, and 


(b) the edge of the panel closest to the latch is not more than 200 mm from the latch side of the door. 


3.7.3.4. Ramps 
(1) Ramps located in a barrier-free path of travel shall 
(a) have a minimum width of 870 mm between handrails, 
(b) have a maximum gradient of | in 12 


(c) have a level area of at least 1.5 m by 1.5 m at the top and bottom of a ramp and where a door is 
located in a ramp, so that the level area extends at least 600 mm beyond the latch side of the door 
opening, except that where the door opens away from the ramp, the area extending beyond the latch 
side of the door opening may be reduced to 300 mm 


(d) havea level area at least 1.5 m long and at least the same width as the ramp 
(1) at intervals of not more than 9 m along its length, and 
(11) where there is an abrupt change in the direction of the ramp, 


(e) except as provided in Sentence (2), be equipped with handrails and guards on both sides conforming. 

to Articles 3.4.6.4. and 3.4.6.5, and 

(f) be provided with a curb at least 50 mm high on any side of the ramp where no solid enclosure or) 

guard is provided. | 

| 

(2) Where a ramp serves as an aisleway for fixed seating, the requirements for handrails in Clause. 
3.7.3.4.(1) (e) need not apply. 


(3) Floors or walks in a barrier-free path of travel having a slope steeper than | in 20 shall be designed as 
ramps. 


3.7.3.5. Elevators 


(1) The passenger-type elevator in Article 3.7.2.1. shall conform to Appendix E of CSA B44, ‘Safety Code 
for Elevators, Escalators, Dumbwaiters, Moving Walks and Freight Platform Lifts”’. 


(2) The passenger-type elevating device in Article 3.7.2.1. shall conform to CAN3-B355, “Elevating. 
Devices for the Handicapped”. | 


3.7.3.6. Spaces in Seating Area 
(1) Spaces designated for wheelchair use in Sentence 3.7.2.1.(2) shall be 
(a) clear and level or level with removable seats, 


(b) 840 mm in width and 1 525 mm in length to permit wheelchairs to enter from a side approach, and | 


| 220 mm in length where the wheelchair enters from the front or rear of the space, | 


(c) located adjoining a barrier-free path of travel without infringing on egress from any row of seating or 
any aisle requirements, and 


(d) where more than two wheelchair spaces are required by Sentence 3.7.2.1.(2), 
(i) arranged so that at least two designated spaces are side by side, and 
(11) situated, as part of the designated seating plan, to provide a choice of viewing location. 
3.7.3.7. Assistive Listening Devices 


(1) In buildings of assembly occupancy, all classrooms, auditoria, meeting rooms and theatres with an area | 
of more than 100 m- and an occupant load of more than 75 shall be equipped with assistive listening systems — 
encompassing the entire seating area. 
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3.7.3.8. Water Closet Stalls 


(1) Where a washroom is required by Article 3.7.2.3. to barrier-free, at least 1 water closet stall or enclosure 


(a) beat least 1.5 min width by 1.5 min depth, 


(b) be equipped with a door which shall 


be capable of being locked from the inside with a locking mechanism that is operable by one 
hand, 


provide, when the door is in an open position, a clear opening of at least 810 mm, 


swing outward, unless 760 mm by 1220 mm clear floor area is provided within the stall or 
enclosure to permit the door to be closed without interfering with the wheelchair, 


be provided with a door having spring-type or gravity hinges so that the door closes automati- 
cally, 


be provided with a door pull on the outside, near the latch side of the door, and 


be aligned with the clear manoeuvring space adjacent to the water closet, 


(c) have a water closet located so that its centreline is not less than 460 mm and not more than 480 mm 
from an adjacent side wall on | side, 


(d) be equipped with grab bars which shall 


be at least 760 mm in length and mounted at a 30° to 50° angle sloping upwards, away from the 
water closet with the lower end of the bar mounted 230 mm above the toilet seat and 50 mm in 
front of the toilet bowl, or alternatively, be L-shaped with 760 mm long horizontal and vertical 
components mounted with the horizontal component 230 mm above the toilet seat and the 
vertical component 150 mm in front of the toilet bowl, 


be at least 600 mm in length mounted horizontally on the wall behind the water closet from 
840 mm to 920 mm above the floor and, where the water closet has a water tank, be mounted 
150 mm above the tank, 


Reserved., 
be installed to resist a load of at least 1.3 kKN applied vertically or horizontally, 
be not less than 30 mm and not more than 40 mm in diameter, and 


have a clearance of 30 mm to 40 mm from the wall, 


| (e) be equipped with a coat hook mounted not more than | 200 mm above the floor on a side wall and 


projecting not more than 25 mm from the wall, and 


(f) have aclearance of at least 1 700 mm between the outside of the stall face and the face of an in-swing- 
ing washroom door and 1 400 mm between the outside of the stall face and any wall-mounted fixture 
or other obstruction. 


7.3.9. 


Water Closets 


9 
(a) be equipped with seats located at not less than 407 mm and not more than 445 mm above the floor 


(1) Water closets for disabled persons shall 
level, 


(b) be equipped with hand-operated flushing controls that are easily accessible to a wheelchair user, 


| (c) be equipped with a back support such as a seat lid, and 





(d) not have a spring-activated seat. 
3.7.3. 10. Lavatories 
(1) Barrier-free washrooms shall 


(a) be provided with a lavatory which shall 
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(1) be located so that the distance between the centreline of the fixture and the side wall is not less 
than 460 mm, 


(ii) have a clearance of at least 710 mm beneath the bottom of the lavatory to a point at least 
260 mm in from the front, 


(iil) have insulated waste outlet and hot water supply pipes to prevent burns or have water supply 
temperature limited to a maximum of 43°C, 


(iv) have faucet handles of the lever type that are not spring-loaded, and are located so that the 
distance from the centreline of the faucet to the edge of the basin or, where the basin is 
mounted in a vanity, to the front edge of the vanity, is not more than 485 mm, 


(v) have no shelves or other projections located above it so as to create a hazard, and 


(vi) be mounted so that the top of the lavatory or, where the lavatory is in a vanity, the top of the 
vanity is not more than 840 mm above the finished floor, 


(b) have soap and towel dispensers that are 


(i) located to be accessible to persons in wheelchairs and so that the dispensing height is not more — 


than | 200 mm above the floor, and 


(11) operable with a single hand, and 


(c) have dispensing or hand-operated washroom accessories, except those located in toilet stalls or 


described in Clauses (a) or (b), mounted so that the dispensing height is between 900 mm and 1 
200 mm above the floor. 


3.7.3.11. Special Washrooms 


(1) Where a special washroom is provided primarily for the use of disabled persons of both sexes in lieu of — 
facilities for disabled persons in washrooms used by the general public, such washrooms shall 


be equipped with doors capable of being locked from the inside with one hand and provided with a | 


means of emergency release from the outside, 

be provided with a lavatory conforming to Article 3.7.3.10., 

be equipped with a water closet conforming to Article 3.7.3.9., 
be equipped with grab bars conforming to Clause 3.7.3.8.(1) (d), 
Reserved. , 


have clearances for fixtures and accessories conforming to the fixture clearances described in Articles 
OT BSxtoss ioe 


have a doorway conforming to Article 3.7.3.3., 
provide an unobstructed circular turning area at least 1.5 min diameter, and 


be equipped with a coat hook conforming to Clause 3.7.3.8.(1) (e) and a shelf not more than 
| 200 mm above the floor in a location accessible to a wheelchair user. 


3.7.3.12. Showers 


(1) Where individual shower stalls are provided in buildings of assembly occupancy, at least one shower stall 
shall be barrier-free and shall 


(a) 
(b) 


be at least | 500 mm in width and 900 mm in depth, 


have a clear floor space at the entrance to the shower of at least 900 mm in depth and the same width 
as the shower, except that fixtures are permitted to project into that space provided they do not 
restrict access to the shower, 


have a slip-resistant floor surface, 
have a bevelled threshold not exceeding 13 mm in height above the finished floor, 


be equipped with a wall mounted folding seat that is not spring-loaded or provision for a portable seat 
that is, 
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(1) 


(ii) 
(iii) 


38 mm to 62 mm less than the shower compartment depth in width by 430 mm to 530 mm in 
depth, 


mounted approximately 450 mm above the floor, and 


designed to carry a minimum load of 1.33 KN, 


(f) be equipped with a grab bar which shall 


(i) 
(ii) 
(iii) 


(iv) 


be at least 900 mm in length, 
be mounted approximately 850 mm above the floor, 


be located on the wall so that at least 300 mm of its length is reachable from one side of the 
seat, and 


conform to Subclauses 3.7.3.8.(1) (d) (iv), (v) and (vi), 


(g) be equipped with a pressure-equalizing or thermostatic mixing valve controlled by lever or other 
device operable with a closed fist from the seated position, 


(h) be equipped with a hand-held shower head with at least 1 500 mm of flexible hose located so that it 
can be reached from the seated position and equipped with a support so that it can operate as a fixed 
shower head, and 


(i) have fully recessed soap holders which can be reached from the seated position. 


(2) Individual shower stalls that are provided for use by residents and patients in buildings of Group B, 
Division 2 institutional occupancy shall conform to the requirements of Clauses (1) (a) to (1). 


(3) Individual bathtubs that are provided for the use of residents and patients in Group B, Division 2 
institutional occupancies 


(a) shall have faucet handles of the lever type that are not spring-loaded, 


(b) shall have faucet handles that are located so as to be usable by a person seated in the bathtub, and 


(c) shall have mounted on the wall, unless the bathtub is free-standing, an “L”’-shaped grab bar conform- 
ing to Subclauses 3.7.3.8.(1) (d) (iv) to (vi) 


(i) 
(ii) 
(iii) 


(iv) 


with each leg of the ‘‘L”’ being at least 900 mm long, 
with the legs of the ‘‘L”’ being separated by 90°, 


with the horizontal leg of the ‘“L”’ being located between 
150 mm and 200 mm above and parallel to the rim of the bathtub, and 


with the vertical leg of the ‘‘L” being located between 300 mm and 450 mm from the control 
end of the bathtub. 


3.7.3.13. Reserved. 


3.7.3.14. Shelves or Counters for Telephones 


(1) Where built-in shelves or counters are provided for public telephones, they shall be level and shall 


(a) be not less than 350 mm deep, and 


(b) have, for each telephone provided, a clear space not less than 250 mm wide having no obstruction 
within 250 mm above the surface. 


(2) The top surface of a section of the shelf or counter described in Sentence (1) serving at least one tele- 


phone shall 


(a) be not more than 865 mm from the floor, and 


(b) have a knee space not less than 685 mm high. 


(3) Where a wall-hung telephone is provided above the shelf or counter section described in Sentence (2), it 
shall be located so that the receiver and coin slot are not more than 1.2 m from the floor. 


3.7.3.15. Drinking Fountains 


(1) Where drinking fountains are provided, at least one shall be barrier-free and shall 
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(a) have a spout located near the front of the unit not more than 915 mm above the floor, and 


(b) be equipped with controls that are easily operated from a wheelchair using one hand with a force of 
not more than 22N. 


Section 3.8 Signs 
3.8.1. Scope 


3.8.1.1. Application. Except as provided otherwise in Article 3.8.1.2. this Section shall apply to the erection of 
all signs. 


3.8.1.2. Exceptions 
(1) The following signs shall not be subject to the provisions of this Section, 
(a) signs for regulating traffic or similar devices, legal notices or warnings at railroad crossings, 


(b) signs in display windows including writing, representation, painting or lettering directly on the sur- 
face of any window or door, or other signs not affixed to the building interior, 


(c) small signs displayed for the direction of the public including signs which identify rest rooms, freight 
entrances and such other similar directional signs, 


(d) signs painted directly on a building, and 
(e) incidental signs or other signs subject to municipal approval. 
3.8.2. Alterations 


3.8.2.1. Exceptions for Alterations. The changing of movable parts of signs that are designed for changes, or 
the repainting of display matter shall not be deemed to be alterations. 


3.8.3. Structural Requirements 


3.8.3.1. Structural Design. Except as provided herein, all sign structures shall be designed in accordance with 
Part 4. 


3.8.3.2. Professional Design 
(1) A sign structure shall be designed by an architect or professional engineer where it is, 
(a) aground sign which exceeds 7.5 m in height above the adjacent finished ground, 
(b) a projecting sign which weighs more than 115 kg, or 
(c) any one face of a roof sign which exceeds 10 m?. 


(2) A projecting sign shall not be attached or fastened in any manner to a parapet wall unless designed by an 
architect or professional engineer. 


3.8.4. Plastic Sign Facing Materials 
3.8.4.1. Combustible Sign Faces 
(1) Plastic materials used in the construction of sign faces shall, 


(a) have an average burning rate not greater than 65 mm/min in sheets 1.5 mm thick when tested in 
accordance with ASTM D635, “‘Rate of Burning and/or Extent and Time of Burning of Self-support- 
ing Plastics in a Horizontal Position”’ 


| 


(b) have an average burning rate not greater than 140 mm/min when tested in accordance with ASTM 
D568, “Rate of Burning and/or Extent and Time of Burning of Flexible Plastics in a Vertical Posi- 
tion”, and 


(c) have a measurement of material thickness in accordance with Method B-Machinists’ Micrometer 
Without Ratchet of ASTM D374, ‘Thickness of Solid Electrical Insulation’’. 


(2) Except as provided in Sentence (3), where the exterior cladding of a wall is required to be 
noncombustible, a plastic sign face or a group of contiguous plastic sign faces may be placed over such cladding 
provided each such sign face or group of contiguous sign faces, 


(a) does not exceed 30 per cent of the wall area of the storey on which it is installed, 
(b) does not exceed 15 m? in area or 1.2 m in height at each storey, and 
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(c) when located above the first storey, is vertically separated from other plastic sign faces by 1.2 m of 
noncombustible construction unless separated by a horizontal noncombustible projection such as a 
canopy, extending the full width of, and projecting at least 900 mm beyond the exterior sign face. 


(3) Where a plastic exterior sign is mounted as a face on a metal sign box that is at least 200 mm in depth, 
the requirements of Sentence (2) need not apply provided the sign box is mounted on a noncombustible 
exterior wall. 


(4) Notwithstanding the requirements of Sentence (5), the plastic portion of an interior sign placed over or 
forming part of an interior wall surface in corridors, covered or enclosed walkways at or above grade in 
buildings shall, 


(a) not exceed 15 per cent of the wall area in, or over which it may be installed, 


(b) be supported by a device that will not detrimentally affect the fire-resistance rating of the interior wall 
to which it is attached or of which it may form a part, and encase the edges of the plastic sign face in 
metal, 


(c) not be positioned or sized in such a manner that it is less than 600 mm from the vertical line separat- 
ing two adjacent premises, 


(d) be placed so that there is at least 600 mm vertical separation of noncombustible material between the 
top of the plastic sign surface and the ceiling surface, 


(ec) be permitted to have an increase of 100 per cent in area required in Clause (a) and a decrease of 50 
per cent of the separation distances required in Clauses (c) and (d) if the area is sprinklered, and 


(f) not have a flame-spreading rating above 250. 
(5) Signs in exits and underground walkways shall have a flame-spread rating of not more than 25. 
3.8.5. Location Restrictions 


3.8.5.1. Obstructions not Permitted. No sign shall be located so as to obstruct openings required for light and 
ventilation, any required means of egress or required access for fire fighting in accordance with Sentence 
5. 2.5.4.(2). 


3.8.5.2. Clearance for Exterior Signs 


(1) No exterior sign shall be erected overhanging a sidewalk or other pedestrian walkway unless the vertical 
distance, measured from the bottom of the overhanging portion of the sign to the surface of the sidewalk, is at 
least 2.4 m. 


(2) Except as provided hereinafter, no sign face shall be erected within 600 mm of the vehicular travelled 
portion of a private lane or roadway, or of a motor vehicle parking area unless the minimum vertical distance 
between grade and the bottom of the overhanging sign face is at least 4.25 m. 


(3) Where the height of all vehicles using any private road or parking area is permanently restricted, the ver- 
tical distance in Sentence (2) may be reduced to the amount of the actual height restriction, for as long as the 
said height restriction is in existence on the premises. 


3.8.5.3. Support on Existing Building. No sign shall be supported by an existing building, parapet wall, or 
other structure, or any part thereof, unless the building or structure is adequate to support, without reducing 
the safety factors provided, all loads to which it may be subjected, including those loads resultant from or 
caused by the erection of the sign such as wind and snow loads, and is fully capable of safely transferring said 
loads through its structural members to soil having adequate load-carrying or load-resisting capacity. 


3.8.5.4. Wind Forces. Materials subjected to wind forces used in the construction of signs shall be of sufficient 
strength and shall be installed to withstand a design external pressure or suction due to wind. 


3.8.5.5. Thermal Forces. Materials subjected to thermal forces shall be installed so that their expansion and 
contraction over the temperature ranges to which the materials are likely to be subjected will not dislodge the 
materials from their assigned positions. 


Section 3.9 Portable Classrooms 
3.9.1. Scope 
3.9.1.1. Application 
(1) Except as provided in this Section, the requirements in the Code apply to portable classrooms. 
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(2) Where there are more than 12 portable classrooms on a site, the exceptions in Sentences 3.9.3.3.(2) and 
3.9.3.4.(1) do not apply. 


3.9.1.2. Heating Systems. Heating systems and equipment in a portable classroom shall be designed and 
installed in accordance with Section 6.2. 


3.9.2. Interior Finish 


3.9.2.1. Flame-Spread Rating. Interior finish material used on a wall or ceiling of a portable classroom shall 
have a flame-spread rating of 150 or less. 


3.9.3. Application 
3.9.3.1. Building Areas 


(1) A single portable classroom shall be not more than 100 m? in building area, and not more than 1 storey in 
building height. 


(2) For the purposes of Subsection 3.2.2., where the horizontal distance between portable classrooms is less 
than 6 m, a group of portable classrooms may be considered as a single building with a building area equal to 
the aggregate area of the portable classrooms. 


3.9.3.2. Spatial Separations 


(1) The requirements in Subsection 3.2.3. need not be provided between individual portable classrooms 
where the distance between the classrooms is 6 m or more. 


(2) The requirements in Subsection 3.2.3. need not be provided between individual portable classrooms 
within a group where 


(a) the portable classrooms are in groups where 
(i) the distance between the classrooms is less than 6 m, 
(ii) the number of classrooms in a group is not more than 6, and 
(iii) the distance between groups of classrooms is 12 m or more, or 
(b) the portable classrooms are in groups where 
(i) the means of egress for each classroom within a group is by a common corridor or passageway, 
(ii) the number of portable classrooms in a group is not more than 6, and 
(iii) the distance between groups of portable classrooms is 12 m or more. 
3.9.3.3. Fire Alarm Systems 


(1) Except as provided in Sentence (2), the fire alarm system in the main school building shall be extended 
to the portable classrooms with a separate zone indicator on the annunciator. 


(2) The requirements in Sentence (1) need not be provided where 
(a) the distance between portable classrooms is 6 m or more, 


(b) the distance between portable classrooms is less than 6 m and the requirements of Subsection 3.2.3. 
are applied between the classrooms, or 


(c) the portable classrooms are in groups where 
(i) the distance between the classrooms is less than 6 m, 
(ii) the number of classrooms in a group does not exceed 6, 


(iii) within a group of classrooms, the facing walls have a fire-resistance rating of 45 min, rated from 
inside the classroom, and 


(iv) the distance between groups of classrooms is 12 m or more. 
3.9.3.4. Provisions for Fire Fighting 
(1) The requirements in Articles 3.2.2.6. and 3.2.5.1. to 3.2.5.8. need not be provided where 
(a) the distance between portable classrooms is 6 m or more, 
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(b) the distance between portable classrooms is less than 6 m and the requirements of Subsection 3.2.3. 
are applied between the classrooms, 


(c) the portable classrooms are in groups where 
(1) the distance between the classrooms is less than 6 m, 
(ii) the number of classrooms in a group is not more than 6, 


(111) within a group of classrooms, the facing walls have a fire-resistance rating of 45 min, rated from 
inside the classroom, and 


(iv) the distance between groups of classrooms is 12 m or more, 
(d) the portable classrooms are in groups where 


(i) the distance between the classrooms ts less than 6 m, 





(11) the number of classrooms in a group is not more than 6, and 
(111) the distance between groups of classrooms is 12 m or more, or 
(e) the portable classrooms are in groups where 
(i) the means of egress for each classroom within a group is by a common corridor or passageway 
(11) the number of classrooms in a group is not more than 6, and 
(111) the distance between groups of classrooms is 12 m or more. 


| 3.9.3.5. Portable Fire Extinguishers. A fire extinguisher, in accordance with Article 3.2.5.17., shall be 
| installed in each portable classroom. 





3.9.3.6. Means of Egress 


_ (1) Except as required in Sentence (2), a portable classroom shall be provided with means of egress con- 
forming to Sections 3.3 and 3.4. 


_ (2) A portable classroom shall be provided with at least 2 means of egress where the classroom contains a 
fuel-fired appliance which is not separated from the remainder of the classroom by a fire separation having a 
_ fire-resistance rating of 45 min or more. 


3.9.3.7. Fuel-Fired Appliances 


/ (1) Except as provided in Sentence (2), where a portable classroom contains a fuel-fired appliance, the 
appliance shall be separated from the remainder of the classroom by a fire separation having a fire-resistance 
| rating of not less than 





| (a) 1.5 h where the horizontal distance between portable classrooms is 1.5 m or less,and 


(b) 45 min where the horizontal distance between portable classrooms is more than 1.5 m but less than 
6m. 


(2) Where the horizontal distance between portable classrooms is 6 m or more, a fuel-fired appliance need 
_ not be separated from the remainder of the classroom by a fire separation provided 


(a) there is not more than 1| appliance per portable classroom, and 


(b) the appliance is located not less than 4.5 m from an egress doorway or an exit from the portable class- 
room. 


| 3.9.3.8. Washroom Facilities. Washroom facilities need not be provided in a portable classroom where the 
| facilities in the main school building comply with the requirements of Subsection 3.6.4. for the total occupant 
_ load of the main school building and the portable classrooms. 





3.9.3.9. Barrier-Free Access. The requirements of Section 3.7 for barrier-free access need not be provided for 
a portable classroom provided that the main school building complies with the requirements of Section 3.7. 


_ Section 3.10 Self-Service Storage Buildings 
3.10.1. Scope 


_ storage buildings. 


| 

| 

3.10.1.1. Application. Except as provided in this Section, the requirements in the Code apply to self-service 
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3.10.2. Requirements for all Buildings 
3.10.2.1. Occupancy Classification 
(1) A self-service storage building 
(a) shall comply with the requirements for a Group F, Division 2 major occupancy, and 
(b) shall not contain a Group F, Division 1 occupancy. 
3.10.2.2. Occupant Load. The requirements based on occupant load shall not apply. 
3.10.2.3. Structural Fire Protection 


(1) Except as provided in Sentence (2) and Sentence 3.10.4.2.(1), the requirements in Subsections 3.2.1. 
and 3.2.2. shall apply. 


(2) The first storey shall be subdivided into areas not more than 500 m? by a masonry or reinforced concrete 
fire separation having a fire-resistance rating of not less than 1 h, or it shall be sprinklered. 


3.10.2.4. Safety Requirements Within Floor Areas . 
(1) Except as provided in Sentences (2) to (12), the requirements in Section 3.3 shall apply. 


(2) A corridor need not be constructed as a public corridor where the travel distance, measured from inside — 
the rental space to the nearest exit, is not more than 15 m provided that the corridor walls | 


(a) are of noncombustible construction, 
(b) have no openings other than doors and the doors are of solid construction, and 
(c) are continuous from the floor to the underside of the floor above, the ceiling or the roof. 


(3) Where the building is sprinklered, doors in a public corridor do not require to be equipped with self- 
closing devices and latches provided that the travel distance is measured from inside the rental space to the 
nearest exit. 


(4) Egress doors from a rental space are not required to swing in the direction of exit travel or swing on a_ 
vertical axis provided 


(a) the area of the rental space is not more than 50 m2, and 


(b) the distance of travel within the rental space is not more than 10 m. 


A a 


(5) Where egress doors from a rental space open onto a corridor and swing in the direction of exit travel, the | 
corridor shall be not less than 1 500 mm wide, and the doors shall be not more than 914 mm wide. 


(6) Where egress doors from a rental space open onto a corridor and do not swing in the direction of exif 
travel, the corridor shall be not less than 1 100 mm in wide. 


(7) Dead end corridors are not permitted. 
(8) Corridors shall be provided with 
(a) natural lighting which shall be uniformly distributed and be at least 4 per cent of the corridor area, or 


(b) emergency lighting, conforming to Sentences 3.2.7.4.(1) and (2), which shall provide average levels 
of illumination of not less than 10 Ix at floor level. 


(9) Not more than two dwelling units shall be contained within one of the buildings on the property. 


(10) Dwelling units shall be separated from the remainder of the building by a fire separation having a 
fire-resistance rating of not less than 2 h. 


(11) A fire separation is not required between a dwelling unit and an office where the office is not more than 
50 m° in area. 


(12) The fire separations required in Sentence 3.3.1.1.(1) need not be provided between individual rental 
spaces. 


3.10.2.5. Exit Requirements 
(1) Except as provided in Sentences (2) and (3), the requirements in Section 3.4 shall apply. 
(2) The clear width of an exit stair shall be not less than 1 100 mm. 
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(3) Exit doors from rental spaces are not required to swing on a vertical axis provided, 
(a) the area of the rental space is not more than 50 m”, and 
(b) the travel distance within the rental space is not more than 10 m. 
3.10.2.6. Service Facilities 
(1) Except as provided in Sentence (2), the requirements in Section 3.5 shall apply. 


(2) Except where located in and serving only the dwelling units, a fuel-fired appliance shall be located in a 
service room separated from the remainder of the building by a fire separation having a fire-resistance rating of 
not less than | h. 





3.10.2.7. Sanitary Facilities 
(1) Except as provided in Sentence (2), the requirements in Subsection 3.6.4. shall apply. 


(2) Except as permitted in Sentences 3.6.4.1.(2) and (3), two washrooms, each containing a water closet and 
a lavatory, shall be provided within one of the buildings on the property. 


3.10.3. Additional Requirements for Buildings Containing more than 1 Storey 


3.10.3.1. Application. The requirements in this Subsection apply to all buildings except a | storey building 
which does not contain a basement or mezzanine. 


3.10.3.2. Spatial Separations ° 


(1) Except as provided in Sentence (2), the requirements in Subsection 3.2.3. shall apply. 


| 
| 


| (2) The distance between buildings shall be not less than 9 m. 

3.10.3.3. Fire Alarm Systems 

| (1) Except as provided in Sentences (2) and (3), the requirements in Subsection 3.2.4. shall apply. 

| (2) A fire alarm system shall be installed. 

|; (3) Within the first storey, manual pull stations are required only in corridors. 

3.10.3.4. Provisions for Fire Fighting 

| (1) Except as provided in Sentences (2) to (4), the requirements in Subsection 3.2.5. shall apply. 
(2) Access routes for fire department vehicles shall be provided and shall be not less than 9 m wide. 
| (3) Hydrants shall be located in the access routes required in Sentence (2) so that, 


(a) for a building provided with a fire department connection for a standpipe and hose system or a 
sprinkler system, 


| (i) a fire department pumper vehicle can be located adjacent to a hydrant, and 


| (ii) the unobstructed path of travel for the firefighter from the vehicle to the fire department con- 
nection is not more than 45 m, and 





(b) for a building which is not sprinklered, a fire department pumper vehicle can be located in the access 
route so that the unobstructed path of travel for the firefighter is not more than 


(i) 45 m from the hydrant to the vehicle, and 
(ii) 45 m from the vehicle to every opening in the building. 
_ (4) Hose stations are not required in the first storey. 


3.10.3.5. Standpipe and Hose Systems 





(1) Except as provided in Sentence (2), the requirements in Subsection 3.2.9. shall apply. 
(2) Hose stations are not required in the first storey. 
3.10.4. Additional Requirements for 1 Storey Buildings 


3.10.4.1. Application. The requirements in this Subsection apply to 1 storey buildings which do not contain a 
basement or mezzanine. 


7 
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3.10.4.2. Building Area 
(1) For the purposes of Subsection 3.2.2., building area means, 
(a) the building area of each building, 
(b) the total of the building areas of all buildings as a group, or 
(c) the total of the building areas of any number or group of buildings. 
3.10.4.3. Spatial Separations 
(1) Except as provided in Sentences (2) to (4), the requirements in Subsection 3.2.3. shall apply. 


(2) Where the building area conforms to Clause 3.10.4.2.(1) (b), the limiting distance requirements shall not 
apply between individual buildings. 


(3) Where the building area conforms to Clause 3.10.4.2.(1) (c), 


(a) the limiting distance requirements shall apply between each group of buildings, but not between indi- 
vidual buildings within a group, and 


(b) the distance between each group of buildings shall be not less than 9 m. 
(4) The distance between individual buildings within a group shall be not less than 6 m. 
3.10.4.4. Fire Alarm Systems 
(1) Except as provided in Sentence (2), the requirements in Subsection 3.2.4. shall not apply. 
(2) The requirements for smoke alarms in Article 3.2.4.21. shall apply to a dwelling unit. 
3.10.4.5. Provisions for Fire Fighting 
(1) Except as provided in Sentences (2) to (7), the requirements in Subsection 3.2.5. shall not apply. 
(2) Access routes for fire department vehicles shall be provided and shall be not less than 9 m wide. 


(3) Hydrants shall be located in the access routes required in Sentence (2) so that the locations conform to 
Sentence 3.,10:3'4.(3): 


(4) The access routes required in Sentence (2) shall conform to the requirements in Sentence 3.2.5.7.(1). 
(5) An adequate water supply for fire fighting shall be provided for every building. 


(6) Where a sprinkler system is installed, the system shall conform to the requirements in Articles 3.2.5.13., 
D2 iG cand 22 S18: 


(7) Where combustible sprinkler piping is installed, it shall conform to the requirements in Article 3.2.5.14. 
Section 3.11 Public Pools 
3.11.1. General 
3.11.1.1. Application 

(1) This Regulation applies to every public pool. 


(2) This Section applies to the design and construction of site assembled and manufactured pools that are 
intended for use as public pools. 


3.11.2. Designations of Public Pools 
3.11.2.1. Pool Designations 


(1) Every public pool shall be designated as being either a Class A pool or a Class B pool in accordance with 
Sentence (2) or (3). 


(2) A Class A pool is a public pool to which the general public is admitted or that is 
(a) operated in conjunction with or as a part of a program of an educational, instructional, physical fit- 
ness or athletic institution or association, supported in whole or in part by public funds or public sub- 


scription, or 


(b) operated on the premises of a recreational camp, for use by campers and their visitors and camp per- 
sonnel. 
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(3) A Class B pool is a public pool that is 


(a) operated in conjunction with six or more dwelling units, suites, single family residences, or any combi- 
| nation thereof for the use of occupants or residents and their visitors, 





(b) operated in conjunction with a mobile home park for the use of residents or occupants and their visi- 
tors, 


(c) operated on the premises of a hotel or motel for the use of its guests and their visitors, 
. (d) operated on the premises of a campground for the use of its tenants and their visitors, 
(e) operated in conjunction with a club for the use of its members and their visitors, or 
(f) operated in conjunction with an establishment or institution classified in Table 3.1.2.A. as, 
| (i) Group B, Division 1, major occupancy, or 
(11) Group B, Division 2, major occupancy, for the use of residents or occupants and their visitors. 
3.11.3. Pool and Pool Deck Design and Construction Requirements for all Class A and Class B Pools 
| 3.11.3.1. Construction Requirements 


(1) Except as otherwise required in Subsections 3.11.4., 3.11.5., 3.11.6., and 3.11.7. or otherwise exempted 
in Sentences (2) and (3), Class A pools and Class B pools shall be designed and constructed to comply with 
Sentences (2) to (24). 


| (2) Where a Class B pool is constructed for use solely in conjunction with a club, day nursery, day camp or 
| establishment or institution for the care of persons who are infirm, aged or in custodial care, the pool shall be 
_exempt from the requirements of Clause (8)(a) and Sentences (12) and (13). 


} 


(3) Where a Class B pool is constructed for use solely in conjunction with an establishment or institution for 
‘the treatment of persons who are disabled or ill, the pool shall be exempt from the requirements of Sentences 
(5) and (6), Clause (8)(a) and Sentences (12) and (13). 


(4) Except for a modified pool, wave action pool, a pool for therapeutic use and a pool described in Sen- 
tence 3.11.5.1.(1), a public pool shall be constructed to have a water depth of not less than 750 mm. 


| 








(5) Except for a modified pool and wave action pool, the slope of the bottom of any portion of a public pool 
| shall not exceed 


(a) 8 per cent (a slope of 2 in 25) where the water depth is 1.35 m or less, 


} 


| (b) 33 per cent (a slope of 1 in 3) where the water depth is more than 1.35 m and less than 2 m, and 
| (c) 50 per cent (a slope of | in 2) where the water depth is 2 m or more. 


(6) Except for a modified pool and wave action pool, where the slope of any portion of the bottom of a 
public pool is more than 8 per cent, the walls of the pool shall be equipped with recessed fittings to which a 
safety line supported by buoys can be attached across the surface of the water and the recessed fittings shall be 
installed at a horizontal distance of at least 300 mm measured from the vertical projection of the top of the 
Slope in the direction of the shallow end of the pool. 


(7) Except for a modified pool, wave action pool and a pool described in Sentence 3.11.5.1.(1), the side and 
end walls of a public pool shall be vertical from the top of the walls to within 150 mm of the bottom except at 
| steps or recessed ladders or in water depths of 1.35 m or more. 


(8) Except for a modified pool and wave action pool and except as provided in Sentence (10), a public pool 
_ shall be surrounded by a hard-surfaced pool deck that shall 





(a) except for a pool described in Sentence 3.11.5.1.(1), be not less than 1.80 m wide and provide at least 
900 mm width of clear passage, 


(i) behind any diving board and its supporting structure, and 


(ii) between any column piercing the deck and the edge of the pool or between the column and 
outer perimeter of the pool deck, 


(b) in the case of an outdoor pool, be sloped away from the pool to waste drains or to adjacent lower 
ground at a slope of between 2 per cent and 4 per cent, and 
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(c) in the case of an indoor pool, be impervious and sloped away from the pool to waste drains at a slope: 
of between 1 and 4 per cent. 
(9) Where a public pool is constructed with a ledge, the ledge shall 
(a) be placed only in parts of the pool where the water depth is 1.35 m or more, 
(b) be not more than 200 mm wide, 
(c) be at least 1 m below the water surface, 


(d) where located on the side of the pool, be gradually tapered towards the shallow end of the pool in 
such a manner as to prevent a harmful obstruction, and 


(e) have a band of contrasting colour along the entire juncture of the side and top of the ledge. 


(10) Notwithstanding Sentences (11) to (15), where a public pool is constructed on any level surface with. 
walls rising above that surface and has a constant water depth not exceeding 1.10 m and a water surface area 
not exceeding 100 m7”, the pool deck may be an elevated platform surrounding the pool if it has 


(a) an unobstructed width of not less than 900 mm, 

(b) a height of at least 75 mm above grade or pavement elevation, 

(c) 6 mm wide openings for drainage, and 

(d) anon-slippery surface that is capable of being kept clean and disinfected. 


(11) Except for a modified pool and wave action pool, where a pool deck projects over the water surface, the 
projection shall not exceed 50 mm. | 


(12) Except for a modified pool and wave action pool, the pool deck shall be separated from any adjacent 
spectator area or gallery and from any spectator access to such area or gallery by a gate or other barrier. 


(13) Except for a modified pool and wave action pool, the perimeter of the pool deck shall be clearly deli- 
neated by painted lines or other means where any area contiguous to the pool deck may be confused with the 
deck. . 


(14) Perimeter drainage shall be provided where necessary to prevent surface run-off from draining onto the 
pool deck. 


(15) Except for a modified pool, one or more hose bibs shall be installed near the perimeter of the pool deck . 
in locations convenient for flushing the pool deck. 


(16) Except for a modified pool and wave action pool, where access to the pool enclosure is over any surface 
that is not subject to regular cleaning and sanitizing, a foot spray to wash feet by means of a spray running 
freely to waste shall be provided at each such access. 


(17) Except for a modified pool and wave action pool, at least one ladder or set of steps shall be provided in 
both the deep and shallow areas of a public pool for entry into and egress from the pool water. 


(18) The pool deck, the submerged parts of a public pool, the walls or partitions adjacent to a pool deck and | 
the pavement or floor adjacent to a pool deck shall have surfaces that permit thorough cleaning. 


(19) Except for markings for safety or competition purposes, submerged surfaces in public pools shall be fin- 
ished white or light in colour. 


(20) Except in a modified pool, a black disc 150 mm in diameter on a white background shall be affixed to 
the bottom of a public pool within the area of its greatest depth. 


(21) A public pool shall be equipped with lockable doors or other barriers capable of preventing public 
access to the pool deck. 


(22) Except for a modified pool, wave action pool or a pool installed at a recreational camp, a Class A pool | 
shall be provided with | 


(a) where the water surface area is greater than 150 m? but not greater than 230 m’, at least one lifeguard | 
control station, and 


(b) where the water surface area is greater than 230 m”, at least two lifeguard control stations. 


(23) Except for a modified pool, every public pool shall display on the deck clearly marked figures, not less | 
than 100 mm high, that set out 
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(a) the water depths indicating the deep points, the breaks between gentle and steep bottom slopes and 
the shallow points, 


(b) the words SHALLOW AREA at one or more appropriate locations, and 
(c) where the water depth exceeds 2.5 m, the words DEEP AREA at one or more appropriate locations. 


(24) Except for a modified pool and a pool to which Sentence 3.11.5.1.(4) applies, every public pool having 
a maximum water depth of 2.5 m or less shall display a warning notice posted in a location clearly visible to 
divers on which is printed in letters at least 150 mm high, the words CAUTION—AVOID DEEP DIVES or 
SHALLOW WATER—NO DIVING. 






3.11.4. Public Pools Equipped with Diving Boards or Diving Platforms 
3.11.4.1. Diving Boards or Platforms 


(1) No diving board or diving platform shall be installed in a public pool unless the requirements of Sen- 
tences (5) to (17) are met but the requirements for a diving platform do not apply to a starting platform. 


(2) No diving board or diving platform shall be installed in a modified pool or a wave action pool. 


(3) Where a public pool is equipped with a diving board or a diving platform, the board or platform shall 
have a non-slip surface. 


(4) Where a diving board or a diving platform in a public pool is more than 600 mm above the water surface, 
the board or platform shall be equipped with one or more adjacent handrails. 


(5) Where a public pool is equipped with a diving board or a diving platform not more than 3 m in height 
above the water surface, the pool shall be designed and constructed in conformance with Sentences (6) to (15). 


(6) The depth of water in the area directly below a horizontal semi-circle in front of a diving board or diving 
platform having a radius of 3 m measured from any point on the front end of the board or platform shall not be 
less than 


(a) 2.75 m, where a board is 600 mm or less in height above the water surface, 


(b) 3m, where a board or platform is greater than 600 mm but not more than 1 m in height above the 
water surface, and 


(c) 3.65 m, where a board or platform is greater than 1 m but not more than 3 m in height above the 
water surface, 


| as illustrated in Figure 3.11.4.A. 


. (7) Except as permitted in Sentence (8), the water depth in a public pool shall be at least 1.35 m at the hori- 
zontal arc having a radius of 9 m measured from any point on the front end of the diving board or diving 
| platform and intersecting the vertical projections of the walls of the pool as illustrated in Figure 3.11.4.A. 


(a) the water depth shall be at least 1.35 m at the horizontal arc having a radius of 7.5 m measured from 


| 
| (8) Where a Class B pool is equipped with a diving board 600 mm or less in height above the water 
| any point on the front end of the diving board, and 


(b) a warning notice, on which is printed in letters at least 150 mm high, the words DANGER—AVOID 
| DEEP OR LONG DIVES, shall be posted in a location clearly visible to divers, 


i 
] 


as illustrated in Figure 3.11.4.A. 


| 
| 
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Figure 3.11.4.A. 
Forming Part of Sentences 3.11.4.1.(6) to (8) 






The water depth within 
this Semi-circie shall be 
as specified in Sentence 
3.1141 (6) 











Diving Board or 
Diving Plattorm 





The water depth at this arc must be at 
least 135 m_ The radius of the arc may 
be 75 m tor Class B pools with a diving 
board 600 mm or less above the water 
surtace See Sentences 31141 (7) & (8) 








(9) The slope of the bottom of a public pool having a diving board or diving platform shall not change by 


more than 17 per cent where the water depth is less than the applicable depth set out in Sentence (6) and | 


greater than the depth set out in Sentence (7) or (8), as applicable. 


(10) The horizontal distance between the vertical projection of the centre line of a diving board or diving 
platform and the vertical projection of the centre line of another board or platform shall be at least 2.75 m. 


(11) The horizontal distance between the centre line of a diving board or diving platform and the vertical 
projection of the closest side or any ledge on the closest side of a public pool shall be at least 


(a) 3m, where a diving board or diving platform is 1 m or less in height above the water surface, and 
(b) 3.6m, where a diving board or diving platform is greater than 1 m in height above the water surface. 


(12) A diving board or a diving platform 600 mm or less in height above the water surface shall project over 
the water a horizontal distance of at least 900 mm from the vertical projection of a pool wall under it. 


(13) A diving board greater than 600 mm in height above the water surface shall project over the water a 
horizontal distance of at least 1.5 m from the vertical projection of the pool wall under it. 


(14) A diving platform greater than 600 mm in height above the water surface shall project a horizontal dis- 
tance of at least 1.2 m from the vertical projection of the pool wall under it. 


(15) The space above a diving board or diving platform shall be unobstructed and shall consist of at least 


(a) a space having a width of 2.50 m on each side of the centre line of the board or platform, a length 
equal to the sum of the horizontal distance the board or platform projects over the water plus 3 m, 
and a height of 


(i) 3.65 m above a diving board 3.65 m or less in length, 
(ii) 5 mabove a diving board greater than 3.65 m in length, or 
(iii) 3 m above a diving platform, and 
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(b) the space below the planes originating from the front and sides of the uppermost horizontal plane of 
the space determined under Clause (a) and sloping downwards at 30° from the horizontal, 


as illustrated in Figure 3.11.4.B. 


Figure 3.11.4.B. 
Forming Part of Sentence 3.11.4.1.(15) 
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(16) A diving board or diving platform greater in height than 3 m above the water surface shall be equipped 
with a gate, barrier or other device capable of preventing access thereto. 


(17) Where a public pool is to be equipped with diving boards or diving platforms greater than 3 m in height 

above the water surface, the design of the diving boards or diving platforms and the corresponding water 
| depths and clearances shall be in accordance with the ‘‘Rules and Laws Governing Swimming, Diving, Water 
| Polo and Synchronized Swimming” published in 1984 by FINA. 


| 
| 
| 
| 


3.11.5. Ramps into Public Pools in B2 Institutional Occupancies 


| 


 3.11.5.1. Ramps into Pools 





(1) Notwithstanding Sentences 3.11.3.1.(4) and (7) and Clause 3.11.3.1.(8) (a), where a public pool is con- 

structed in a building containing a Group B, Division 2, major occupancy, and has a water depth not exceeding 

| 1.5 mand a water surface area not exceeding 100 m’, the pool deck contiguous to not more than 50 per cent of 

the total perimeter of the pool may be replaced by one or more ramps that will permit a bather seated in a 
wheelchair to enter the water with or without the wheelchair. 


_ (2) Where a public pool has one or more ramps as described in Sentence (1), the pool shall be designed and 
constructed to comply with Sentences (3) to (8). 
| (3) A ramp referred to in Sentence (1) shall have 
(a) a handrail having a height between 800 mm and 900 mm along each side of the ramp and running 
parallel to the slope of the ramp, 


(c) acurb or other means to prevent a wheelchair from falling off the side of the ramp, 


| (b) a width of at least 1.1 m, 
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(d) surface finishes capable of being kept clean, sanitary and free from slipperiness, and 
(e) a landing at the bottom at least 1.5 m in length and the same width as the ramp. 


(4) Notwithstanding Sentence 3.11.3.1.(24), a warning notice, on which is printed in letters at least 150 mm 
high, the words CAUTION—NO DIVING, shall be posted conspicuously on each wall or fence line enclosing 
the pool. 


(5) There shall be a curb along the perimeter of the pool except at steps, ladders and ramp entrances. 
(6) The curb shall have 

(a) aheight of 50 mm, 

(b) rounded edges, 

(c) acoved base, and 

(d) araised nosing at the top to serve as a fingerhold for a bather in the water. 


(7) Where a ramp that is not submerged is adjacent to the pool wall and is used for access to the water, the 
pool shall be constructed so that 


(a) the landing at the bottom of the ramp is at least 450 mm but not more than 550 mm below the top of 
the wall separating the ramp from the pool, 


(b) the landing is equipped with a floor drain at its lowest point, 


(c) the top of the wall between the pool and the ramp is at least 250 mm and not more than 300 mm in 
width, 


(d) the pool deck is capable of accommodating a movable barrier separating the deck from the ramp, 


(e) the water depth at the landing shall be accurately and clearly marked at the landing in figures at least — 
100 mm high on the top of the wall separating the pool from the ramp, and | 


(f) the ramp shall have a slope not exceeding 8 per cent. 


(8) Where a submerged ramp is adjacent to the pool wall and is used for access to the water, the pool shall — 
be constructed so that 


(a) the water depth at the bottom of the ramp 1s at least 600 mm and not greater than 900 mm, 


(b) a hard-surfaced area that is at least 750 mm wide is contiguous to the entire length of the part of the 
submerged ramp that pierces any part of the deck, 


(c) the area described in Clause (b) is capable of accommodating a movable barrier that separates the 
area from the deck, 


(d) the finishes in submerged portions of the ramps and curbs are different in colour or shade from each 
other and from that of the pool walls and bottom, and 


(e) the submerged ramp has a slope not exceeding 11 per cent. 
3.11.6. Modified Pools 
3.11.6.1. Construction Requirements 


(1) A modified pool is exempt from Sentences (4) to (8), (11) to (13), (15) to (17), (20), (22) to (24) of 
Article 3.11.3.1. and Sentence 3.11.8.1.(12). 


(2) A modified pool shall be designed and constructed to comply with Sentences (3) to (9). 


(3) A modified pool and its pool deck shall be constructed of hard-surfaced material that permits thorough 
cleaning. 


(4) The slope of the bottom of any portion of a modified pool shall not exceed 8 per cent. 
(5) The depth of the water in any portion of a modified pool shall not be more than 1.8 m. 
(6) A modified pool shall be surrounded on all sides by a hard-surfaced pool deck that shall 
(a) be atleast 3 m wide, 
(b) have a continuous crest surrounding the pool at least 100 mm above the pool water surface, and 
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(c) be sloped to shed water from the crest to the outer perimeter of the pool deck. 


(7) A modified pool shall be provided with two or more drain fittings covered with protective grilles with 
) openings having an aggregate area of at least 10 times the internal cross-sectional area of the outlet pipe or 
pipes connected to the recirculation system that is capable of completely draining the pool. 


(8) Provision shall be made for lifeguard control stations adjacent to the edge of the water at intervals of not 
more than 60 m. 


(9) The bottom of a modified pool shall be marked with continuous black contour lines 


(a) 150 mm wide located where the water depth is 600 mm, and 










| (b) 300 mm wide located where the water depth is 1.2 m. 
3.11.7. Wave Action Pools 
_3.11.7.1. Construction Requirements 


_ (QD) A wave action pool is exempt from Sentences (4) to (8), (11) to (13), (16), (17) and (22) of Article 
feet i.3.1. and Sentence 3.11.8:1/(12). 


(2) A wave action pool shall be designed and constructed to comply with Sentences (3) to (11). 
(3) The slope of the bottom of any portion of a wave action pool 
(a) shall not exceed 8 per cent where the still water depth is less than 1 m, and 
(b) shall not exceed 11 per cent where the still water depth is 1 m or more. 
(4) The walls of a wave action pool shall be vertical from the water surface to within 150 mm of the bottom. 


(5) There shall be a hard-surfaced pool deck at least 3 m wide immediately adjacent to the pool wall at the 
_ shallow end of the pool and at least 1.5 m wide immediately adjacent to all walls of the pool. 


(6) Provision shall be made for two or more lifeguard control stations on each side of the pool deck adjacent 
to which the still water depth exceeds | m. 


(7) Sets of steps or ladders recessed into pool side walls and having continuous vertical grab bars on each 
| side thereof shall be located at intervals of not more than 7.5 m along portions of the pool where the still water 
_ depth exceeds | m, except that no steps or ladders shall be located within 3 m of the corners at the deep end of 
the pool. 





_ (8) Except at recessed steps or ladders, the pool deck along each side of a wave action pool adjacent to 
_which the water depth is 2.3 m or less shall be equipped with a barrier supported by posts or a wall that 


(a) is 1 min height, 
(b) is located 1 mor less from the side of the pool, and 


(c) has warning notices affixed thereto at intervals not exceeding 7.5 m signifying clearly that jumping 
and diving are prohibited along the sides of the pool. 


(9) Skimming devices shall be designed and suitably located to remove surface film when no waves are 
induced in a wave action pool. 


(10) A system capable of deactivating the wave-making equipment shall be installed with readily accessible 
push buttons located on the pool deck not more than 30 m apart, adjacent to each side and the deep end of the 
pool. 


(11) A wave action pool shall be equipped with a first-aid room located within 50 m of the pool. 


| 3.11.8. Recirculation and Vacuum Systems for Public Pools 


| 


_ 3.11.8.1. Recirculation and Vacuum Systems 





(2) For the purposes of this Subsection, the water in a public pool and its recirculation system shall be 


: (1) Every public pool shall be equipped with a recirculation system and vacuum system. 
| deemed not to be potable water. 


(3) The water in a public pool and its recirculation system shall be separated from the potable water supply 
and from the sewer or drainage system into which it drains by air gaps or other devices that prevent 
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(a) the water in the pool or its recirculation system from flowing back into the potable water supply, and 
(b) the water in the sewer or drainage system from flowing back into the pool or its recirculation system. 


(4) The recirculation system and vacuum system of a public pool shall be designed, constructed and equip- 
ped to comply with Sentences (5) to (19). 


(5) The recirculation system of a public pool shall be capable of filtering, disinfecting and passing through 
the pool each day a volume of water of at least 


(a) in the case of a Class A pool, other than a modified pool or a wave action pool, four times the total 
water volume of the pool, 


(b) inthe case of a Class B pool, other than a wave action pool, three times the total water volume of the 
pool, 


(c) inthe case of a modified pool, three times the total water volume of the pool, and 
(d) inthe case of a wave action pool, six times the total water volume of the pool. 
(6) A recirculation system shall be equipped with a flow meter registering the rate of water flow. 


(7) A water meter shall be installed to register the volume of all make-up water added to a public pool or its 
recirculation system. 


(8) Equipment shall be installed to continuously disinfect the water in a public pool by means of, 


(a) a chlorination or hypochlorination system provided with a means for regulating the dosage of chlo- | 


rine and capable of providing not less than 


(i) in the case of an outdoor pool, other than a wave action pool, 300 g of chlorine per day per 
10 000 L of total pool capacity, 


(ii) in the case of an indoor pool, other than a wave action pool, 200 g of chlorine per day per 
10 000 L of total pool capacity, 


(iii) in the case of an outdoor wave action pool, 800 g of chlorine per day per 10 000 L of total pool 
capacity, and 


(iv) in the case of an indoor wave action pool, 600 g of chlorine per day per 10 000 L of total pool 
capacity, or 


(b) abromination system capable of maintaining in the pool water a total bromine residual of 3 mg/L. 


(9) Gas chlorination equipment for a public pool shall contain a mechanism whereby the chlorine feed shall 
automatically terminate whenever the recirculation system ceases to supply clean water to the pool. 


(10) All exposed potable water piping and chlorine piping within a public pool water treatment service room 
shall be colour coded by means of 


(a) painting the entire outer surface of the piping, or 


(b) coloured bands at least 25 mm in width that are spaced along the piping at intervals of not more than | 


b2um: 
(11) The colour coding referred to in Sentence (10) shall be yellow for chlorine and green for potable water. 


(12) Except for a modified pool and wave action pool, a public pool shall be equipped with overflow gutters 
or surface skimmers connected to the recirculation system that are capable of removing surface film from the 
surface of the water and withdrawing each day and discharging to the waste drains up to 15 per cent of the total 
volume of pool water. 


(13) A public pool shall be equipped with clean water inlets arranged in conjunction with surface skimmers 
or overflow gutters to provide uniform distribution and circulation of clean water. 


(14) All drainage fittings in a public pool shall be equipped with grilles or anti-vortex covers securely held in 
place by corrosion resistant fastenings that require a tool for removal and are galvanically compatible with the 
fittings and grilles or covers. 


(15) Except as provided in Sentence 3.11.6.1.(7) for a modified pool and for a pool that has a recirculation 
system flow rate of 3.0 L/s or less, a public pool shall 


(a) be provided with two or more main drains separated by at least 1.2 m, and 
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(b) be capable of being emptied through the drains in twelve hours or less. 

(16) Where a public pool has a recirculation system flow rate of 3.0 L/s or less. the pool shall 
(a) be provided with one or more main drains, and 
(b) be capable of being emptied through the drain or drains in twelve hours or less. 


(17) Except as provided in Sentence 3.11.6.1.(7) for a modified pool, the area of the Openings in each main 
drain cover shall be such that the flow of water does not exceed 


(a) 0.45 m/s through the openings of a grille, and 


(b) 1.80 m/s through the openings of an anti-vortex fitting. 







_ (18) The flow rate used to calculate the velocity referred to in Sentence (17) shall be the maximum possible 
rate of flow through the main drain taking into account all connections to the main drain and shall be calcu- 


lated by adding the recirculation flow rate during normal operation of the pool to any additional flow caused 
by fixtures that draw water from the main drain. 


(19) A public pool shall be equipped with a vacuum system for cleaning submerged surfaces. 
3.11.9. Dressing Rooms, Locker Facilities, and Plumbing Facilities for all Public Pools 


3.11.9.1. Dressing Rooms and Sanitary Facilities 


(1) Except as otherwise permitted in Sentences (2) and (3), every public pool shall be equipped with dress- 
ing rooms, locker rooms, shower heads, water closets, urinals, lavatories and drinking fountains which shall be 
designed, constructed and equipped to comply with Sentences (4) to (14). 


| (2) Where a Class A pool is installed on the premises of a recreational camp, dressing rooms, locker rooms, 
shower heads, water closets, urinals, lavatories and drinking fountains are not required if 


(a) dressing, water closet and shower facilities are conveniently available for bathers elsewhere on the 
premises, and 





(b) foot sprays are provided in accordance with Sentence 3.11.3.1.(16). 


(3) Where a Class B pool is installed, dressing rooms, locker rooms, shower heads, lavatories, water closets, 
drinking fountains and urinals are not required if 


(a) dressing, water closet and shower facilities are conveniently available elsewhere on the premises for 
bathers when the pool is open for use, and 


(b) foot sprays are provided in accordance with Sentence 3.11.3.1.(16). 


_ (4) The minimum number of water closets, urinals and lavatories shall be determined from Article 3.6.4.2. 
and Table 3.6.4.D. for an occupant load based on 


(a) the formula in Sentence 3.1.16.3.(1) for all public pools, except a wave action pool, or 
_ (b)_ the formula in Sentence 3.1.16.3.(2) for a wave action pool. 
| (5) A minimum of one shower head shall be provided for every 40 bathers. 
(6) Where dressing and locker rooms, water closets and urinals are provided in conjunction with a public 


pool, they shall be located in such a manner that bathers, after using them, shall pass through or by a shower 
area to reach the pool deck. 


(7) All shower heads shall be supplied with potable water at a pressure of at least 140 kPa. 


(8) The shower water system shall have one or more tempering devices capable of being adjusted to ensure 
that water supplied to shower heads does not exceed 40°C. 





| (9) Floors in washrooms, shower areas and passageways used by bathers shall slope to waste drains at not 
less than 1 per cent and shall be of hard surfaced materials that do not become slippery when wet. 


| (10) Joints between floors and walls shall be coved in areas described in Sentence (9) and in dressing and 
aa rooms. 


| (11) Hose bibs shall be provided in safe locations convenient for flushing down the walls and floors in wash- 
rooms, shower areas and passageways used by bathers. 


| (12) Partitions or walls shall be provided to ensure privacy of dressing rooms, washrooms and shower areas. 
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(13) The bottom of interior partitions in dressing rooms and washrooms shall be between 250 mm and. 
350 mm above the floor. 


(14) Dressing and locker room floors shall have non-slip surfaces that permit convenient and thorough 
cleaning and disinfecting. 


3.11.10. Emergency Provisions for all Public Pools 
3.11.10.1. Lighting and Emergency Provisions 


(1) Except as provided in Sentences (2) and (3), rooms and spaces used by the public in conjunction with a 
public pool shall be capable of illumination to levels in compliance with Subsection 3.2.7. 


(2) Dressing rooms, locker rooms, shower rooms, washrooms and passageways shall have an illumination 
level of at least 200 Ix at floor level. 


(3) An indoor pool or an outdoor pool that is intended to be open for use after sundown shall be equipped: 
with a lighting system 


(a) that will maintain at any point on the pool deck and on the pool water surface an illumination level of 
at least, 


(i) 200 1x in the case of an indoor pool, and 
(11) 100 Ix in the case of an outdoor pool, and 
(b) that makes the underwater areas of the pool clearly visible from any point on the pool deck. 


(4) An outdoor pool that is intended to be open for use after sundown and an indoor pool shall be equipped: 
with an independent emergency lighting system that automatically operates whenever the normal electrical 
power supply to a public pool lighting system fails. 


(5) The independent emergency lighting system required in Sentence (4) shall be capable of illuminating the 
pool deck, washroom, shower, locker areas, pool water surface and all means of egress to a level of at least. 
10 Ix. 


(6) An emergency power supply for the emergency lighting system required in Sentence (4) shall comply 
with Sentences 3.2.7.4.(1) and 3.2.7.7.(1) and Article 3.2.7.5. / 


(7) An emergency telephone directly connected to an emergency service or to the local telephone utility 
shall be installed adjacent to the pool deck of every Class A pool. 


(8) A telephone accessible for emergency use shall be installed for every Class B pool within 30 m of the 
pool. 


(9) Every wave action pool shall have a public address system which shall be clearly audible in all portions of | 
the pool. 


(10) Every wave action pool shall have a communication system for the use of persons engaged in supervi- 
sion or operation of the pool which shall be interconnected with each lifeguard control station, the first-aid 
room and the bather admission control centre. 


(11) The public address system and the communication system described in Sentences (9) and (10) shall be 
interconnected. 


3.11.11. Service Rooms and Storage for all Public Pools 
3.11.11.1. Service Rooms and Storage Facilities 


(1) In addition to the requirements of this subsection, service rooms shall comply with the requirements of 
Sentences,3i 2.7.) (3)44.5.2.1(4).and 35,2 .2..(3) and Articles. 5532.35 ane@3.5,2.4, 


(2) Where compressed chlorine gas is used as a pool water disinfectant, the cylinders or containers of gas 
shall be located in a service room that 


(a) except as provided in Sentences 3.1.9.4.(3) to (8), is separated from the remainder of the building by) 
al h fire separation that is substantially gas tight, 


(b) is designed for the sole purpose of containing all installed pressurized chlorine gas apparatus and pip- 
ing and storing all chlorine gas containers or chlorine gas cylinders that are individually secured 
against toppling, 


(c) is located at or above ground level, 
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(d) is provided with an exit door opening to the outdoors, 


(e) has screened openings to the outdoors with at least one opening located within 150 mm from the 
floor and at least one opening located within 150 mm from the ceiling, each opening being 2 per cent 
of the area of the floor, 


(f) is equipped with emergency mechanical ventilation capable of producing at least 30 air changes per 
hour, taking suction at a maximum of 900 mm above the floor level and discharging at least 2.50 m 
above ground level directly to the outdoors, and 


(g) contains a platform weigh scale of at least 135 kg capacity for each chlorine cylinder in use. 
(3) Storage facilities shall be provided for the safe storage of all chemicals required in pool operations. 


(4) The storage facilities shall be ventilated and shall be equipped with a water hose connection and a floor 
drain. 


_ (5) Service rooms and storage facilities, including rooms and facilities that contain electrical or mechanical 
/equipment or chemicals or chemical feeders, shall be equipped with a secure locking device. 
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Part 4 
Structural Design 


Section 4.1 Structural Loads and Procedures 
4.1.1. General 
4.1.1.1. Scope. The scope of this Part shall be as described in Section 2.1. 






4.1.1.2. Definitions 


i (1) Reserved. 
ie(2) Reserved. 
4.1.1.3. Design Requirements 


(1) Buildings and their structural members including formwork and falsework shall be designed to have suf- 
ficient structural capacity and structural integrity to resist safely and effectively all loads and effects of loads 
‘and influences that may reasonably be expected, having regard to the expected service life of buildings, and 
shall in any case satisfy the requirements of this Section. 


| (2) All permanent and temporary structural members, including formwork and falsework of a building, 
| shall be protected against loads exceeding the specified loads during the construction period except when, as 
‘verified by analysis or test, temporary overloading of a structural member would result in no impairment of 
‘that member or any other member. 





(3) Falsework shall be designed in conformance with CSA $269.1, ‘“‘Falsework for Construction Purposes”. 


(4) Precautions shall be taken during all stages of construction to ensure that the building is not damaged or 
distorted due to loads applied during construction. 


| 





| 4.1.1.4. Design Basis 
(1) Buildings and their structural members shall be designed by one of the following methods, 


(a) standard design procedures and practices provided by this Part and any standards and specifications 
referred to therein, except in cases of conflict the provisions of the building code shall govern, or 


(b) one of the following three bases of design, 


(i) analysis based on generally established theory, 
(ii) evaluation of a given full-scale structure or a prototype by a loading test, 
(iii) studies of model analogues, 


provided the design is carried out by a person qualified in the specific method applied and provided the design 
| ensures a level of safety and performance at least equivalent to that provided for or implicit in design carried 
| out by the methods referred to in Clause (a). 


(2) Communications towers, dish antennas and their supporting structures shall conform to CAN3-S37 ** An- 
tennas, Towers, and Antenna Supporting Structures”. 





4.1.1.5. Deflections 
| (1) In proportioning structural members to limit deflection, consideration shall be given to 
(a) the intended use of the building or member, 


(b) limiting damage to non-structural members and materials whose physical properties are known at the 
time of the design, and 


| 
(c) limiting damage to the structure itself. 


(2) Sway effects produced by vertical loads acting on the structure in its displaced configuration shall be 
_ taken into account in the design of buildings and their structural members. 


(3) Deflections listed in Sentence (1) shall be taken into account in all structures and structural members 
_ made of material susceptible to deflections, deformations or changes in load distribution due to creep, shrink- 
age or other effects in the materials of which they are composed. 


(4) The lateral deflection of buildings due to design wind and gravity loads shall be checked to ensure that 
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nonstructural elements whose nature is known at the time the structural design is carried out will not be dam- 
aged. 

(5) Except as provided in Sentence (6), the total drift per storey under specified wind and gravity loads shall 
not exceed 1/500 of the storey height unless other drift limits are specified in the design standards referenced in 
Section 4.3. 

(6) The deflection limits required in Sentence (5) do not apply to industrial buildings or sheds if it is known 
by experience that greater movement will have no significantly adverse effect on the strength and function of 
the building. 


4.1.1.6. Vibrations 


(1) Floor systems susceptible to vibrations shall be designed so that there will be no significantly adverse 
effects on the intended occupancy of the building from vibrations. 


(2) Unusually flexible buildings and buildings whose ratio of height to minimum effective width exceeds 4 to | 
1 shall be designed so that there will be no significantly adverse effects on the intended occupancy of the | 
building from vibrations under dynamic wind load. 





4.1.1.7. Stability. Provision shall be made to ensure adequate stability of a structure as a whole, and adequate | 
lateral, torsional and local stability of all structural parts. 


4.1.1.8. Reserved. 





4.1.2. Specified Loads and Effects 
4.1.2.1. Loads, Forces and Effects | 


(1) Except as provided for in Article 4.1.2.2., the following specified loads, forces and effects shall be con- 
sidered in the design of a building and its structural members and connections 


D— dead loads as provided for in Subsection 4.1.5. | 


i 
L— live load due to intended use and occupancy (includes vertical loads due to cranes); snow, ice andl 
rain; earth and hydrostatic pressure; horizontal components of static or inertia forces. ! 


Q— live load to wind or earthquake, whichever produces the more unfavourable effect. 
f 





} 


f 


(2) Minimum specified values of these loads, as set forth in Subsections 4.1.5. to 4.1.10., shall be increased | 
to account for dynamic effects where applicable. : 


T— loads due to contraction or expansion caused by temperature changes, shrinkage, moisture changes, 
creep in component materials, movement due to differential settlement or combination thereof. 





4.1.2.2. Loads Not Listed 


(1) Where a building or structural member can be expected to be subjected to loads, forces or other effects | 
not listed in Article 4.1.2.1., such effects shall be taken into account in the design based on the most appropri- | 
ate information available. 


(2) If it can be shown by engineering principles, or if it is known from experience, that neglect of some or all 
of the effects due to T do not affect the structural safety and serviceability, they need not be considered in the — 
calculations. 


4.1.2.3. Structural Design. Structural design shall be carried out in accordance with Subsection 4.1.3., Work- | 
ing Stress Design or Subsection 4.1.4., Limit States Design. 


4.1.3. Working Stress Design 
4.1.3.1. Load Combinations 


(1) In designing buildings and their structural members, all of the loads listed in Article 4.1.2.1. shall be. 
considered to act in the following combinations, whichever combination produces the most unfavourable 
effects in the building, foundation or structural member concerned, when appropriately reduced according to: 
Article 4.1.3.2.: 


(a) D 

(b>) Dee 

(c) D+Qy | 
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(d) 
(e) 
(f) 
(g) 
(h) 


Del 
D+L+Q 
Dt bat L 
D+Q4T 
Dee L+QO1+ 7 


in which Q is the specified wind load or two-thirds of the specified earthquake load. 


4.1.3.2. 


Load Combination Factors 


(1) The total of the combined load effects may be multiplied by the following load combination factors: 


(a) 
(b) 
(c) 


4.1.3.3. 


1.0 for the combinations in Clauses 4.1.3.1.(1)(a) to (d), 
0.75 for the combinations in Clauses 4.1.3.1.(1)(e) to (g), and 
0.66 for the combination in Clause 4.1.3.1.(1)(h). 


Stress Reversal. When loads other than D counteract D in a structural member or joint, special cau- 


tion shall be exercised by the designer to ensure adequate safety for possible stress reversal. 





4.1.3.4. 


Overturning and Sliding 


(1) A building shall be proportioned to resist an overturning moment and sliding force of not less than twice 
that due to the loads acting on the structure when the structure is considered as an entire unit acting on or 
anchored to its bearing stratum or supporting structure. 


(2) The resistance to overturning shall be calculated as the sum of the stabilizing moment of the dead load 
only, plus the ultimate resistance of any anchoring devices. 


- 4.1.4. Limit States Design 


«41.4.1. 


Definitions 


(1) In this Subsection, the term 


 @) 


> ©) 


(c) 


(d) 


(e) 


(f) 


(g) 


! (h) 





4.1.4.2. 
| 


limit states means those conditions of a building structure in which the building ceases to fulfil the 
function for which it was designed, 


specified loads (D, L, Q and T) mean those loads defined in Article 4.1.2.1. and given in this Section, 


load factor, a, means a factor in Sentence 4.1.4.2.(4) applied to a specified load which, for the limit 
states under consideration, takes into account the variability of the loads and load patterns and analy- 
sis of their effects, 


factored load means the product of a specified load and its load factor, 


load combination factor, W, means a factor in Sentences 4.1.4.2.(5) and (6) applied to the factored 
loads other than dead load to take into account the reduced probability of a number of loads from dif- 
ferent sources acting simultaneously, 


importance factor, y, means a factor in Sentence 4.1.4.2.(7) applied to the factored loads other than 
dead load to take into account the consequences of collapse as related to the use and occupancy of the 
building, 


resistance, R, of a member, connection or structure is based on the dimensions and on the specified 
properties of the structural materials, 


resistance factor, , means a factor applied to a specified material property or to the resistance of a 
member, connection or structure which for the limit state under consideration takes into account the 
variability of dimensions and material properties, workmanship, type of failure and uncertainty in the 
prediction of resistance, and 


factored resistance means the product of resistance and the applicable resistance factor. 


Safety Check for Strength and Stability 


| () A building and its structural components shall be designed to have sufficient strength and stability so 


| 
| 
| 


that the factored resistance is greater than or equal to the effect of factored loads, as required in Sentence (3). 
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(2) In cases of overturning, uplift and sliding, anchorage is required if the effect of loads tending to cause | 
overturning, uplift or sliding, multiplied by load factors greater than 1.0 given in Sentence (4), is greater than 
the stabilizing effect of dead load multiplied by a load factor of 0.85 as given in Sentence (4). 


(3) The effect of factored loads is the structural effect due to the specified loads multiplied by load factors, 
a, in Sentence (4), a load combination factor, /, in Sentences (5) and (6) and an importance factor, yy, in Sen- 
tence (7), and the factored load combinations shall be taken as 


a,D + yh[a,L + a,Q + oT] 





(4) The load factors, a, shall be equal to | 


(a) a ,=1.25 except that when the dead load resists overturning, uplift or reversal of load effect, a, = | 
0.85, 

(b) a =1.5, | 

(c) «a, =1.5 for wind or 1.0 for earthquake, and 

(d) a, =1.25. 


(5) The load combination factor, , shall be equal to 


(b) 0.70 when 2 of the loads L, Q and T in Sentence 4.1.2.1.(1) act, and 
(c) 0.60 when all of the loads L, Q and T in Sentence 4.1.2.1.(1) act. 


(6) The most unfavourable effect shall be determined by considering the loads L, Q and T in Sentence 


| 
(a) 1.0 when only 1 of the loads L, Q and T in Sentence 4.1.2.1.(1) acts, | 
| 
| 
4.1.2.1.(1) acting alone with b = 1.0 or in combination with § = 0.70 or 0.60. | 


(7) The importance factor, y, shall be not less than 1.0 for all buildings, except that for buildings where it. 
can be shown that collapse is not likely to cause injury or other serious consequences, it shall be not less than 


0.8. 


4.1.4.3. Serviceability and Fatigue : 


(1) A building and its structural components shall be checked for serviceability limit states as defined in 
Clause 4.1.4.1.(1)(a) and fatigue under the effect of the specified loads as required in the standards described 
in Section 4.3. | 
(2) Where more than | load contributes to the stress in a member, the combination of loads shall be. 


assumed to be | 
D+UiL+Q+T] | 
where w is in conformance with Sentences 4.1.4.2.(5) and (6). 
4.1.5. Dead Loads 
4.1.5.1. Dead Loads 
(1) The specified dead load for a structural member consists of 


(a) the weight of the member itself, 


f 
} 


(b) the weight of all materials of construction incorporated into the building to be supported permanently. 
by the member, 

| 

(c) the weight of partitions, | 


(d) the weight of permanent equipment, and 


(e) forces due to prestressing. 
(2) Except as provided in Sentence (5), in areas of a building where partitions other than permanent: 
partitions are shown on the drawings, or where partitions might be added in the future, allowance shall be. 


made for the weight of such partitions. 


(3) The partition weight allowance in Sentence (2) shall be determined from the actual or anticipated weight’ 
of the partitions placed in any probable position, but shall be not less than | kPa over the area of floor being. 
considered. | 
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(4) Partition loads used in design shall be shown on the drawings in sufficient detail to enable the loads due 
_ to materials of construction incorporated in the building to be determined. 


(5) In cases where the dead load is counteractive, the load allowances as provided in Sentences (2) and (3) 
shall not be included in the design calculations. 


4.1.6. Live Loads Due to Use and Occupancy 


_ 4.1.6.1. Loads Due to Use of Floors and Roofs. The specified /ive load on an area of floor or roof depends on 

the intended use and occupancy, and shall not be less than the uniformly distributed load patterns in Article 
4.1.6.3., the loads resulting from the intended use or the concentrated loads in Article 4.1.6.10., whichever 
produces the most critical effect. 





4.1.6.2. Uses Not Stipulated 


(1) Where the use of an area of floor or roof is not provided for in Article 4.1.6.3., the specified live loads 
due to the use and occupancy of the area shall be determined from an analysis of the loads resulting from 


| (a) the weight of the probable assembly of persons, 
(b) the weight of the probable accumulation of equipment and furnishings, and 
(c) the weight of the probable storage of materials. 


» 4.1.6.3. Full and Partial Loading. The uniformly distributed load shall be not less than the values listed in 
Table 4.1.6.A., reduced as may be provided for in Article 4.1.6.9., applied uniformly over the entire area, or 
| on any portions of the area, whichever produces the most critical effects in the members concerned. 


Table 4.1.6.A. 
Forming Part of Article 4.1.6.3. 


Specified Uniformly Distributed Live Loads on an Area of Floor or Roof 





Minimum 
Use of Area of Floor or Roof Specified Load, 
kPa 





Assembly Areas 


(a) Except for those areas listed under (b) and (c), assembly areas with or without 
fixed seats including 
Arenas 
Auditoria 
Churches 
Dance floors 
Dining areas (4) 
Foyers and entrance halls 
Grandstands, reviewing stands and bleachers 
| Gymnasia 
| Museums 
Promenades 
Rinks 
Stadia 
Stages 
Theatres 
and other areas with similar uses 4.8 











(b) Assembly areas with fixed seats that have backs over at least 80 percent of the 
assembly area for the following uses: 
Churches 
Courtrooms 
| Lecture halls 
Theatres 2.4 








: | (c) Classrooms with or without fixed seats 2h 


| 
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Table 4.1.6.A.—(Cont’d) 
Forming Part of Article 4.1.6.3. 


Specified Uniformly Distributed Live Loads on an Area of Floor or Roof 





Minimum 
Use of Area of Floor or Roof Specified Load, 
kPa 
Attics 
Accessible by a stairway in residential occupancies only 1.4 
Having limited accessibility so that there is no storage of equipment or materials 0.5 
Balconies, exterior 4.8 


Balconies, interior and mezzanines that could be used for the assembly of people as 


a viewing area. 4.8 
Balconies, interior other than above (1) 
Mezzanines other than above (1) 
Corridors, lobbies and aisles other than those listed below 4.8 


Corridors, lobbies and aisles not over 1200 mm, in width and all upper floor 
corridors of residential areas only of apartments, hotels and motels (that can not be 
used for the assembly of people as a viewing area) (1) 


Equipment areas and service rooms including 
Generator rooms 
Mechanical equipment exclusive of elevators 
Machine rooms 
Pump rooms 
Transformer vaults 


Ventilating or air-conditioning equipment 3.0:(2) 
Exits and fire escapes 4.8 
Factories 6.0 (2) 
Footbridges 4.8 
Garages for 

Passenger cars 2.4 

Unloaded buses and light trucks 6.0 

Loaded buses and trucks and all other trucking spaces 128 
Kitchens (other than residential) 4.8 
Libraries 

Stack rooms 1B: 

Reading and study rooms 29 


Office areas in office buildings and other buildings (not including record storage 
and computer rooms) located in 


Basement and first floor 4.8 
Floors above first floor 2.4 
Operating rooms and laboratories 3.6 
Patients’ bedrooms 1.9 


Colum 
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Table 4.1.6.A.—(Cont'd) 
Forming Part of Article 4.1.6.3. 


Specified Uniformly Distributed Live Loads on an Area of Floor or Roof 








Minimum 
Use of Area of Floor or Roof Specified Load, 
kPa 

Recreational areas that cannot be used for assembly purposes including 

Billiard rooms 

Bowling alleys 

Pool rooms 356 
Residential areas (within the scope of Article 2.1.1.2.) Sleeping and living quarters 
in apartments, hotels, motels, boarding schools and colleges ve 
Residential areas (within the scope of Article 2.1.1.3.) 

Bedrooms 1.4 

Other areas Eo 

Stairs within dwelling units 1.9 
Retail and wholesale areas 4.8 
Roofs ieQ-(3) 
Sidewalks and driveways over areaways and basements 12.0 
Storage areas 4.8 (2) 
Toilet areas 2.4 | 
Underground slabs with earth cover (2) 
Warehouses 4.8 (2) 

Column 1 a) 


Notes to Table 4.1.6.A.: 
(1) See Article 4.1.6.4. 


im 2) See Article 4.1.6.7. 


f) See Article 4.1.7.1. 


(4) See Article 4.1.6.6. 


4.1.6.4. Loads for Occupancy Served. Corridors, lobbies and aisles not over | 200 mm in width, all upper floor 
corridors of residential areas of apartments, hotels and motels and interior balconies and mezzanines shall be 
designed to carry not less than the specified load required for the occupancy they serve provided they can not 
be used for the assembly of people as a viewing area. 


4.1.6.5. Loads on Exterior Areas 


(1) Exterior areas accessible to vehicular traffic shall be designed for their intended use including the weight 
of fire fighting equipment, but not less than the live loads due to snow, ice and rain prescribed in Subsection 
4.1.7. 


(2) Exterior areas accessible to pedestrian traffic, but not vehicular traffic, shall be designed for their 
intended use, but not less than 


(a) the live load prescribed for assembly areas in Table 4.1.6.A., and 
(b) the live loads due to snow, ice and rain as prescribed in Subsection 4.1.7. 


4.1.6.6. Loads for Dining Areas. The minimum specified load in Table 4.1.6.A. for dining areas may be 
reduced to 2.4 kPa for dining areas in buildings that have been converted for such purposes provided that the 


_ floor area does not exceed 100 m? and use of the dining area for other assembly purposes including dancing Is 


precluded. 


4.1.6.7. Floor Loads Due to Intended Use. Equipment areas and service rooms, factories, storage areas and 
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warehouses shall be designed for the loads due to their intended use but not less than the specified loads listed 
in Table 4.1.6.A. 


4.1.6.8. More Than One Occupancy. Where an area of floor or roof is intended for 2 or more occupancies at 
different times, the value to be used from Table 4.1.6.A. shall be the greatest value for any of the occupancies 
concerned. 


4.1.6.9. Variation with Tributary Area 


(1) Where a structural member supports a tributary area of floor, roof or combination thereof greater than 
80 m? used for assembly occupancies designed for a live load of 4.8 kPa or more, or for storage, manufacturing, 
retail stores, garages or as a footbridge, the specified /ive oad due to use and occupancy, excluding snow, is 
the load provided for in Article 4.1.6.3. multiplied by | 


0.5 + V20/A 
where A is the tributary area in square metres for this type of use and occupancy, excluding the area support- 
ing snow. 


(2) Where a structural member supports a tributary area of floor, roof or combination of these greater than | 
20 m2 for any use or occupancy other than assembly occupancies and those indicated in Sentence (1), the speci- | 
fied live load due to use and occupancy, excluding snow, is the load provided for in Article 4.1.6.3. multiplied | 
by 


0.3 + V9.8/B 


where B is the tributary area in square metres for this type of use and occupancy excluding the area supporting | 
snow. 






4.1.6.10. Concentrated Loads. The specified load due to possible concentrations of load resulting from the use 
of an area of floor or roof shall not be less than that listed in Table 4.1.6.B. applied over an area of 750 mm by 
750 mm located so as to cause maximum effects, except that for occupancies not listed in Table 4.1.6.B. the 
concentrations of load shall be determined in accordance with Article 4.1.6.2. 


| 
| 
| 


t 


Table 4.1.6.B. 
Forming Part of Article 4.1.6.10. 


Specified Concentrated Live Loads on an Area of Floor or Roof 


Minimum 
Specified | 


Area of Floor or Roof Concentrated 


Load, kPa 





Roof surfaces 





Floors of classrooms . 








Floors of offices, manufacturing buildings, hospital wards and stages D4) | 
Floors and areas used by passenger cars 1] 
Floors and areas used by vehicles not exceeding 3600 kg gross weight 18 
Floors and areas used by vehicles exceeding 3600 kg but not exceeding 9000 kg 
gross weight 36 | 
Floors and areas used by vehicles exceeding 9000 kg gross weight 54 
Driveways and sidewalks over areaways and basements 54 

Column | Pe 


| 
{ 
| | 2% | 
4.1.6.11. Bleacher Seats. Bleacher seats shall be designed for a uniformly distributed load of 1.75 kN for each | 
linear metre or for a concentrated load of 2.2 kN distributed over a length of 0.75 m, whichever produces the + 
greatest effect on the supporting members. | 
| 
. 
| 
{ 


4.1.6.12. Helicopter Landing Areas. Helicopter landing areas on roofs shall be constructed in conformance 
with “Heliport and Helideck Standards and Recommended Practices”, third edition, 1985, published by. 
Transport Canada. 


4.1.6.13. Roof Parking Decks. Roof parking decks shall be designed for the uniformly distributed loads in) 
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— Table 4.1.6.A., the concentrated loads in Table 4.1.6.B. or the roof snow load, whichever produces the great- 
est effect in the members concerned. 


4.1.7. Live Loads Due to Snow, Ice and Rain 
4.1.7.1. Specified Snow Loading 


(1) The specified loading, S, due to snow accumulation on a roof or any other building surface subject to 
snow accumulation shall be calculated from the formula 


= SAG, Gy €.€,) a S, 
_ where S, is the ground snow load in kPa, determined in accordance with Subsection 2.5.1., 


S 





is the associated rain load in kPa determined in accordance with Subsection 2.5.1., but not greater 
than SiC 0 C-C.) ’ 


r 


C,, is the basic roof snow load factor of 0.8, 

is the wind exposure factor in Sentences (2) and (3), 

| C, is the slope factor in Sentences (4), (5) and (6), and 

| is the accumulation factor in Sentence (7). 

(2) Except as provided for in Sentence (3), the wind exposure factor, C, , shall be 1.0. 


__ (3) The wind exposure factor in Sentence (2) may be reduced to 0.75, or in exposed areas north of the tree- 
' line to 0.5, where 





(a) the building is in an exposed location, so that the roof is exposed to the winds on all sides, with no 
| obstructions higher than the roof located closer to the building than a distance equal to 10 times the 
height of the obstruction above the roof, 


(b) the area of roof under consideration is exposed to the wind on all sides with no significant obstruc- 
tions on the roof, such as parapet walls, within a distance of at least 10 times the difference between 
the height of the obstruction and C,-C,°S,/y metres, where ¥ is the unit weight of snow on roofs, and 


| (c) the loading does not involve accumulation of snow due to drifting from adjacent surfaces. 
| (4) Except as provided for in Sentences (5) and (6), the slope factor, C,, shall be 

(a) 1.0 when the roof slope, a, is equal to or less than 30°, 

| (b) (70° —«)/40° when a is greater than 30°, but not greater than 70°, and 

(c) Owhen a exceeds 70°. 


(5) The slope factor, C,, for unobstructed slippery roofs where snow and ice can slide completely off the 
roof shall be 
) 


(a) 1.0 when the roof slope, a, is equal to or less than 15°, 





(b) (60° —a)/45° when a is greater than 15°, but not greater than 60°, and 
(c) Owhena exceeds 60°. 


(6) The slope factor, C,, shall be 1.0 when used in conjunction with accumulation factors for increased snow 
_ load as given in Subclauses (7)(b)(ii) and (7)(b)(v). 


(7) The accumulation factor, C,, 

| (a) shall be 1.0, and 

(b) where appropriate for the shape of the roof, assigned other values which account for 
(i) non-uniform snow loads on gable, arched or curved roofs and domes, 
(ii) increased snow loads in valleys, 


(iii) increased non-uniform snow loads due to snow drifting onto a roof which is at a level lower 
than other parts of the same building or at a level lower than another building within 5 m of it, 


(iv) increased non-uniform snow loads on areas adjacent to roof projections, such as penthouses, 
| large chimneys and equipment, and 
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(v) increased snow or ice loads due to snow sliding or drainage of meltwater from adjacent roofs. 
4.1.7.2. Full and Partial Loading 


(1) A roof or other building surface and its structural members subject to loads due to snow accumulation 
shall be designed for the specified load in Sentence 4.1.7.1.(1), distributed over the entire loaded area. 


(2) In addition to the distribution in Sentence (1), flat roofs and shed roofs, gable roofs of 15° slope or less 
and arched or curved roofs with rise to span ratios equal to or less than 1/10 shall be designed for the specified 
uniform snow load in Sentence 4.1.7.1.(1), computed using C, = 1.0, distributed on any | portion of the 
loaded area, and half of this load on the remainder of the loaded area, in such a way as to produce the greatest 
effects on the member concerned. 


4.1.7.3. Specified Rain Load 


(1) The specified load due to the accumulation of rain water on a surface, whose position and shape and 
deflection under load is such as to make such an accumulation possible, is that resulting from the 24 h rainfall 
determined in conformance with Subsection 2.5.1. over the horizontal projection of the surface and all tribu- 
tary surfaces. 


(2) The provisions of Sentence (1) apply whether or not the surface is provided with drainage, such as rain 
water leaders. 


(3) Except as provided for in Sentence 4.1.7.1.(1), loads due to rain need not be considered to act simulta- 
neously with loads due to snow. 


4.1.8. Live Loads Due to Wind 
4.1.8.1. Specified Wind Loading 


(1) The specified external pressure or suction due to wind on part or all of a surface of a building shall be 
| 


calculated from 


p = qc.C,C 


2 p 


where p = the specified external pressure acting statically and in a direction normal to the surface either | 


as a pressure directed towards the surface or as a suction directed away from the surface, 


q = the reference velocity pressure as provided for in Sentence (4), 
C. = the exposure factor as provided for in Sentence (5), 
C, = the gust effect factor as provided for in Sentence (6), and 
C, = the external pressure coefficient averaged over the area of the surface considered. 


(2) The net wind load for the building as a whole shall be the algebraic difference of the loads on the wind- | 


ward and the leeward surfaces, and in some cases may be calculated as the products of the external pressures 
or suctions and the areas of the surfaces over which they are averaged as provided in Sentence (1). 


(3) The net specified pressure due to wind on part or all of a surface of a building shall be the algebraic dif- 
ference of the external pressure or suction as provided for in Sentence (1) and the specified internal pressure 
or suction due to wind calculated from 


Pi a qC.C,C,, 


where p, = the specified internal pressure acting statically and in a direction normal to the surface either 
as a pressure (directed outwards) or as a suction (directed inwards), 


q.C.,C, are as provided for in Sentences (4), (5) and (6), respectively, except that Ce shall be evalu- 
ated at the building mid-height instead of the height of the element considered, and 


C., = the internal pressure coefficient. 


pi 


(4) The reference velocity pressure, q, is the appropriate value determined in conformance with Subsection 
2.5.1. for the following conditions: 


(a) the reference velocity pressure, q, for the design of cladding shall be based on a probability of being 
exceeded in any one year of | in 10, 


(b) the reference velocity pressure, q, for the design of structural members for deflection and vibration 
shall be based on a probability of being exceeded in any one year of | in 10, 
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(c) 


(d) 


for all buildings, except those listed in Clause (d), the reference velocity pressure, q, for the design of 
structural members for strength shall be based on a probability of being exceeded in any one year of | 
in 30, and 


the reference velocity pressure, q, for the design of structural members for strength for post-disaster 
buildings shall be based on a probability of being exceeded in any one year of | in 100. 


(5) The exposure factor C, shall be 


(a) 


(b) 


(c) 








the value shown in Table 4.1.8.A. for the appropriate reference height for the surface or part of the 
surface, 


the value of the function (h/10)'* but not less than 0.9 where h is the reference height above grade in 
metres for the surface or part of the surface, or 


if a dynamic approach to the action of wind gusts is used, an appropriate value depending on both 
height and shielding. 


Table 4.1.8.A. 
Forming Part of Sentence 4.1.8.1.(5) 


Exposure Factor, Ce 


Height, m Exposure Factor 


Over Oto 0.9 
6 to 1.0 

12 to T1 

20 to Heys 

30 to ie) 

44 to 1.4 

64 to ees) 

85 to 140 1.6 

140 to 240 18 

240 to 400 2.0 





Column 1 e) 


(6) The gust effect factor C, is one of the following values: 


(a) 
(b) 
(c) 
(d) 


1.0 or 2.0 for internal pressures as appropriate, 
2.0 for the building as a whole and main structural members, 
2.5 for small elements including cladding, or 


if a dynamic approach to the action of wind gusts is used, an appropriate value depending on the tur- 
bulence of the wind and the size and natural frequency of the structure. 


4.1.8.2. Dynamic Effects of Wind 


(1) Buildings whose height is greater than 4 times their minimum effective width or greater than 120 m and 


~ other buildings whose light weight, low frequency and low damping properties make them susceptible to vibra- 
tion shall be 


(a) designed by experimental methods for the danger of dynamic overloading and vibration and the 


effects of fatigue, or 


(b) designed using a dynamic approach to the action of wind gusts. 


— 4.1.8.3. 


Full and Partial Loading 


(1) Buildings and structural members shall be capable of withstanding the effects of 


(a) the full winds acting along each of the two principal axes considered separately, 
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(b) the wind loads as described in (a) but with 25 per cent of the load removed from any portion of the 
area, 


(c) the wind loads as described in (a) but considered simultaneously at 75 per cent of their full value, and 


(d) the wind loads as described in (c) but with 25 per cent of these loads removed from any portion of the 
area. 


4.1.8.4. Interior Walls and Partitions 


(1) In the design of interior walls and partitions due consideration shall be given to differences in air pres- 
sure On opposite sides of the wall or partition which may result from 


(a) pressure differences between the windward and leeward sides of a building, 


(b) stack effects due to a difference in air temperature between the exterior and interior of the building, 


and 
(c) air pressurization by the mechanical services of the building. 
4.1.9. Live Loads Due to Earthquakes 
4.1.9.1. Analysis 


(1) The specified loading due to earthquake motion shall be determined by the analysis given in this Subsec- 
tion. 


(2) In this Subsection 


A, = response amplification to account for type of attachment of mechanical/electrical equipment, 
as defined in Sentence 4.1.9.1.(17). 


A, = amplification factor at level x to account for variation of response of mechanical/electrical 
equipment with elevation within the building, as defined in Sentence 4.1.9.1.(17). 


C, = seismic coefficient for mechanical/electrical equipment, as defined in Sentence 4.1.9.1.(17). 

D = the dimension of the building in a direction parallel to the applied forces. 

D, = plan dimension of the building in the direction of the computed eccentricity. 

D. = dimension of wall or braced frame which constitutes the main lateral load-resisting system in a 


direction parallel to the applied forces. 


e = distance between the location of the resultant of all forces at and above the level being consid- 
ered and the centre of rigidity at the level being considered. 


e, = design eccentricity at level x. 
F = foundation factor as given in Sentence 4.1.9.1(11). 
F, = portion of V to be concentrated at the top of the structure as defined in Sentence 4.1.9.1.(13). 
F. = lateral force applied to level x. 
h.,h,,h, = the height above the base (i = 0) to level “‘i’’, “‘n’’, or ‘“‘x”’, respectively. 
h, = interstorey height (h, —h,_,). 
I = seismic importance factor of the structure, as described in Sentence 4.1.9.1.(10). 
J = numerical reduction coefficient for base overturning moment as defined in Sentence 
4.1.9.1.(20). 
J, = numerical reduction coefficient for moment at level ‘‘x”’ as defined in Sentence 4.1.9.1.(21). 
Leveli = any level in the building, i = 1 for first level above the base. 
Leveln = that level which is uppermost in the main portion of the structure. 
Level x = that level which is under design consideration. 
M,, = torsional moment at level x. 


IX 
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N = the total number of storeys above exterior grade to level ‘‘n’’. (N is usually numerically equal 
ton.) 
R = force modification factor that reflects the capacity of a structure to dissipate energy through 
inelastic behaviour, as given in Sentence 4.1.9.1.(8). 
S = seismic response factor, for unit value of zonal velocity ratio, as defined in Sentence 
4,1,9.1.(6). 
S, = horizontal force factor for architectural part or portion of a building and its anchorage, as 
given in Table 4.1.9.D. and Sentence 4.1.9.1.(16). 
| T = fundamental period of vibration of the building or structure in seconds in the direction under 
| consideration. 
U = factor representing level of protection based on experience, as specified in Sentence 
4.1.9.1.(4). 
Vv = zonal velocity ratio = the specified zonal horizontal ground velocity expressed as a ratio to | 
m/s. 
V = minimum lateral seismic force at the base of the structure, to be used with a load factor ag = 
10) 
| V. = equivalent lateral force at the base of the structure representing elastic response, as specified 
in Sentence 4.].9.1.(5). 
| V, = _ lateral force on a part of the structure. 
| W = dead load plus the following: 


25 per cent of the design snow load specified in Subsection 4.1.7., 
| 60 per cent of the storage load for areas used for storage and the full contents of any tanks. 


66599 
1 


W, = that portion of W which is located at or is assigned to level or ‘‘x’’, respectively. 
W,, = the weight of a part or portion of a structure, e.g. cladding, partitions and appendages. 
Z, = acceleration-related seismic zone. 


velocity-related seismic zone. 


7s 


| 

| (3) Earthquake forces shall be assumed to act in any horizontal direction, except that independent design 
about each of the principal axes shall be considered to provide adequate resistance in the structure for earth- 
_ quake forces applied in any direction. 


(4) The minimum lateral seismic force, V, shall be calculated in accordance with the following formula: 


V = (V./R)U 
where U = 0.6. 


_ (5) The equivalent lateral seismic force representing elastic response, V., shall be calculated in accordance 
| with the following formula: 


V, = vS:FFW 


_ where v is the zonal velocity ratio determined in conformance with Subsection 2.5.1., except when Z, = 0 and 
_Z, > 0 the value of Z, shall be taken as 1 and v as 0.05. 





(6) The seismic response factor, S, shall conform to Table 4.1.9.A.: 


{ 

| 

| Table 4.1.9.A. 

| Forming Part of Sentence 4.1.9.1.(6) 


Seismic Response Factors 


= 











Not > 0.25 
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Table 4.1.9.A.—(Cont’d) 
Forming Part of Sentence 4.1.9.1.(6) 


Seismic Response Factors 









>).25 put = jel) 4,2 -—8.4(T — 0.25) 
< 0.50 jeg) 3.0 —3.6(T — 0.25) 
ee) pe 








(7) The fundamental period, T, in Sentence (6) shall be determined by 


(a) the formula 0.1N where the lateral force-resisting system consists of a moment resisting space frame 
which resists 100 per cent of the required lateral forces and the frame is not enclosed by or adjoined 
by more rigid elements that would tend to prevent the frame from resisting lateral forces, 


(b) the formula 0.09h,/VD, for other structures, where h, and D, are in metres, and D, = length of wall 
or braced frame which constitutes the main lateral load resisting system in the direction parallel to the 
applied forces; if the main lateral load resisting system does not have a well-defined length, then D 
shall be used in lieu of D,, or 


(c) other established methods of mechanics provided they do not result in a value that exceeds 1.2 times 
the period calculated in Clause (a) or (b). 


(8) Except as provided for in Sentences 4.1.9.3.(1), (2) and (3), values of the force modification factor, R, | 
shall conform to Table 4.1.9.B. 


Table 4.1.9.B. 
Forming Part of Sentence 4.1.9.1.(8) 


Force Modification Factors 


Case Type of Lateral Load Resisting System oe | 




















Steel Structures Designed and Detailed According to CAN/CSA-S16.1-M 
l ductile moment-resisting space frame 4.0 
2 ductile eccentrically braced frame 35 
) ductile braced frame 3.0 
4 moment-resisting space frame with nominal ductility 30 
5 braced frame with nominal ductility 2.0 | 
6 other lateral-force-resisting systems not defined in Cases | to 5 Ne : 
f 
Reinforced Concrete Structures Designed and Detailed According to CAN3- | 
A23.2-M j 
7 ductile moment-resisting space frame 4.0 . 
8 ductile flexural wall Si) | 
2) moment-resisting space frame with nominal ductility 2.0 
10 wall with nominal ductility 20 | 
1] other lateral-force-resisting systems not defined in Cases 7 to 10 LS | 
1 
Timber Structures Designed and Detailed According to CAN/CSA-086.1-M 
12 nailed shear panel with plywood, waferboard or strandboard 3.0) 
13 concentrically braced heavy timber space frame with ductile connections 2.0 | 
14 moment-resisting wood space frame with ductile connections pm) 
1460 | 
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Table 4.1.9.B.—(Cont’d) 
Fornung Part of Sentence 4.1.9.1.(8) 


Force Modification Factors 


Case Type of Lateral Load Resisting System Ss 


15 other systems not included in Cases 12 to 14 Be, 


| Masonry Structures Designed and Detailed According to CAN3-S304-M 











16 reinforced masonry es 

i unreinforced masonry 1.0 

18 Other Lateral Load-resisting Systems not Defined in Cases 1 to 17 1.0 
Column | 2 3 


(9) For the purpose of applying Table 4.1.9.B. 


(a) aspace frame shall mean a 3 dimensional structural system composed of interconnected members lat- 
| erally supported so as to function as a completed self-contained unit with or without horizontal dia- 
phragms, 


(b) a ductile moment-resisting space frame shall mean a space frame that is designed to resist the speci- 
fied seismic forces and that, in addition, has adequate ductility or energy-absorptive capacity, 


(c) for combinations of different types of lateral-load-resisting systems acting in the same direction, R 
shall be taken as the lowest value of R corresponding to these systems except as given in Clause (d), 





(d) if one of the lateral-load-resisting systems of the structure is designed to take 100 per cent of the lat- 
eral force, R can be selected as appropriate for the system; the components of the structure not con- 
sidered to be part of the lateral-load-resisting system must be capable of resisting their gravity loads 
under seismically induced deformation, 


(e) if it can be demonstrated through research or experience that the seismic performance of a structural 
| system is at least equivalent to one of Cases 1-5, 7-10, 12-14 or 16 in Table 4.1.9.B., then such a struc- 
tural system will qualify for a value of R corresponding to the equivalent case in that Table. 


(10) The seismic importance factor, I, shall equal 1.5 for post-disaster buildings, 1.3 for schools and 1.0 for 
all other buildings. 


(11) The foundation factor, F, shall conform to Table 4.1.9.C., except that the product F-S need not exceed 
3.0 where Z, does not exceed Z, and need not exceed 4.2 where Z, is greater than Z,. 





Table 4.1.9.C. 
Forming Part of Sentence 4.1.9.1.(11) 


Foundation Factors 


Type and Depth of Soil Measured from the 
Foundation or Pile Cap Level 








Categories 





Rock, dense and very dense coarse-grained soils, very stiff and hard fine-grained 
soils; compact coarse-grained soi/s and firm and stiff fine-grained soils from 0 to 
15 m deep 

















| 2 Compact coarse-grained soils, firm and stiff fine-grained soi/s with a depth 1S 
greater than 15 m; very loose and loose coarse-grained soils and very soft and 

| soft fine-grained soils from 0 to 15 m deep 
Very loose and loose coarse-grained soils, with depth £5 





greater than 15 m 


Very soft and soft fine-grained soi/s with depth greater than 15 m 
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(12) The weight, W, of the structure shall be calculated in accordance with the following formula: 


(13) The total lateral seismic force, V, shall be distributed as follows: 


(a) a portion, F,, shall be assumed to be concentrated at the top of the structure and equal to 0.07TV, 
except that F,, need not exceed 0.25V and may be considered as zero where T does not exceed 0.7s; 
the remainder, V — F,, shall be distributed along the height of the building, including the top level, in 
accordance with the formula 


ready Vaca Ba ATS S Wa, ): or 
ya 


(b) by dynamic analysis. 


(14) The total shear in any horizontal plane shall be distributed to the various elements of the lateral force- 
resistant system in proportion to their rigidities according to rational analysis, with due regard to the capacities 
and stiffnesses of the nonstructural elements and to the effects of torsion as required by Sentence 4.1.9.1.(22). 


(15) Parts of buildings as described in Table 4.1.9.D. and their anchorage shall be designed for a lateral _ 
force, Vi, equal to vS,W,,, distributed according to the distribution of mass of the element under consider- | 


ation, where v 1s determined in conformance with Subsection 2.5.1., except when Z, equals zero and Z, is | 
greater than zero, v shall be taken as 0.05. 


(16) Except as provided for in Sentence (18), the values of S, in Sentence (15) shall for architectural compo- _ 
nents shall conform to Table 4.1.9.D. 


Table 4.1.9.D. 
Forming Part of Sentence 4.1.9.1.(16) 


Values of Sp for Architectural Parts or Portions of Buildings 


Category Architectural Part or Portion of Building | Piero Wat of Sp | 


1 All exterior and interior walls except those of Categories 2 and 3 | Normal to flat 
. surface 











Normal to flat 
surface 


2 Cantilever parapet and other cantilever walls except retaining 
walls; horizontally cantilevered floors, balconies, beams, etc. 





3 _ | Exterior and interior ornamentations and appendages Any direction 
4 Connections/attachments for Categories 1, 2 and 3 Any direction 
5 Floors and roofs acting as diaphragms Any direction 
6 Towers, chimneys, smokestacks and penthouses when connected | Any direction 

to or forming part of a building having 

hn/D <5 

hn/D = 5 





cae |= tl casi cet eae a 


Note to Table 4.1.9.D. 
See Sentence 4.1.9.1.(18). 


(17) The values of S, in Sentence (15) for mechanical/electrical components shall be equal to: 


S.= GiAsA, 


Aesten > dO fee): 
1462 




















O. Reg. 413/90 THE ONTARIO GAZETTE 


A, = 1.0 for components that are both rigid and rigidly connected, 
= 2.0 for flexible components, or flexibly mounted components located on the ground, 
= 4.5 for all other cases, 


C, = seismic coefficient for components of mechanical and electrical equipment as given Table 4.1.9.E. 


Table 4.1.9.E. 
Forming Part of Sentence 4.1.9.1.(17) 









Values of Cp for Mechanical/Electrical Parts or Portions of Buildings 


Gaiccor Mechanical/Electrical Part or Direction of | Value of 
ee Portion of Building Force Cp 


Machinery, fixtures, equipment and pipes that are both rigid and 1.0 
rigidly connected to or forming part of a building. Tanks or bins 















Any direction 























containing non-liquids, rigidly connected. 

Tanks plus contents when resting on the ground within a Any direction 0.7 
building. 

Tanks plus contents when resting on the ground within a Any direction 1.0 
building and containing toxic or explosive materials or fire 

fighting fluids. 

Machinery, fixtures, equipment, pipes and tanks including Any direction 1.0 







contents other than those listed above. 






Pipes and containers plus contents for toxic or explosive 
materials, for materials having a flash point below 38°C or for 
fire fighting fluids. 


Any direction 










(18) Floors and roofs acting as diaphragms shall be designed for a minimum force corresponding to a value 
of S, equal to 0.7 applied to loads tributary from that storey, unless a greater force F, is assigned to the level 
under consideration as in Sentences (13) and (14). 


(19) When the mass of a tank plus contents is greater than 10 per cent of the mass of the supporting floor, 


_ the lateral forces shall be determined by rational analysis. 


(20) The overturning moment, M, at the base of the structure shall be multiplied by a reduction coefficient, 
J, where 


(a) J = 1 where T is less than 0.5, 
(b) J = (1.1 -0.2T) where T is at least 0.5, but not more than 1.5, and 
(c) J = 0.8 where T is greater than 1.5. 
(21) The overturning moment M, at any level x shall be multiplied by Jx where 


J, =J + -J)(h/h,) 


| The incremental changes in the design overturning moments, in the storey under consideration, shall be dis- 


tributed to the various resisting elements in the same proportion as the distribution of shears in the resisting 
system. Where other vertical members are provided which are capable of partially resisting the over-turning 
moments, a redistribution may be made to these members if framing members of sufficient strength and stiff- 
ness to transmit the required loads are provided. Where a vertical-resisting element is discontinuous, the over- 
turning moment carried by the lowest storey of that element shall be carried down as loads to the foundation. 


(22) Torsional moments in the horizontal plane of the building shall be computed in each storey using the 
following formula: 


n 
Mis (F hoe) F Je. 
mena 
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(23) The design eccentricity, e,, in Sentence (22) shall be computed by one of the following equations, 
whichever provides the greater stresses: 


(a) & = 1,5¢ +.0.10D, or 
(b) e, 


0.5e - 0.10D,,. 


(24) Where the centroids of mass and the centres of stiffness of the different floors do not lie approximately 
on vertical lines, a dynamic analysis shall be carried out to determine the torsional effects. 


(25) The building design shall take full account of the possible effects of setbacks. 
4.1.9.2. Deflections 


(1) Lateral deflections of a structure shall be calculated in accordance with accepted practice and based on 
the loads and requirements defined in this Section. 


(2) Lateral deflections obtained from an elastic analysis using the loads given in Sentences 4.1.9.1.(13) and 
(14) shall be multiplied by R to give realistic values of anticipated deflections. 


(3) The interstorey deflections based on the lateral deflections as calculated in Sentence (2) shall be limited 
to 0.01h, for post-disaster buildings and 0.02h, for all other buildings. 


(4) All portions of the structure shall be designed to act as integral units in resisting horizontal forces, unless 
separated by adequate clearances which permit horizontal deflections of the structure consistent with values of 
deflections calculated in accordance with Sentence (2). 


(5) The nonstructural components shall be designed so as not to transfer to the structural system any forces | 
unaccounted for in the design, and any interaction of rigid elements such as walls and the structural system | 
shall be designed so that the capacity of the structural system is not impaired by the action or failure of the | 
rigid elements. | 


(6) Adjacent structures shall either be separated by the sum of their individual deflections as calculated in | 
Sentence (2), or shall be connected to each other. 


(7) The method of connection in Sentence (6) shall take into account the mass, stiffness, strength, ductility | 
and anticipated motion of the connected buildings and the character of the connection. 


(8) The deflections as calculated in Sentence (2) shall be used to account for sway effects due to seismic 
loading as required by Sentence 4.1.1.5.(2). | 


(9) The connected buildings in Sentence (6) shall be assumed to have the lowest R value of the buildings | 
connected, unless the use of a higher value can be justified by rational analysis. 


4.1.9.3. Special Provisions 


(1) Buildings more than 3 storeys in building height in velocity-or acceleration-related seismic zones of 2 and — 
higher shall have a structural system as described in Cases 1-5, 7-10, 12-14 or 16 in Table 4.1.9.B. 


(2) For buildings more than 60 m in height with a structural system having R = 2.0 or R = 1.5 as deter- | 
mined from Table 4.1.9.B. or as determined from Clause 4.1.9.1.(9)(c), the value of V shall be increased by 50 | 
per cent in velocity-related seismic zones of 4 and higher. 


(3) Elevated tanks plus full contents not supported by a building, shall be designed using R = 1 in the for- | 
mula in Sentence 4.1.9.1.(4), with the conditions : 


(a) the minimum and maximum value of the product S-I shall be taken as 1.5 and 3.0, respectively, 
(b) the overturning moment reduction coefficient, J, as set forth in Sentence 4.1.9.1.(2) shall be 1.0, and 
(c) the torsional requirements of Sentence 4.1.9.1.(22) shall apply. 


(4) The design for any structural system which has an assigned value of R of 3 or higher shall ensure that 
when any member yields, the remaining members of the structure shall be capable of resisting 25 per cent of | 
the design seismic force including the effects of torsion. 


(5) For buildings in velocity-or acceleration-related seismic zones of 2 and higher in which discontinuities in 
columns or shear walls occur, special design provisions shall be made to ensure that failure at the point of dis- 
continuity will not occur before the capacity of the remaining portion of the structure has been realized. . 


(6) In velocity- or acceleration-related seismic zones of 2 and higher, reinforcement conforming to Clause 
5.10.4. of CSA-S304, ‘Masonry Design for Buildings” shall be provided for masonry construction in 
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(a) loadbearing and lateral load-resisting masonry, 
(b) masonry enclosing elevator shafts and stairways, or used as exterior cladding, and 
(c) masonry partitions, except for partitions which, 

(i) do not exceed 200 kg/m? in weight, and 


(ii) do not exceed 3 m in height and are laterally supported at the top. 





| 4.1.9.4. Foundation Provisions. 


_ (1) Foundations shall be designed so that yielding will occur first in the superstructure and not the 
_ foundations, unless the design specifically provides otherwise. 


(2) Except in velocity-related seismic Zone 0, individual pile footings, drilled piers and caissons shall be 
_ interconnected by ties in at least 2 directions. 


(3) Ties in Sentence (2) shall be designed to carry by tension or compression a horizontal force equal to the 
_ greatest factored pile cap loading multiplied by a factor 0.5v, but not exceeding 10 per cent of the greatest fac- 
_ tored pile cap load, unless it can be demonstrated that equivalent restraints can be provided by other means. 


(4) Except in velocity-related seismic Zone 0, piles shall be connected to the pile cap or structure by rein- 
_ forcement having sufficient anchorage to develop the yield strength of the reinforcement, and the top of the 
_ piles (below the pile cap) shall be reinforced to allow ductile behaviour if the design depends upon such action. 


(5) Except in velocity-related seismic Zones 0 and 1, basement walls shall be designed to resist seismic lat- 
_ eral pressures from back fill or natural ground. 


4.1.10. Other Effects 
| 4.1.10.1. Loads on Guards 





_ (1) The minimum specified load applied horizontally and normal to the span at the top of every required 
guard shall be 


(a) 0.6 kKN/m for exterior balconies of individual residential units and a concentrated load of 0.9 kN 
applied concurrently, 


| 


| (c) 3.6kN/m, for grandstands and stadia including ramps, 
| 


(b) 1.5 kN/m for exits and stairs, 


| (d) 4.4 kKN/m for vehicle guard rails for parking garages applied 500 mm above the roadway but not less 
than 11 kN uniformly distributed over each vehicle space applied 500 mm above the roadway, 


(e) aconcentrated load of 0.55 kN applied at any point for access walkways to equipment platforms, con- 
tiguous stairs and similar areas where the gathering of many people is improbable, and 


(f) 2.2 kN/m for locations other than described in Clauses (a) to (e). 


(2) Individual elements within the guard, including solid panels and pickets, shall be designed for 1 kPa or 
0.45 kN of concentrated load at any point in the element, whichever results in the more critical loading condi- 
_ tion.. 





(3) The loads in Sentence (2) need not be considered to act simultaneously with the loads provided for in 
Sentences (1) and (4). 


(4) The minimum specified load applied vertically at the top of every required guard shall be 1.5 kN/m and 
need not be considered to act simultaneously with the horizontal load provided for in Sentence (1). 


4.1.10.2. Loads on Walls. Where the floor elevation on one side of a wall, including a wall around a shaft, is 
not less than 600 mm greater than the elevation of the floor or ground on the other side, the wall shall be 
designed to resist the appropriate lateral design loads prescribed elsewhere in this Section or 0.5 kPa, which- 
ever produces the greatest effect. 


| 4.1.10.3. Firewalls 


(1) Firewalls shall be designed to resist the maximum effect due to: 
| (a) the appropriate lateral design loads prescribed elsewhere in this Section, or 
(b) a factored lateral load of 0.5 kPa under fire conditions as described in Sentence (2). 
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(2) Under fire conditions, when the fire-resistance rating of the structure is less than that of the firewall, lat- 
eral support shall be assumed to be provided by the structure on one side only. 


4.1.10.4. Vibrations and Impact of Machinery and Equipment 


(1) Where vibration effects, such as resonance and fatigue resulting from machinery or equipment, are 
likely to be significant, a dynamic analysis shall be carried out. 


(2) The minimum specified load due to equipment, machinery or other objects that may produce impact 
shall be the sum of the weight of the equipment or machinery and its maximum lifting capacity, multiplied by 
an appropriate factor listed in Table 4.1.10.A. 


Table 4.1.10.A. 
Forming Part of Sentence 4.1.10.4.(2) 


Factors for the Calculation of Impact Loads f 





Impact Due To Factor 
Operation of motor driven cranes 125 
Operation of hand driven cranes 1.10 
Operation of elevators See CAN3-B44-M 
Clauses 2.6.2. 
and 2.10(c) 
Supports for light machinery, shaft or motor driven 1320 
Supports for reciprocating machine 1.50 





(e.g. compressors) or power driven units 
(e.g. piston engines) 








Column 1 -, 


(3) Crane runway rails shall be designed to resist a lateral force applied normal to the top of the rails equal | 
to at least 20 per cent of the sum of the weights of the lifted load and the crane trolley (excluding other parts of | 
the crane) in the case of power operated trolleys, and equal to at least 10 per cent of the sum of the weights in | 
the case of hand operated trolleys. 


(4) The force described in Sentence (3) shall be equally distributed on each side of the runway and shall be | 
assumed to act in either direction. | 


(5) Crane runway rails shall be designed to resist a lateral force applied parallel to the top of the rail equal to | 
at least 10 per cent of the maximum wheel loads of the crane. 


4.1.10.5. Resonances and Sway Forces 


(1) Where the fundamental vibration frequency of a structural system supporting an assembly occupancy | 
used for rhythmic activities, such as dancing, concerts, jumping exercises or gymnastics, is less than 6 Hz, the 
effects of resonance shall be investigated by means of a dynamic analysis. 


(2) The floor assembly and other structural elements that support fixed seats in any building used for 
assembly occupancies to accommodate large numbers of people at one time, such as grandstands, stadia and 
theatre balconies, shall be designed to resist a horizontal force equal to at least 0.3 KN for each metre length of | 
seats acting parallel to each row of seats, and at least 0.15 kN for each metre length of seat acting at right | 
angles to each row of seats, assuming such forces to be acting independently of each other. 


4.1.10.6. Bleachers 


(1) Bleachers shall be checked by the erector after erection to ensure that all structural members including | 
bracing specified in the design have been installed. 


(2) Telescopic bleachers shall be provided with locking devices to ensure stability while in use. 
4.1.10.7. Window Cleaning 


(1) Every building which exceeds 3 storeys in building height shall be provided with anchor systems for win- 
dow cleaning operations where these operations are intended to be done from the exterior of the building. | 


(2) Except as provided in Sentence (3), such anchor systems shall be installed in conformance with Section 4 
of the CSA Standard Z91, ‘Safety Code for Window Cleaning Operations”. 
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(3) Other anchor systems may be used where such systems do not provide a lesser level of safety. 


Section 4.2 Foundations 
4.2.1. General 
4.2.1.1. This Section applies to excavations and foundation systems for buildings. 


_ 4.2.2. Subsurface Investigations and Reviews 


4.2.2.1. Subsurface Investigation. A subsurface investigation shall be carried out, which shall include 


_ groundwater conditions. 


4.2.2.2. Reserved. 


4.2.2.3. Review 


(1) A review shall be carried out by the designer or by another suitably qualified person to ensure that the 
subsurface conditions are consistent with the design and that construction is carried out in accordance with the 


design and good engineering practice. 





—__ 








= ———— 





(2) The review required in Sentence (1) shall be carried out 
(a) onacontinuous basis 


(i) during the construction of all deep foundation units with all pertinent information recorded for 
each unit, and 


(ii) during the installation and removal of retaining structures and related backfilling operations, 
and 


(b) as required, unless otherwise directed by the authority having jurisdiction, 
(i) in the construction of all shallow foundation units, and 
(ii) in excavating, dewatering and other related works. 
4.2.2.4. Altered Subsurface Condition 


(1) Where during construction the soil, rock or groundwater is found not to be of the type or in the condi- 
tion used in design, and as indicated on the drawings, the design shall be reassessed by the designer. 


(2) Where during construction climatic or any other conditions have changed the properties of the soil, rock 
or groundwater, the design shall be reassessed by the designer. 


4.2.3. Materials Used in Foundations 


4.2.3.1. Wood. Wood used in foundations or in support of soil or rock shall conform with the appropriate 
requirements of Subsection 4.3.1. 


4.2.3.2. Preservation Treatment of Wood 


(1) Wood exposed to soil or air above the lowest anticipated groundwater table shall be treated with preser- 


| vative in conformance with CAN/CSA O80-M, ‘‘Wood Preservation” and the requirements of the appropriate 


commodity standard as follows: 


(a) CSA O80.2-M, ‘“‘Preservative Treatment of Lumber, Timber, Bridge Ties and Mine Ties by Pressure 
Processes”’, 


(b) CSA O80.3-M, ‘Preservative Treatment of Piles by Pressure Processes’, or 


(c) CSA O80.15-M, ‘Preservative Treatment of Wood for Building Foundation Systems, Basements and 
Crawl Spaces by Pressure Processes’. 


(2) Where timber has been treated as set forth in Sentence (1), it shall be cared for as provided in CSA O80- 
M4, ‘‘Care of Preservative Treated Wood Products”’. 


4.2.3.3. Plain and Reinforced Masonry. Plain or reinforced masonry used in foundations or in support of soil 
or rock shall conform with the requirements of Subsection 4.3.2. 


4.2.3.4. Prevention of Deterioration of Masonry. Where plain or reinforced masonry in foundations or in struc- 
tures supporting soil or rock may be subject to conditions conducive to deterioration, protection shall be pro- 
vided to prevent such deterioration. 
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4.2.3.5. Concrete. Plain, reinforced or prestressed concrete used in foundations or in support of soil or rock 
shall conform with the requirements of Subsection 4.3.3. 


4.2.3.6. Chemical Attack of Concrete. Where concrete in foundations may be subject to chemical attack, it 
shall be treated in conformance with the requirements in CAN3-A23.1, ““Concrete Materials and Methods of 
Concrete Construction’’. 


4.2.3.7. Steel. Steel used in foundations or in support of soil or rock shall conform with the appropriate 
requirements of Subsections 4.3.3. or 4.3.4., unless otherwise specified in Section 4.2. 


4.2.3.8. Steel Piles 


(1) Where steel piles are used in deep foundations and act as permanent load-carrying members, the steel 
shall conform with one of the following standards: 


(a) CAN3-G40.21-M, ‘Structural Quality Steels’, 

(b) ASTM A252, ‘‘Welded and Seamless Steel Pipe Piles’, 

(c) ASTM A283M, “Low and Intermediate Tensile Strength Carbon Steel Plates, Shapes and Bars”’, 
(d) ASTM A570/570M, ‘‘Hot-Rolled Carbon Steel Sheet and Strip, Structural Quality”’, or 

(e) ASTM A611, ‘Steel, Cold-Rolled Sheet, Carbon, Structural’. 


4.2.3.9. High Strength Steel Tendons. Where high strength steel is used for tendons in anchor systems used for 
the permanent support of a foundation or in the erection of temporary support of soil or rock adjacent to an 
excavation, it shall conform with the requirements of CAN3-A23.1, “Concrete Materials and Methods of Con- 
crete Construction’. 


4,2.3.10. Corrosion of Steel. Where conditions are corrosive to steel, adequate protection of exposed steel | 


shall be provided. 
4.2.4. Design Requirements 
4.2.4.1. Design Basis 


(1) The design of foundations, excavations and soil-and rock-retaining structures shall be based on a_ 


subsurface investigation carried out by a person competent in this field of work, and one of the following: 





(a) application of generally accepted geotechnical and civil engineering principles by a person especially | 


qualified in this field of work as provided in this Section and other Sections of Part 4, 


(b) established local practice where such practice includes successful experience both with soils and rocks 
of similar type and condition and with a foundation or excavation of similar type, construction 
method, size and depth, or 


(c) in situ testing of foundation units such as the load testing of piles, anchors or footings carried out by a 


person competent in this field of work. 


4.2.4.2. Subsurface Investigation. A subsurface investigation shall be carried out to the depth and extent to | 
which the building or excavation will significantly change the stress in the soil or rock, or to such a depth and | 
extent as to provide all the necessary information for the design and construction of the excavation or the — 


foundations. 


4.2.4.3, Identification. The identification and classification of soil, rock and groundwater and descriptions of | 


their engineering and physical properties shall be in accordance with a widely accepted system. 


4.2.4.4. Loads on Foundations. The foundation of a building shall be capable of resisting all loads as stipulated 
in Section 4.1. 


4.2.4.5. Differential Movements. The foundation of a building shall be proportioned so that the estimated total 
and differential movements of the foundation are not greater than the movements that the building is designed 
to accommodate. 


4.2.4.6. Depth of Foundations 


(1) Except as permitted in Sentence (2), the bearing surface of a foundation shall be below the level of 
potential damage, including damage resulting from frost action, and the foundation shall be designed to pre- 
vent damage resulting from adfreezing and frost jacking. 


(2) The bearing surface of a foundation need not be below the level of potential damage from frost where 
the foundation 
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(a) is designed against frost action, or 
(b) overlies material not susceptible to frost action. 


4.2.4.7. Sloping Ground. Where a foundation is to rest on, in or near sloping ground, this particular condition 
shall be provided for in the design. 


| 4.2.4.8. Eccentric and Inclined Loads. Where there is eccentricity or inclination of loading in foundation units, 
this effect shall be fully investigated and provided for in the design. 


4.2.4.9, Dynamic Loading. Where dynamic loading conditions apply, allowable loads or allowable bearing 
_ pressures shall be assessed by a special investigation of these conditions. 


| 4,2.4.10. Hydrostatic Uplift. Where a foundation or any part of a building is subject to hydrostatic uplift the 
_ effects shall be provided for in the design. 


4.2.4.11. Groundwater Level Charge. Where proposed construction will result in a temporary or permanent 
_ change in the groundwater level, the effects of this change on adjacent property shall be fully investigated and 
| provided for in the design. 


| 4,2.4,12. Permafrost. Where conditions of permafrost or perennially frozen soil or rock are encountered or 
_ proven to exist, the design of the foundation shall be based upon analysis of these conditions by a person espe- 
cially qualified in that field of work. 


_ moisture content changes may be sufficient to cause damage to a structure, are encountered or known to exist, 


| 
| 
| 4.2.4.13. Swelling and Shrinking Soils. Where swelling or shrinking soils, in which movements resulting from 
| 
such a condition shall be fully investigated and provided for in the design. 

| 


4,2.4.14. Expanding and Deteriorating. Where rock which expands or deteriorates when subjected to unfa- 
vourable environmental conditions or to stress release is known to exist such condition shall be fully investi- 
gated and provided for in the design. 


—4.2.4.15. Construction on Fill 
| (1) Buildings may be placed on fill if it can be shown by subsurface investigation that 
(a) the fill is or can be made capable of supporting the design loads, 


(b) detrimental movement of the building or services leading to the building will not occur, and 


| 4,2.4.16. Structural Design. The structural design of the foundation of a building, the procedures and con- 
_ struction practices shall conform with the appropriate Sections of this Code unless otherwise specified in Sec- 
tion 4.2. 


| 
| (c) explosive gases can be controlled or do not exist. 


4.2.5. Excavations 


4.2.5.1. Design of Excavations. The design of excavations and of supports for the sides of excavations shall con- 
form with the requirements of Subsection 4.2.4. and to this Subsection. 


4.2.5.2. Excavation Construction 





(1) Every excavation shall be undertaken in such a manner as to 


(a) prevent movement which would cause damage to adjacent property, existing structures, utilities, 
roads and sidewalks at all stages of construction, and 


(b) Reserved. 


(2) Material shall not be placed nor shall equipment be operated or placed in or adjacent to an excavation in 
| amanner that may endanger the integrity of the excavation or its supports. 


4.2.5.3. Supported Excavations. The sides of an excavation in soil or rock shall be supported by a retaining 
structure conforming with the requirements of Articles 4.2.5.1. and 4.2.5.2., except as permitted in Article 
4.2.5.4. 





| 4.2.5.4. Unsupported Excavations. The sides of an excavation in soil or rock may be unsupported where a 
design is prepared by a person especially qualified in this field of work in conformance with the requirements 
_ of Articles 4.2.5.1. and 4.2.5.2. 


4.2.5.5. Control of Water Around Excavations. Surface water, all groundwater, perched and in particular 
artesian groundwater shall be kept under control at all stages of excavation and construction. 
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4.2.5.6. Loss of Ground. At all stages of excavation and construction, loss of ground due to water or any other 
cause shall be prevented. 


4.2.5.7. Protection and Maintenance at Excavations. All sides of an excavation, supported and unsupported, 
shall be continuously maintained and protected from possible deterioration by construction activity or by the 
action of frost, rain and wind. 


4.2.5.8. Backfilling 
(1) Where an excavation is backfilled, the backfill shall be placed so as to 
(a) provide lateral support to the soil adjacent to the excavation, and 
(b) prevent detrimental movements. 


(2) The material used as backfill or fil/ supporting a footing, foundation or a floor on grade shall be of a type 
that is not subject to detrimental volume change with changes in moisture content and temperature. 


4.2.6. Shallow Foundations 


4.2.6.1. Design of Shallow Foundations. The design of shallow foundations shall be in conformance with Sub- 


section 4.2.4. and the requirements of this Subsection. | 





4.2.6.2. Support of Shallow Foundations. Where a shallow foundation is to be placed on soil or rock, the soil 
or rock shall be cleaned of loose and unsound material and shall be adequate to support the design load taking 
into account temperature, precipitation, construction activities and other factors which may lead to changes of | 
the properties of soil or rock. | 





4.2.6.3. Incorrect Placement of Shallow Foundations. Where a shallow foundation unit has not been placed or 
located as indicated on the drawings, the error shall be corrected or the design bearing pressure of the 
foundation unit recalculated for the altered conditions. 


4.2.6.4. Damaged Shallow Foundations. Where a shallow foundation unit is damaged, it shall be repaired or 
the design bearing pressure of the foundation unit recalculated for the damaged condition. | 
| 


4.2.7. Deep Foundations | 


4.2.7.1. General. A deep foundation unit shall provide support for a building by transferring loads by end- | 
bearing to a competent stratum at considerable depth below the structure, or by mobilizing resistance by adhe- 
sion or friction, or both, in the soil or rock in which it 1s placed. 


4.2.7.2. Design for Deep Foundations 


} 
(1) Deep foundation units shall be designed in conformance with Subsection 4.2.4. and this Subsection. 


} 
(2) Where deep foundation units are load tested, as required in Clause 4.2.4.1.(1)(c), the determination of | 
the number and type of load test and the interpretation of the results shall be carried out by a person especially ! 


qualified in this field of work. 


(3) Where deep foundation units are not load tested as outlined in Clause 4.2.4.1.(1)(c), and where well 
established local practice as outlined in Clause 4.2.4.1.(1)(b) is not applicable, the design procedures and the 
appropriate factors of safety shall be determined by a person especially qualified in this type of work. | 


{ 


4.2.7.3. Allowable Load on a Deep Foundation 


| 

| 

(1) The allowable load on a deep foundation shall be determined on the basis of geotechnical considerations 
taking into account 
(a) the method of installation, 

(b) the degree of inspection, 

(c) the spacing of foundation units and group effects, and | 

: 


(d) other requirements of this Subsection. 


(2) The allowable load on a deep foundation as determined in Sentence (1) shall not be greater than the \ 
unfactored load determined on the basis of structural considerations in accordance with the appropriate 
requirements of Subsections 4.3.1., 4.3.3. and 4.3.4. 
, 
(3) The portion of a deep foundation unit permanently in contact with soil or rock shall be structurally | 
designed as a laterally supported compression member. 
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(4) The portion of a deep foundation unit which is not permanently in contact with soil or rock shall be struc- 
turally designed as a laterally unsupported compression member. 


(5) The structural design of prefabricated deep foundation units shall allow for all stresses resulting from 
driving, handling and testing. 


4.2.7.4. Tolerance in Alignment and Location. Permissible deviations from the design alignment and the loca- 
tion of the top of deep foundation units shall be determined by design analysis, and shall be indicated on the 
drawings. 







4.2.7.5. Incorrect Alignment and Location. Where a deep foundation unit has not been placed within the per- 
missible deviations referred to in Article 4.2.7.4., the condition of the foundation shall be assessed by the per- 
son responsible for the design, any necessary changes made and action taken as required. 


4.2.7.6. Installation of Deep Foundations 
(1) Deep foundation units shall be installed in such a manner as not to impair 


| (a) the strength of the deep foundation units and the properties of the soil or rock on or in which they are 


placed beyond the calculated or anticipated limits, 
(b) the integrity of previously installed deep foundation units, or 


(c) the integrity of neighbouring structures and services. 


| 

| 4.2.7.7. Damaged Deep Foundation Units. Where inspection shows that a deep foundation unit is damaged or 
"not consistent with design or good engineering practice, the allowable load of such a unit shall be reassessed by 
_ the person responsible for the design, any necessary changes made and action taken as required. 

| 4.2.8. Special Foundations 

4.2.8.1. General. Where special foundation systems are used, such systems shall conform to Subsection 4.2.4. 


4.2.8.2. Use of Existing Foundations. Existing foundations may be used to support new or altered buildings 
_ provided they comply with all pertinent requirements of Section 4.2. 


Section 4.3 Design Requirements for Structural Materials 
| 4.3.1. Wood 
| 


| 4.3.1.1. Design Basis for Wood. Buildings and their structural members made of wood shall conform to 
_CAN3-O086, “Engineering Design in Wood” or CAN/CSA-O86.1-M, ‘Engineering Design in Wood - Limit 
| States Design’. 


4.3.1.2. Glue-Laminated Members. Glued-laminated members shall be fabricated in plants conforming to 
_CAN/CSA 0O177-M, ‘Qualification Code for Manufacturers of Structural Glued-Laminated Timber’’. 


4.3.1.3. Termites. In areas known to be infested by termites, the requirements in Articles 9.3.2.9., 9.12.1.1., 
9.16.5.1. and 9.18.4.1. shall apply. 





| 4.3.2. Plain and Reinforced Masonry 


4.3.2.1. Design Basis for Plain and Reinforced Masonry. Buildings and their structural members made of plain 
and reinforced masonry shall conform to CAN-S304M, ‘‘Masonry Design for Buildings’. 





| 


4.3.3. Plain, Reinforced and Prestressed Concrete 


| 4.3.3.1. Design Basis for Plain, Reinforced and Prestressed Concrete. Buildings and their structural members 
made of plain, reinforced or prestressed concrete shall conform to CAN3-A23.3-M, “Design of Concrete 
Structures for Buildings”’. 


| 4.3.4. Steel 


| 4.3.4.1. Design Basis for Structural Steel. Buildings and their structural members made of structural steel shall 
| conform to CAN/CSA-S16.1-M, ‘“‘Limit States Design of Steel Structures”’. 


4.3.4.2. Design Basis for Cold Formed Steel. Buildings and their structural members made of cold formed steel 
| shall conform to CAN/CSA-S136-M, ‘“‘Cold Formed Steel Structural Members’’. 


64.3.5. Aluminum 


4.3.5.1. Design Basis for Aluminium. Bui/dings and their structural members made of aluminum shall conform 
_ to CAN3-S157-M, “‘Strength Design in Aluminum’’. 
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4.3.6. Glass 


4.3.6.1. Glass shall be designed in conformance with CAN/CGSB-12.20-M, “Structural Design of Glass for 
Buildings”. 


Section 4.4 Design Requirements for Special Structures 
4.4.1. Air-Supported Structures 


4.4.1.1. Design Basis for Air-Supported Structures. The structural design of air-supported structures shall con- 
form to CAN3-S367-M, “‘Air-Supported Structures”’. 


4.4.2. Parking Structures 


4.4.2.1. Design Basis for Parking Structures. Parking structures shall be designed in conformance with CAN/- 
CSA-S413 ‘‘Parking Structures”’. 


4.4.3. Guards Over Retaining Walls 


4.4.3.1. Guards Over Retaining Walls. Every retaining wall which is a designated structure in Subsection 
2.1.2. shall be protected by guards on all open sides where the public has access to open space at the top of the 
retaining wall. 
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Part 5 
Wind, Water and Vapour Protection 


Section 5.1 General 

5.1.1. Scope 

5.1.1.1. The scope of this Part shall be as described in Section 2.1. 
5.1.2. Application 


5.1.2.1. This Part applies to the design of a building assembly such as a wall, floor, roof, floor-ceiling combi- 
nation or roof-ceiling combination with respect to the control of groundwater, condensation and the penetra- 
tion of wind and rain. 


5.1.3. Definitions 

5.1.3.1. Reserved. 

5.1.4. Other Design and Structural Requirements 

5.1.4.1. The design and structural requirements of other Parts of this Code shall apply. 
Section 5.2 Control of Vapour Diffusion 

5.2.1. Vapour Barriers 


5.2.1.1. Where a building assembly that would be adversely affected by condensation will be subjected to a 
temperature differential and a differential in water vapour pressure, the assembly shall have a continuous 
vapour barrier at a location that will prevent condensation within the assembly. 


5.2.2. Assemblies with Low Permeance Exterior Components 
5.2.2.1. Protection 


(1) Where a material or combination of materials that have a resistance to water vapour flow equivalent to 
that of a vapour barrier are used on the low vapour pressure side of the material that has the major thermal 


resistance in a building assembly 





(a) a continuous vapour barrier, for use in above-grade building construction, shall be installed on the | 


high vapour pressure side, and 


(b) an air space ventilated to the outside or other method of equal effectiveness shall be provided for | 
removing the water vapour that may pass from the high vapour pressure side through the material | 
with the major thermal resistance. | 


Section 5.3 Control of Air Leakage | 
5.3.1. Air Barriers ! 
5.3.1.1. Locations 


(1) Where a building assembly will be subjected to a temperature differential, a differential in water vapour | 
pressure and a differential in air pressure due to stack effect, mechanical systems or wind, the assembly shall 
be designed to provide an effective barrier to air exfiltration and infiltration, at a location that will prevent 
condensation within the assembly, through 


(a) the materials of the assembly, 
(b) joints in the assembly, 
(c) joints in components of the assembly, and 
(d) junctions with other building elements. 
Section 5.4 Control of Rain Penetration 
5.4.1. Joints 


5.4.1.1. Joints in exterior cladding and the junctions of different exterior claddings shall be constructed to min- 
imize the entrance of rain water into the building assembly. 
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5.4.2. Openings 


5.4.2.1. An opening in an exterior wall or roof shall be so constructed as to prevent the entrance of rain or 
snow into the building. 


(5.4.3. Roofing 
5.4.3.1. Installation 
(1) Roofing shall be installed so as to 
(a) shed or drain water effectively, 


(b) reduce the likelihood, when the roofing is comprised of overlapping units, of water backing up under 
the units due to ice damming or other cause, and 


(c) be resistant to damage due to wind. 
| 5.4.4. Parapets 
5.4.4.1. Protection 
| (1) Where the top of a wall is exposed to the weather 
| (a) it shall be capped, and 
| 


(b) a through-wall flashing shall be installed immediately under a segmented or pervious cap, and at such 
other points in the wall as are necessary to divert rainwater to the outside. 


5.4.5. Exterior Wall Cladding 


5.4.5.1, Exterior wall cladding shall be so installed that it sheds water to prevent its entry into other compo- 
nents of the building assembly. Where there is a likelihood of some penetration, drainage shall be provided to 
take water to the outside. 





Section 5.5 Control of Groundwater 
5.5. 1, Through-Wall Flashing 


5.5.1.1. Where moisture from the ground can move upward into a wall and cause deterioration of the materi- 
als in the wall assembly, a through-wall flashing shall be installed in the wall below the materials likely to be so 
affected. 


5.5.2. Dampproofing and Waterproofing 


5.5.2.1. The portion of an exterior basement wall below ground level or any floor slab in contact with the 
ground shall be dampproofed or waterproofed as appropriate. 


5.5.3. Crawl Spaces 
5.5.3.1. Ground Cover. Craw] spaces shall be provided with a ground cover. 


5.5.3.2. Slope. Unless groundwater levels and site conditions are such that water will not accumulate in the 
crawl space, the crawl space shall be sloped to drain to a sewer, ditch or dry well. 


Section 5.6 Materials 
! 


5.6.1. Specifications 


5.6.1.1. Materials used for exterior claddings, vapour barriers, air barriers, flashings, thermal insulations or 
fastening devices shall comply with the appropriate standards listed in Part 2. 


i; Deterioration 


5.6.2.1. A material exposed to corrosive conditions shall be corrosion-resistant or shall be resistant to deterio- 
Tation under those conditions. 


5.6.3. Fastening Devices 


5.6.3.1. Fastening devices shall be made of a material which is compatible with the materials to be so joined 
and shall be resistant to the type of corrosion likely to be present. 
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Section 5.7 Practices 


5.7.1. Installation 


5.7.1.1. General. Exterior claddings, vapour barriers, air barriers, thermal insulations, sheathing papers, 
flashings and fastening devices shall be installed in such a manner as to effectively perform their intended func- 


tions. 
5.7.1.2. Glass. Glass shall be designed and installed to resist the loads specified in Section 4.1. 
5.7.1.3. Exterior Cladding 


(1) Exterior cladding shall be securely fastened to backing that is 


(a) an integral structural element of a building, or 






(b) anelement added to the structure for the purpose of supporting such exterior cladding. 


(2) Backing for exterior cladding as provided for in Sentence (1) shall be suitably located, secured and of a 
kind suitable for the type of fasteners to be used for attachment. 


(3) Exterior cladding shall be designed, constructed and attached so as to accommodate stresses and defor- 
mations within the structure, the cladding system and all points of attachment caused by wind, earthquake and 


temperature effects. 
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Part 6 
Heating, Ventilating and Air-Conditioning 


Section 6.1 General 
6.1.1. Scope 
6.1.1.1.(1) The scope of this Part shall be as described in Section 2.1. 


6.1.1.1.(2) Where the method of operation of an existing heating, ventilating or air-conditioning system is 
altered, the repair, adjustment or component replacements that change the capacity or extent of safety of the 
system shall conform to this Code. 


6.1.2. Application 

6.1.2.1. This Part applies to systems and equipment for heating, ventilating and air-conditioning services. 
6.1.3. Definitions 

6.1.3.1. Reserved. 

6.1.4. Plans and Specifications 

6.1.4.1. Reserved. 





Section 6.2 Design and Installation 
6.2.1. General | 
6.2.1.1. Good Engineering Practice 


(1) Heating, ventilating and air-conditioning systems, including related mechanical refrigeration systems, 
shall be designed, constructed and installed to conform to good engineering practice appropriate to the circum- 
stances such as described in i 


(a) the ASHRAE Handbooks as follows: 





(i) 1987 HVAC Systems and Applications, 
(ii) 1988 Equipment, 
(iii) 1989 Fundamentals, and , 
(iv) 1990 Refrigeration, | 
(b) the NFPA Fire Codes (1990 Publication), 
(c) the HRAI Digest 1986, 
(d) the Hydronics Institute Manuals, 
(e) the SMACNA Manuals, and 


(f) the American Conference of Governmental Industrial Hygienists Industrial Ventilation Manual, 20th. 
Edition 1989, 


6.2.1.2. Capacity of Heating Appliances i 


(1) Buildings classified as Group B, Division 2 institutional occupancies or Group C residential occupancies, 
that are intended for use in the winter months on a continuing basis shall be insulated and be equipped with 
heating facilities that are capable of maintaining an indoor air temperature of 22°C at the outside winter design’ 
temperature referred to in Article 6.2.1.8. 


. . . . . . . { 

(2) All other buildings intended for occupancy in the winter months on a continuing basis should be insu-: 
lated and shall be equipped with heating facilities to maintain a minimum indoor air temperature of 18°C or 
commensurate with the use of the building at the outside winter design temperature described in Article, 
6.20158. { 
6.2.1.3. Structural Movement. Mechanical systems and equipment shall be designed and installed to accolfll 
modate the maximum amount of relative structural movement provided for in the construction of the building. — 
6.2.1.4. Installation Standards 


{ 


(1) The installation of solid fuel-burning appliances for central heating systems shall comply with CAN/CSA 
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B365, “Installation Code for Solid Fuel-Burning Appliances and Equipment” and the manufacturer's installa- 
tion instructions. 


_ (2) The solid fuel-fired appliances in Sentence (1) shall conform to CSA B366.1, “Solid Fuel-Fired Appli- 
ances for Residential Use”’. 


6.2.1.5. Solid Fuel-Burning Stoves, Ranges and Space Heaters. The design and installation of solid fuel-burn- 
ing stoves, ranges and space heaters shall conform to the requirements of Section 9.33. 


6.2.1.6. Fireplaces. Fireplaces shall conform to the requirements of Section 9.22. 
6.2.1.7. Reserved. 


6.2.1.8. Outside Design Conditions, The outside conditions to be used in designing heating, ventilating and 
air-conditioning systems shall be determined in conformance with Subsection 2.5.1. 


6.2.1.9. Installation - General 


ie (1) Equipment forming part of a heating, ventilating or air-conditioning system, with the exception of 
embedded pipes or ducts, shall be installed with provision for access for inspection, maintenance, repair and 
cleaning. 


| (2) Mechanical equipment shall be protected with guards to prevent injury to the public or maintenance 
staff. 


_ (3) Equipment forming part of a heating or air-conditioning system that may be adversely affected by freez- 


ing temperatures and that is located in an unheated area shall be protected from freezing. 





'6.2.1.10. Expansion, Contraction and System Pressure. Heating and cooling systems shall be designed to allow 
for expansion and contraction of the heat transfer fluid and to maintain the system pressure within the rated 
| working pressure limits of all components of the system. 


6.2.1.11. Asbestos. Asbestos shall not be used in air distribution systems or equipment in a form or in a loca- 
‘tion where asbestos fibres could enter the air supply or return systems. 


6.2.1.12. Access Openings. Any covering of an access opening through which a person could enter shall be 
openable from the inside without the use of keys where there is a possibility of the opening being accidentally 
closed while the system or equipment is being serviced. 


6.2.1.13. Combustible Tubing. Combustible tubing for pneumatic controls may be used in buildings required 
.to be of noncombustible construction providing it has an outside diameter not exceeding 10 mm. 


6.2.2. Ventilation 
6.2.2.1. Required Ventilation 


_ (1) Except as provided in Sentences (2) and 6.2.2.2.(2), all rooms and spaces in buildings shall be ventilated 
in accordance with this Part. 





| (2) Self-contained mechanical ventilation systems, such as kitchen and bathroom exhaust fans, serving only 
1 dwelling unit shall conform to the requirements of Section 9.32. 


} 
| 
| (3) Except for Group C and Group F occupancies, mechanical ventilation throughout the occupied zone 
‘Shall be not less than 7.5 L/s per person of outdoor air. 


6.2.2.2. Natural Ventilation 
i 
| 

(1) The ventilation of room and spaces in occupancies other than residential occupancies by natural methods 
shall be permitted in lieu of mechanical ventilation where such ventilation will provide sufficient air change to 
Provide healthful conditions in that occupancy. 


. . . . . . . . 
| (2) The ventilation of room or spaces by natural methods in Group B, Division 2 institutional occupancies or 


our C, residential occupancies shall conform to Section 9.32. 
6.2.2.3. Ventilation of Storage and Repair Garages 


} (1) Except as provided in Sentences (5) and (7), an enclosed storage garage shall have a mechanical ventila- 
tion system designed to 


| (a) limit the concentration of carbon monoxide to not more than 100 parts per million of air when mea- 
sured between 900 mm and 1 200 mm from the floor, or 
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(b) provide, during operating hours, a continuous supply of fresh air at a rate equal to not less than 3.9 
L's for each square metre of floor area. 


(2) A repair garage shall have a mechanical ventilation system designed to limit the exposure of workers to 
carbon monoxide to below the time weighted average concentration of 35 parts per million for a normal 8 hour 
workday or 40 hour work week. When a repair bay is not immediately adjacent to an outside garage door 
opening, continuous general ventilation of not less than 700 L/s per internal bay shall be provided. 


(3) Mechanical ventilation systems provided in accordance with Clause (1) (a) shall be controlled automati- 
cally by carbon monoxide monitoring devices, located so as to provide full protection throughout the storage 
garage. 


(4) Mechanical ventilation systems provided in accordance with Sentence (1) shall be designed such that the | 
pressure in the storage garage is less than the pressure in adjoining buildings of other occupancy, or in adjacent » 
portions of the same building having a different occupancy. 


(5) In storage garages subject to the requirements of Sentence (1), where motor vehicles are parked by | 
mechanical means, the ventilation requirements may be reduced by one half. 


(6) Except as provided in Sentence (7), ticket and attendant booths of storage garages shall be pressurized 
with a supply of fresh air. | 


(7) The requirements of Sentences (1) to (6) shall not apply to open-air storeys in a storage garage. 
6.2.2.4. Air Contaminants | 


(1) Systems serving spaces shall be designed to exhaust air contaminants released within buildings insofar as 
possible at their points of origin so as to prevent their accumulation in unsafe concentrations. 


(2) Systems serving spaces that contain sources of contamination shall be designed in such a manner as to) 
prevent spreading of such contamination to other occupied parts of the building and surrounding areas. 
(3) Heating, ventilating and air conditioning systems shall be designed to minimize growth of micro-orga- , 
nisms according to good engineering practice as described in 6.2.1.1.(1). 


(4) Mechanical rooms containing refrigeration equipment shall be ventilated in accordance with CSA BS2-| 
M, ‘‘Mechanical Refrigeration Code”’. 


6.2.2.5. Hazardous Gases, Dusts or Liquids. Systems serving spaces that contain hazardous gases, dusts or: 
liquids such as grain elevators, metal powder plants and ammonium nitrate storage shall be designed, con- 
structed and installed in conformance with the provisions of the Ontario Fire Code made under the Fire Mar- | 
shals Act, or in the absence of requirements pertinent to such systems in the Ontario Fire Code, to good engi- | 
neering practice such as is described in the publications of the National Fire Protection Association and in the 
National Fire Code of Canada 1990. 


6.2.2.6. Commercial Cooking Equipment. Systems for the ventilation of restaurant and other commercial, 
cooking equipment shall be designed, constructed and installed to conform to NFPA 96, “Installation ar 
Equipment for the Removal of Smoke and Grease-Laden Vapors from Commercial Cooking Equipment”, 
except as required by Sentences 3.5.3.1.(1) and Article 3.5.4.2. 

} 
6.2.2.7. Crawl Spaces, Attic or Roof Spaces. Every crawl space and every attic or roof space shall be ventilated 
by natural or mechanical means. 


6.2.3. Air Duct Systems 
6.2.3.1. Application 


(1) Where ducts serve a heating, ventilation and air conditioning system in which the rated heat inp 
exceeds 120 kW, they shall conform to this Subsection. 


{ 
(2) The design, construction and installation of air duct distribution system serving other than single family” 
dwellings shall conform to this Subsection. 


6.2.3.2. Materials in Air Duct Systems 


(1) Except as provided in Sentences (2) to (4) and in Article 3.5.4.3. and except in single family dwellings, 
all ducts, duct connectors, associated fittings and plenums used in air duct systems shall be constructed of steel, 
aluminum alloy, copper, clay, asbestos-cement or similar noncombustible material. 


(2) Ducts, associated fittings and plenums may contain limited amounts of combustible material provided! 
they 
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(a) conform to the appropriate requirements for Class 1 duct materials in ULC-S110, “Standard for Air 
Ducts”’, 


(b) conform to Article 3.1.5.14.(1) and Subsection 3.1.9., 
(c) are not used in vertical runs serving more than 2 storeys, and 
(d) are not used in air duct systems in which the air temperature may exceed 120°C. 


(3) Duct sealants shall have a flame-spread rating of not more than 25 and a smoke developed classification 
of not more than 50. 


: (4) Duct connectors that contain combustible materials and that are used between ducts and air outlet units 


‘shall 


(a) conform to the appropriate requirements for Class 1 air duct materials in ULC-S110, ‘‘Standard for 
Air Ducts”’, 


(b) be limited to 4 m in length, 
(c) be used only in horizontal runs, and 
(d) not penetrate required fire separations. 


(5) Materials in Sentences (1) to (4) which when used in a location where they may be subjected to excessive 
moisture shall have no appreciable loss of strength when wet and shall be corrosion-resistant. 


| 6.2.3.3. Connections and Openings in Air Duct Systems 


(1) Air duct systems shall have tight-fitting connections throughout, and shall have no openings other than 
those required for proper operation, inspection and maintenance of the system. 





(2) Except for systems that serve one dwelling unit only, access openings shall be provided in duct systems 
where lint, grease, debris, paper or other combustible material may accumulate in p/enums and ducts. 


6.2.3.4. Connectors 


| (1) Vibration isolation connectors in air duct systems shall be noncombustible, except that combustible fab- 
| ric connectors are permitted provided they 
(a) do not exceed 250 mm in length, 


(b) comply with the flame-resistance requirements of ULC-S109, “Standard for Flame Tests of Flame- 
Resistant Fabrics and Films’’, and 


(c) are not used in a location where they are exposed to heated air or radiation from heat sources that 
may cause the exposed surface to exceed a temperature of 120°C. 


/6.2.3.5. Tape. Tape used for sealing joints in air ducts, plenums and other parts of air duct systems shall meet 
| the flame-resistance requirements for fabric in ULC-S109, ‘Standard for Flame Tests of Flame-Resistant Fab- 
| rics and Films’’. 





6.2.3.6. Coverings, Linings, Adhesives and Insulation 


_ (1) Coverings, linings and associated adhesives and insulation of air ducts, plenums and other parts of air 
‘duct systems shall be of noncombustible material when exposed to heated air or radiation from heat sources 
| that would result in the exposed surface exceeding a temperature of 120°C. 


(2) When combustible coverings and linings, including associated adhesives and insulation, are used, they 
Shall have a flame-spread rating of not more than 25 on any exposed surface or any surface that would be 
/ exposed by cutting through the material in any direction, and a smoke developed classification of not more 
than 50, except that the outer covering of ducts, plenums and other parts of air duct systems used within an 
| assembly of combustible construction may have an exposed surface flame-spread rating of not more than 75 and 

may have a smoke developed classification greater than 50. 





| (3) Combustible coverings and linings in Sentence (2) shall not flame, glow, smoulder or smoke when tested 
‘in accordance with the method of test in ASTM C411, “‘Hot-Surface Performance of High-Temperature Ther- 
mal Insulation’’ at the maximum temperature to which the coverings and linings are to be exposed in service. 


| (4) Except as provided in Sentence (5), foamed plastic insulation shall not be used as part of an air duct or 
for insulating an air duct. 
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(5) Foamed plastic insulation may be used in a ceiling space that acts as a return air plenum provided the 
foamed plastic insulation is protected from exposure to the plenum in accordance with Article 3.1.5.11. 


(6) Combustible coverings and linings of ducts, including associated adhesives and insulation, shall be inter- 
rupted at the immediate area of operation of heat sources in a duct system, such as electric resistance heaters 
or fuel-burning heaters or furnaces, and where the duct penetrates a fire separation. 


(7) Linings of ducts shall be installed so that they will not interfere with the operation of volume or balanc- 
ing dampers, fire dampers, fire stop flaps and other closures. 


6.2.3.7. Underground Ducts. Underground ducts shall be constructed to provide interior drainage from and 
access to all low points and shall not be connected directly to a sewer. 


6.2.3.8. Clearances. The clearances from combustible material and supply plenums, supply ducts, boots and 
register boxes of heating systems shall conform to the requirements of Subsection 6.2.4. 


6.2.3.9. Fire Dampers. Fire dampers shall conform to the requirements of Article 3.1.8.9. 
6.2.3.10. Exhaust Ducts and Outlets 


(1) Except as provided in Sentence (2), exhaust ducts of nonmechanical ventilating systems serving separate 
rooms or spaces shall not be combined. 


(2) Exhaust ducts of nonmechanical ventilating systems serving similar occupancies may be combined imme- 
diately below the point of final delivery to the outside, such as at the base of a roof ventilator. 


(3) Exhaust ducts of ventilating systems shall have provision for the removal of condensation where this may 
be a problem. 


(4) Exhaust outlets shall be designed to prevent back draft under wind conditions. 


(5) Exhaust ducts directly connected to laundry drying equipment shall be independent of other exhaust 
ducts. 


(6) Except as provided in Sentence (9) and except for self-contained systems serving individual dwelling’ 
units, exhaust ducts serving rooms containing water closets, urinals, basins, showers or slop sinks shall be inde- 
pendent of other exhaust ducts. 


(7) Except for wash basins (lavatories), the exhaust air provided shall not be less than 24 L/s for each sani- 
tary fixture listed in Sentence (6). 


(8) Except as provided in Sentence (9) and except for self-contained systems serving individual dwelling: 
units, exhaust ducts serving rooms containing residential cooking equipment shall be independent of other, 
exhaust ducts. 


(9) Two or more exhaust systems described in Sentences (6) and (8) may be interconnected or connected 
with exhaust ducts serving other areas of the building provided the connections are made at the inlet of an 
exhaust fan and all interconnected systems are equipped with suitable back pressure devices to prevent passage) 
of odours from one system to another when the fan is not in operation. 


(10) Where exhaust ducts containing air from heated spaces pass through or are adjacent to unheated 
spaces, the ducts shall be insulated to prevent moisture condensation in the duct in accordance with Sentence 
G.2,5-3 400); 


(11) Sanitary facilities in a food premises shall be mechanically ventilated and shall be capable of exhausting 
air at the rate of not less than 24 L/s for each sanitary fixture listed in Sentence (6). . 


6.2.3.11. Interconnection of Systems 
(1) Air duct systems serving storage garages shall not be interconnected with other parts of the building. 


! 

(2) In a residential occupancy, air from one suite shall not be circulated to any other suite nor to a public 
corridor or public stairway. { 
{ 


(3) Except for Sentences (4) and (5), a public corridor shall not be used as a portion of a supply, return or’ 
exhaust air system serving adjoining areas, other than as part of a supply air system serving toilet rooms, bath-. 
rooms, shower rooms and similar auxiliary spaces opening directly to the public corridor. 


| 


! 


(4) A public corridor may be used as part of an engineered smoke control system. 


' 
(5) Infiltration due to corridor pressurization is permitted into a residential occupancy from a publ 
corridor. | 
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6.2.3.12. Make-up Air. In ventilating systems that exhaust air to the outdoors, provision shall be made for the 
admission of a supply of make-up air in sufficient quantity so that the operation of the exhaust system and 
other exhaust equipment or combustion equipment is not adversely affected. 


6.2.3.13. Supply, Return, Intake and Exhaust Air Openings 


(1) Supply, return and exhaust air openings in rooms or spaces in buildings when located less than 2 m 
above the floor shall be protected by grilles having openings of a size that will not allow the passage of a 
15 mm diameter sphere. 


(2) Combustible grilles, diffusers and other devices for supply, return and exhaust air openings in rooms 
shall conform to the flame-spread rating and smoke developed classification requirements for the interior finish 
of the surface on which they are installed. 


(3) Outdoor air intakes and exhaust outlets at the building exterior shall be designed or located so that the 
air entering the building system will not contain more contaminants than the normal exterior air of the locality 
in which the building is situated. 





(4) Exterior openings for outdoor air intakes and exhaust outlets shall be shielded from the entry of snow 
and rain and shall be fitted with corrosion-resistant screens of mesh not larger than 15 mm, except where cli- 
matic conditions may require larger openings. 


_ (5) Screens required in Sentence (4) shall be accessible for maintenance. 
| 6.2.3.14. Filters and Odour Removal Equipment 


. (1) Air filters for air duct systems shall conform to the requirements for Class 2 air filter units as described in 
i}CAN4-S111, “Standard Method of Fire Tests For Air Filter Units”’. 





(2) When electrostatic-type filters are used, they shall be installed so as to ensure that the electric circuit is 
automatically de-energized when filter access doors are opened and in dwelling units when the system circulat- 
ing fan is not operating. 





i 


(3) When odour removal equipment of the adsorption type is used it shall be 
| (a) installed to provide access so that adsorption material can be reactivated or renewed, and 
: (b) protected from dust accumulation by air filters installed on the inlet side. 
(4) Facilities for flushing and drainage shall be provided where filters are designed to be washed in place. 
6.2.3.15. Air Washers and Evaporative Cooling Sections or Towers 


(1) The filter and water evaporation medium of every air washer and evaporative cooling section enclosed 
within a building shall be made of noncombustible material. 





_ (2) Sumps for air washer and evaporative cooling sections shall be constructed and installed so that they can 
bi flushed and drained. 


(3) Evaporative cooling sections or towers of combustible material located on or outside buildings shall have 
a clearance of not less than 12 m from sources of ignition such as chimneys or incinerators when the tower 
exterior construction is noncombustible, and a clearance of not less than 30 m when the tower exterior con- 
struction is combustible. 


| 
| (4) Evaporative cooling sections or towers, the main structure of which exceeds a volume of 55 m’, shall 
nly with the requirements of NFPA 214, ‘“‘Water-Cooling Towers”. 





6.2.3.16. Fans and Associated Air Handling Equipment 





(1) Fans for heating, ventilating and air-conditioning systems shall be located and installed so that their 
Operation 


(a) does not adversely affect the draft required for proper operation of fuel-fired appliances, and 


(b) does not allow the air in the air duct system to be contaminated by air or gases from the boiler-room 
| or furnace-room. 

(2) Fans and associated air handling equipment, such as air washers, filters and heating and cooling units, 
‘when installed on the roof or elsewhere outside the building, shall be of a type designed for outdoor use. 
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6.2.4. Air Ducts for Low Capacity Systems 
6.2.4.1. Application 


(1) The design, construction and installation of air duct distribution systems serving heating, ventilation and | 
air conditioning systems in which the rated heat input does not exceed 120 kW shall conform to this Subsec- | 


tion. 


(2) The design, construction and installation of air duct distribution systems serving heating, ventilation and 
air conditioning systems in single family dwellings shall conform to this Subsection. 


6.2.4.2. Galvanized Steel or Aluminum Supply Ducts 
(1) Galvanized steel or aluminum supply ducts shall conform to Table 6.2.4.A. 


Table 4.2.4.A. 
Forming part of Sentence 6.2.4.2.(1) 


MINIMUM METAL THICKNESS OF DUCTS, mm 


Maximum Minimum Duct Material 
Type of Duct Diameter Width or 


mm Depth, mm | Galvanized | Aluminum 





Round 350 33 0.30 
Over 350 0.41 0.41 

Rectangular, enclosed 350 0.33 0.30 
Over 350 0.41 0.41 





(2) The design of fittings for ducts shall conform to CSA B228.1, ‘Pipes, Ducts, and Fittings for Residential 
Type Air Conditioning Systems”, except that metal thickness requirements shall conform to those in Table 
6.2.4.A. 


6.2.4.3. Construction and Installation of Ducts and Plenums 


(1) Rectangular panels in plenums and ducts more than 300 mm wide shall be shaped to provide sufficient 
stiffness. 


(2) Where the installation of heating supply ducts in walls and floors creates a space between the duct and 
construction material, the space shall be fire stopped with noncombustible material at each end. 


(3) Ducts shall be securely supported by metal hangers, straps, lugs or brackets, except that where zero 
clearance is permitted, wooden brackets may be used. 


(4) All round duct joints shall be tight-fitting and lapped not less than 25 mm. 


(5) Rectangular duct connections shall be made with S and drive cleats or equivalent mechanical connec- 
tions. 


(6) Trunk supply ducts shall not be nailed directly to wood members. 
(7) Branch ducts shall be supported at suitable spacings to maintain alignment and prevent sagging. 


(8) Combustible ducts in concrete slabs-on-ground that are connected to a furnace supply plenum shall be 
located not closer than 600 mm to that plenum and not less than 600 mm from its connection to a riser or regis- 
Lei. 


(9) Ducts in or beneath concrete slabs-on-ground shall be watertight, corrosion-, decay- and mildew-resis- 
tant. 


(10) Where a supply or return duct is not protected by an insulated exterior wall or where the duct is 
exposed to an unheated space it shall be insulated to provide a thermal resistance of not less than RSI 2.1. 
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6.2.4.4. Clearances of Ducts and Plenums 
(1) Reserved. 


(2) Where the plenum clearance is 75 mm or less, the clearance between a supply duct and combustible 
material shall 


(a) be equal to the required plenum clearance within 450 mm of the plenum, and 


(b) be not less than 12 mm at a distance of 450 mm or more from the plenum, except that this clearance 
may be reduced to zero beyond a bend or offset in the duct sufficiently large to shield the remainder 
of the duct from direct radiation from the furnace heat exchanger. 


(3) Where the plenum clearance is more than 75 mm but not more than 150 mm, the clearance between a 
supply duct and combustible material shall 


(a) be equal to the required plenum clearance within a horizontal distance of 1.8 m of the plenum, and 


(b) be not less than 12 mm at a horizontal distance of 1.8 m or more from the plenum, except that this 
distance may be reduced to zero beyond a bend or offset in the duct sufficiently large to shield the 
remainder of the duct from direct radiation from the furnace heat exchanger. 


(4) Where the plenum clearance is more than 150 mm, the clearance between a supply duct and combustible 
material shall 


(a) be equal to the required plenum clearance within a horizontal distance of 1 m of the plenum, 
(b) be not less than 150 mm within a horizontal distance between | and 1.8 m from the plenum, and 


(c) be not less than 25 mm at a horizontal distance of 1.8 m or more from the plenum, except that this 
distance may be reduced to 8 mm beyond a bend or offset in the duct sufficiently large to shield the 
remainder of the supply duct from direct radiation from the furnace heat exchanger. 


(5) Where a register is installed in a floor directly over a pipeless furnace, a double-walled register box with 


| not less than 100 mm between walls, or a register box with the warm-air passage completely surrounded by the 
_ cold-air passage, shall be permitted in lieu of the clearances listed in Sentences (2), (3) and (4). 


_ 6.2.4.5. Warm-Air Supply Outlets 


(1) A warm-air supply outlet shall be provided in each finished room in a dwelling unit. When rooms are 
located adjacent to exterior walls or unheated space, such outlets shall be located so as to bathe not less than 


| one exterior wall or window with warm air, except in bathrooms, utility rooms or kitchens, where this may not 
be practical. 


(2) Reserved. 


(3) Not less than one warm-air supply outlet shall be provided for each 40 m- of floor surface area in unfin- 
ished basements serving dwelling units, located so as to provide adequate distribution of warm air throughout 


- the basement. 


(4) Except for pipeless furnaces and floor furnaces, the capacity of warm-air supply outlets serving dwelling 
units shall be not less than the design heat loss from the area served and shall not exceed 3 kW per outlet. 


(5) In basements and heated crawl spaces, the calculated heat gain from the supply ducts and plenum sur- 
faces may be considered in calculating the design heat loss. 


(6) Warm-air supply outlets located in finished areas shall be provided with diffusers and adjustable open- 
ings and shall not be located on a furnace plenum. 


(7) The temperature of supply air at the warm-air supply outlets shall not exceed 70°C. 


6.2.4.6. Concrete Slabs-on-Grade. Warm-air supply systems for residential buildings built on concrete slabs- 
on-ground shall be installed in the slab and shall be of the perimeter loop type or radial perimeter type. 


6.2.4.7. Adjustable Dampers and Balance Stops. All branch supp/y ducts for residential systems shall be equip- 
ped with volume control dampers at the boot to permit balancing or shall be fitted with a diffuser incorporating 
an adjustable and lockable volume control device which can be set in a fixed position. 


6.2.4.8. Return-Air System 
(1) The return-air system shall be designed to handle the entire air supply. 
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(2) Except as provided in Sentences (3) and (4), return ducts shall be constructed of material having a sur- 
face flame-spread rating of not more than 150. 


(3) Where any part of a return duct will be exposed to radiation from the furnace heat exchanger or other 
radiating part within the furnace, such part of a return duct directly above or within 600 mm of the outside 
furnace casing shall be noncombustible. 


(4) Return ducts serving solid fuel-fired furnaces shall be constructed of noncombustible material. 


(5) Combustible return ducts shall be lined with noncombustible material below floor registers, at the bottom 
of vertical ducts and under furnaces having a bottom return. 


(6) Spaces between studs used as return ducts shall be separated from the unused portions of such spaces by 
tight-fitting metal stops or wood blocking. 


(7) A vertical return duct shall have openings to return air on not more than | floor. 
(8) A public corridor shall comply with Sentences 6.2.3.11.(3) and (4). 


(9) The return-air system shall be designed so that the negative pressure from the circulating fan cannot 
affect the furnace combustion air supply nor draw combustion products from joints or openings in the furnace 


or flue pipe. 


(10) Return-air inlets shall not be installed in an enclosed room or crawl space that provides combustion air 
to a fuel-fired appliance. 


(11) Return-air from a dwelling unit shall not be recirculated to any other dwelling unit. 


(12) Except for floor levels that are less than 900 mm above or below an adjacent floor level which is pro- | 
vided with a return-air inlet, at least one return-air inlet shall be provided in each floor level in a dwelling unit. 


(13) Provision shall be made for the return of air from all rooms by leaving gaps beneath doors, using lou- 
vred doors or installing return duct inlets. | 


6.2.5. Heating Appliances, General 


6.2.5.1. Location of Appliances. Except for appliances installed in dwelling units, fuel-fired heating appliances | 
shall be located, enclosed or separated from the remainder of the building in conformance with Section 3.5. 


6.2.5.2. Appliances Installed Outside the Building 
(1) Fuel-fired appliances installed on the roof of a building or otherwise outside the building shall be 

(a) designed for outdoor use, 

(b) installed not less than 1.2 m from the property line, measured horizontally, and 

(c) installed not less than 3 m from an adjacent wall of the same building when such wall contains an — 
opening or openings within 3 storeys above and 5 m horizontally from the appliance, unless such | 
openings are protected by a closure assembly having a 45 min fire-protection rating determined in con- 
formance with Article 3.1.8.4., or by wired glass conforming to Article 3.1.8.14. 


6.2.6. Incinerators 


6.2.6.1. Applicable Standard. The design, construction, installation and alteration of every indoor incinerator | 
shall conform to NFPA 82, “Incinerators, Waste and Linen Handling Systems and Equipment”. 


6.2.6.2. Venting. Every incinerator shall be served by a chimney flue conforming to Section 6.3. 
6.2.7. Unit Heaters 


6.2.7.1. Every unit heater using either steam or hot water as the heating medium shall be installed with a clear- | 
ance of not less than 25 mm between the appliance and adjacent combustible material. 


6.2.8. Radiators and Convectors 


6.2.8.1. Every steam or hot water radiator and convector located in a recess or concealed space or attached to — 
the face of a wall of combustible construction shall be provided with a noncombustible lining or backing. 
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6.2.9. Piping for Heating and Cooling Systems 
6.2.9.1. Piping Materials and Installation 


(1) Piping shall be made from materials designed to withstand the effects of temperatures and pressures that 
may occur in the system. 


(2) Every pipe used in a heating or air-conditioning system shall be installed to allow for expansion and con- 
traction due to temperature changes. 


(3) Supports and anchors for piping in a heating or air-conditioning system shall be designed and installed to 
ensure that undue stress is not placed on the supporting structure. 


6.2.9.2. Insulation and Coverings 


(1) Insulation and coverings on pipes shall be composed of material suitable for the operating temperature 
of the system to withstand deterioration from softening, melting, mildew and mould. 


(2) Insulation and coverings on pipes in which the temperature of the fluid exceeds 120°C 
(a) shall be made of noncombustible material, or 


(b) shall not flame, glow, smoulder or smoke when tested in accordance with the method of test ASTM 
C411, ‘‘Hot-Surface Performance of High-Temperature Thermal Insulation’, at the maximum tem- 
perature to which such insulation or covering is to be exposed in service. 


(3) Except as provided in Sentence (7), where combustible insulation is used on piping in a horizontal or 
| vertical service space, the insulation and coverings on such pipes shall have a flame-spread rating throughout 
the material of not more than 25 in buildings of noncombustible construction and not more than 75 in buildings 
of combustible construction. 


(4) Except as provided in Sentence (7), insulation and coverings on piping located in rooms and spaces 
| other than the service spaces described in Sentence (3) shall have a flame-spread rating of not more than that 
' required for the interior finish for the ceiling of the room or space. 








(5) Except as provided in Sentence (7), where combustible insulation and covering is used on piping in 
_ buildings described in Subsection 3.2.6., they shall have a smoke developed classification of not more than 
100. 


(6) Pipes that are exposed to human contact shall be insulated so that the exposed surface does not exceed 
foc. 


| (7) No flame-spread rating or smoke developed classification limitations are required where combustible 
insulation and coverings are used on piping when such piping 1s 





(a) located within a concealed space in a wall, 





(b) located in a floor slab, or 
| (c) enclosed in a noncombustible raceway or conduit. 


6.2.9.3. Clearances. Clearances between combustible material and bare pipes carrying steam or hot water 
| shall conform to Table 6.2.9.A. 





Table 6.2.9.A. 
Forming Part of Article 6.2.9.3. 


Steam or Water Temperature, °C 


up to 120 
above 120 





Minimum Clearance, mm 










Column 1 





! 6.2.9.4. Surface Temperature. The exposed surface temperature of a steam or hot water radiator shall not 
, exceed 70°C unless precautions are taken to prevent human contact. 


6.2.9.5. Protection 


(1) Where a pipe carrying steam or hot water at a temperature above 120°C passes through a combustible 
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floor, ceiling or wall, the construction shall be protected by a sleeve of metal or other noncombustible material 
not less than 50 mm larger in diameter than the pipe. 


(2) Unprotected steam or hot water pipes that pass through a storage space shall be covered with not less 
than 25 mm of noncombustible insulation to prevent direct contact with the material stored. 


6.2.9.6. Piping in Shafts. Where piping for heating or air-conditioning systems is enclosed in a shaft, the 
requirements of Article 3.5.3.1. for shafts shall apply. 


6.2.10. Refrigerating Systems and Equipment for Air-Conditioning 
6.2.10.1. Cooling Units 


(1) Where a cooling unit is combined with a fuel-fired furnace in the same duct system, the cooling unit 
shall be installed 


(a) in parallel with the heating furnace, 
(b) upstream of the furnace provided the furnace is designed for such application, or 


(c) downstream of the furnace provided the cooling unit is designed to prevent excessive temperature or 
pressure in the refrigeration system. 


6.2.11. Storage Bins 
6.2.11.1. Storage Bins 


(1) Service pipes passing through a storage bin for solid fuel shall be protected or so located as to avoid 
damage to the pipes. 


(2) Except for fuel-thawing pipes, every pipe designed to operate at a temperature of 50°C or above shall be | 
located where fuel cannot be stored in contact with it. 


(3) A storage bin for solid fuel shall not be located above a sewer opening or drain opening. 


(4) Solid fuels shall not be stored where the air temperature in the bin or the surface temperature of any 
part of the floor or walls is 50°C or above. 


6.2.11.2. Ash Storage Bins 


(1) Every ash storage bin shall be constructed of noncombustible material and, where the bin is not covered, 
the ceiling of the room in which it is located shall be of noncombustible material. 


(2) Every opening in an ash storage bin shall be protected by a tight-fitting metal door with metal frame 
securely fastened to the bin. 


Section 6.3 Chimneys and Venting Equipment 
6.3.1. General 


6.3.1.1. Requirement for Venting. Except as provided in Articles 6.3.1.2. and 6.3.1.3., the products of com- 
bustion from solid fuel-burning appliances shall be vented in conformance with the requirements in the appli- 
cable appliance installation standards listed in Article 6.2.1.4. 


6.3.1.2. Masonry or Concrete Chimneys 


(1) Rectangular masonry or concrete chimneys not more than 12 m in height that serve appliances with a 
combined total rated heat output of 120 kW or less, or that serve fireplaces, shall conform to Part 9. 


(2) Masonry or concrete chimneys other than those described in Sentence (1) shall be designed and installed 
in conformance with the appropriate requirements in NFPA 211, ‘Standard for Chimneys, Fireplaces, Vents 
and Solid Fuel-Burning Appliances”’. 


6.3.1.3. Metal Smoke Stacks. Single wall metal smoke stacks shall be designed and installed in conformance 
with NFPA 211, ‘Standard for Chimneys, Fireplaces, Vents and Solid Fuel-Burning Appliances”. 


6.3.1.4. Reserved. 
6.3.1.5. Access Ladders 


(1) Access ladders for chimneys, when provided, shall consist of steel or bronze rungs, built into the walls of 
the chimneys. 


(2) Rungs for external ladders shall begin at not less than 2.5 m from ground level. 
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Housing and Small Buildings 


Section 9.1 
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General 
Scope 


Definitions 
General 


Materials, Systems and Equipment 
General 

Concrete 

Lumber and Wood Products 

Metal 


Structural Requirements 
General 

Snow loads 

Deflections 

Foundation Conditions 


Room and Space Dimensions 

General 

Ceiling Heights 

Living Rooms or Spaces Within Dwelling Units 

Dining Rooms or Spaces Within Dwelling Units 
Kitchens Within Dwelling Units 

Bedrooms or Spaces in Dwelling Units and Dormitories 
Bathrooms and Water-Closet Rooms 


Doors 

General 

Required Doors 

Doorway Sizes 

Exterior Doors 

Glass 

Resistance to Forced Entry 


Windows and Skylights 
General 

Window Standards 

Glass 

Caulking and Glazing 
Windows in Public Areas 
Resistance to Forced Entry 
Skylights 


Stairs, Ramps, Handrails and Guards 
Scope 

General 

Stair Dimensions 

Landings 

Curved Stairs and Winders 
Pedestrian Ramps 

Handrails 

Guards 

Construction 
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Cantilevered Precast Concrete Steps 


Means of Egress 

Scope 

General 

Dimensions of Means of Egress 
Fire Protection of Exits 
Obstructions and Hazards in Means of Egress 
Doors in a Means of Egress 
Access to Exits 

Exits from Floor Areas 

Egress from Dwelling Units 
Exit Signs 

Lighting 


Fire Protection 

General 

Occupancy Classification 

Ratings 

Building Size Determination 

Permitted Openings in Wall and Ceiling Membranes 
Construction Types 

Protection of Steel Members 

Fire Resistance in Relation to Occupancy and Height 
Fire Separations Between Rooms and Spaces Within Buildings 
Service Rooms 

Firewalls 

Prevention of Fire Spread at Exterior Walls and Between Storeys 
Doors, Dampers and Other Closures in Fire Separations 
Spatial Separations Between Buildings 

Fire Stops 

Flame Spread Limits 

Alarm and Detection Systems 

Smoke Alarms 

Fire Fighting 

Fire Protection for Construction Camps 


Sound Control 
Sound Transmission Class Rating (Airborne Sound) 
Required Sound Control Locations (Airborne Sound) 


Excavation 

Removal of Topsoil and Organic Matter 
Depth 

Backfill 

Trenches Beneath Footings 


Waterproofing and Dampproofing 
General 

Material 

Waterproofing of Walls 
Waterproofing of Floors 
Dampproofing of Walls 
Dampproofing and Sealing of Slabs 


Drainage 

Scope 

General 

Drainage Tile and Pipe 
Granular Drainage Layer 
Drainage Disposal 
Surface Drainage 


Footings and Foundations 
Scope 

General 

Footings 
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Foundation Walls 
Joist and Beam Support 
Parging and Finishing 


Slabs-on-Ground 

Scope 

Granular Material Beneath Slabs 
Drainage 

Concrete 


Columns 

Scope 

General 

Steel Columns 

Wood Columns 

Unit Masonry Columns 
Solid Concrete Columns 


Crawl Spaces 
General 

Access 
Ventilation 
Clearance 
Drainage 
Ground Cover 
Fire Protection 


Roof Spaces 
Ventilation 
Access 


Above-Grade Masonry 

Scope 

Masonry Units 

Mortar 

Masonry Joints 

Masonry Support 

Thickness and Height 

Chases and Recesses 

Support of Loads 

Bonding and Tying 

Lateral Support 

Anchorage of Roofs, Floors and Intersecting Walls 
Corbelling 

Control of Rain Water Penetration 
Protection 

Reinforcement for Earthquake Resistance 
Corrosion Resistance 


Chimneys and Flues 

General 

Chimney Flues 

Chimney Lining 

Masonry and Concrete Chimney Construction 
Clearance from Combustible Construction 


Fireplaces 

General 

Fireplace Liners 

Wall Thickness 
Openings 

Hearth 

Damper 

Smoke Chamber 
Factory-Built Fireplaces 
Clearance of Combustible Construction 
Fireplace Inserts 
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Wood-Frame Construction 
Scope 

General 

Nails and Staples 
Allowable Spans 
Notching and Drilling 
Anchorage 

Sill Plates 

Beams to Support Floors 
Floor Joists 

Wall Studs 

Wall Plates 

Framing Over Openings 
Roof and Ceiling Framing 
Subflooring 

Roof Sheathing 

Wall Sheathing 

Wall Sheathing Paper 
Bracing 


Sheet Steel Stud Wall Framing 
General 

Size of Framing 

Installation 


Thermal Insulation and Control of Condensation 
Scope 

General 

Materials 

Installation of Thermal Insulation 

Installation of Air Barrier System 

Installation of Vapour Barriers 


Roofing 

General 

Roofing Materials 

Roof Slope 

Flashing at Intersections 

Eave Protection for Shingles and Shakes 
Underlay beneath Shingles 

Asphalt Shingles on Slopes of 1 in 3 and Greater 
Asphalt Shingles on Slopes of Less than 1 in 3 
Wood Roof Shingles 

Handsplit Roof Shingles 

Built-Up Roofs 

Selvage Roofing 

Sheet Metal Roofing 

Glass Reinforced Polyester Roofing 

Hot Applied Rubberized Asphalt Roofing 
Polyvinyl Chloride Sheet Roofing 
Downspouts and Roof Drains 


Siding 

Scope 

General 

Flashing 

Caulking 

Attachment of Siding 

Lumber Siding 

Wood Shingles and Machine Grooved Shakes 
Asbestos-Cement Shingles and Sheets 
Plywood 

Hardboard 

Waferboard and Strandboard 

Metal Siding 

Vinyl Siding 
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Stucco 
General 
Stucco Materials 
Fasteners 


Stucco Lath 
Stucco Mixes 
Stucco Application 


Interior Wall and Ceiling Finishes 
General 

Waterproof Wall Finish 

Wood Furring 

Plastering 

Gypsum Board Finish (Taped Joints) 
Plywood Finish 

Hardboard Finish 

Insulating Fibreboard Finish 


Particleboard, Waferboard or Strandboard Finish 


Wall Tile Finish 


Flooring 

General 

Panel-Type Underlay 
Wood Strip Flooring 
Parquet Flooring 
Resilient Flooring 
Ceramic Tile 


Plumbing Facilities 

Scope 

General 

Water Supply and Distribution 
Required Facilities 

Sewage Disposal 

Service Water Heating Facilities 


Ventilation 

General 

Natural Ventilation Area 
Mechanical Ventilation 


Heating and Air-Conditioning 
General 
Fire Protection for Gas and Electric Ranges 


Electrical Facilities 
General 

Lighting Outlets 
Emergency Lighting 


Garages and Carports 
Scope 

General 

Foundations 

Walls and Columns 


Cottages 

Scope 

General 

Tourist Accommodation 


Log Construction 
General 

Walls 

Lintels 


Thermal Design 
Scope 
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Part 9 
Housing and Small Buildings 


Section 9.1 General 

9.1.1. Scope 

9.1.1.1. Scope. The scope of this Part shall be as described in Section 2.1. 
9.1.1.2. Signs. Signs shall conform to the requirements in Section 3.8. 


9.1.1.3. Self-Service Storage Buildings. Se/f-service storage buildings shall conform to the requirements in Sec- 
tion 3.10. 





9.1.1.4. Tents, Air-Supported Structures and Temporary Structures. Tents, air-supported structures and tem- 
_ porary structures shall conform to the requirements in Subsection 3.1.6. 


| 9.1.1.5. Proximity to Existing Above Ground Electrical Conductors. Where a building is constructed in close 
| proximity to existing above ground electrical conductors the requirements of Subsection 3.1.18. shall apply. 


| Section 9.2 Definitions 


| 9.2.1. General 
{ 
| 


9.2.1.1. Defined Words. Words in italics are defined in Part 1. 
| Section 9.3 Materials, Systems and Equipment 
| 9.3.0. General 


| 9.3.0.1. Past Performance or Tests. Materials, appliances, systems and equipment not specifically described 
| herein, or which vary from the specific requirements in this Part, or for which no recognized test procedure has 
been established, may be used if it can be shown that the material, appliance, system or equipment is suitable 
on the basis of past performance or on the basis of tests described in Article 9.3.0.2. 


9.3.0.2. Design of Test. Where no published test method exists, the test shall be designed to simulate or 
_ exceed anticipated service conditions or shall be designed to compare the performance of the material, 
appliance, system or equipment with similar material, appliance, system or equipment that is known to be 
acceptable. 


9.3.1. Concrete 





9.3.1.1. Concrete. Concrete shall be designed, mixed, placed, cured and tested in accordance with CAN3- 
_ A438, “Concrete Construction for Housing and Small Buildings”’. 


' 9.3.1.2. Cement. Cement shall meet the requirements of CAN3-AS, ‘‘Portland Cements”. 
9.3.1.3. Concrete in Contact with Sulphate Soil 


(1) Sulphate-resisting cement shall be used for concrete in contact with sulphate soil deleterious to normal 
cement. Such concrete shall conform to the requirements in Section 16 of CAN3-A23.1, “Concrete Materials 
and Methods of Concrete Construction”’. 


aoe 





(2) Sulphate-resisting cement shall be used for concrete referred to in Sentence (1). 


9.3.1.4. Aggregates. Aggregates shall consist of sand, gravel, crushed rock, crushed air-cooled blast furnace 
slag, expanded shale or expanded clay conforming to CAN3-A23.1, “Concrete Materials and Methods of Con- 
crete Construction”. Aggregate shall be clean, well-graded and free of injurious amounts of organic and other 
_ deleterious material. 


| 9.3.1.5. Water. Water shall be clean and free of injurious amounts of oil, organic matter, sediment or any 
other deleterious material. 





9.3.1.6. Compressive Strength. Unless otherwise specifically required elsewhere in this Part, the compressive 
strength of unreinforced concrete shall be not less than 15 MPa after 28 days. 


' 9.3.1.7. Concrete for Garage and Concrete Floors and Exterior Steps. When concrete is used for garage and 
carport floors and exterior steps, it shall have a minimum compressive strength of 25 MPa after 28 days and 
shall have air entrainment of 5 to 8 per cent. 
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9.3.1.8. Concrete Mixes 


(1) The concrete mixes described in Table 9.3.1.A. shall be acceptable if the slump does not exceed 100 mm 
when measured according to the slump test described in CAN3-A23.2, ‘Methods of Test for Concrete”’. 


(2) Aggregate for mixes referred to in Sentence (1) shall not exceed 50 mm in size. 


Table 9.3.1.A. 
Forming Part of Article 9.3.1.8. 


Concrete Mixes, by Volume 


Concrete Strength Cement, Sand, 
L MPa parts ean Coarse eT parts 


15 
am ooo eee 6, pit run gravel 
l 3, up to 40 mm in size 
20 
1 P= | sranem 47/4, pit run gravel 


9.3.1.9. Admixtures. Admixtures shall conform to CAN3-A266.1, ‘Air Entraining Admixtures for Concrete”’ 
or CAN3-A266.2, ““Chemical Admixtures for Concrete’’, as applicable. 





9.3.1.10. Reinforced Concrete. Reinforced concrete shall be designed to conform to the requirements of 
Part 4. 


9.3.1.11. Cold Weather Requirements 


(1) When the air temperature is below 5°C, concrete shall be kept at a temperature of not less than 10°C or 
more than 25°C while being mixed and placed, and maintained at a temperature of not less than 10°C for 72 h 
after placing. 


(2) No frozen material or ice shall be used in concrete described in Sentence (1). 
9.3.2. Lumber and Wood Products 


9.3.2.1. Grade Marking. Lumber for joists, rafters, trusses and beams and for the uses listed in Table 9.3.2.A. 
shall be identified by a grade stamp to indicate its grade as determined by the NLGA ‘Standard Grading Rules 
for Canadian Lumber’. 
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Table 9.3.2.A. 
Forming Part of Article 9.3.2.1. 


Minimum Lumber Grades for Specific End Uses 














BOARDS 
Paragraph in the NLGA FRAMING 
grading rules under which 
boards are graded 
Use 
Eastern 
All Species White Pine All 
& Red Pine Species 
Para 113 Para 114 Para 118 
Stud wall framing —- Standard 
(loadbearing members) Stud. No. 2 
Stud wall framing — Stud, 
(non-loadbearing members) Utility No. 3 
_| Plank frame construction No. 3 No. 3 No. 2 
(loadbearing members) Common Common 
Plank frame construction No. 5 No. 5 Economy, 
| (non-loadbearing members) Common Common No. 3 














_ | Posts and beams less than 114 mm in thickness | eee — -~ Standard, No. 2 
|. | Roof sheathing No. 3 Standard No. 4 ce 
| Common Common 
Subflooring No. 3 Standard No. 4 ~- 
| Common Common 
| 
| Wall sheathing when required as a nailing base No. 4 Utility No. 4 -- 
Common 
Wall sheathing not required as a nailing base No. 5 Economy No, 5 — 
| Common 








ne 


9.3.2.2. Lumber Grades. Except for joists, rafters, trusses and beams, visually graded lumber shall conform to 
the grades in Table 9.3.2.A. 


9.3.2.3. Machine Stress Rated Lumber. Machine stress rated lumber shall conform to the requirements of 
Subsection 4.3.1. 


9.3.2.4. Waferboard, Strandboard and Plywood Marking. Waferboard and plywood used for roof sheathing, 
wall sheathing and subflooring shall be legibly identified on the face of the material indicating the manufac- 
turer of the material, the standard to which it is produced and that the material is of an exterior type. 


9.3.2.5. Moisture Content. Moisture content of lumber shall be not greater than 19 per cent at the time of 
installation. 


9.3.2.6. Lumber Dimensions. Lumber dimensions referred to in this part are actual dimensions determined in 
conformance with CSA 0141, “Softwood Lumber”’. 


9.3.2.7. Panel Thickness Tolerances. The thicknesses specified in this Part for plywood, hardboard, particle- 
board and waferboard shall be subject to the tolerances permitted in the standards referenced for these prod- 
ucts unless specifically indicated herein. 


9.3.2.8. Undersized Lumber. Joist, rafter, lintel and beam members up to 5 per cent less than the actual Cana- 
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dian standard sizes may be used provided the allowable spans for the grade and species of lumber under con- 
sideration are reduced 5 per cent from those shown in the span tables for full size members. 


9.3.2.9. Termite Resistance 


(1) Where wood is pressure treated to resist termites, such treatment shall be in accordance with the 
requirements of 


(a) CAN/CSA 080.1, ‘Preservative Treatment of All Timber Products by Pressure Processes,” 


(b) CAN/CSA 080.2, “Preservative Treatment of Lumber, Timber, Bridge Ties and Mine Ties by Pres- 
sure Processes,” 


(c) CAN/CSA 080.9, ‘Preservative Treatment of Plywood by Pressure Processes,”’ or 


(d) CAN/CSA 080.15, “Preservative Treatment of Wood for Building Foundation Systems, Basements 
and Crawl Spaces by Pressure Processes.” 


9.3.3. Metal 


9.3.3.1. Sheet Metal Thickness. Minimum thicknesses for sheet metal material given in this Part refer to the 
actual minimum thicknesses measured at any point of the material, and in the case of galvanized steel, includes 
the thickness of the coating unless otherwise indicated. 


9.3.3.2. Galvanized Sheet Metal. Where galvanized sheet metal is intended for use in locations exposed to the 
weather or as a flashing material, it shall have a zinc coating at least equal to the G90 coating designation in | 
ASTM A525, ‘Steel Sheet, Zinc-Coated (Galvanized) by the Hot-Dip Process”’. 


Section 9.4 Structural Requirements 
9.4.1. General 
9.4.1.1. Structural Design. 


(1) Except as provided in Sentence (2), Sentence 9.23.4.1.(2) and Subsections 9.4.2. to 9.4.4., structural 
members and their connections shall be designed in conformance with Part 4. 


(2) Where structural members and their connections conform to the requirements listed elsewhere in this 
Part, it shall be deemed that the structural design requirements have been met. 


9.4.1.2. Post, Beam and Plank Construction. Except for columns in Section 9.17 and beams in Subsection © 
9.23.4., wood-frame post, beam and plank construction with the /oadbearing framing members spaced more 
than 600 mm apart shall be designed in conformance with Subsection 4.3.1. 


9.4.2. Snow Loads 


9.4.2.1. Application. This Subsection applies to wood frame assemblies with clear spans not exceeding 
12.20 m and members spaced not more than 600 mm apart. 


9.4.2.2. Design Snow Loads. 


(1) Except as provided in Sentences (2) and (3), design snow loads shall not be less than the appropriate 
composite snow load listed in Column 13 of Table 2.5.1.A. 


(2) Where the entire width of a roof does not exceed 4.3 m, the design snow load shall not be less than com- 
posite snow load listed in Column 12 of Table 2.5.1.A. 


(3) In no case shall the composite snow load be less than | kPa. 


(4) Bow string, arch or semi-circular roof trusses having an unsupported span greater than 6 m shall be 
designed in conformance with the snow load requirements in Section 4.1. 


! 


9,4,2.3. Balconies. Residential balconies not used as passageways shall be designed to carry the design roof | 
snow load or |.9 kPa, whichever is greater. 


9.4.3. Deflections | 

9.4.3.1. Deflections | 
(1) The maximum deflection of structural members shall conform to Table 9.4.3.A. : 
(2) Dead loads need not be considered in computing deflections referred to in Sentence (1). 


1500 . 











| 
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Table 9.4.3.A. 
Forming Part of Sentence 9.4.3.1.(1) 


Maximum Deflections 


Maximum Allowable 
Deflection Expressed 
as a Ratio of the 












Structural Members Type of Ceiling Supported 


































Clear Span 
Roof rafters, roof joists, roof beams and roof No ceiling 1/180 
decking of plank and beam construction Other than plaster or 1/240 
gypsum board 
Plaster or gypsum board 1/360 
Ceiling Joists Other than plaster or 1/240 
gypsum board 
Plaster or gypsum board 1/360 
Floor beams, floor joists and floor decking of No ceiling 1/360 
plank and beam construction for floor areas Other than plaster or 1/360 
other than bedrooms in dwelling units 
gypsum board 
Plaster or gypsum board 1/360 













Floor beams, floor joists and floor decking of 
plank and beam construction for floor areas of 
bedrooms in dwelling units 


No ceiling 


Other than plaster or 
gypsum board 






Plaster or gypsum board 


9.4.4. Foundation Conditions 


| 9.4.4.1. Allowable Bearing Pressures 


(1) Where footing sizes for shallow foundations are not determined in conformance with Section 9.15, foot- 


| ings may be designed using maximum allowable bearing pressures in Table 9.4.4.A. 


(2) The design procedures described in Section 4.2 may be used in lieu of the design procedures in this Sub- 
section. 


(3) The design procedures described in Section 4.2 shall be used where 
(a) deep foundations are used, 
(b) the footing size falls outside the scope of this Section, or 


(c) the foundation is constructed on peat, filled ground or on sensitive clays as described in Article 
WlSalsl 


Table 9.4.4.A. 
Forming Part of Article 9.4.4.1. 








Allowable Bearing Pressure for Soil or Rock 


a Maximum Allowable 
Type and Condition of Soil or Rock Bearing Pressure, kPa 


Dense or compact sand or gravel 










Loose sand or gravel 
Dense or compact silt 
Stiff clay 

Firm clay 


1501 








THE ONTARIO GAZETTE O. Reg. 413/90 


Table 9.4.4.A.—(Cont’d) 
Forming Part of Article 9.4.4.1. 


Allowable Bearing Pressure for Soil or Rock 


Maximum Allowable 





Type and Condition of Soil or Rock Bearing Pressure, kPa 
Soft clay 40) 
Till 200 
Clay shale 300 
Sound rock 500 
Column | 2 





9.4.4.2. Foundation Capacity in Weaker Soil and Rock 


(1) Where a soil or rock within a distance equal to twice the footing width below the bearing surface has a 
lower allowable bearing pressure than that at the bearing surface as shown in Article 9.4.4.1., the design capac- 
ity of the foundation shall not be greater than would cause the weakest soil or rock to be stressed beyond its 
allowable bearing pressure. 


(2) In calculating subsurface pressures referred to in Sentence (1), the loads from the footings shall be 
assumed to be distributed uniformly over a horizontal plane within a frustum extending downward from the 
footing at an angle of 60° to the horizontal. 


9.4.4.3. High Water Table. Where a foundation bears on gravel, sand or silt, and the water table is within a 
distance below the bearing surface equal to the width of the foundation, the allowable bearing pressure shall be 
50 per cent of that determined in Article 9.4.4.1. 


9.4.4.4, Soil Movement. Where a foundation is located in an area in which soil movement caused by changes in 
soil moisture content is known to occur to the extent that it will cause significant damage to a building, mea- 
sures shall be taken to minimize the effect of such movement on the building. 


9.4.4.5. Retaining Walls. Walls shall be designed to resist the lateral pressure of the retained material. 
9.4.4.6. Walls Supporting Drained Earth 


(1) Walls supporting drained earth may be designed for pressure equivalent to that exerted by a fluid with a 
density of not less than 480 kg/m‘ and having a depth equal to that of the retained earth. 


(2) Any surcharge shall be in addition to the equivalent fluid pressure specified in Sentence (1). 
Section 9.5 Room and Space Dimensions 
9.5.1. General 


9.5.1.1. Application. Unless otherwise specifically indicated, this Section applies only to dwelling units that are 
intended for use on a continuing or year-round basis as the principal residence of the occupant. 


9.5.1.2. Method of Measurement. Unless otherwise indicated herein, the areas, dimensions and heights of 
rooms or spaces shall be measured between finished wall surfaces and between finished floor and ceiling sur- 
faces. 


9.5.1.3. Floor Areas. Minimum floor areas specified in this Section do not include closets or built-in bedroom 
cabinets unless otherwise indicated. 


9.5.1.4. Combination Rooms. Two or more areas are considered as a combination room if the dividing wall 
occupies less than 60 per cent of the separating plane. 


9.5.1.5. Lesser Areas and Dimensions. Areas and dimensions of rooms and spaces may be less than required in | 
this Section provided it can be shown that the rooms and spaces are adequate for their intended use, such as by | 
the provision of built-in furniture to compensate for reduced sizes. | 


9.5.2. Ceiling Heights 


9.5.2.1. Heights of Room or Spaces. Heights of rooms or spaces in residential occupancies shall conform to © 
Table 9.5.2.A. 
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Table 9.5.2.A. 
Forming Part of Article 9.5.2.1. 


Room Heights 


Room or Space Minimum Heights 
Living room or space, dining room or space, 2.3 m over at least 75 per cent of the required floor area 
kitchen or kitchen space with a clear height of 2.1 m at any point over the 


required area 





Bedroom or bedroom space 2.3 m over at least 50 per cent of the required area or 
2.1 m over all of the required floor area. Any part of 
the floor having a clear height of less than 1.4 m shall 
not be considered in computing the required floor area 











Unfinished basement including laundry area 
therein 


1.95 m under beams in laundry areas and in any 
location that would normally be used for passage to 
laundry and storage areas 


Bathroom, water-closet room or laundry area 2.1 min any area where a person would normally be in 
|| above grade a standing position 
| Passage, hall or main entrance vestibule and 2.8 10 
| | finished rooms not specifically mentioned above 


| 
| 












_ 9.5.2.2. Mezzanines. The clear height above and below a mezzanine floor assembly in all occupancies shall be 
' not less than 2.1 m. 





9.5.2.3. Storage Garages. The clear height in a storage garage shall be not less than 2 m. 
_ 9.5.3. Living Rooms or Spaces Within Dwelling Units 
9.5.3.1. Areas and Dimensions of Living Rooms and Spaces 


(1) Living areas within dwelling units, either as separate rooms or in combination with other spaces, shall 
have an area not less than 13.5 m? and shall have no dimension less than 3 m within the required area. 





(2) Where the area of a living space is combined with a kitchen and dining area, the living area alone in a 
| dwelling unit that contains sleeping accommodation for not more than 2 persons shall be not less than 11 m’. 


_ 9.5.4. Dining Rooms or Spaces Within Dwelling Units 
9.5.4.1. Area of Dining Rooms or Spaces 


(1) A dining space in combination with other space shall have a minimum floor area of 3.25 m’. 





(2) Dining rooms not combined with other space shall have a minimum area of 7 m’. 


(1) Except as permitted in Sentence (2), a dining room or space combined with other space shall have no 
| dimension less than 2.3 m within the required area measured between wall faces or a wall face and a built-in 


9.5.4.2. Dimensions of Dining Rooms or Spaces 
| 

| 

| 

_ cabinet or appliance. 


(2) When a required dining area is provided in a kitchen or serves a dwelling unit that contains sleeping 
_ accommodation for not more than 2 persons, the minimum dimension of such space may be reduced to 1.7 m. 


9.5.5. Kitchens Within Dwelling Units 


| 

| 9.5.5.1. Kitchen Areas. Kitchen areas within dwelling units either separate from or in combination with other 

' spaces, shall have an area of not less than 4.2 m? including the area occupied by the base cabinets, expect that 
in dwelling units containing sleeping accommodation for not more than 2 persons, the minimum area shall be 
3.7 m’. 

j 


_ 9.5.6. Bedrooms or Spaces in Dwelling Units and Dormitories 
' 9.5.6.1. Areas and Dimensions of Bedrooms 
(1) Except as provided in Articles 9.5.6.2. and 9.5.6.3., bedrooms in dwelling units shall have at least 7 m* 
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of floor area where built-in cabinets are not provided and 6 m of floor area where built-in cabinets are pro- 
vided. 

(2) The minimum dimension within the required area specified in Sentence (1) shall be 2 m-. 
9.5.6.2. Areas and Dimensions of Master Bedrooms 


(1) Except as provided in Article 9.5.6.3., not less than one bedroom in every dwelling unit shall have an 
area of not less than 9.8 m? where built-in cabinets are not provided and not less than 8.8 m° where built-in 
cabinets are provided. 


(2) The minimum dimension within the required area in Sentence (1) shall be 2.7 m. 


9.5.6.3. Areas and Dimensions of Combination Bedrooms. Bedroom spaces in combination with other spaces 
in dwelling units shall have an area not less than 4.2 m° and have no dimension less than 2 m within the 
required area. 


9.5.6.4. Areas and Dimensions of Other Sleeping Rooms 


(1) Sleeping rooms other than in dwelling units shall have an area not less than 7 m- per person for single 
occupancy and 4.6 m- per person for multiple occupancy. 


(2) The minimum dimension within the required area shall be 2 m. 


9.5.6.5. Recreational Camps. Recreational camps shall have an area in the sleeping quarters of at least 3.72 m? 
per camper or, if double or triple tier bunk units are used, 2.79 m* per camper. 


9.5.6.6. Camps for Housing Workers. A camp for housing of workers shall have a minimum area or 3.72 m 
per employee in every room used for sleeping purposes. 


9.5.7. Bathrooms and Water-Closet Rooms 


9.5.7.1. Space to Accommodate Fixtures. In every dwelling unit an enclosed space of sufficient size shall be 
provided to accommodate a water closet, lavatory and bathtub or shower stall. 


9.5.8. Hallways 


9.5.8.1. Width of Hallway Within Dwelling Unit. The width of a hallway within a dwelling unit shall be at least 
860 mm, except that in buildings not exceeding 4.3 m in width the hallway width may be 710 mm where a sec- 
ond exit is provided near the end of the hallway farthest from the living area. 


Section 9.6 Doors 

9.6.1. General 

9.6.1.1. Application. This Section applies to doors, to glazed areas in doors and to sidelights for doors. 
9.6.2. Required Doors 


9.6.2.1. Where Doors are Required. A door shall be provided at each entrance to a dwelling unit and to each | 
room containing a water closet within a dwelling unit. 


9.6.3. Doorway Sizes 


9.6.3.1. Doorway Opening Sizes. Except as provided in Articles 9.6.3.3. and 9.9.6.4., doorway openings 
within dwelling units shall be designed to accommodate not less than the door sizes in Table 9.6.3.A. for swing- 
type or folding doors. 


Table 9.6.3.A. 
Forming Part of Article 9.6.3.1. 


Minimum Size of Doors 


At Entrance to: 





Sntnesaiieeeaees 


Column 1 


mm 
Dwelling unit (required entrance) 
Vestibule or entrance hall 
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Table 9.6.3.A.—(Cont’d) 
Forming Part of Article 9.6.3.1. 








Minimum Size of Doors 


Width, Height, 
At Entrance to: mm mm 









Stairs to a floor level that contains a finished space 810 1980 
All doors in at least one line of passage from the exterior to the basement 


Utility rooms 





Bathroom, water-closet room, shower room (1) 61 
Rooms located off hallways that are permitted to be 710 mm wide 610 1980 
760 


Rooms not mentioned above, exterior balconies 









Note to Table 9.6.3.A: 


a1) See Article 9.6.3.3. 


9.6.3.2. Doors to Public Water-Closet Rooms. Doors to public water-closet rooms shall be not less than 
810 mm in width and 2 030 mm in height. 


9.6.3.3. Barrier-Free Path of Travel. Where a barrier-free path of travel conforming to Section 3.7 is provided 


into a suite of residential occupancy and where a bathroom within the suite is at the level of the suite entrance 


_ door, the doorway to such bathroom and to each bedroom at the same level as such bathroom shall have, 


when the door is in the open position, a clear width of not less than 
(a) 760 mm where the door is served by a corridor or space not less than 1 060 mm wide, and 
(b) 810 mm where the door is served by a corridor or space less than 1 060 mm wide. 
9.6.4. Exterior Doors 
9.6.4.1. Exterior Wood Doors 
(1) Exterior wood doors shall conform to CSA 0132.2, *“Wood Doors”. 


(2) Each door described in Sentence (1) shall indicate legibly the name of the manufacturer, the standard to 
which it is produced and that it is of an exterior type. 


9.6.4.2. Sliding Doors. Sliding doors shall conform to CAN/CGSB 82.1-M, “Sliding Doors.” 


9.6.4.3. Insulated Steel Doors. Insulated steel doors shall conform to CAN/CGSB 82.5-M, “Insulated Steel 
Doors.” 


9.6.4.4. Air Infiltration for Exterior Swing Type Doors. Except where a door is weather-stripped on all edges, 


and protected with a storm door, or by an enclosed unheated space, an exterior swing type door assemblies 
| shall have a rate of air infiltration not exceeding 11.6 x 10+ m*/s for each metre of crack length when tested at 
| a pressure differential of 75 Pa in conformance with ASTM E283, “Standard Method of Test for Rate of Air 


| 


| 





Leakage Through Exterior Windows, Curtain Walls and Doors”’. 


9.6.4.5. Air Infiltration for Patio Type Sliding Doors. A patio type sliding glass door shall have a rate of air 
infiltration not exceeding 38 x 107 m‘/s for each square metre of door area when tested in conformance with 
ASTM E283. 


9.6.4.6. Weather Stripping. In buildings of residential occupancy weather-stripping shall be provided around 
all exterior doors except garage doors. 


9.6.5. Glass 


9.6.5.1. Maximum Area of Glass. The maximum area of individual panes of glass for doors shall conform to 
Table 9.6.5.A. 
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Table 9.6.5.A. 
Forming Part of Article 9.6.5.1. 


Maximum Glass Area for Doors, m? 


Type of Glass 


Annealed 
Glass Multiple- 
Thickness, Annealed Glazed, Laminated Heat Fully 
mm Factory- Strengthened | Tempered 


Sealed 
Units 


1.00 
4.00 
No limit 
No limit 








Column 1 





Note to Table 9.6.5.A.: 
(1) Not generally available. 


9.6.5.2. Glass Doors and Sidelights 





(1) Glass in doors and in sidelights for doors shall conform to Sentence 9.7.3.1.(1) 


(2) Glass side lights greater than 500 mm in width that could be mistaken for doors, glass in storm doors and 
glass in sliding doors within or at every entrance to a dwelling unit and in public areas shall be safety glass of | 
the laminated or tempered type conforming to CAN2-12.1, “Glass, Safety, Tempered or Laminated”’, or shall 
be of wired glass conforming to CAN2-12.11, ‘‘Glass, Wired, Safety”’. 


(3) Except as provided in Article 9.7.5.3., glass in entrance doors to dwelling units and in public areas, other _ 
than the entrance doors described in Sentence (2), shall be safety glass or wired glass of the type described in © 
Sentence (2), where the glass area exceeds 0.5 m’ and extends to less than 900 mm from the bottom of the | 
door. 





9.6.5.3. Mirrored Glass Doors | 
(1) Mirrored glass doors { 
(a) may be used only at the entrance to reach-in clothes closets, and 


(b) shall conform to the requirements of CAN/CGSB-82.6 “Doors Mirrored Glass, Sliding or Folding, | 
Wardrobe.” 


(2) Mirrored glass doors reinforced with a film backing shall meet the impact resistance requirements speci- 
fied in CGSB-12.5, ‘“‘Mirrors, Silvered”’. 


9.6.5.4. Visibility of Glass or Transparent Doors. Except as provided in Article 9.7.5.3., every glass or trans- 
parent door accessible to and used by the public shall be equipped with hardware, bars or other permanent fix- 
tures designed so that the existence and position of such door will be readily apparent. 


9.6.5.5. Glass for Shower or Bathtub Enclosure. Glass other than safety glass shall not be used for a shower or 7 
bathtub enclosure. } 


9.6.6. Resistance to Forced Entry ! 
9.6.6.1. Application | 
(1) Except as permitted in Sentence (2), this Subsection applies to 
(a) swinging entrance doors to dwelling units, 
(b) swinging doors between dwelling units and attached garages or other ancillary spaces, and 
(c) swinging doors which provide access directly or indirectly from a storage garage to a dwelling unit. 
(2) Sentence (1) does not apply to exterior doors to garages and to other ancillary spaces. 
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9.6.6.2. Wood Doors. Except as permitted in Article 9.6.6.10., wood doors as described in Sentence 
-9.6.6.1.(1). shall 


(a) be solid core or stile and rail type, 
be not less than 45 mm thick, and 


(c) if of the stile and rail panel type, have a panel thickness of not less than 19 mm with a total panel area 
not more than half of the door area. 


9.6.6.3. Deadbolt Lock. Except as permitted in Article 9.6.6.10., doors in Sentence 9.6.6.1. (1) shall be pro- 
vided with a deadbolt lock with a cylinder having not less than 5 pins and a bolt throw not less than 25 mm, 
protected with a solid or hardened free-turning ring or bevelled cylinder housing. 





9.6.6.4. Double Doors. Except as permitted in Article 9.6.6.10., an inactive leaf in double doors used in loca- 
‘tions specified in Sentence 9.6.6.1.(1) shall be provided with heavy duty bolts top and bottom having an 
‘engagement of not less than 15 mm. 


| 


| 9.6.6.5. Fastening of Hinges 


| (1) Except as permitted in Article 9.6.6.10., hinges for doors in Sentence 9.6.6.1(1) shall be fastened to 
'wood doors with wood screws not less than 25 mm long and to wood frames with wood screws such that at 
‘least two screws per hinge penetrate not less than 30 mm into solid wood. 


_ (2) Except as permitted in Article 9.6.6.10., hinges for doors in Sentence 9.6.6.1.(1) shall be fastened to 
‘metal doors and metal frames with machine screws not smaller than No. 10 and not less than 10 mm long. 


9.6.6.6. Fastening of Strikeplates 





| (1) Except as permitted in Article 9.6.6.10., strikeplates for doors described in Sentence 9.6.6.1.(1) shall be 
‘fastened to wood frames with wood screws that penetrate not less than 30 mm into solid wood. 


her) Except as permitted in Article 9.6.6.10., strikeplates for doors in Pace 9.6.6.1.(1) shall be fastened 
‘to metal frames with machine screws not smaller than No. 10 and not less than 12 mm long. 


| 


9.6.6.7. Outward Swinging Doors. Except for storm doors, doors in Sentence 9.6.6.1.(1) which swing outward 
/shall be provided with hinges or pins such that the doors cannot be removed when they are in the closed posi- 
‘tion. 


9.6.6.8. Door Viewer. Main entrance doors to dwelling units shall be provided with a door viewer with a view- 
ing angle of not less than 160°, unless transparent glazing is provided in the door or in a sidelight. 


9.6.6.9. Solid Blocking. Solid blocking shall be provided on both sides at the lock height between jambs for 
| doors in Sentence 9.6.6.1.(1) and the structural framing so that the jambs will resist spreading by force. 


'9.6.6.10. Alternate Test Procedure. Doors, frames and hardware which conform to a security level of at least 
grade 10 as described in the Annex to ASTM F476, “‘Standard Test Methods for Security of Swinging Door 
'Assemblies’’, are not required to conform to Articles 9.6.6.2. to 9.6.6.8. 

| 

Section 9.7 Windows and Skylights 





| 9.7.1. General 





|9.7.1.1. Application. Windows shall conform to the requirements of this Section. 


'9.7.1.2. Minimum Window Areas 


' (1) Except as required in Article 9.7.1.3., the minimum window glass area for rooms in buildings of 
residential occupancy or which are used for sleeping shall conform to Table 9.7.1.A. 


0 
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Table 9.7.1.A. 
Forming Part of Article 9.7.1.2. 


Minimum Glass Areas for Rooms of Residential Occupancy 





Unobstructed Glass Area 
Location 





With No Electric Lighting With Electric Lighting 










Laundry, basement 
recreation room, 
unfinished basement 






4 per cent of area served Windows not required 







Water-closet room O37 m= Windows not required 
Kitchen, | 
Kitchen space, 10 per cent of area served Windows not required | 
Kitchen alcove 
Living rooms and dining rooms 10 per cent of area served 10 per cent of area served | 
Oe 
Bedrooms and other finished 5 per cent of area served (1) 5 per cent of area served (1) 
rooms not mentioned above 
Column | 2 3 














Note to Table 9.7.1.A.: 
(1) See Article 9.7.1.3. 


(2) The unobstructed glass area of a door or skylight is considered equivalent to that of a window. 
9.7.1.3. Bedroom Windows 
(1) Every floor level containing bedrooms in a suite shall be provided with 
(a) at least | outside window that can be opened from the inside without the use of tools, and 


(b) each such window shall provide an individual, unobstructed open portion having a minimum area of 
0.35 m-> with no dimension less than 380 mm. 


(2) Except for basement areas, the window described in Sentence (1) shall have a maximum sill height of. 
| m above the floor. 


(3) When sliding windows are used, the minimum dimension described in Sentence (1) shall apply to the 
openable portion of the window. 


9.7.1.4. Window Opening into a Window-Well 


(1) Where a window required in Article 9.7.1.3. opens into a window-well, a clearance of at least 550 mm 
shall be provided in front of the window. 


(2) Where the sash of a window referred to in Sentence (1) swings towards the window-well, the operation, 
of the sash shall not reduce the clearance in a manner that would restrict escape in an emergency. 


9.7.1.5. Termites. Where termites are known to exist and where windows or other openings at or below grade 
contain wood elements, the bottom of window wells or adjacent ground shall be at least 150 mm below the 
nearest wood unless the wood Is pressure treated with a chemical toxic to termites in accordance with Article 
2 ae Wh 


9.7.1.6. Air Infiltration of Exterior Windows Air infiltration of exterior windows shall not exceed .775 dm*/s 
for each metre of sash crack when tested at pressure differential of 75 Pa in conformance with ASTM E283, 
“Standard Method of Test Rate of Air Leakage through Exterior Windows, Curtain Walls and Doors”. 


9.7.2. Window Standards 
9.7.2.1. Window Standard 


(1) Except as permitted in Sentence (2), windows shall conform at least to the requirements for window rat- 
ings Al, BI and Cl in CAN3-A440, “Windows.” 


(2) The Standard referenced in Sentence (1) does not apply to buildings designed and constructed in accor: 
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dance with CSA Standard Z240.2.1 provided the windows in such buildings comply with CSA Standard 
7240.8.1. : 


).7.3. Glass 
).7.3.1. Glass Standard 
(1) Glass shall conform to 
(a) CAN2-12.1, “Glass, Safety, Tempered or Laminated”’, 
fo CANZT2 2, ‘Glass, Sheets Flat; Clear’; 
(c) CAN2-12.3, “Glass, Polished Plate or Float, Flat, Clear’, 
4, °Glass, Heat-Absorbing”’, 
(e) CAN2-12.8, “Insulating Glass Units”, 
(f) CAN2-12.10, “Glass, Light and Heat/Reflecting’’, or 





(g) CAN2-12.11, “Glass, Wired, Safety”. 


).7.3.2. Structural Design of Glass. Glass in windows shall be designed in conformance with CAN/CGSB- 
{2.20-M, “Structural Design of Glass for Buildings.” 





).7.4. Caulking and Glazing 


7.4.1. Sealing Compound. Sealing compound used in the glazing of factory-sealed double-glazed units shall 
pe compatible with the material used to edge seal the units. 


).7.4.2. Caulking Compound. Caulking shall be provided between window frames or trim and the exterior sid- 
ng or masonry in conformance with Subsection 9.27.4. 





7.5. Windows in Public Areas 


).7.5.1. Transparent Panels. Except as provided in Article 9.7.5.3., transparent panels that could be mistaken 
is a means of egress shall be protected by barriers or railings. 





9.7.5.2. Windows in Exit Stairways. Windows in exit stairways that extend to less than | 070 mm above the 
anding shall be protected by barriers or railings located approximately 1 070 mm above such landings. 


).7.5.3. Sliding Glass Partitions. Sliding glass partitions which separate a public corridor from an adjacent 
yccupancy and which are open during normal working hours need not conform to Articles 9.7.5.1. and Sen- 
rence 9.6.5.2.(3), except that such partitions shall be suitably marked to indicate their existence and position. 

} 





9.7.5.4. Windows in Public Areas. Windows in public areas that extend to less than | m from the floor and are 
‘ocated above the second storey in buildings of residential occupancy shall be protected by barriers or railings 
| m above the floor or the windows shall be non-openable and designed to withstand the lateral design loads 
or balcony guards in Part 4. 

).7.6. Resistance to Forced Entry 


9.7.6.1. Conformance to Standard. In dwelling units, windows any part of which is located within 2 m of adja- 
pent ground level, shall conform to the requirements for resistance to forced entry as described in Clause 10.13 
of CAN3-A440, “Windows.” 


9.7.7. Skylights 
; 
9.7.7.1. Plastic Skylights. Plastic skylights shall conform to CAN/CGSB 63.14-M, “Plastic Skylights.” 


9.7.7.2. Glass Skylights. Factory-built glass skylights shall meet the performance requirements of CAN/CGSB 
93.14-M. 





Section 9.8 Stairs, Ramps, Handrails and Guards 
9.8.1. Scope 


).8.1.1. Application. This Section applies to the design and construction of interior and exterior stairs, steps. 
camps, railings and guards. 


9.8.1.2. Exit Stairs. Where the stair forms part of an exit, the appropriate requirements in Sections 9.9 and 
J.10 shall also apply. 
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9.8.1.3. Escalators and Moving Walkways. Escalators and moving walkways shall conform to the appropriate | 
requirements in Part 3. 


9.8.2. General 
9.8.2.1. Uniform Treads and Risers 
(1) Treads and risers shall have uniform rise and run in any one flight. 


(2) A stairway that is not an exif may contain both a curved and straight portions of stairs in a single flight) 
provided each curved portion conforms to Article 9.8.5.2. and the riser height is uniform throughout the flight. 


9.8.2.2. Minimum Number of Risers. Except for interior stairs within a dwelling unit, at least 3 risers shall be 
provided for interior stairs. 


9.8.2.3. Interior Stairs Extending Through the Roof. Interior stairways extending through the roof of a 
building shall be protected from ice and snow. 


9.8.3. Stair Dimensions 
9.8.3.1. Rise and Run of Stairs 


(1) Except for stairs to areas used only as service rooms, interior stairs within dwelling units and exterior 
stairs serving dwelling units shall have a maximum rise of 200 mm, a minimum run of 210 mm and a minimum 
tread width of 235 mm. 


(2) Except for stairs serving not more than | dwelling unit, interior stairs not contained within dwelling units) 
and exterior stairs for buildings shall have a rise of not more than 200 mm and not less than 125 mm. 


(3) Stairs referred to in Sentence (2) shall have a minimum run of not less than 230 mm, or more than! 
355 mm and a tread width of not less than 250 mm. 


9.8.3.2. Nosing or Backslope. Where the run of any stair is less than 250 mm, a nosing of not less than 25 mm) 
shall be provided beyond the face of the riser, or an equivalent back slope on the risers shall be provided. 


9.8.3.3. Stair Width 


(1) Exit stairs and stairs used by the public shall have a width, measured between wall faces or guards, of not. 
less than 900 mm. 


(2) At least 1 stairway between each floor level in a dwelling unit shall have a minimum width between wall 
faces of not less than 860 mm. 


9.8.3.4. Head Room. The head room measured vertically from a line drawn through the outer edges of the) 
nosings shall be at least 1.95 m for stairs located in dwelling units and 2.05 m for all other stairs. 


9.8.4. Landings 


9.8.4.1. Dimensions of Landings. Landings shall be at least as wide and as long as the width of stairs in which 
they occur, except that the length of landing for exterior stairs serving not more than | dwelling unit need not: 
exceed 900 mm, and the length of landing for all other stairs in a straight run need not exceed 1 100 mm. 


9.8.4.2. Required Landings 
(1) Where a door swings towards a stair, the full arc of its swing shall be over a landing. 


(2) Except as provided in Sentence (3), a landing shall be provided at the top and bottom of each flight of 
interior stairs and where a doorway occurs in a Stairway. 


(3) Where a door at the top of a stair in a dwelling unit swings away from the stair, no landing is required’ 
between the doorway and the stairs. 


(4) A landing shall be provided at the top of all exterior stairs, except that a landing may be omitted at a sec- 
ondary entrance to a building containing a single dwelling unit provided the stair does not contain more than 3 
risers. 


9.8.4.3. Height between Landings. The vertical height between any landings shall not exceed 3.7 m. 


9.8.4.4. Height over Landings. The clear height over landings shall be not less than 1.95 m in dwelling units: 
and 2.05 m for other landings. 
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.8.5. Curved Stairs and Winders 
9.8.5.1. Curved Stairs in Exits 
(1) Except as provided in Sentence (2), tapered treads shall not be used in an exit. 
(2) Where a curved stair is used in an exit, it shall have 
(a) a handrail on each side, 
(b) treads with a minimum run of 240 mm exclusive of nosings, 
(c) where treads are measured 230 mm away from the handrail at the narrow end of the tread 
(1) arunof not more than 355 mm exclusive of nosings, 
(ii) arise between successive treads of not less 125 mm and not more than 200 mm, 


(ii) a uniform run and rise in any one flight, and shall not alter significantly in run and rise in suc- 
cessive flights in any stair system, 


(iv) where the run of any tread is less than 250 mm, a nosing of not less than 25 mm beyond the 
face of the riser or an equivalent back slope on the riser, and 


i (d) an inside radius which is not less than twice the stair width. 





9.8.5.2. Curved Stairs not in Exits. Except as permitted in Article 9.8.5.3., a curved stair not required as an 
exit Shall have an average run of not less than 200 mm and a minimum run of 150 mm and shall have risers con- 
forming to Article 9.8.3.1. 


9.8.5.3. Winders 


| (1) Stairs within dwelling units may contain winders that converge to a centre point provided the winders 
turn through an angle of not more than 90° and individual treads turn through an angle of 30°. 


(2) Only one set of winders described in Sentence (1) shall be permitted between floor levels. 
| 
9.8.6. Pedestrian Ramps 

9.8.6.1. Ramps in a Barrier-Free Path of Travel. Ramps in a barrier-free path of travel shall conform to the 
requirements in Section 3.7. 





9.8.6.2. Maximum Gradient 


(1) Except as provided in Article 9.8.6.1., the maximum gradient for pedestrian ramps shall be not more 
than | in 10 for residential occupancies, | in 6 for mercantile or industrial occupancies and | in 8 for all other 
occupancies. 


(2) The maximum gradient for every exterior ramp shall be 1 in 10. 


9.8.6.3. Level Areas on Ramps 


| 

(1) Except as provided in Article 9.8.6.1., where a doorway or stairway opens onto the side of a ramp, there 
shall be a level area extending across the full width of the ramp and for a distance of not less than 300 mm on 
either side of the wall opening. 


(2) Except as provided in Article 9.8.6.1., where a doorway or stairway opens onto the end of a ramp. there 
shall be a level area extending across the full width of the ramp and along it for not less than 900 mm. 


| 
9.8.7. Handrails 


9.8.7.1. Required Handrails 

(1) Except as permitted in Sentences (2) and (3), a handrail shall be provided on 
(a) at least one side of stairs less than 1 100 mm in width, 
(b) two sides of stairs 1 100 mm in width or greater, and 
(c) two sides of a curved stair used as an exit. 


(2) Handrails are not required for stairs within dwelling units having not more than 2 risers, or for exterior 
stairs having not more than 3 risers and serving not more than one dwelling unit. 
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(3) Only one handrail is required on exterior stairs having more than 3 risers provided such stairs serve not / 
more than one dwelling unit. 


9.8.7.2. Continuous Handrail. Except for stairs serving only | dwelling unit, not less than one handrail shall be 
continuous throughout the length of the stairway. including landings, except where interrupted by doorways or 
newels at changes in direction. 


9.8.7.3. Termination of Handrails. Except for stairs serving only | dwelling unit, handrails shall be terminated 
ina manner that will not obstruct pedestrian travel or create a hazard. 


9.8.7.4. Handrail Extension. Except for stairs serving only | dwelling unit, at least one handrail at the sides of | 
a stairway or ramp shall extend horizontally not less 300 mm beyond the top and bottom of the stairway or 
ramp. 


9.8.7.5. Height of Handrails. Handrails on stairs and ramps shall be not less than 800 mm and not more than 
920 mm in height, measured vertically from a line drawn through the outside edges of the stair nosing or from 
the surface of the ramp, except that handrails not meeting these requirements are permitted provided they are 
installed in addition to the required handrails. | 


9.8.7.6. Handrail Clearance. A clearance of at least 40 mm shall be provided between each handrail and the 
wall to which it is fastened. 


9.8.7.7. Obstructions. Handrails shall be constructed with no obstruction on or above them to break a hand- 
hold except where the handrail is interrupted by newels at changes in direction. 


9.8.7.8. Handrail Projection. Handrails and stair stringers shall not project more than 100 mm into the 
required width of stairway. 


9.8.7.9. Handrails for Ramps. Where ramps are used in lieu of stairs, the handrail requirements for stairs in) 


Articles 9.8.7.1. to 9.8.7.8. shall apply where the gradient exceeds | in 10. 


9.8.7.10. Attachment of Handrails. Handrails installed on walls shall be attached to wood studs, wood block- 
ing, steel studs or masonry at points spaced not more than 1.2 m apart. 


9.8.8. Guards 
9.8.8.1. Required Guards 


(1) Every exterior landing, porch and every balcony, mezzanine, gallery, raised walkway and roof to which 
access 1s provided for other than for maintenance purposes, shall be protected by guards on all open sides 
where the difference in elevation between adjacent levels exceeds 600 mm. 


(2) Every exterior stair with more than 6 risers shall be protected with guards on all open sides where the 
difference in elevation between the adjacent ground level and the stair exceeds 600 mm. 


(3) When an interior stair has more than 2 risers, the sides of the stair and the landing or floor level around 
the stair well shall be enclosed by walls or be protected by guards, except that a stair to an unfinished basement 
in a dwelling unit may have | unprotected side. 


9.8.8.2. Height of Guards 


(1) Except as provided in Sentences (2) to (5), all guards, including those for balconies, shall be at least 
| 070 mm high. 


(2) Guards for porches, decks, landings and balconies serving not more than one dwelling unit and which 
are not more than 1.8 m above the finished ground level are permitted to be a minimum of 900 mm high. 


(3) Except as provided in Sentence (4). guards for stairs shall be not less than 900 mm high measured verti- 
cally from a line drawn through the outside edges of the stair nosings, and 1 070 mm in height at landings. 


(4) Guards for stairs within dwelling units and stairs serving not more than one dwelling unit shall be not less 
than 800 mm measured vertically above a line drawn through the outside edges of stair nosings, and not less 
than 900 mm above landings. 


(5) All required guards within dwelling units other than those described in Sentence (4) shall be not less than 
YOO mm high. . 


9.8.8.3. Guards for Floors and Ramps in Garages. Except for floors of garages referred to in Section 9.35, a_ 
continuous curb not less than 150 mm in height and a guard not less than 1 070 mm above the floor level shall 
be provided at every opening through a garage floor and around the perimeter of such floor and ramps where 
the exterior walls are omitted and where the top of the floor is 600 mm or more above an adjacent ground or | 
floor level. 
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9.8.8.4. Openings in Guards. Openings through a guard on a balcony, an exit stair, or stairs, landings and the 
floor level around a stairwell in a dwelling unit, shall be of a size so as to prevent the passage of a spherical 
object having a diameter of 100 mm in residential occupancies and 200 mm in other occupancies, unless it can 
be shown that the location and size of such openings which exceed these limits do not represent a hazard. 


9.8.8.5. Design to Prevent Climbing. Guards around exterior balconies of buildings of residential occupancy 
shall be designed so that no member, attachment or opening located between 100 mm and 900 mm above the 
balcony floor will facilitate climbing. 


9.8.8.6. Guards for Ramps. Guards for ramps including vehicular ramps shall conform to the requirements for 
guards for stairs in Articles 9.8.8.2. and 9.8.8.4. 


9.8.9. Construction 
9.8.9.1. Exterior Concrete Stairs 
(1) Exterior concrete stairs with more than 2 risers and 2 treads shall be 


(a) supported on unit masonry or concrete walls or piers not less than 150 mm by 150 mm or shall be can- 
tilevered from the main foundation wall, and 


(b) when cantilevered from the foundation wall, constructed and installed in conformance with Subsec- 
tion 9.8.10. 


(2) The depth below ground level for foundations for exterior steps shall conform to Subsection 9.12. 


(9.8.9.2. Exterior Wood Steps. Exterior wood steps shall not be in direct contact with the ground unless treated 
/to prevent decay. 


9.8.9.3. Wooden Stair Stringers 
(1) Wooden stair stringers shall 
(a) have a minimum effective depth of 90 mm and an overall depth of at least 235 mm, 
(b) be supported and secured top and bottom, 
(c) have an actual thickness of 
(i) not less than 25 mm if supported along their length, and 


(ii) 38 mm actual thickness if unsupported along their length, 





(d) Except as permitted in Sentence (2) and except where stringers and treads are designed for wider 
spacings in accordance with Part 4, wood stair stringers shall be spaced 


(i) not more than 900 mm o.c. for stairs serving not more than one dwelling unit, and 


(ii) not more than 600 mm o.c. in other stairs. 





(2) For stairs serving not more than one dwelling unit where risers support the front portion of the tread, the 
space between stringers shall be not more than 1200 mm. 


'9.8.9.4. Thickness of Treads. Lumber or plywood treads for stairs within dwelling units shall be at least 25 mm 
{actual thickness, except that if open risers are used, and the distance between stringers exceeds 750 mm. the 
treads shall be at least 38 mm actual thickness. 


9.8.9.5. Finish for Treads and Landings 


(1) The finish for treads and landings of interior stairs in dwelling units, other than stairs to unfinished 
basements, shall consist of hardwood, vertical grain softwood, resilient flooring or other material providing 
equivalent performance. 


(2) Treads and landings of interior and exterior stairs and ramps, other than those within dwelling units. 
shall have a slip-resistant finish or be provided with slip-resistant strips which extend not more than | mm 
above the surface. 


9.8.10. Cantilevered Precast Concrete Steps 


9.8.10.1. Design. Exterior concrete steps and their anchorage system that are cantilevered from a foundation 
wall shall be designed and installed to support the loads to which they may be subjected. 


'9.8.10.2. Anchorage. Cantilevered concrete steps in Article 9.8.10.1. shall be anchored to concrete foundation 
walls at least 200 mm thick. 
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9.8.10.3. Prevention of Damage Due to Frost. Suitable precautions shall be taken during backfilling and grad- 
ing operations to ensure that subsequent freezing of the soil will not cause uplift forces on the underside of 
cantilevered concrete steps to the extent that the steps or the walls to which they are attached will be damaged. 


Section 9.9 Means of Egress 


9.9.1. Scope 


9.9.1.1. Application. Stairways, handrails and guards in a means of egress shall conform to the requirements in 
Section 9.8 as well as to the requirements in this Section. 


9.9.1.2. Fire Protection. Flame-spread ratings, fire-resistance ratings and fire-protection ratings shall conform 
to Section 9.10. 


9.9.2. General 
9.9.2.1. Egress from Roof Area, Podiums, Terraces, Platforms and Contained Open Spaces 


(1) An access to exit shall be provided from every roof intended for occupancy and from every podium, ter- 
race, platform or contained open space. 


(2) Where a roof is intended for an occupant load of more than 60 persons, at least 2 separate means of 
egress shall be provided from the roof to stairs designed in conformance with the requirements for exit stairs 
and located remote from each other. 


(3) Egress requirements from a podium, terrace, platform or contained open space shall conform to the 
appropriate requirements for rooms, or suites in Article 9.9.7.3. 


9.9.2.2. Types of Exits. Exits may consist of doorways, passageways, ramps, stairways and horizontal exits. 
9.9.2.3. Fire Escapes 


(1) Fire escapes may be used as exits on existing buildings provided they are designed and installed in con- 
formance with Part 3. 


(2) Fire escapes shall not be installed on any new building. 
9.9.2.4. Elevators, Slide Escapes and Windows 


(1) Except as permitted in Sentence (2) elevators, slide escapes or windows shall not be considered as being 
part of a required means of egress. 


(2) Except for floor areas of mercantile occupancy, casement windows not less than 1 060 mm high, 560 mm 
wide, with a sill height not more than 900 mm above the inside floor, may be considered part of a required 
means of egress to provide access to fire escapes, when fire escapes are permitted. 


9.9.2.5. Purpose of Exits. An exit shall be designed for no purpose other than for exiting except that an exif 
may also serve as an access to a floor area. 


9.9.2.6. Ancillary Rooms, Ancillary rooms such as storage rooms, washrooms, toilet rooms, laundry rooms 
and service rooms shall not open directly into an exit. 


9.9.2.7. Barrier-Free Path of Travel 


(1) Except as provided in Sentence (3), every building shall be designed to provide for a barrier-free path of 
travel in conformance with Section 3.7. 


(2) Where the barrier-free path of travel required in Sentence (1) is provided to any storey above the first 
story, the requirements in Article 3.3.1.7. shall apply. 


(3) The barrier-free path of travel described in Sentence (1) need not be provided for houses including semi- 
detached houses, duplexes, triplexes, town houses, row houses and boarding, or rooming houses with fewer 
than 8 boarders or roomers. 


9.9.2.8. Horizontal Exits. Where a horizontal exit is used, it shall conform to Part 3. 


9.9.2.9. Front Edge of Stair Treads. Except for curved stairs the front edge of stair treads in exits and access to 
exits shall be at right angles to the direction of exit travel. 


9.9.2.10. Exterior Exit Stairs that Serve a Building Containing a Hotel. Treads and landings of exterior exit 
Stairs that serve a building containing a hotel shall be designed to be free from ice and snow accumulation. 
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9.9.3. Dimensions of Means of Egress 


9.9.3.1. Application. This Subsection applies to every means of egress except exits that serve not more than | 
_ dwelling unit and access to exits within dwelling units. 


| 9.9.3.2. Exit Width. Except for doors and corridors, the width of every exit facility shall be not less than 
» 900 mm. 


9.9.3.3. Width of Corridors. The width of every public corridor, corridor used by the public, and exit corridor 
shall be not less than 1 100 mm. 


9.9.3.4. Headroom Clearance 


(1) Except for stairways, doorways and storage garages the minimum headroom clearance in exits and access 
| to exits shall be 2.1 m. 


| 
| (2) The clear height of every storey in a storage garage shall be not less than 2 m. 
| 9.9.4. Fire Protection of Exits 


9.9.4.1. Application. Except as provided in Article 9.9.4.4., this Subsection applies to the fire protection of all 
| exits except exits serving not more than one dwelling unit. 





| 9.9.4.2. Fire Separation for Exits 


| 
} 


(1) Except as provided in Sentence (5) and Article 9.9.8.5., every exit other than an exit doorway, shall be 
| separated from each adjacent floor area or from another exit by a fire separation having a fire-resistance rating 
not less than that required for the floor assembly above the floor area. 


(2) Where there is no floor assembly above, the fire resistance rating required in Sentence (1) shall not be 
less than that required by Subsection 9.10.8. for the floor assembly below, but in no case shall the 
fire-resistance rating be less than 45 min. 





(3) A fire separation common to 2 exits shall be smoke-tight and not be pierced by doorways, duct work, 
| piping or any other opening that may affect the continuity of the separation. 


(4) A fire separation that separates an exit from the remainder of the building shall have no openings except 
_ those for electrical wiring, noncombustible conduit and noncombustible piping that serve only the exit and for 
_standpipes, sprinkler piping, exit doorways and wired glass and glass block permitted in Article 9.9.4.3. 


(5) The requirements in Sentence (1) do not apply to an exterior exit passageway provided the passageway 
has at least 50 per cent of its exterior sides open to the outdoors and is served by an exit stair at each end of the 
| passageway. 


i 
| 


| 9.9.4.3. Wired Glass or Glass Block. The area of wired glass in a door or wired glass or glass block in a side 
| light between an exit enclosure and the remainder of the building shall not exceed 0.8 m’, except that greater 
_ glass areas are permitted when the door or sidelight is located in an enclosed vestibule or corridor constructed 
| as a fire separation having at least a 45 min fire-resistance rating. 


| 9.9.4.4. Openings Near Unenclosed Exit Stairs and Ramps. Where an unenclosed exterior exit stair or ramp 

| provides the only means of egress from a suite, and is exposed to fire from openings in the exterior walls of 

| another fire compartment, the openings in the exterior walls of the building shall be protected with wired glass 

| in fixed steel frames or glass block conforming to Articles 9.10.13.5. and 9.10.13.7. when the openings in the 

| exterior walls of the building are within 3 m horizontally and less than 10 m below or less than 5 m above the 
exit stair or ramp. 


9.9.4.5. Openings in Exterior Walls of Exits. Openings in the exterior wall of an exit shall be protected with 
wired glass or glass block installed in accordance with Articles 9.10.13.5. and 9.10.13.7., where openings may 
| be exposed to the hazard of a fire in another fire compartment of the same building. 





tally of openings in another fire compartment, and if the exterior walls containing such openings intersect at an 
_ exterior angle of less than 135°, the openings shall be protected with wired glass in fixed steel frames or glass 


| 
| 9.9.4.6. Openings Near Exit Doors. Where an exterior exit door in one fire compartment is within 3 m horizon- 
| block conforming to Articles 9.10.13.5. and 9.10.13.7. 

9.9.4.7. Stairways in 2 Storey, Group D or E Buildings 


(1) Notwithstanding the requirements of Sentences 9.9.4.2.(1), 9.9.8.2.(1) and 9.10.9.5., if a suite of Group 
| Dor E occupancy is located partly on the first storey and partly on the second storey, Stairways serving the sec- 
; ond storey need not be constructed as exit stairs provided 
| 


(a) the building is not greater than 2 storeys in building height, 
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(b) the suite is separated from other occupancies by at least a 45 min fire separation, 
(c) the area occupied by the suite is not greater than 75 m- per storey, 
(d) the maximum travel distance from any point in the suite to an exterior exif is not greater than 25 m, 
(e) the floor assemblies have at least a 45 min fire resistance rating or are of noncombustible construction, 
(f) the basement and first storey are separated by at least a 45 min fire separation, and 


(g) a smoke alarm is installed on each floor of the suite, including the basement, in accordance with Sub- 
section 9.10.18. 


(2) The requirements of Article 9.10.12.1.. for separation of exterior openings, do not apply to an occu- 
pancy conforming with Sentence (1). 


9.9.5. Obstructions and Hazards in Means of Egress 


9.9.5.1. Application. This Subsection applies to obstructions and hazards in every means of egress except those 


~ 


within a dwelling unit or serving not more than | dwelling unit. 


9.9.5.2. Occupancies in Public Corridors. Where a public corridor or a corridor used by the public contains an 
occupancy, such occupancy shall not reduce the unobstructed width of the corridor to less than the required 
width of the corridor. 


9.9.5.3. Obstructions in Public Corridors 


(1) Except as permitted in Sentence (2), obstructions located within | 980 mm of the floor shall not project 
horizontally more than 100 mm into exit passageways, corridors used by the public or public corridors in a 
manner that would create a hazard for visually impaired persons travelling adjacent to walls. 


(2) The horizontal projection of an obstruction in Sentence (1) is permitted to exceed 100 mm where the 
obstruction extends to less than 680 mm above the floor. 


9.9.5.4. Obstructions in Exits. Except as permitted in Subsection 9.9.6. and Article 9.8.7.8., no fixture, turn- 
stile or construction shall project within the required width of an exit. 


9.9.5.5. Mercantile Occupancies. In any mercantile occupancy, no obstructions such as posts or turnstiles shall 
be placed so as to restrict the width of a normal means of egress from a floor area or part of a floor area to less 
than 750 mm unless an alternate means of egress is provided adjacent to and is plainly visible from the 
restricted egress. 


9.9.5.6. Mirrors or Draperies. No mirror shall be installed in or adjacent to any exit so as to confuse the direc- 
tion of exit, and no mirror or other covering shall be installed on or over exit doors. 


9.9.5.7. Fuel-Fired Appliances. Fuel-fired appliances shall not be installed in an exit or corridor serving as an 
access to exit. 


9.9.5.8. Service Rooms. Service rooms containing equipment subject to possible explosion, such as boilers 


designed to operate at a pressure in excess of 100 kPa, and certain types of refrigerating and transformer 
equipment, shall not be located under required exits. 


9.9.6. Doors in a Means of Egress 


9.9.6.1. Application. This Subsection applies to all doors in a means of egress except doors within dwelling 
units and exterior doors serving not more than | dwelling unit unless otherwise stated herein. 


9.9.6.2. Obstruction by Doors 


(1) Exit doors shall not decrease the required exit width by more than 100 mm in exit corridors, and not 
more than 50 mm for other exit facilities. 


(2) Doors in their swing shall not reduce the width of the path of travel to less than 
(a) the required exit width in exit corridors and passageways, and 
(b) 750 mm, on exit stairs and landings. 


9.9.6.3. Headroom Obstructions. No door closer or other device shall be installed in an exit in such a manner 
as to reduce the head room clearance to less than | 980 mm. 
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9.9.6.4. Door Sizes 


(1) Every exit door or door that opens into or is located within a public corridor or other facility that pro- 
vides access to exit from a suite shall 


(a) be not less than 2 030 mm high, 

(b) be not less than 810 mm wide where there is only one door leaf, and 

(c) shall have no single leaf less than 610 mm wide in any multiple leaf door. 
9.9.6.5. Direction of Door Swing 


__ () Except as provided in Sentence 3.3.1.11.(1), every door that opens onto a corridor or other facility that 
| provides access to exit from a room or suite having an occupant load of more than 60 persons. and every door 

that is located within a corridor that is required to be separated from the remainder of the floor area by a fire 
| separation shall swing on a vertical axis in the direction of exit travel and shall not open onto a step. 





(2) Except as permitted in Sentences (3) and (4) and in Sentence 3.4.6.13.(1), every required exit door shall 
_ open in the direction of exit travel and shall swing on its vertical axis. 


| (3) An exit door serving not more than one dwelling unit is permitted to swing inward. 


(4) Exit doors serving a storage garage serving not more than one dwelling unit. or doors serving other acces- 
sory buildings where there is no danger to life safety, need not conform to Sentence (1). 


| 9.9.6.6. Nearness of Doors to Stairs 


(1) Except as provided in Sentence (2), the distance between a stair riser and the leading edge of a door dur- 
_ Ing its swing shall be not less than 300 mm. 


(2) Where there is a danger of blockage from ice or snow, an exit door may open onto not more than | step 
provided the riser of such step does not exceed 150 mm. 


9.9.6.7. Revolving Doors. Revolving doors used as exits shall conform to Article 3.4.6. 14. 





9.9.6.8. Door Opening Mechanism. Exit doors and doors to suites, including exterior doors to dwelling units. 
shall be openable from the inside without requiring keys, special devices or specialized knowledge of the door 
Opening mechanism. 


| 

9.9.6.9. Automatic Locking Prohibited. Except for hotels and motels, a door opening onto a public corridor 
| which provides access to exit from suites shall be designed not to lock automatically when such doors are equip- 
| ped with automatic self-closing devices. 


| 


9.9.6.10. Effort Required to Open. Every exit door shall be designed and installed so that when the latch is 
released the door will open in the direction of exit travel under a force of not more than 90 N applied at the 
knob or other latch releasing device. 


~9.9.6.11. Latching Devices in a Hotel 


(1) In a building containing a hotel, there shall be installed on every egress door that is equipped with a 
latching device and leads from any room or floor area with an occupant load of more than 60 persons, a device 
consisting of a panel or bar that 


(a) extends across at least 2/3 the width of the door, 
(b) is placed at a height suitable for the service required, and 


(c) is designed to release the latch and allow the door to swing open when a force of 90 N or less is 
applied to the device in the direction of egress. 


9.9.6.12. Arabic Numerals 
— Arabic numerals indicating the assigned floor number shall 


(a) be mounted permanently on the stair side and the floor side of a door to an exit stair shaft that serves 
a building containing a hotel, 


(b) be at least 60 mm high, raised approximately 0.7 mm above the surface on which they are applied, 





(c) be located 1 500 mm above the finished floor and not more than 300 mm from the door, and 
(d) be contrasting in colour with the surface on which they are applied. 
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9.9.7. Access to Exits 


9.9.7.1. Means of Egress from Suites. Except as permitted in Articles 9.9.7.2. and 9.9.9.3., each suite in a floor 
area occupied by more than one suite shall have an exterior exit doorway or a doorway to a public corridor or 
to an exterior passageway, and from the point where such doorway enters the public corridor or exterior pas- 
sageway, it shall be possible to go in opposite directions to each of 2 separate exits. 


9.9.7.2. Dead End Corridors 
(1) A dead-end public corridor is permitted in an occupancy shown in Table 9.9.7.A. where 
(a) a dead-end corridor 


(i) does not exceed the distance of travel measured from the most remote point of the dead-end 
to a point where it is possible to go in opposite directions to each of two separate exits, and 


(ii) is provided with doors equipped with self-closing devices, or 


(b) there is a second and separate egress doorway from each room or suite not leading into the dead-end 
corridor. 


Table 9.9.7.A. 
Forming Part of Sentence 9.9.7.2.(1) 
Maximum Length Maximum Occupant Load or 
Occupancy of Dead-End Suites Served by Dead- 
Public Corridor, m End Public Corridor 
Group C 6 4 suites 
Group D 9 30 
Group E 9 30 
Group F 9 30 
Column 1 2 3 











(2) Dead-end public corridors in residential occupancies and business and personal services occupancies shall 
contain only suite door openings arranged so that not more than 2 such doors have to be passed to reach the 
nearest exit. The area of wired glass in such doors shall not exceed 645 cm”. 


9.9.7.3. Number and Spacing of Egress Doors 
(1) Except for dwelling units, at least 2 egress doors shall be provided where 


(a) the area of a room or suite exceeds 200 m* in a Group D, E, F2 and F3 occupancy, or 150 m? ina 
Group C occupancy, or 


(b) the distance measured from any point within a room or suite to the nearest egress door exceeds 25 m. 


(2) Doors in Sentence (1) shall be spaced so that in the event one door is made inaccessible by a fire within | 


such a room or suite, the other door will provide safe egress. 


9.9.7.4, Independent Access to Exit. Required access to exit from suites shall not be through any other dwelling 
unit, service room or other occupancy. 


9.9.7.5. Travel Distance within Rooms and Suites. Except for dwelling units, the travel distance from any point 
within the room or suite to the nearest egress door shall not exceed the maximum travel distance in Article 
pine i BPP 

9.9.8. Exits From Floor Areas 


9.9.8.1. Measurement of Travel Distance 


(1) Except as provided in Sentences (2) and (3), for the purposes of this Subsection, travel distance means 
the distance from any point in the floor area to an exit measured along the path of exit travel. 


(2) Where a room or suite is separated from the remainder of the floor area by a fire separation having a — 


fire-resistance rating of at least 45 min, or in a sprinklered building, by a fire separation which is not required to 
have a fire-resistance rating, the travel distance may be measured from an egress door of the room or suite to 
the nearest exit. 


(3) Where a public corridor is at least 9 m wide and conforms to Clause 3.4.2.5.(1)(d), the travel distance 
may be determined in accordance with that Clause. 
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9.9.8.2. Number of Required Exits 


(1) Except as provided in Sentences (2) and (3) and Subsection 9.9.9., not less than 2 exits shall be provided 
from every floor area, spaced so that the travel distance to the nearest exit is not more than 


(a) 40 min the case of business and personal services occupancies , 
(b) 45 m for all occupancies where the floor area is sprinklered, and 
(c) 30 m for all other occupancies. 


(2) Except as provided in Subsection 9.9.9., a single exit is permitted from each storey in buildings of | and 2 


_ storeys in building height provided the floor area and travel distance requirements conform to those required in 


Article 9.9.7.3. and the total occupant load served by an exit facility does not exceed 60 persons. 
(3) In boarding, lodging or rooming houses 


(a) where sleeping accommodation is provided for not more than 8 persons, a single exit is permitted 
from each floor area, or 


(b) where sleeping accommodation is not provided in the basement, a single exit is permitted from the 
basement floor area. 


9.9.8.3. Contribution of Each Exit. Where more than 1 exif is required from a floor area, each exit shall be 





considered as contributing not more than half the required exit width. 


9.9.8.4. Location of Exits. Where more than 1 exit is required from a floor area, not less than 2 exits shall be 
independent of each other and be placed remote from each other along the path of travel between them. 


9.9.8.5. Exiting through a Lobby 
(1) Not more than one exit from a floor area may lead through a lobby. 


(2) The floor of the lobby referred to in Sentence (1) shall be not more than 4.5 m above grade, and the 
path of travel through the lobby to the outdoors shall not exceed 15 m. 


(3) The lobby referred to in Sentence (1) shall conform in all respects with the requirements for exits, except 
that rooms other than service rooms, storage rooms and rooms of residential or industrial occupancy may open 
directly onto such lobby. 


(4) An exit which serves a building containing a hotel may lead through a lobby referred to in Sentence (1) if 
the lobby is not located within an interconnected floor space. 


(5) An exit which does not serve a building containing a hotel may lead through a lobby referred to in Sen- 
tence (1) if the lobby is not located within an interconnected floor space other than as described in Sentence 


me 2.8.1.8). 


(6) Where the lobby referred to in Sentence (1) and adjacent occupancies that are permitted to open into 


the lobby are sprinklered, the fire separation between such occupancies and the lobby need not have a 
fire-resistance rating. 


- 9.9.8.6. Exits for Mezzanines. A mezzanine shall be provided with exits on the same basis as required for a 


floor area where a mezzanine is considered to be a storey in Subsection 9.10.4. or is of a size required to have 
more than one exit. 


9.9.9. Egress from Dwelling Units 


9.9.9.1. Travel Limit to Exits or Egress Doors 


(1) Except as provided in Sentences (2) and (3), every dwelling unit containing more than one storey shall 
have a sufficient number of exits or egress doors so that it shall not be necessary to travel up or down more 
than | storey to reach a level served by 


(a) anegress door to a public corridor, enclosed exit stair or exterior passageway, Or 
(b) an exit doorway not more than 1.5 m above adjacent ground level. 


(2) Where there is no dwelling unit above or below another dwelling unit, the travel limit from a floor level 
in a dwelling unit to an exit or egress door may exceed | storey where that floor level is served by an openable 
window providing an unobstructed opening of not less than 1 m in height and 0.55 m in width, located so that 
the sill is not more than 1 m above the floor and not more than 7 m above adjacent ground level. 
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(3) The travel limit from a floor level in a dwelling unit to an exit or egress door may exceed | storey where 
that floor level has direct access to a balcony. 





9.9.9.2. Two Separate Exits. Except as provided in Article 9.9.7.2., where an egress door trom a dwelling unit 
opens onto a public corridor or exterior passageway it shall be possible from the location where the egress door 
opens onto the corridor or exterior passageway to go in opposite directions to 2 separate exits unless the 
dwelling unit has a second and separate means of egress. 


9.9.9.3. Shared Egress Facilities 


(1) A dwelling unit shall be provided with a second and separate means of egress where an egress door from 
the dwelling unit opens onto 


(a) an exit stairway serving more than | suite, 
(b) a public corridor serving more than one suite served by a single exit stairway, 
(c) an exterior passageway serving more than one suite and served by a single exit stairway, or 
(d) a balcony serving more than one suite and served by a single exit stairway. 
9.9.10. Exit Signs 
9.9.10.1. Application, This Subsection applies to all exits except those serving not more than | dwelling unit. 


9.9.10.2. Visibility of Exits. Exits shall be located so as to be clearly visible or their locations shall be clearly 
indicated. 


9.9.10.3. Required Exit Signs 


(1) Except as required in Sentence (2) every exit door other than a main entrance to a room or building shall 
have an exit sign placed over or adjacent to it when the exif serves 


(a) athree storey building. 

(b) a building with an occupant load greater than 150, or 

(c) aroom or floor area that has a fire escape as part of a required means of egress. 
(2) Ina building containing a hotel, exit signs shall be installed to indicate 

(a) exit stairways and fire escapes, and 

(b) exits from exit stairway enclosures and corridors to the exterior. 


9.9.10.4. Exit Direction Signs. Exit direction signs shall be placed in corridors and passageways where neces- 
sary to indicate the direction of exit travel. 


9.9.10.5. Visibility of Exit Signs. Exit signs shall be installed so as to be visible from the exit approach. 
9.9.10.6. Lettering 


(1) Exir signs shall have the word EXIT or the words EXIT/SORTIE in red letters on a contrasting back- 
ground or a red background with contrasting letters. 


(2) Lettering shall be made with at least 19 mm wide strokes and be at least 150 mm high when the signs are 
externally lighted. and at least 114 mm high if the sign 1s internally lighted. 


(3) Where an exit sign having the word EXIT is installed in conformance with Sentence (1), an additional 
sign having the word SORTIE may be installed. 


9.9.10.7. Illumination. Where illumination of exit signs required in Article 9.9.10.3. is provided by an electri- 
cal circuit, that circuit shall serve no equipment other than emergency equipment. 


9.9.10.8. Exits Continuing to a Basement. In buildings 3-storeys in building height any part of an exit ramp or 
stair that continues down to a basement past an exterior exit door shall be clearly marked to indicate that it 
does not lead to an exit, where the portion below ground level may be mistaken as the direction of exit travel. 


9.9.11. Lighting 


irs, 


9.9.11.1. Application. This Subsection applies to the lighting of all exits except those serving not more than | 
dwelling unit. 


9.9. 11.2. Required Lighting in Egress Facilities. Every exit, public corridor or corridor providing access to exit” 
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for the public shall be equipped to provide illumination to an average level of not less than 50 Ix at floor or 
tread level and at all points such as angles and intersections at changes of level where there are stairs or ramps. 


9.9.11.3. Emergency Lighting 
(1) Emergency lighting shall be provided in 
(a) exits, 
(b) principal routes providing access to exit in an open floor area, 
(c) corridors used by the public, 
(d) underground walkways, and 
(e) public corridors. 


(2) Emergency lighting required in Article 9.9.11.3. shall be provided from a source of energy separate from 
the electrical supply for the building. 


(3) Lighting required in Sentence (1) shall be designed to be automatically actuated when the electric light- 
\ing in the affected area is interrupted. 

_ (4) Illumination from lighting required in Sentence (1) shall be not less than 10 Ix for a period of at least 30 
min. 


_ (5) Where incandescent lighting is provided, lighting equal to | W/m- of floor area shall be considered to 
)meet the requirement in Sentence (4). 










(6) Where self-contained emergency lighting units are used, they shall conform to CSA C22.2 No. I4l. 
Unit Equipment for Emergency Lighting.” 


/ Section 9.10 Fire Protection 


-9.10.1.2. Sloped Roofs. For the purposes of this Section, roofs with slopes of 60° or more to the horizontal and 
which are adjacent to a room or space intended for occupancy shall be considered as a wall. 


|9.10.1.3. Reserved. 


'9.10.1.4. Commercial Cooking Equipment. In kitchens containing commercial cooking equipment used in pro- 
|cesses producing grease-laden vapours, the equipment shall be designed and installed in conformance with 
Part 6. 


9.10.1.5. Other Items Under Part 3 Jurisdiction. Tents, air-supported structures, transformer vaults, 
| walkways, elevators and escalators shall conform to Part 3. 


19.10.1.6. Openings through Floors. Openings through floors that are not protected by shafts or closures shall 


| be protected in conformance with Subsection 3.2.8. 
9.10.1.7. Assembly Occupancy. Where rooms or spaces are intended for an assembly occupancy, such rooms 
or spaces shall conform to Part 3. 


9.10.1.8. Hazardous or Explosive Material. Where rooms or spaces are intended for the storage, manufacture 
or use of hazardous or explosive material, such rooms or spaces shall conform to Part 3. 


-9.10.1.9. Appliances Installed on a Roof. Where fuel-fired appliances are installed on a roof, such appliances 
shall be installed in conformance with Part 6. 


9.10.1.10. Sprinkler, Standpipe and Hose Systems. Where sprinkler, standpipe and hose systems are installed, 
| they shall be installed in conformance with Part 3. 


9.10.1.11. Chutes and Shafts 


(1) Chutes and shafts shall conform to Subsection 3.5.3. except where they are entirely contained within a 
dwelling unit. 


(2) If chutes and shafts located in a building containing a hotel are connected to an intake or discharge 
room, the room shall be separated by a fire separation having a fire-resistance rating of at least 45 min. 
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9.10.1.12. Large or Multi-Storey Basements. Basements containing more than | storey or exceeding 600 m in 
area shall conform to the requirements contained in Part 3. 

9.10.2. Occupancy Classification | 


9.10.2.1. Occupancy Classification. Except as provided in Article 9.10.2.2., every building or part thereof 
shall be classified according to its major occupancy as belonging to one of the groups or divisions described in 
Table 9.10.2.A. 


Table 9.10.2.A. 
Forming Part of Article 9.10.2.1. 


Occupancy Classifications 











a 
D — Business and personal services occupancies 
E — Mercantile occupancies 
2 Medium hazard industrial occupancies 

F 3 Low hazard industrial occupancies 

(Does not include storage garages serving individual dwelling 

units) 

Column | 2 3 








9.10.2.2. Custodial and Convalescent Homes. Children’s custodial homes and convalescent homes for ambula- 
tory occupants living as a single housekeeping unit in a dwelling unit with sleeping accommodation for not 
more than 10 persons may be classified as residential occupancies (Group C). 





9.10.2.3. Major Occupancies above Other Major Occupancies. Except as permitted in Articles 9.10.2.4., in 
any building containing more than | major occupancy in which one major occupancy is located entirely above 
another, the requirements of Article 9.10.8.1. for each portion of the building containing a major occupancy 
shall be applied to that portion as if the entire building was of that major occupancy. 


9.10.2.4. Buildings Containing More Than One Major Occupancy. In a building containing more than 1 major 
occupancy, where the aggregate area of all major occupancies in a particular group or division does not exceed 
10 per cent of the floor area on the storey on which they are located, they need not be considered as major 
occupancies for the purposes of Articles 9.10.8.1. and 9.10.2.3. provided they are not classified as Group F, 
Division 2 occupancies. 


9.10.3. Ratings 


9.10.3.1. Fire-Resistance and Fire-Protection Ratings. Where a fire-resistance rating or a fire-protection rating 
is required in this Section for an element of a building, such rating shall be determined in conformance with 


the test methods described in Part 3, or in accordance with Chapter 2 of the Supplement to the NBC 1990, or 
with Tables 9.10.3.A. and 9.10.3.B. 

















Table 9.10.3.A. 
Forming Part of Articles 9.10.3.1.,9.11.2.1. and 9.11.2.2. 
Fire and Sound Resistance of Walls 
Type of oe Finish Fire- Typical Sound 
Wall No. Description on Each Resistance Transmission 
sient li) Rating, Class (1) 
| Hollow 140-mm Block None (3) Ih 48 
concrete pi Same as 1 B Pam 51 
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Table 9.10.3.A.—(Cont’d) 
Forming Part of Articles 9.10.3.1.,9.11.2.1. and 9.11.2.2. 


Fire and Sound Resistance of Walls 





Finish Fire- Typical Sound 


No. Description on Each Resistance Transmission 
Side (1) Rating, Class (1) 





block 3 Same as |, with both surfaces A an 47 
(normal fastened directly, or both on 
weight metal resilient channe!s with 
aggregate) absorptive material (4) 





4 Same as |, with metal resilient A L:75.h 5] 
channels and absorptive 
material on one side (4) 


2) Same as 1, with 38-mm xX A Zi a7 
38-mm wood strapping and 
absorptive material on both 





sides (4) 
6 190-mm block None (3) 13. 50 
fi 190-mm block B pas 50 
8 Same as 6, with both surfaces A 2.5h 49 


fastened directly, or both on 
metal resilient channels with 
absorptive material. (4) 


9 Same as 6, with metal resilient A Zo) 0 53 
channels and absorptive 
material on one side (4) 


10 Same as 6, with 38-mm x 38- A (6) Zon a6) 
mm wood strapping on at least 
one side 

11 Same as 6, with 38-mm x 38- A (6) 2 Sen 59 





mm wood strapping and 
absorptive material on both 
sides (4) 


rz Same as 6, with 50-mm metal A Zo 64 
Z-bars (or 38-mm X 38-mm 
wood strapping plus metal 
resilient channels) and 
absorptive material on both 
sides (4) 











13 Same as 6, with studs (65-mm A (6) 
steel or 64-mm wood) and 
absorptive material on both 
sides (4) 





Nn 
Nn 


14 Same as 6, with metal resilient D 
channels and absorptive 
material on one side 


20 
2vS.h 
Concrete 150 mm None (3) ah 35 
200 mm None (3) 4h 58 
fet 


1523 














Type of 
Wall 


Interior 
wood stud, 
single row 








Interior 
stud. 2 


rows 
staggered 
on 38-mm 
x 140-mm 
plate 


Interior 
wood, 2 





rows on 
separate 
plates 














Exterior, 
wood stud, 








Column | 
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Table 9.10.3.A.—(Cont'd) 
Forming Part of Articles 9.10.3.1.,, 9.11,2.1. and.9.11.2,2: 







Description 


OC. 





18 38-mm xX 89-mm studs 400-mm 
o.c., with absorptive material 


(5) 
19 Same as 18 (4) 


20 Same as 18, with resilient metal 
channels on at least one side (5) 


21 Same as 18, with resilient metal 
channels on at least one side (4) 


22 Same as 18, with resilient metal 
channels on at least one side (4) 


Two rows 38-mm X 89-mm 


absorptive material on both 
sides (5) 


24 Same as 23, but with absorptive 





material on one side (4) 


25 Same as 23, but with absorptive 


material on one side (4) 


26 Two rows 38-mm X 89-mm 
studs, each set 400-mm or 
600-mm 0.c. on 38-mm xX 


side (4) 


27 Same as 26, but with absorptive 


material on both sides (5) 


28 Same as 26, but absorptive 
material on both sides (4) 


29 Same as 26, but with absorptive 


material on both sides (4) 


sheathing and siding 


3] Same as 30 








Fire and Sound Resistance of Walls 


38-mm xX 89-mm studs 400-mm 


studs each set 400-mm or 600- 
mm o.c. staggered on common 
38-mm xX 140-mm plate, with 


89-mm plates set 25-mm apart, 
with absorptive material on one 





38-mm x 89-mm or 38-mm x 
140-mm studs spaced up to 600- 
mm 0.c., mineral fibre with a 
mass of at least 1.2 kg/m, wall 





A (6) 


A (6) 


(interior side) 


Car TD 
(interior side) 








Fire- 
Resistance 
Rating, 


45 min 
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Typical Sound 
Transmission 
Class (1) 









48 


48 


54 













N/A 
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Table 9.10.3.A.—(Cont’d) 


Fire and Sound Resistance of Walls 


+-2.a. 


























Type of Finish Fire- Typical Sound 
Wall Description on Each Resistance Transmission 
Side (1) Rating, Class (1) 
32 90-mm steel studs spaced up to C 45 min 39 
600-mm 0o.c. 
Nonload- 33 Same as 32, with absorptive he ish 45 
bearing material in cavity 
steel stud 
34 Same as 32, with absorptive D lh 53 
material in cavity (4) 


Addendum to Table 9.10.3.A.: 


(1) Finishes designated by letter as follows: 





A = 12.7 mm gypsum board with joints taped and filled. 
B = 12.7 mm gypsum-sand plaster. 
C = 15.9 mm special fire-resistant Type X gypsum board conforming to CSA A82.27. “Gypsum Board Products” with joints 
taped and filled. and 
D = two layers of 12.7 mm gypsum board with joints taped and filled. 
(2) Sound ratings listed are based on the most reliable laboratory test data available. Results of specific tests may differ 
slightly because of measurement precision and minor variations in construction details. Constructions with sound trans- 


mission class ratings of 50 or more require acoustical sealant applied around electrical boxes and other openings, and at 
the junction of intersecting walls and floors, except intersection of walls constructed of concrete or solid brick. 


(3) Sound ratings require no discernible cracks or voids. For concrete blocks. surfaces must be sealed by at least 2 coats of 
paint or other surface finish described in Section 9.29 to prevent sound leakage. 

(4) Sound absorptive material includes fibre processed from rock, slag. or glass, and must fill at least three-quarters of the 
cavity space to provide the listed STC. 

(5) Absorptive material required to achieve fire-resistance rating and STC rating includes mineral fibre processed from rock 
or slag with a mass of at least 1.22 kg/m? and completely filling the wall cavity. 





(6) Regular gypsum board shall be installed so that all edges are supported. 


Table 9.10.3.B. 
Forming Part of Articles 9.10.3.1. and 9.11.2.1. 


Fire and Sound Resistance of Floors, Ceilings and Roofs 


























T f Finish Fire- Typical Sound 
a bi es . No. Description eine (l) Resistance Transmission 
| te Oe Rating, h Class (2) 
Concrete | 90-mm reinforced concrete with None (3) lh 48 
slabs 20-mm minimum cover over 
reinforcing steel 
| 2 130-mm reinforced concrete None (3) 2h a2 
with 25-mm minimum cover 
| over reinforcing steel 
| 3 Open web steel joists at CG 45 min ss. 
| 400-mm o.c. with minimum 
' | Open web 50-mm thick concrete deck, 
steel joists ceiling secured to furring 
channels spaced not more than 
| 600-mm o.c. wired to underside 
| of joists (4) 
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Type of 
Assembly 


Wood 
floor joists 
spaced not 
more than 
400-mm 
oc 


Or 


Wood 
floor 
trusses (5) 
spaced not 
more than 
600-mm 
ra 


Rating 
provided 
by 
membrane 
only 





Wood roof 


trusses 
spaced not 
more than 
600-mm 
6.c. 


Column | 

















No. 


Nn 


14 


2 
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Table 9.10.3.B.—(Cont’d) 
Forming Part of Articles 9.10.3.1. and 9.11.2.1. 


Fire and Sound Resistance of Floors, Ceilings and Roofs 


Fire- Typical Sound 
Transmission 
Class (2) 


Finish on 


Gatling (1) Resistance 


Rating, h 


Description 


Subfloor of 19-mm T&G G 45 min 
lumber or 15.5-mm plywood, 
waferboard or strandboard, 
ceiling finish attached to metal 
resilient channels spaced at 200- 
mm o.c. Absorptive material in 


cavity (4) 





Same as 4, with additional layer CG 45 min 
of 11-mm sanded plywood, 
waferboard or strandboard on 


floor 


19-mm gypsum-concrete D 45 min 
topping (at least 34 kg/m”) on 
subfloor of 19-mm T&G lumber 
or 15.5-mm plywood, 


waferboard or strandboard 


Same as 6 E lh 


Same as 6, with absorptive C 45 min 
material in cavity (4), ceiling 
finish attached to metal resilient 


channels spaced at 200-mm o.c. 





38-mm lightweight concrete D 45 min 
topping (at least 70 kg/m?) on 
subfloor of 19-mm lumber or 
15.5-mm plywood, waferboard 


or strandboard 


Same as 9 EE lh 





Same as 9, except ceiling finish ce 45 min 
attached to metal resilient 


channels 


Same as 9, with absorptive j 45 min 
material in cavity (4), ceiling 
finish attached to metal resilient 


channels spaced at 200-mm o.c. 





Supporting members spaced C 
not more than 600-mm o.c. 


30 min N/A 


Same as 13 E th N/A 


38-mm x 89-mm framing C 
members with metal connector 
plates not less than 1 mm thick 
with teeth not less than 8-mm in 
length 


45 min N/A 





Addendum to Table 9.10.3.B.: 
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(1) Finishes designated by letter as follows: 
C = 15.9-mm special fire-resistant Type X gypsum board conforming to CSA A82.27, “Gypsum Board Products” with joints 
taped and filled, and 
D = two layers of 12.7-mm gypsum board with joints taped and filled, 
E = two layers of 15.9-mm special fire-resistant Type X gypsum board with joints taped and filled. 
(2) Sound ratings listed are based on the most reliable laboratory test data available. Results of specific tests may differ 
slightly because of measurement precision and minor variations in construction details. Constructions with sound trans- 


mission class ratings of 50 or more require acoustical sealant applied around electrical boxes and other openings, and at 
the junction of intersecting walls and floors, except intersection of walls constructed of concrete or solid brick. 


(3) Sound ratings assume no cracks or voids. 


(4) Sound absorptive material includes fibre processed from rock, slag, or glass, and must fill at least three-quarters of the 


cavity space to provide the listed STC. 


(5) Floor trusses have 38-mm x 89-mm wood framing members with metal connector plates not less than 1 mm thick with 


* teeth not less than 8-mm in length. 


_ 9.10.3.2. Flame-Spread Rating 


(1) Where a flame-spread rating is required in this Section for an element of a building, such rating shall be 


| determined in accordance with the test methods described in Part 3, or in accordance with Chapter 2 of the 
_ Supplement to the NBC 1990. 


(2) Unless the flame-spread rating is referred to herein as a ‘surface flame-spread rating’’, it shall apply to 
any surface of the element being considered that would be exposed by cutting through it as well as to the 


| exposed surface of the element. 


9.10.3.3. Fire Exposure 
(1) Floor, roof and ceiling assemblies shall be rated for exposure to fire on the underside. 


(2) Exterior walls shall be rated for exposure to fire from inside the building, except that such walls need not 


_ comply with the temperature rise limitations required by the standard tests referred to in Article 9.10.3.1. if 


such walls have a limiting distance of at least 1.2 m, and due allowance is made for the effects of heat radiation 


_ in accordance with the requirements tn Part 3. 


(3) Firewalls and interior vertical fire separations required to have fire-resistance ratings shall be rated for 
exposure to fire on each side. 


| 9.10.3.4. Suspended Membrane Ceiling. Where a ceiling construction has a suspended membrane ceiling with 
_ lay-in panels or tiles which contribute to the required fire-resistance rating, hold down clips or other means 


shall be provided to prevent the lifting of such panels or tiles in the event of a fire. 
9.10.4. Building Size Determination 
9.10.4.1. Mezzanines not Considered as Storeys 


(1) Mezzanines shall not be considered as storeys for the purpose of determining building height where the 
aggregate area of mezzanine floors does not exceed 10 per cent of 


(a) the suite in which it is located, where there is more than one suite in the storey, or 
(b) the storey in which it is located, in all other cases. 


(2) Mezzanines shall not be considered as storeys for the purpose of determining building height where they 
occupy an aggregate area not exceeding 40 per cent of the area of the room or the storey in which they are 
located provided the space above the mezzanine floor has no visual obstructions more than 1 070 mm above 
such floors. 


9.10.4.2. More Than One Level of Mezzanine. Where more than | tier of mezzanine is provided in a Storey, 
each tier additional to the first shall be considered as a storey. 


9.10.4.3. Basement Storage Garage. Where a basement is used primarily as a storage garage, the basement may 
be considered as a separate building for the purposes of this Section provided the floor above the basement and 
the exterior walls of the basement above the adjoining ground level are constructed as fire separations of 
masonry or concrete having a fire-resistance rating of not less than 2 h. 


9.10.4.4. Roof-Top Enclosures. Roof-top enclosures provided for elevator machinery, stairways and service 
rooms, used for no purpose other than for service to the building, shall not be considered as a storey in calcu- 
lating the building height. 
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9.10.5. Permitted Openings in Wall and Ceiling Assemblies 
9.10.5.1. Permitted Openings in Wall and Ceiling Membranes 


(1) Except as permitted in Sentences (2) and (4), a membrane forming part of an assembly required to have 
a fire-resistance rating shall not be pierced by openings into the assembly unless the assembly has been tested 
and rated for such openings. 


(2) A wall or ceiling membrane forming part of an assembly required to have a fire-resistance rating may be 
pierced by openings for electrical and similar service outlet boxes provided such outlet boxes are tightly fitted. 


(3) Where boxes referred to in Sentence (2) are located on both sides of walls required to provide a 
fire-resistance rating, they shall be offset where necessary to maintain the integrity of the fire separation. 


(4) A membrane ceiling forming part of an assembly assigned a fire-resistance rating on the basis of Chapter 
2, “Fire performance Ratings” of the Supplement to the NBC 1990 or of Table 9.10.3.B. is permitted to be 
pierced by openings leading to ducts within the ceiling space provided the ducts, the amount of openings and 
their protection conform to the requirements of Chapter 2. 


9.10.6. Construction Types 


9.10.6.1. Combustible Elements in Non-combustible Construction. Where a wall, floor or roof assembly is 
required to be of non-combustible construction, combustible elements shall be limited in conformance with the 
requirements in Subsection 3.1.5. 


9.10.6.2. Heavy Timber Construction. Heavy timber construction shall be considered to have 45 min 
fire-resistance rating when it is constructed in accordance with the requirements for heavy timber construction 
in Article 3.1.4.6. 


9.10.7. Protection of Steel Members 


9.10.7.1. Protection of Structural Steel Members. Except as permitted in Article 3.2.2.3., structural steel 
members used in construction required to have a fire-resistance rating shall be protected to provide the 
required fire-resistance rating. 


9.10.8. Fire Resistance in Relation to Occupancy and Height 


9.10.8.1. Fire Resistance Ratings for Floors and Roofs. Except as otherwise provided in this Subsection, the 
fire-resistance ratings of floors and roofs shall conform to Table 9.10.8.A. 


Table 9.10.8.A. 
Forming Part of Article 9.10.8.1. 


Minimum Required Fire-Resistance Ratings for 
Structural Members and Assemblies, h 






Building Element 















Maximum Floors 
Major Occupancy Building Except Mezzanine Roofs 
Height, Floors Floors 
Storeys over Crawl 


Spaces 


Residential (Group C) 


Ww 
ASS 
n 
S. 
= 
aS 
nn 
S. 
= 


All other occupancies 











Column | 


NO 
eS) 
; 
- 


9.10.8.2. Fire Resistance Ratings in Sprinklered Buildings. The requirements in Table 9.10.8.A. for roof 


assemblies to have a fire-resistance rating may be waived in sprinklered buildings where the sprinkler system’ 
conforms to Sentence 3.2.2.12.(1). 


9.10.8.3. Fire Resistance Ratings for Walls, Columns and Arches. Except as otherwise provided in this Subsec- 
tion, all loadbearing walls, columns and arches in the storey immediately below a floor or roof assembly shall | 
have a fire-resistance rating of not less than that required for the supported floor or roof assembly. 


9.10.8.4. Service Rooms. Construction supporting a service room need not conform to Article 9.10.8.3. 
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9.10.8.5. Mezzanines. Mezzanines required to be counted as storeys in Articles 9.10.4.1. and 9.10.4.2. shall be 
constructed in conformance with the requirements of Column 4 of Table 9.10.8.A. 


—9.10.8.6. Roof Supporting an Occupancy. Where a portion of a roof supports an occupancy, that portion shall 
_be constructed as a fire separation having a fire-resistance rating conforming to the rating shown for floors in 
Column 3 of Table 9.10.8.A. 


9.10.8.7. Floors of Exterior Passageways. The floor assembly of every exterior passageway used as part of a 
means of egress shall have a fire-resistance rating of not less than 45 min or be of noncombustible construction. 
except that no fire-resistance rating is required in buildings of Group D, E or F major occupancy that are not 
more than 2 storeys in building height. 


9.10.8.8. Crawl Spaces. Where a crawl space exceeds 1.8 m in height or is used for any occupancy or as a 
plenum in combustible construction or for the passage of flue pipes, it shall be considered as a basement in 
applying the requirements in Article 9.10.8.1. 


9.10.8.9. Application to Houses. Table 9.10.8.A. does not apply to a dwelling unit which has no other dwelling 
_unit above or below it or to a dwelling unit which is not above or below another major occupancy. 





9.10.8.10. Part 3 as an Alternative. The fire-resistance ratings of floors, roofs, loadbearing walls, columns and 
arches need not conform to this Subsection if such assemblies conform in all respects to the appropriate 
requirements in Section 3.2. 


9.10.9. Fire Separations Between Rooms and Spaces Within Buildings 


'9.10.9.1. Application. This Subsection applies to fire separations required between rooms and spaces in 
buildings except between rooms and spaces within a dwelling unit. 





9.10.9.2. Continuous Barrier. Except as permitted in Article 9.10.9.3., a wall or floor assembly required to be 
_a fire separation shall be constructed as a continuous barrier against the spread of fire. 


'9.10.9.3. Openings to be Protected With Closures. Except as permitted in Articles 9.10.9.5., 9.10.9.6. and 
9.10.9.7., openings in required fire separations shall be protected with closures conforming to Subsection 
710.13. 


9.10.9.4. Floor Assemblies 
(1) Except as permitted in Sentences (2) to (4), all floor assemblies shall be constructed as fire separations. 


(2) Floor assemblies contained within dwelling units need not be constructed as fire separations. 





(3) Floor assemblies for which no fire-resistance rating is required by Subsection 9.10.8. and floors of 
mezzanines not required to be counted as storeys in Articles 9.10.4.1. and 9.10.4.2. need not be constructed as 
fire separations. 


_ (4) Where a crawl space is not required by Article 9.10.8.8. to be constructed as a basement, the floor above 
it need not be constructed as a fire separation. 


'9.10.9.5. Interconnected Floor Spaces. Except as permitted in Article 9.9.4.7., interconnected floor spaces 
shall conform to the requirements of Subsection 3.2.8. 


'9.10.9.6. Service Equipment Penetrating a Fire Separation 


(1) Piping, tubing, ducts, chimneys, wiring, conduit, electrical outlet boxes and other similar service equip- 
| ment that penetrate a required fire separation shall be tightly fitted or fire stopped to maintain the integrity of 
| the separation. 





(2) Except as provided in Sentences (3) to (8), pipes, ducts, electrical outlet boxes, totally enclosed race- 
| ways or other similar service equipment that partly or wholly penetrate an assembly required to have a 
fire-resistance rating shall be noncombustible unless the assembly has been tested incorporating such equip- 
ment. 





(3) Electrical wires or other similar wiring enclosed in noncombustible totally enclosed raceways may partly 
or wholly penetrate an assembly required to have a fire-resistance rating without being incorporated in the 
_ assembly at the time of testing as required in Sentence (2). 


| (4) Electrical wires or cables, singly or grouped, with combustible insulation or jacketing that is not totally 
‘enclosed in raceways of noncombustible material, may partly or wholly penetrate an assembly required to have 
a fire-resistance rating without being incorporated in the assembly at the time of testing as required in Sentence 
+ (2) provided the overall diameter of the wiring is not more than 25 mm. 


| 


_ (5) Combustible totally enclosed raceways which are embedded in a concrete floor slab are permitted in an 
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assembly required to have a fire-resistance rating without being incorporated in the assembly at the time of 
testing as required in Sentence (2) where the concrete provides at least 50 mm of cover between the raceway 
and the bottom of slab. 


(6) Combustible outlet boxes are permitted in an assembly required to have a fire-resistance rating without 
being incorporated in the assembly at the time of testing as required in Sentence (2) provided the opening 
through the membrane into the box does not exceed 160 cm’. 


(7) Combustible water distribution piping that has an outside diameter not more than 30 mm is permitted to 
partly or wholly penetrate a vertical fire separation that is required to have a fire-resistance rating without being 
incorporated in the assembly at the time of testing as required in Sentence (2) provided the piping is sealed in 
conformance with Clause 3.1.9.1.(1)(b). 


(8) Combustible sprinkler piping is permitted to penetrate a fire separation provided the fire compartments 
on each side of the fire separation are sprinklered. 


9.10.9.7. Combustible Piping 


(1) Except as permitted in Sentences (2) to (6), combustible piping shall not be used where any part of the 
piping system partly or wholly penetrates a fire separation required to have a fire-resistance rating or penetrates 
a membrane that forms part of an assembly required to have a fire-resistance rating. 


(2) Combustible piping not located in a vertical shaft is permitted to penetrate a fire separation required to 
have a fire-resistance rating or a membrane that forms part of an assembly required to have a fire-resistance 
rating provided the piping is sealed at the penetration by a firestop system that has an F rating not less than the 
fire-resistance rating required for the fire separation. 


(3) The rating referred to in Sentence (2) shall be based on CAN4-S115, ‘Standard Method of Fire Tests for 
Firestop Systems” with a pressure differential of 50 Pa between the exposed and unexposed sides, with the 
higher pressure on the exposed side. 


(4) Combustible drain piping is permitted to penetrate a horizontal fire separation provided it leads directly 
from a noncombustible floor-mounted water closet through a concrete floor slab. 


(5) Combustible piping is permitted 
(a) onone side of a vertical fire separation provided it is not located in a vertical shaft, and 


(b) to penetrate a vertical or horizontal fire separation when the fire compartment on each side of the fire 
separation 1s sprinklered. 


(6) In buildings containing two dwelling units only, combustible piping is permitted on one side of a horizon- 
tal fire separation. 


9.10.9.8. Collapse of Combustible Construction. Combustible construction that abuts on or is supported by a 
noncombustible fire separation shall be constructed so that its collapse under fire conditions will not cause col- 
lapse of the fire separation. 


9.10.9.9. Reduction in Thickness of Fire Separation by Beams and Joists. Beams and joists framed into a 
masonry or concrete fire separation shall not reduce the thickness of the fire separation to less than 100 mm of 
masonry or concrete. 


9.10.9.10. Concealed Spaces above Fire Separations 


(1) Except as provided in Sentence (2), a horizontal service space or other concealed space located above a 
required vertical fire separation shall be divided at the fire separation by an equivalent fire separation within the 
space. 


(2) Where a horizontal service space or other concealed space is located above a required vertical fire 
separation other than a vertical shaft, such space need not be divided as required in Sentence (1) provided the 
construction between such space and the space below is constructed as a fire separation having a fire-resistance 
rating not less than that required for the vertical fire separation, except that where the vertical fire separation is 
not required to have a fire-resistance rating greater than 45 min, the fire-resistance rating of the ceiling may be 
reduced to 30 min. 


9.10.9.11. Separation of Residential Occupancies 


(1) Except as provided in Sentence (2), residential occupancies shall be separated from all other major 
occupancies by a fire separation having a fire-resistance rating of not less than 1 h. 


(2) A major occupancy classified as a residential occupancy shall be separated from other major occupancles 
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classified as mercantile or medium hazard industrial occupancies by a fire separation having a fire-resistance 
rating of not less than 2 h, except that where not more than 2 dwelling units are located in a building containing 
a mercantile occupancy, such mercantile occupancy shall be separated from the dwelling units by a fire 
separation having not less than | h fire-resistance rating. 


9.10.9.12. Residential Suites in Industrial Buildings. Not more than 1| suite of residential occupancy shall be 
contained within a building classified as a Group F, Division 2 major occupancy. 


9.10.9.13. Separation of Suites 


(1) Except as required in Article 9.10.9.14., and as permitted by Sentence (2), each suite in other than 
business and personal services occupancies shall be separated from adjoining suites by a fire separation having a 
fire-resistance rating of at least 45 min. 


— (2) In sprinklered buildings, suites of business and personal services occupancy and mercantile occupancy 
that are served by public corridors conforming with Clause 3.3.1.3.(4)(c) are not required to be separated from 
each other by fire separations. 


9.10.9.14. Separation of Residential Suites 


(1) Except as provided in Sentences (2) and (3) and Article 9.10.20.2., suites in residential occupancies shall 
be separated from adjacent rooms and suites by a fire separation having a fire-resistance rating of not less than 
45 min. 


(2) Sleeping rooms in boarding, lodging or rooming houses where sleeping accommodation is provided for 
not more than 8 boarders or lodgers shall be separated from the remainder of the floor area by a fire separation 
having a fire-resistance rating of not less than 30 min where the sleeping rooms form part of the proprietor’s 
residence and do not contain cooking facilities. 


(3) Dwelling units that contain 2 or more storeys including basements shall be separated from the remainder 
of the building by a fire separation having a fire-resistance rating of not less than 1 h. 


9.10.9.15. Separation of Public Corridors 





(1) Except as provided in Sentences (2) and (3), public corridors shall be separated from the remainder of 
the building by a fire separation having not less than a 45 min fire-resistance rating. 


t 
| 


(2) In other than residential occupancies, no fire-resistance rating is required between a public corridor and 
the remainder of the building if the floor area is sprinklered in conformance with Sentence 3.3.1.4.(2). 


(3) In other than residential occupancies, no fire separation is required between a public corridor and the 
_remainder of the building if the floor area is sprinklered in conformance with Sentence 3.3.1.4.(2) and the cor- 
| ridor exceeds 5 m in width. 


9.10.9.16. Separation of Storage Garages 


(1) Except as provided in Sentences (2) and (3), a storage garage shall be separated from other occupancies 
by a fire separation having not less than a 1.5 h fire-resistance rating. 


(2) Except as permitted in Sentence (3), storage garages containing 5 cars or fewer shall be separated from 
other occupancies by a fire separation of not less than 1 h. 


(3) Where a storage garage serves only the dwelling unit to which it is attached or built in, it shall be consid- 
ered as part of that dwelling unit, and the fire separation required in Sentence (2) need not be provided 
between the garage and the dwelling unit where 


(a) the construction between the garage and the dwelling unit provides an effective barrier to gas and 
exhaust fumes, and 





(b) every door between the garage and dwelling unit conforms to Article 9.10.13.15. 
9.10.9.17. Separation of Repair Garages 


(1) Except as provided in Sentence (2), a repair garage shall be separated from other occupancies by a fire 
| separation having a fire-resistance rating of not less than 2 h. 


(2) Ancillary spaces directly serving a repair garage, including waiting rooms, reception rooms, tool and 
parts storage areas and supervisory office space need not be separated from the repair garage but shall be sepa- 
rated from other occupancies as required in Sentence (1). 


9.10.9.18. Exhaust Ducts Serving More Than One Fire Compartment. Where a vertical service space contains 
an exhaust duct that serves more than one fire compartment, the duct shall have a fan located at or near the 
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exhaust outlet to ensure that the duct is under negative pressure, and such individual fire compartments shall 
not have fans that exhaust directly into the duct in the vertical service space. 
9.10.10. Service Rooms 


9.10.10.1. Application. This Subsection applies to service rooms in all buildings except rooms located within a 
dwelling unit. 


9.10.10.2. Service Room Floors. The fire-resistance rating requirements in this Subsection do not apply to the 
floor assembly immediately below a service room. 


9.10.10.3. Separation of Service Rooms 


(1) Except as required in Sentence (2) and Articles 9.10.10.5., and 9.10.10.6., service rooms shall be sepa- 
rated from the remainder of the building by a fire separation having a fire-resistance rating of not less than 1 h 
when the floor area containing the service room is not sprinklered. 


(2) Where a room contains a limited quantity of service equipment and the service equipment does not con- 
stitute a fire hazard, the requirements in Sentence (1) shall not apply. 


9.10.10.4. Appliances and Equipment to be Located in a Service Room 


(1) Except as provided in Sentence (2) and Article 9.10.10.5., fuel-fired appliances other than fireplaces 
shall be located in a service room separated from the remainder of the building by a fire separation having not 
less than a | h fire-resistance rating. 


(2) Except as required in the appliance installation standards referenced in Sentence 6.2.1.4.(1) and Article 
9.33.1.2., fuel-fired space-heating appliances, space-cooling appliances and service water heaters need not be 
separated from the remainder of the building as required in Sentence (1) where the equipment serves 


(a) not more than one room or suite, or 


(b) a building with a building area of not more than 400 m* and a building height of not more than 2 
storeys. 


9.10.10.5. Incinerators 


(1) Service rooms containing incinerators shall be separated from the remainder of the building by a fire 
separation having a fire-resistance rating of not less than 2 h. 


(2) The design, construction, installation and alteration of each indoor incinerator shall conform to NFPA 
82, “Incinerators, Waste and Linen Handling Systems and Equipment”. 


(3) Every incinerator shall be connected to a chimney flue conforming to the requirements in Section 9.21. 
and serving no other appliance. 


(4) An incinerator shall not be located in a room with other fuel-fired appliances. 


9.10.10.6. Storage Rooms. Rooms for the temporary storage of combustible refuse in all occupancies or for 
public storage in residential occupancies shall be separated from the remainder of the building by a fire 
separation having not less than a 1 h fire-resistance rating, except that a 45 min fire separation is permitted 
where the fire-resistance rating of the floor assembly is not required to exceed 45 min, or where such rooms are 
sprinklered. 


9.10.10.7. Storage Rooms in a Hotel. In a building containing a hotel, unsprinklered storage rooms and closets 
shall be separated, or shall be contained within a suite that is separated from the remainder of the building by a 
fire-separation having a fire-resistance rating of at least 45 min. 


9.10.11. Firewalls 


9.10.11.1. Required Firewalls. Except as provided in Articles 9.10.11.2. and 9.10.11 .4., a party wall on a prop- 
erty line shall be constructed as a firewall. 


9.10.11.2. Firewalls Not Required 


(1) In a building of residential occupancy in which there is no dwelling unit above another dwelling unit, a 
party wall on a property line between dwelling units need not be constructed as a firewall provided it is con- 
structed as a fire separation having not less than a | h fire-resistance rating, and 


(2) The wall described in Sentence (1) shall provide continuous protection from the top of the footings to_ 
the underside of the roof deck. | 
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_ (3) Any space between the top of the wall described in Sentence (1) and the roof deck shall be tightly sealed 
by caulking with mineral wool or noncombustible material. 


9.10.11.3. Construction of Firewalls. Where firewalls are used, the requirements in Subsection 3.1.10. shall 
apply. 


9.10.11.4. Firewalls in Detached Garages. Where a garage is detached from the dwelling unit but attached to 
another garage on the adjacent property, the party wall so formed shall be constructed as a fire separation hav- 
ing a fire-resistance rating of not less than 45 min. 


9.10.12. Prevention of Fire Spread at Exterior Walls and Between Storeys 


9.10.12.1. Separation of Exterior Openings. In buildings of mercantile or medium hazard industrial occupancy, 

the exterior openings in one storey shall be separated from openings in an adjacent storey by not less than 1 m 

of wall, or a canopy or balcony not less than | m in width having a fire-resistance rating not less than that 
required for the floor assembly, except that the rating need not exceed | h. 


~9.10.12.2. Termination of Floors or Mezzanines 


(1) Except as provided in Sentence (2) and in Articles 9.10.1.6. and 9.10.9.5., the portions of a floor area or 
| mezzanine that do not terminate at an exterior wall, a firewall or a vertical shaft, shall terminate at a vertical 
| fire separation having a fire-resistance rating not less than that required for the floor assembly that terminates 
_at the separation. 






| (2) A mezzanine need not terminate at a vertical fire separation where the mezzanine is not required to be 
| considered as a storey in Articles 9.10.4.1. and 9.10.4.2. 


9.10.12.3. Location of Skylights. Where a wall in a building is exposed to a fire hazard from an adjoining roof 
| of a separate unsprinklered fire compartment in the same building, the roof shall contain no skylights within a 
| horizontal distance of 5 m of the windows in the exposed wall. 


9.10.12.4. Exterior Walls Meeting at an Angle 


(1) Except as provided in Articles 9.10.14.14. and 9.9.4.5., where exterior walls of a building meet at an 
external angle of less than 135°, the horizontal distance from an opening in one wall to an opening in the other 
wall shall be not less than 1.2 m where the openings are in different fire compartments. 


| (2) The exterior wall of each fire compartment in Sentence (1) within the 1.2 m distance, shall have a 
‘fire-resistance rating not less than that required for the interior vertical fire separation between the compart- 
| ment and the remainder of the building. 





9.10.12.5. Protection of Soffits 

(1) Except as provided in Sentence (2), where a common attic or roof space spans more than 2 suites of 
residential occupancy, and projects beyond the exterior wall of the building, the portion of any soffit or other 
surface enclosing the projection which is less than 2.5 m vertically above a window or door and less than 1.2 m 
from either side of the window or door, shall have no unprotected openings and shall be protected by 


(a) noncombustible material having a minimum thickness of at least 0.38 mm and a melting point not 
below 650°C, 


| (b) not less than 11 mm thick plywood, 

(c) not less than 12.5 mm thick waferboard or strandboard, or 

| (d) not less than 11 mm thick lumber. 

| (2) Where such soffit or other surface is completely separated from the remainder of the attic or roof space 
| by firestopping, the requirements in Sentence (1) do not apply. 

9.10.13. Doors, Dampers and Other Closures in Fire Separations 

9.10.13.1. Closures. Except as provided in Article 9.10.13.2., openings in required fire separations shall be 


protected with a closure conforming to Table 9.10.13.A. and shall be installed in conformance with Chapters 2 
to 14 of NFPA 80, ‘Fire Doors and Windows” unless otherwise specified herein. 
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Table 9.10.13.A. 
Forming Part of Article 9.10.13.1. 


Fire-Protection Ratings for Closures 


Required Fire-Resistance Rating 
of Fire-Separation, h 
30 or 45 min 

lh 
lon 

2h 

2h 

4h 


Required Fire-Protection Rating 
of Closure, h 

20 min (1) 

45 min (1) 
lh 
yh 
2h 
ah 








Note to Table 9.10.13.A.: 
(1) See Article 9.10.13.2. 


9.10.13.2. Solid Core Wood Door as a Closure 


(1) A 45 mm thick solid core wood door where a minimum fire-protection rating of 20 min is permitted or 
between a public corridor and a suite provided the door conforms to CAN4-S113, ‘“‘Standard Specification for | 
Wood Core Doors Meeting the Performance Required by CAN4-S104 for Twenty Minute Fire-Rated Closure 
Assemblies.” 


(2) Doors described in Sentence (1) shall have not more than a 6 mm clearance beneath and not more than 
3 mm at the sides and top. 


(3) Where a 45 mm thick solid core wood door is permitted in a required fire separation, the requirement 
for a noncombustible sill in NFPA 80, ‘‘Fire Doors and Windows” shall not apply. 


9.10.13.3. Unrated Wood Door Frames. Doors required to provide a 20 min fire-protection rating or permitted 
to be 45 mm solid core wood shall be mounted in a wood frame of at least 38 mm thickness where the frame 
has not been tested and rated. 


9.10.13.4. Doors as a Means of Egress. Doors forming part of an exit or a public means of egress shall conform 
to Subsection 9.9.6. in addition to this Subsection. 


9.10.13.5. Wired Glass as a Closure 


(1) Wired glass conforming to Article 9.7.3.1. which has not been tested in accordance with Article 9.10.3.1. 
is permitted as a closure in a vertical fire separation required to have a fire-resistance rating of not more than 
| h provided such glass is not less than 6 mm thick and is mounted in conformance with Sentence (2). 


(2) Wired glass described in Sentence (1) shall be mounted in fixed steel frames having a minimum metal 
thickness of 1.35 mm and providing a glazing stop of at least 20 mm on each side of the glass. 


(3) Individual panes of glass described in Sentence (1) shall not exceed 0.84 m2 in area or 1.4 min height or 
width, and the area of glass not structurally supported by mullions shall not exceed 7.5 m°, 


9.10.13.6. Steel Door Frames. Steel door frames forming part of a closure in a fire separation, including 
anchorage requirements, shall conform to CAN4-S105, “Standard Specification for Fire Door Frames Meeting 
the Performance Required by CAN4-S104.” 


9.10.13.7. Glass Block as a Closure. Glass block that has not been tested in accordance with Article 9.10.3.1. 
is permitted as a closure in a fire separation required to have a fire-resistance rating of not more than 1 h. 


9.10.13.8. Maximum Size of Closure 


(1) The size of an opening in an interior fire separation required to be protected with a closure shall not 


exceed 1] min area with no dimension greater than 3.7 m, when the fire compartments on both sides of the 
fire separation are not sprinklered. 


(2) The size of an opening in an interior fire separation required to be protected with a closure shall not 
exceed 22 m-, with no dimension greater than 6 m, when the fire compartments on both sides of the fire 
separation are sprinklered. 
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9.10.13.9. Door Latch. Every swing type door in a fire separation shall be equipped with a latch. 
9.10.13.10. Self-Closing Device 

(1) Except as described in Sentence (2), every door in a fire separation shall have a self-closing device. 


(2) Self-closing devices are not required between public corridors and suites in business and personal services 
occupancies , except in dead end corridors. 


9.10.13.11. Hold-Open Devices. Where hold-open devices are used on doors in required fire separations, they 


shall be installed in accordance with Article 3.1.8.12. 


9.10.13.12. Service Room Doors. Swing-type doors shall open into service rooms containing fuel-fired equip- 
_ment where such doors lead to public corridors or rooms used for assembly but shall swing outward from such 


rooms in all other cases. 


 9,10.13.13. Fire Dampers 


(1) Except as permitted in Sentences (2) to (5) and 9.10.5.1.(4) ducts that connect 2 fire compartments or 
penetrate an assembly required to be a fire separation with a fire-resistance rating shall be equipped with a fire 
damper in conformance with Article 3.1.8.9. 


(2) A fire damper is not required where a noncombustible branch duct pierces a required fire separation pro- 
vided the melting point of the duct is not below 760°C, a cross-sectional area less than 130 cm and supplies 
only air-conditioning units or combined air-conditioning and heating units discharging air at not more than 
1.2 m above the floor. 


(3) A fire damper is not required where a noncombustible branch duct pierces a required fire separation 
around an exhaust duct riser in which the air flow is upward provided the melting point of the branch duct is 


_ not below 760°C, the branch duct is carried up inside the riser at least 500 mm and the exhaust duct is under 


negative pressure as described in Article 9.10.9.18. 


(4) Noncombustible ducts that penetrate a fire separation separating a vertical service space from the remain- 
der of the building need not be equipped with a fire damper at the fire separation provided the ducts have a 
melting point above 760°C and each individual duct exhausts directly to the outside at the top of the vertical 
service space. 


(5) A duct serving commercial cooking equipment and piercing a required fire separation need not be equip- 
ped with a fire damper at the fire separation. 


9.10.13.14. Fire Stop Flaps. Fire stop flaps in ceiling membranes required in Sentence 9.10.5.1.(4) shall con- 


_ form to CAN4-S112.2-M, “Standard Method of Fire Test of Ceiling Firestop Flap Assemblies.” 


9.10.13.15. Doors Between Garages and Dwelling Units 


(1) A door between an attached or built-in garage and a dwelling unit shall be tight-fitting and weather- 
stripped to provide an effective barrier against the passage of gases and exhaust fumes and shall be fitted with 
a self-closing device. 


(2) A doorway between an attached or built-in garage and a dwelling unit shall not be located in a room 
intended for sleeping. 


9.10.13.16. Door Stops. Where a door is installed so that it may damage the integrity of a fire separation if its 
swing is unrestricted, door stops shall be installed to prevent such damage. 


9.10.14. Spatial Separations Between Buildings 
9.10.14.1. Maximum Percentage of Unprotected Openings 


(1) Except as provided in Sentence (2) and in Articles 9.10.14.3. to 9.10.14.11., the maximum percentage of 
unprotected openings in an exposing building face shall conform to Table 9.10.14.A. or to Subsection 3D. 2ioe, 
whichever is the least restrictive for the occupancy being considered. 


(2) An opening in an exposing building face not more than 130 cm’ shall not be considered an unprotected 
opening. 
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Table 9.10.14.A. 
Forming Part of Article 9.10.14.1. 


Maximum Percentage of Unprotected Openings in Exterior Walls 


























































Limiting Distance 
Occupancy | Maximum 
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9.10.14.2. Area of Exposing Building Face. The area of an exposing building face shall be calculated as the 
total area of exterior wall facing in | direction on any side of a building measured from the finished ground 
level to the uppermost ceiling, except that where a building is divided by fire separations into fire 
compartments, the area of exposing building face may be calculated for each fire compartment provided such 
separations have not less than a 45 min fire-resistance rating. 


9.10.14.3. Inadequate Fire Fighting Facilities. Where there is no fire department or where a fire department is 
not organized, trained and equipped to meet the needs of the community, the limiting distance determined 
from Article 9.10.14.1. or required in Articles 9.10.14.12., 9.10.14.14., and 9.10.14.16., shall be doubled. 


9.10.14.4, Alternate Method of Determining Limiting Distance. The limiting distance shown in Table 
9.10.14.A. may be reduced provided it is not less than the square root of the aggregate area of unprotected 
openings in an exposing building face in residential occupancies, business and personal services occupancies and 
low hazard industrial occupancies, and is not less than the square root of twice the aggregate area of 
unprotected openings in mercantile occupancies and medium hazard industrial occupancies. 


9.10.14.5. Openings in Walls Having a Limiting Distance Less Than 1.2 m. Openings in a wall having a limiting 
distance of less than 1.2 m shall be protected by closures, of other than wired glass or glass block, whose fire 
protection rating is in conformance with the fire-resistance rating required for the wall. 


9.10.14.6. Allowance for Sprinklers and Wired Glass or Glass Block. The maximum area of unprotected 
openings may be doubled where the building is sprinklered, or where the unprotected openings are glazed with 
wired glass in steel frames or glass blocks as described in Articles 9.10.13.5. and 9.10.13.7. 


9.10.14.7. Exterior Wall Construction for Irregular-Shaped Buildings. For the purpose of using Table 
9.10.14.B. to determine the required type of construction, cladding and fire-resistance rating for an exterior 
wall, the exposing building face shall be taken as the projection of the exterior wall onto a vertical plane 
located so that no portion of the exterior wall of the building is between the vertical plane and the line to which 
the limiting distance is measured and, for these purposes, the permitted area of unprotected openings shall be 


determined from Table 9.10.14.A. or Article 9.10.14.4.. using the limiting distance measured from this 
exposing building face. 


9.10.14.8. Percentage of Unprotected Openings for Irregular-Shaped Buildings. For the purpose of using Table 
9.10.14.A. to determine the actual percentage of unprotected openings permitted in an exterior wall, the loca- 
tion of the exposing building face is permitted to be taken at a vertical plane located so that there are no 
unprotected openings between the vertical plane and the line to which limiting distance is measured. 


9.10.14.9. Storeys at Street Level. The exposing building face of a storey that faces a street and is at approxi- 
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mately the same level as the street is permitted to have unlimited unprotected openings if the limiting distance is 
not less than 9 m. 


9.10.14.10. Open-Air Storage Garages. An exposing building face of an open-air storey in a storage garage is 
permitted to have unlimited unprotected openings provided it has a limiting distance of 3 m. 


9.10.14.11. Construction of Exposing Building Face. Except as permitted in Articles 9.10.14.12. to 9.10.14.16., 
each exposing building face and any exterior wall located above an exposing building face that encloses an attic 
or roof space shall be constructed in conformance with Table 9.10.14.B. and Subsection 9.10.8. 


Table 9.10.14.B. 
Forming Part of Article 9.10.14.11. 


Minimum Construction Requirements for Exposing Building Faces 














Maximum Minimum 
Occupancy Percentage of ee Type of Type of 
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of Building Openings Le Required Required 
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' 9.10.14.12. Exposing Building Face of Houses 


(1) Except as required in Article 9.10.14.3., in buildings containing only dwelling units in which there is no 
dwelling unit above another dwelling unit, the requirements of Article 9.10.14.11. do not apply provided that 


| the exposing building face has a fire-resistance rating of not less than 45 min where the /imiting distance is less 


than 1.2 m, and when the /imiting distance is less than 0.6 m, the exposing building face is clad with 
noncombustible material. 


(2) Window openings in the exposing building face referred to in Sentence (1) shall not be permitted if the 
limiting distance is less than 1.2 m and shall be limited in conformance with the requirements for unprotected 


_ Openings in Article 9.10.14.1. where the limiting distance is 1.2 m or greater. 


(3) Where the spatial separation between dwelling units on adjoining properties is registered on the titles of 
both properties, the spatial separation may be calculated as if the dwelling units were constructed on the same 


| property. 


9.10.14.13. Combustible Projections. Except for buildings containing 1 or 2 dwelling units only, combustible 
projections on the exterior of a wall that are more than 1 m above ground level, such as balconies, platforms, 
canopies, eave projections and stairs, and that could expose an adjacent building to fire spread, shall not be 
permitted within 1.2 m of a property line or the centreline of a public way, or within 2.4 m of a combustible 
projection on another building on the same property. 


9.10.14.14. Detached Garage Serving One Dwelling Unit 


(1) Except as required in Article 9.10.14.3., the exposing building face of a detached garage that serves one 
dwelling unit only shall have a fire-resistance rating of at least 45 min, except that no fire-resistance rating \s 
required where the limiting distance is 0.6 m or greater. 


(2) The exterior cladding of such detached garages is not required to be noncombustible regardless of the 
limiting distance. 
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(3) The percentage of window openings permitted in the exposing building face of such detached garages 
described in Sentence (1) shall conform to the requirements for unprotected openings in Article 9.10.14.1. 


(4) Where a detached garage serves only one dwelling unit and is located on the same property as that 


dwelling unit, then the requirements for limiting distance shall not apply between the garage and the dwelling 


unit. 


9.10.14.15. Heavy Steel and Steel Columns. Heavy timber and steel columns need not conform to the require- 
ments of Article 9.10.14.11. provided the /imiting distance is not less than 3 m. 


9.10.14.16. Low Fire Load Occupancies. Except as required in Article 9.10.14.3., in buildings of 1 storey in 
building height of noncombustible construction classified as low hazard industrial occupancy which are used 


only for low fire load occupancies such as power generating plants or plants for the manufacture or storage of | 


noncombustible materials, non-loadbearing wall components need not have a minimum fire-resistance rating 
provided the limiting distance is 3 m or more. 


9.10.15. Fire Stops 
9.10.15.1. Required Fire Stops in Concealed Spaces 


(1) Concealed spaces in interior walls, ceilings and crawl spaces shall be separated by fire stops from con- 
cealed spaces in exterior walls and attic or roof spaces. 


(2) Fire stops shall be provided at all interconnections between concealed vertical and horizontal spaces in 
interior coved ceilings, drop ceilings and soffits where the exposed construction materials within the concealed 
spaces have a surface flame-spread rating greater than 25. 


(3) Fire stops shall be provided at the top and bottom of each run of stairs where they pass through a floor 
containing concealed space in which the exposed construction materials within the space have a surface 
flame-spread rating greater than 25. 


(4) In unsprinklered buildings of combustible construction, every concealed space created by a ceiling, roof 
space or unoccupied attic space shall be separated by fire stops into compartments of not more than 300 m? in 


area where such space contains exposed construction materials having a surface flame-spread rating greater 
than 25. 


(5) No dimension of such space shall exceed 20 m. 


(6) Concealed spaces in mansard or gambrel style roofs, exterior cornices, balconies and canopies of 
combustible construction in which the exposed construction materials within the space have a surface 
flame-spread rating exceeding 25 shall have vertical fire stops at intervals of not more than 20 m and at points 
where such concealed spaces extend across the ends of required vertical fire separations. 


9.10.15.2. Required Fire Stops in Wall Assemblies 


(1) Except as permitted in Sentences (2) and (3), fire stops shall be provided to block off concealed spaces 
within wall assemblies, including spaces created by furring, at each floor level, and at each ceiling level where 
the ceiling contributes to part of the required fire-resistance rating, and at other locations within the wall, so 
that the distance between fire stops does not exceed 20 m horizontally and 3 m vertically. 


(2) Fire stops required in Sentence (1) are not required provided the exposed construction materials within 


the wall space, including insulation, but not including wiring, piping or similar services, have a flame-spread 
rating of not more than 25. 


(3) Fire stops required in Sentence (1) are not required provided the wall space is filled with insulation. 


9.10.15.3. Fire Stop Materials. Fire stops shall be constructed of not less than 0.38 mm sheet steel, 6 mm 
asbestos board, 12.7 mm gypsum wallboard, 12 mm plywood, waferboard, or strandboard, with joints having 


continuous support, 2 layers of 19 mm lumber with joints staggered, 38 mm lumber or materials conforming to 
Sentence 3.1.11.7.(1). 


9.10.15.4. Penetration of Fire Stops. Where fire stops are pierced by pipes, ducts or other elements, the effec- 
tiveness of the fire stops shall be maintained around such elements. 


9.10.16. Flame Spread Limits 
9.10.16.1. Flame Spread Rating of Interior Surfaces 


— C) Except as otherwise provided in this Subsection, the exposed surface of every interior wall and ceiling, 
including skylights and glazing, shall have a surface flame-spread rating of not more than 150. 
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(2) Except as permitted in Sentence (3), doors need not conform to Sentence (1) provided they have a sur- 
face flame-spread rating of not more than 200. 





(3) Doors within dwelling units need not conform to Sentences (1) and (2). 


9.10.16.2. Ceilings in Exits or Public Corridors. At least 90 per cent of the exposed surface of every ceiling in 
an exit or unsprinklered ceiling in a public corridor shall have a surface flame-spread rating of not more than 
2: 


9.10.16.3. Walls in Exits 


_ (1) Except as provided in Sentence (2), at least 90 per cent of the exposed surfaces of every wall in an exit 
\shall have a surface flame-spread rating of not more than 25. 

| (2) At least 75 per cent of the wall surface of a lobby used as an exit in Article 9.9.8.5. shall have a surface 
|flame-spread rating of not more than 25. 


9.10.16.4. Exterior Exit Passageways. Where an exterior exit passageway provides the only means of egress 
from the rooms or suites it serves, the wall and ceiling finishes of that passageway, including the soffit beneath 
,and the guard on the passageway, shall have a surface flame-spread rating of not more than 25, except that up 
'to 10 per cent of the total wall area and 10 per cent of the total ceiling area is permitted to have a surface 
_flame-spread rating of not more than 150. 


9.10.16.5. Walls in Public Corridors. At least 90 per cent of the total wall surface in any unsprinklered public 
corridor shall have a surface flame-spread rating of not more than 75, or at least 90 per cent of the upper half of 
such walls shall have a surface flame-spread rating of not more than 25. 


9.10.16.6. Calculation of Wall and Ceiling Areas. Combustible doors, skylights, glazing and combustible light 
diffusers and lenses shall not be considered in the calculation of wall and ceiling areas in this Subsection. 


'9.10.16.7. Corridors Containing an Occupancy. Where a public corridor or a corridor used by the public con- 
‘tains an occupancy, the interior finish materials used on the walls or ceiling of such occupancy shall have a sur- 
face flame-spread rating in conformance with that required for public corridors. 





9.10.16.8. Light Diffusers and Lenses. Light diffusers and lenses having flame-spread ratings that exceed those 
permitted for the ceiling finish, shall conform to the requirements of Sentence 3.1.13.4.(1). 


9.10.16.9. Combustible Skylights. Individual combustible skylights in corridors required to be separated from 
the remainder of the building by fire separations shall not exceed | m° in area and shall be spaced at least 1.2 m 
apart. 


9.10.16.10. Protection of Foamed Plastics 


) 
(1) Foamed plastics which form part of a wall or ceiling assembly in combustible construction shall be pro- 


‘tected from adjacent space in the building other than adjacent concealed spaces within attic and roof spaces, 
crawl spaces, and wall assemblies, by 


(a) one of the finishes described in Subsections 9.29.4. to 9.29.9., 


(b) sheet metal mechanically fastened to the supporting assembly independent of the insulation and hav- 
ing a thickness of not less than 0.38 mm and a melting point not below 650°C provided the building 
} does not contain a Group C major occupancy, or 


(c) any thermal barrier that meets the requirements of Clause 3.1.5.11.(2)(e). 
| 


9.10.16. 11. Walls and Ceilings in Bathrooms. The interior finish of walls and ceilings in bathrooms within 


suites of residential occupancy shall have a surface flame-spread rating of not more than 200. 


9.10.16.12. Coverings or Linings of Ducts. Where a covering or a lining is used with a duct, such lining or cov- 
ering shall have a flame-spread rating conforming to Part 6. 





(9.10.17. Alarm and Detection Systems 


9.10.17.1. Access Provided through a Firewall. Where access is provided through a firewall, the requirements 
in this Subsection shall apply to the floor areas on both sides of the firewall as if they were in the same building. 


17.2. Fire Alarm System Required 


| 


; (1) Except as provided in Sentence (2), a fire alarm system shall be installed in every building that contains 
‘more than 3 storeys, including storeys below the first storey, or where the total occupant load exceeds 300, or 
when the occupant load for any major occupancy in Table 9.10.17.A. is exceeded. 
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Table 9.10.17.A. 
Forming Part of Article 9.10.17.2. 


Maximum Occupant Load for Buildings without Fire Alarm System 










Occupant Load Above which 
Fire Alarm System is Required 


Business and personal services, Mercantile 
Low or medium hazard industrial 


(2) A fire alarm system is not required in a residential occupancy where an exit or public corridor serves not 
more than 4 suites or where each suite has direct access to an exterior exit facility leading to ground level. 


Major Occupancy Classification 





9.10.17.3. Rooms and Spaces Requiring Heat Detectors or Smoke Detectors. 


(1) Where a fire alarm system is required, every public corridor in buildings of residential occupancy and 
every exit Stair shaft shall be provided with smoke detectors. 


(2) Except as provided in Sentence (3), buildings required to have a fire alarm system shall be equipped | 
with heat detectors or smoke detectors in storage rooms, service rooms, elevator shafts, chutes, janitors’ closets 
and any other rooms where hazardous substances are intended to be used or stored. 


(3) Except as required in Sentence (4), heat detectors and smoke detectors described in Sentence (2), are not 
required in dwelling units or in sprinklered buildings in which the sprinkler system is electrically supervised and 
equipped with a water flow alarm. 


(4) If a fire alarm system is required in a building containing a hotel, heat detectors or smoke detectors shall 
be installed in every room in a suite and in every room not located within a suite other than refrigerated areas, 
saunas and swimming pools. 


9.10.17.4. Smoke Detectors in Recirculating Air Handling Systems. Except for a recirculating air system serv- 
ing not more than | dwelling unit, where a fire alarm system is required to be installed, every recirculating air 
handling system shall be designed to prevent the circulation of smoke upon a signal from a duct-type smoke 
detector where such system supplies more than one suite on the same floor or serves more than | storey. 


9.10.17.5. Portions of Buildings Considered as Separate Buildings 


(1) Except as provided in Sentence (2), where a vertical fire separation having a fire-resistance rating of at 
least 1 h separates a portion of a building from the remainder of the building and there are no openings 
through the fire separation other than those for piping, tubing, wiring and conduit, the requirements for fire 
alarm and detection systems may be applied to each portion so separated as if it were a separate building. 


(2) The permission in Sentence (1) to consider separated portions of a building as separate buildings does 
not apply to service rooms and storage rooms. 


9.10.17.6. Design and Installation Requirements. Fire alarm, fire detection and smoke detection devices and 
systems, and their installation, shall conform to Subsection 3.2.4. 


9.10.17.7. Reserved. 


9.10.17.8. Open-Air Storage Garages. Except as required in Article 9.10.17.1., a fire alarm system is not 
required in a storage garage conforming to Article 3.2.2.60. provided there are no other occupancies in the 
building. 


9.10.17.9. Fire Alarm System in a Hotel. If a fire alarm system is required in a building containing a hotel, a 
single stage fire alarm system shall be provided. 


9.10.18. Smoke Alarms 


9.10.18. 1. Required Smoke Alarms. Smoke alarms conforming to CAN/ULC-S531, “Standard for Smoke 
Alarms” shall be installed in each dwelling unit and in each sleeping room not within a dwelling unit. 
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9.10.18.2. Location of Smoke Alarms 


(1) Except as required in Sentence (2), smoke alarms shall be provided on each floor level near the stairs 
connecting floor levels. 


(2) On floor levels containing bedrooms or sleeping areas the required smoke alarms shall be installed 


~ between such bedrooms or sleeping areas and the remainder of the floor area, such as in a hallway or corridor 
_ serving such rooms or areas. 


(3) Smoke alarms required in Sentences (1) and (2) shall be audible within the bedrooms when the interven- 


_ ing doors are closed. 





(4) Smoke alarms required in Sentences (1) and (2) shall be installed in conformance with the manufacturers 
installation instructions. 


9.10.18.3. Power Supply 


(1) Except as permitted in Sentence (2), smoke alarms shall be installed by permanent connections to an 
electrical circuit and shall have no disconnect switch between the overcurrent circuit device and the smoke 
alarm. 


(2) Where the building is not supplied with electrical power, smoke alarms may be battery operated. 


9.10.18.4. Interconnection of Smoke Alarms. Where more than one smoke alarm is required in a dwelling unit, 
the smoke alarms shall be wired so that the activation of one alarm will cause all alarms within the dwelling unit 
to sound. 


9.10.18.5. Instructions for Maintenance and Repair. Where instructions are necessary to describe the mainte- 
nance and care required for smoke alarms to ensure continuing satisfactory performance, they shall be posted 
in a location where they will be readily available to the occupants for reference. 


9.10.19. Fire Fighting 
9.10.19.1. Windows or Access Panels Required 


(1) Except as provided in Sentence (3), a window or access panel providing an opening not less than | 
100 mm high and 550 mm wide and having a sill height of not more than 900 mm above the floor shall be pro- 
vided on the second and third storeys of every building in not less than one wall facing on a street if such storeys 
are not sprinklered. 


(2) Access panels required in Sentence (1) shall be readily openable from both inside and outside or be 
glazed with plain glass. 


(3) Access panels as required in Sentence (1) need not be provided in buildings containing only dwelling 
units where there is no dwelling unit above another dwelling unit. 


9.10.19.2. Access to Basements 


(1) Except in basements serving not more than one dwelling unit, each unsprinklered basement exceeding 
25 m in length or width shall be provided with direct access to the outdoors to not less than one street. 


(2) Access required in Sentence (1) may be provided by a door, window or other means that provides an 
opening not less than | 100 mm high and 550 mm wide, the sill height of which shall not be more than 900 mm 
above the floor. 


(3) Access required in Sentence (1) may also be provided by an interior stair accessible from the outdoors. 
9.10.19.3. Fire Department Access to Buildings 


(1) Access for fire department equipment shall be provided to each building by means of a street, private 
roadway or yard. 


(2) Where access to a building as required in Sentence (1) is provided by means of a roadway or yard, the 
design and location of such roadway or yard shall take into account connection with public thoroughfares, 
weight of fire fighting equipment, width of roadway, radius of curves, overhead clearance, location of fire 
hydrants, location of fire department connections and vehicular parking. 


9.10.19.4. Portable Extinguishers. Portable fire extinguishers shall be installed in all buildings, except within 
dwelling units, in conformance with the provisions of the Ontario Fire Code made under the Fire Marshals Act. 
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9.10.20. Fire Protection for Construction Camps 


9.10.20.1. Requirements for Construction Camps. Except as provided in Articles 9.10.20.2. to 9.10.20.9., 
camps for housing of workers shall conform to Subsections 9.10.1. to 9.10.19. 


9.10.20.2. Separation of Sleeping Rooms. Except for sleeping rooms within dwelling units, sleeping rooms in a 
building in a camp for housing of workers shall be separated from each other and from the remainder of the 
building by a fire separation having not less than a 30 min fire-resistance rating. 


9.10.20.3. Floor Assemblies Between the First and Second Storey. Except in a dwelling unit, a floor assembly in 
a building in a camp for housing of workers separating the first storey and the second storey shall be con- 
structed as a fire separation having not less than a 30 min fire-resistance rating. 


9.10.20.4. Walkways Connecting Buildings. Walkways of combustible construction connecting buildings shall 
be separated from each connected building by a fire separation having not less than a 45 min fire-resistance 
rating. 


9.10.20.5. Spatial Separations. Buildings in a camp for housing of workers shall be separated from each other 
by a distance of not less than 10 m unless otherwise permitted in Subsection 9.10.14. 


9.10.20.6. Flame Spread Ratings 


(1) Except in dwelling units and except as provided in Sentence (2), the surface flame-spread rating of wall 
and ceiling surfaces in corridors and walkways, exclusive of doors, shall not exceed 25 over not less than 90 per 
cent of the exposed surface area and not more than 150 over the remaining surface area. 


(2) Except within dwelling units, corridors that provide access to exit from sleeping rooms and having a 
fire-resistance rating of not less than 45 min shall have a flame-spread rating conforming to the appropriate. 
requirements in Subsection 9.10.6. 


9.10.20.7. Smoke Detectors. Except in dwelling units, corridors providing access to exit from sleeping rooms in 
every building in a camp for housing of workers with sleeping accommodation for more than 10 persons shall 
have a smoke detector connected to the building alarm system. 


9.10.20.8. Portable Fire Extinguishers. Each building in a camp for housing of workers shall be provided with 
portable fire extinguishers in conformance with the provisions of the Ontario Fire Code made under the Fire 
Marshals Act. 


9.10.20.9. Hose Stations 


(1) Every building in a camp for housing of workers providing sleeping accommodation for more than 30 
persons shall be provided with a hose station that is protected from freezing and equipped with a hose of suffi- 
cient length so that every portion of the building is within the range of a hose stream. 


(2) Hose stations required in Sentence (1) shall be located near an exit. 


(3) Hoses referred to in Sentence (1) shall be not less than 19 mm inside diam and shall be connected to a) 
central water supply or to a storage tank having a capacity of at least 4 500 L with a pumping system capable of | 
supplying a flow of at least 5 L/s at a gauge pressure of 300 kPa. 


Section 9.11 Sound Control 
9.11.1. Sound Transmission Class Rating (Airborne Sound) 


9.11.1.1. Determination of Sound Class Transmission Rating. Sound transmission class ratings shall be deter- 
mined in accordance with ASTM E413, “Classification for Rating Sound Insulation,” using results from mea- 
surements in accordance with ASTM E90, ‘Laboratory Measurement of Airborne Sound Transmission Loss 
of Building Partitions” or with ASTM E336, ‘Measurement of Airborne Sound Insulation in Buildings”. 


9.11.2. Required Sound Control Locations (Airborne Sound) 


9.11.2.1. Minimum Sound Transmission Class Rating 


(1) Except as provided in Sentence (2), every dwelling unit and every suite in hotels and motels, shall be sep- 
arated from every other space in a building in which noise may be generated, by a construction providing a _ 


sound transmission class rating of at least 50, measured in accordance with Subsection 9.11.1, or listed in~ 
Tables 9.10.3.A. and 9.10.3.B. i 


y . oe . e . ’ 

(2) Where a dwelling unit is adjacent to an elevator shaft or a refuse chute, the separating construction shall 

have a sound transmission class rating of at least 55, measured in accordance with Subsection 9.11.1. or listed 
in Table 9.10.3.A. and 9.10.3.B. 
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9.11.2.2. Building Services in an Assembly. Building services located in an assembly required to have a sound 
transmission class rating shall be installed in a manner that will not decrease the required rating of the assem- 
bly. 


Section 9.12 Excavation 
9.12.1. General 
9.12.1.1. Removal of Topsoil and Organic Matter 
(1) The topsoil and vegetable matter in all unexcavated areas under a building shall be removed. 


(2) In localities where termites are known to occur, all stumps, roots and other wood debris shall be 
removed from the soil to a minimum depth of not less than 300 mm in unexcavated areas under a building. 


(3) The bottom of every excavation shall be free of all organic material. 
9.12.1.2. Standing Water. Excavations shall be kept free of standing water. 


9.12.1.3. Protection from Freezing. The bottom of excavations shall be kept from freezing throughout the 
entire construction period. 


9.12.1.4. Precautions During Excavation 


(1) Every excavation shall be undertaken in such a manner to prevent damage to adjacent property, existing 
structures, utilities, roads and sidewalks at all stages of construction. 


i 


(2) Material shall not be placed nor shall equipment be operated or placed in or adjacent to an excavation in 
a manner that may endanger the integrity of the excavation or its supports. 


9.12.2. Depth 
9,12.2.1. Excavation to Undisturbed Soil. Excavations for foundations shall extend to undisturbed soil. 
i i2.2.2. Minimum Depth of Foundations 


_ (1) Except as provided in Sentences (4) and (5), the minimum depth of foundations below finished ground 
level shall conform to Table 9.12.2.A. 


Table 9.12.2.A. 
Forming Part of Sentence 9.12.2.2.(2) 


Minimum Depths of Foundation 


Foundation Containing 
Heated Basement 
or Crawl Space 


Foundation Containing 
No Heated Space 














Good Soil 
Drainage to at 
Least the Depth 


Good Soil 
Drainage to at 
Least the Depth 
of Frost of Frost 
Penetration Penetration 


Coarse grained No limit No limit | No limit Below the depth of 
soils frost penetration 
| Silt No limit No limit | Below the depth of Below the depth of 
frost penetration frost penetration 
Clay or soils not ear 12a 1.2 but not less than 1.2 but not less than 
clearly defined the depth of frost the depth of frost 
| penetration penetration 


(2) The minimum depth of foundations for exterior concrete steps with more than 2 risers shall conform to 
Sentences (1) to (5). 






Poor Soil 
Drainage 


Poor Soil 
Drainage 




























(3) Concrete steps with 1 and 2 risers are permitted to be laid on ground level. 
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(4) The foundation depths required in Sentence (1) are permitted to be decreased where experience with 
local soil conditions shows that lesser depths are satisfactory, or where the foundation is designed for lesser 


depths. | 


(5) The foundation depths required in Sentence (1) do not apply to foundations for buildings of other than 
masonry or masonry veneer construction 







(a) whose superstructure will not be damaged by differential soil movement caused by frost action, or 


(b) used as accessory buildings of not more than | storey in building height and not more than 50 m in, 

building area. 
| 
9,12.3.1. Placement of Backfill. Backfill shall be placed to avoid damaging the foundation wall, the drainal 
tile, externally applied thermal insulation, waterproofing and dampproofing of the wall. 


9.12.3. Backfill 


: j 
9,12.3.2. Grading of Backfill. Backfill shall be graded to prevent drainage towards the foundation after set- 
tling. 
' 
9,12.3.3. Deleterious Debris and Boulders. Backfill within 600 mm of the foundation shall be free of deleteri- 
ous debris and boulders larger than 250 mm in diam. 





9.12.3.4. Removal of Debris. All wood scraps and forms shall be removed from around the foundations before 
backfilling and from under exterior steps or porches before construction is completed. 


9.12.3.5. Lateral Support of Foundation Wall. Where the height of foundation wall is such that lateral support 
is required, or where the required concrete strength of the wall has not been reached, the wall shall be braced) 
or laterally supported before backfilling. 


9.12.4. Trenches Beneath Footings 


9.12.4.1. Compacting or Filling With Concrete. The soi/ in trenches beneath footings for sewers and water- 
mains shall be compacted by tamping up to the level of the footing base, or shall be filled with concrete having 
a strength not less than 10 MPa to support the footing. 


a 


! 
Section 9.13 Waterproofing and Dampproofing 
9.13.1. General 
9.13.1.1. Required Waterproofing / 


{ 
(1) Where hydrostatic pressure occurs, floors on ground and exterior surfaces of walls below ground level, 


shall be waterproofed. 
re 
(2) Roofs of underground structures shall be waterproofed to prevent the entry of water into the structure. | 
9.13.1.2. Required Dampproofing 


(1) Where hydrostatic pressure does not occur and the exterior finished ground level is at a higher elevatior. 
than the ground level inside the foundation walls, exterior surfaces of foundation walls below ground leve’ 
shall be dampproofed. 


(2) Reserved. ) 
9.13.1.3. Standards for Application | 

(1) The method of application of all bituminous waterproofing and dampproofing materials shall conform 
(a) CGSB 37-GP-3M, “Application of Emulsified Asphalts for Dampproofing or Waterproofing”, 
(b) CGSB 37-GP-12Ma, “Application of Unfilled Cutback Asphalt for Dampproofing”’, or 


(c) CGSB 37-GP-22M, “Application of Unfilled Cutback Tar Foundation Coating for Dampproofing”. 
9.13.2. Material 


9.13.2.1. Material Standards 
(1) Materials used for dampproofing or waterproofing shall conform to 


(a) CAN/CGSB 37.2-M, “Asphalt, Emulsified, Mineral Colloid Type, Unfilled, for Dampproofing anc. 
Waterproofing and for Roof Coatings”, | 
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(b) CGSB 37-GP-6Ma, ‘Asphalt, Cutback, Unfilled, for Dampproofing”’, 
(c) CGSB 37-GP-16M, “Asphalt, Cutback, Filled, for Dampproofing and Waterproofing’, 
(d) CGSB 37-GP-18Ma, “Tar, Cutback, Unfilled, for Dampproofing”’, 


(e) CSA A123.4, “Bitumen for Use in Construction of Built-Up Roof Coverings and Dampproofing and 
Waterproofing Systems’’, or 


(f) CAN2-51.34-M, “Vapour Barrier, Polyethylene Sheet, for Use in Building Construction.” 
9.13.3. Waterproofing of Walls 
9.13.3.1. Preparation of Surface 


(1) Unit masonry walls to be waterproofed shall be parged on exterior surfaces below ground level with not 
less than 6 mm of mortar conforming to Section 9.20 and such parging shall be coved over the footing. 


(2) Concrete walls to be waterproofed shall have all holes and recesses resulting from removal of form ties 
sealed with mortar or waterproofing material. 


9,13.3.2. Application of Waterproofing Membranes. Concrete or unit masonry walls to be waterproofed shall 
be covered with not less than 2 layers of bitumen-saturated membrane, with each layer being cemented in 
place with bitumen and coated over-all with a heavy coating of bitumen. 


9.13.4. Waterproofing of Floors 


-9,13.4.1. Basement Floors. Basement floors to be waterproofed shall have a system of membrane waterproof- 
‘ing provided between 2 layers of concrete, each of which shall be not less than 75 mm thick with the floor 
-membrane mopped to the wall membrane to form a complete seal. 


9.13.5. Dampproofing of Walls 


-9.13.5.1. Preparation of Surface 


- (A) Unit masonry walls to be dampproofed shall be parged on the exterior face below ground level with not 
less than 6 mm of mortar conforming to Section 9.20, and shall be coved over the footing when the first course 
of block is laid. 





| (2) Concrete walls to be dampproofed shall have holes and recesses resulting from the removal of form ties 


sealed with cement mortar or dampproofing material. 


9.13.5.2. Application of Dampproofing Material. Bituminous or other damp-proofing material shall be applied 
over the parging or concrete below ground level. 


9.13.5.3. Interior Dampproofing of Walls 


(1) Where a separate interior cladding is applied to a concrete or unit masonry wall which is in contact with 
the soil, or where wood members are applied to such walls for the installation of insulation or finish, the 
interior surface of the foundation wall below ground level shall be dampproofed. 


(2) The dampproofing required in Sentence (1) shall extend from the basement floor and shall terminate at 
ground level and no membrane shall be applied above ground level between the insulation and the foundation 
wall. 


9.13.5.4. Reserved. 


9.13.5.5. Dampproofing of Preserved Wood Foundation Walls. Preserved wood foundation walls shall be 
_dampproofed as described in CAN3-S406, “Construction of Preserved Wood Foundations’. 


j 


if 


9.13.6. Dampproofing of Slabs 





9.13.6.1. Location of Dampproofing. When slabs are dampproofed, the dampproofing shall be installed below 
| the slab, except that where a separate floor is provided over the slab, the dampproofing may be applied to the 
' top of the slab. 


| 9.13.6.2. Dampproofing below the Slab 
(1) When installed below the slab, dampproofing shall consist of polyethylene not less than 0.15 mm thick. 
; (2) Joints in dampproofing shall be lapped not less than 300 mm. 


9.13.6.3. Dampproofing above the Slab. When installed above the slab, dampproofing shall consist of at least 2 
| mopped-on coats of bitumen, 0.05 mm polyethylene or other material providing equivalent performance. 
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9.13.6.4. Reserved. 

9.13.6.5. Reserved. 

9.13.6.6. Reserved. 

Section 9.14 Drainage 

9.14.1. Scope 

9.14.1.1. Application. This Section applies to subsurface drainage and to surface drainage. 
9.14.1.2. Crawl Spaces. Drainage for crawl spaces shall conform to Section 9.18. 

9.14.1.3. Floor Slabs. Drainage requirements beneath floor slabs shall conform to Section 9.16. 
9.14.2. General 

9.14.2.1. Foundation Wall Drainage 


(1) Unless it can be shown to be unnecessary, drainage shall be provided at the bottom of every foundation 
wall that contains the bui/ding interior. 


(2) Where mineral fibre insulation or crushed rock is provided adjacent to the exterior surface of a 
foundation wall, it shall extend to the footing level and facilitate drainage of ground water to the foundation 
drainage system. 


(3) Where drainage is required in Sentence (1), the drainage shall conform to Subsection 9.14.3. or 9.14.4. 
9.14.3. Drainage Tile and Pipe 
9.14.3.1. Material Standards 
(1) Drain tile and drain pipe for foundation drainage shall conform to 
(a) ASTM C4, “Clay Drain Tile’, 
(b) ASTM C412-M, “Concrete Drain Tile’, 
(c) ASTM C444-M, ‘Perforated Concrete Pipe Metric,” 
(d) ASTM C700, “Vitrified Clay Pipe, Extra Strength, Standard Strength and Perforated”’, 
(e) CAN/CGSB 34.22-M, “Pipe, Asbestos Cement, Drain”’, 
(f) CGSB 41-GP-29Ma, “Tubing, Plastic, Corrugated, Drainage”’, 





(g) CSA B182.1, “Plastic Drain and Sewer Pipe and Pipe Fittings,” or 
(h) CAN3-G401, ‘Corrugated Steel Pipe Products.”’ | 


9.14.3.2. Minimum Size. Drain tile or pipe used for foundation drainage shall be not less than 100 mm in 
diam. 


9.14.3.3. Installation 


(1) Drain tile or pipe shall be laid on undisturbed or well-compacted soil so that the top of the tile or pipe is 
below the bottom of the floor slab or crawl space. 


(2) Drain tile or pipe with butt joints shall be laid with 6 mm to 10 mm open joints. 


(3) The top half of joints referred to in Sentence (2) shall be covered with sheathing paper, 0.10 mm poly- 
ethylene or No.15 asphalt or tar-saturated felt. 


(4) The top and sides of drain pipe or tile shall be covered with not less than 150 mm of crushed stone or 
other coarse clean granular material containing not more than 10 per cent of material that will pass a 4 mm 


sieve, 


9.14.4. Granular Drainage Layer 


9.14.4.1. Type of Granular Material. Granular material used to drain the bottom of a foundation shall consist — 


of a continuous layer of crushed stone or other coarse clean granular material containing not more than 10 per 
cent of material that will pass a 4 mm sieve. 


9.14.4.2. Installation. Granular material described in Article 9.14.4.1. shall be laid on undisturbed or com- 
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pacted soil to a minimum depth of not less than 125 mm beneath the building and extend at least 300 mm 
beyond the outside edge of the footings. 


9.14.4.3. Grading. The bottom of an excavation drained by a granular layer shall be graded so that the entire 
area described in Article 9.14.4.2. is drained to a sump conforming to Article 9.14.5.2. 


9.14.4.4. Wet Site Conditions. Where because of wet site conditions soil becomes mixed with the granular 
drainage material, sufficient additional granular material shall be provided so that the top 125 mm is kept free 
of soil. 


9.14.5. Drainage Disposal 
9,14.5.1. Drainage Disposal. Foundation drains shall drain to a sewer, drainage ditch or dry well. 


9.14.5.2. Sump Pits. Where gravity drainage is not practical, a covered sump with an automatic pump shall be 
installed to discharge the water into a sewer, drainage ditch or dry well. 


9.14.5.3. Dry Wells. 


(1) Dry wells may be used only when located in areas where the natural groundwater level is below the bot- 
tom of the dry well. 


(2) Dry wells shall be not less than 5 m from the building foundation and located so that drainage is away 
from the building. 


9.14.6. Surface Drainage 


9.14.6.1. Surface Drainage. The building shall be located and the building site graded so that water will not 
accumulate at or near the building and will not adversely affect adjacent properties. 


- 9.14.6.2. Drainage away from Wells or Septic Disposal Beds. Surface drainage shall be directed away from the 
location of a water supply well or septic tank disposal bed. 


| 
| 9.14.6.3. Catch Basin. Where runoff water from a driveway is likely to accumulate or enter a garage, a catch 
_ basin shall be installed to provide adequate drainage. 


9.14.6.4. Downspouts. Where downspouts are provided and are not connected to a sewer, provisions shall be 
made to prevent soil erosion. 


Section 9.15 Footings and Foundations 
9.15.1. Scope 
9.15.1.1. Application 


| (1) Except as provided in Articles 9.15.1.2. and 9. 15.1.3., this Section applies to poured-in-place concrete 
or unit masonry foundation walls and poured-in-place concrete footings on soils with an allowable bearing 
pressure of 75 kPa or greater for buildings of wood frame or masonry construction. 





(2) Except as provided in Sentence (3) and (4), foundations for applications other than as described in Sen- 
tence (1) shall be designed in accordance with Section 9.4, 


ee ee 


(3) Where a foundation is erected on filled ground, peat or sensitive clay, the footing sizes shall be designed 
in conformance with Section 4.2. 


(4) For the purpose of Sentence (3), sensitive clay means the grain size of the majority of the particles is 
smaller than 0.002 mm, including leda clay. 


9.15.1.2. Permafrost. Buildings erected on permafrost shall have foundations designed by a designer compe- 
tent in this field in accordance with the appropriate requirements of Part 4. 


9.15.1.3. Wood Frame Foundations 


(1) Foundations of wood frame construction are permitted to be used provided they conform to Sentence 
(2) or (3). 


(2) Except as provided in Sentence (3), wood frame foundations shall be designed in conformance with 
Part 4. 





} (3) Wood frame foundations need not conform to Sentence (2) provided such foundations, including their 
lateral supports, conform to CAN3-S406, “Construction of Preserved Wood Foundations . 


| (4) The foundations referred to in Sentence (3) shall be supported on soi/ having an allowable bearing pres- 
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sure of not less than 75 kPa and shall not be subjected to loads that exceed those determined from the design 
assumptions listed in Clause 1.1.2. of the Standard. 


9.15.2. General 
9,15.2.1. Concrete. Concrete shall conform to Section 9.3. 


9,15.2.2. Concrete Block. Concrete block shall be /oadbearing type conforming to CAN3-A165.1, ‘Concrete! 
Masonry Units” and shall have a compressive strength over the gross area of the block of at least 7.5 MPa for 
hollow units and 12.5 MPa for solid units. 


9.15.2.3. Unit Masonry Construction. Mortar, mortar joints, corbelling and protection for unit masonry shall 
conform to Section 9.20. 


9.15.2.4. Pier Type Foundations 


(1) Where pier type foundations are used, the piers shall be designed to support the applied loads from the. 
superstructure. | 


installed to support the principal framing members and shall be spaced not more than 3.5 m apart along the! 
framing, unless the piers and their footings are designed for larger spacings. 


(3) The height of piers described in Sentence (2) shall not exceed 3 times their least dimension at the base of! 
the pier, 


(4) Where concrete block is used for piers described in Sentence (2), they shall be laid with cores placed ver- | 
tically, and when the width of the building is 4.3 m or less, placed with their longest dimension at right angles | 
to the longest dimension of the building. 4 


9.15.3. Footings 


9.15.3.1. Footings Required. Footings shall be provided under walls, pilasters, columns, piers, fireplaces and, 
chimneys that bear on soil or rock, except that footings may be omitted under piers or monolithic concrete 
walls if the safe /oadbearing capacity of the soil or rock is not exceeded. 


9.15.3.2. Support of Footings. Footings shall rest on undisturbed soil, rock or compacted granular fill. | 






9.15.3.3. Footing Sizes ! 


(1) Except as provided in Sentences (2) to (6), the minimum footing size shall be as shown in | 
9.15.3.A. provided the length of supported joists does not exceed 4.9 m and the design live load on any floor 
supported by the footing does not exceed 2.4 kPa. (Table 4.1 Honeys a | 


(2) Where the design live load exceeds 2.4 kPa or the length of the supported joists exceeds 4.9 m, footings 
shall be designed in accordance with Section 4.2. 


(3) The strip footing sizes for exterior walls shown in Column 2 of Table 9.15.3.A. shall be increased by | 
65 mm for each storey of masonry veneer over wood frame construction supported by the foundation wall. 


(4) The strip footing sizes for exterior walls shown in Column 2 of Table 9.15.3.A. shall be increased by 
130 mm for each storey of masonry construction supported by the foundation wall. 


a a ee 


_ (5) The minimum strip footing sizes for interior walls shown in Column 3 of Table 9.15.3.A. shall be. 
increased by 100 mm for each storey of masonry construction supported by the footing. | 


_ (6) The footing area for column spacings other than shown in Table 9.15.3.A. shall be adjusted in propor- 
tion to the distance between columns. 
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Table 9.15.3.A. 
Forming Part of Article 9.15.3.3. 








Minimum Footing Sizes 


Minimum Width of Minimum Footing 
No. of Floors Strip Footings, mm Area for Columns 
Supported Spaced 3 mo.c., (1) 
Supporting Supporting m- 
Exterior Walls Interior Walls 





250 (2) 200 (3) 0.4 
350 (2) 350 (3) 0.75 
450 (2) 500 (3) 1.0 


1 
2D 
3 


Notes to Table 9.15.3.A.: 

|(1) See Sentence 9.15.3.3.(6) 
i(2) See Sentence 9.15.3.4.(3) 
(3) See Sentence a Ie ee ba) 











9,15.3.4. High Water Table. Where a foundation rests on gravel, sand or silt in which the water table level is 
\less than the width of the footings below the bearing surface, the footing width shall be not less than twice the 
width required by Article 9.15.3.3. 





9.15.3.5. Non-Loadbearing Walls. Footings for interior non-loadbearing masonry walls shall be at least 
200 mm wide for walls up to 5.5 m high and shall be increased by 100 mm for each additional 2.7 m of height. 


-9.15.3.6. Thickness. Footings shall be at least 100 mm in thickness except when greater thicknesses are 
required because of the projection of the footing beyond the supported element. 


.9.15.3.7 Footing Projection. The projection of an unreinforced footing beyond the supported element shall be 
‘not greater than the thickness of the footing. 


9.15.3.8. Step Footings. When step footings are constructed, the vertical rise between horizontal portions shall 
‘not exceed 600 mm for firm soils and 400 mm for sand or gravel. The horizontal distance between risers shall 
‘not be less than 600 mm. 


9.15.4. Foundation Walls 


| 9.15.4.1. Foundation Wall Thickness. Where average stable soils are encountered, the thickness of foundation 
walls subject to lateral earth pressure shall conform to Table 9.15.4.A. for walls not exceeding 2.5 m in unsup- 
ported height. 


| 
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Table 9.15.4.A. 
Forming Part of Article 9.15.4.1. 

































Thickness of Foundation Walls 
Maximum Height of Finish Grade 
Above Basement Floor or Inside Grade 
Type of Minimum Foundation Foundation 
Foundation Wall Wall Laterally Wall Laterally 
Wall Thickness, Unsupported Supported 
mm At the Top, (1) At the Top, (1) 
m 
Solid concrete 150 
(15 MPa min. strength) 200 
250 
300 
Nie Se ee Se Mots hee od 
Solid concrete 150 
(20 MPa min. strength) 200 
250 
300 
Unit masonry 140 
190 
240 
290) 
Column 1 Z 





Note to Table 9.15.4.A.: 
(hy See Articie’O13.4.2. 
9.15.4.2. Lateral Support 
(1) For the purposes of Article 9.15.4.1., foundation walls shall be considered laterally supported at the top 
if such walls support solid masonry superstructure or if the floor joists are embedded in the top of the 


foundation walls. 


(2) Foundation walls shall also be considered to be supported at the top if the floor system is anchored to the 


top of the foundation walls with anchor bolts, in which case the joists may run either parallel or perpendicular — 


to the foundation wall. 


(3) When a foundation wall contains an opening more than 1.2 m in length or contains Openings in more 
than 25 per cent of its length, that portion of the wall beneath such openings shall be considered laterally 
unsupported, unless the wall around the opening is reinforced to withstand the earth pressure. 


(4) When the length of solid wall between windows is less than the average length of the windows, the com- 
bined length of such windows shall be considered as a single opening for the purposes of Sentence (3). 


9.15.4.3, Extension above Ground Level. Exterior foundation walls shall extend not less than 150 mm above 
finished ground level. 


9.15.4.4. Reduction in Thickness 


(1) Where the top of a foundation wall is reduced in thickness to permit the installation of floor joists, the 
reduced section shall be not more than 350 mm and not less than 90 mm thick. 


. (2) Where the top of a foundation wall is reduced in thickness to permit the installation of a masonry exte- 
rior facing, the reduced section shall be not less than 90 mm thick and tied to the facing material with metal 


ties conforming to Sentence 9.20.9.4.(3) spaced not more than 200 mm o.<c. vertically and 900 mm o.c. hori- 
zontally. 


(3) The space between wall and facing described in Sentence (2) shall be filled with mortar. 


9.15.4.5. Corbelling. Corbelling of foundation walls supporting cavity walls shall conform to Article 9.20.12.2. 


ISa0 







4 


| 


| 
| 
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| 9,15.4.6. Crack Control Joints 


(1) Crack control joints shall be provided in foundation walls more than 25 m long at intervals of not more 
than 15 m. 





| (2) Joints required in Sentence (1) shall be designed to resist moisture penetration and shall be keyed to pre- 
vent relative displacement of the wall portions adjacent to the joint. 


9.15.4.7. Interior Masonry Walls. Interior masonry foundation walls not subject to lateral earth pressure shall 
conform to Section 9.20. 
| 9.15.5. Joist and Beam Support 


| 9.15.5.1. Support of Floor Joists 


i 
lj 


| : ; 

_ (1) Except as permitted in Sentence (2), foundation walls of hollow unit masonry supporting floor joists 

shall be capped with at least 50 mm of solid masonry or concrete, or have the top course filled with mortar or 
concrete. 


(2) Capping required in Sentence (1) is permitted to be omitted in localities where termites are not known 
to occur when the joists are supported on a wood plate not less than 38 mm by 89 mm where the siding over- 
laps the foundation wall not less than 12 mm. 


| 9.15.5.2. Support of Beams 
(1) Not less than a 190 mm depth of solid masonry shall be provided beneath beams supported on masonry. 


_ (2) Where the beam referred to in Sentence (1) is supported below the top of the foundation walls, the ends 
_of such beams shall be protected from the weather. 





9.15.5.3. Pilasters 
| (1) Pilasters shall be provided under beams that frame into 140 mm unit masonry foundation walls. 


| (2) Pilasters required in Sentence (1) shall be not less than 90 mm by 290 mm and shall be bonded or tied 
into the wall. 


(3) The top 200 mm of pilasters required in Sentence (1) shall be solid. 
| 9.15.6. Parging and Finishing 


| 9.15.6.1. Foundation Walls below Ground. Concrete block foundation walls shall be parged on the exterior 
_ face below ground level as required in Section 9.13. 


| 


9.15.6.2. Foundation Walls above Ground. Exterior surfaces of concrete block foundation walls above ground 


| level shall have tooled joints, or shall be rendered, parged or otherwise suitably finished. 
| 9.15.6.3. Form Ties. All form ties shall be removed at least flush with the concrete surface. 
| Section 9.16 Slabs-on-Ground 

9.16.1. Scope 


| 9.16.1.1. Application. This Section applies to concrete slabs supported on ground or granular fill which do not 
provide structural support for the superstructure. 


| 9,16.1.2. Structural Floor Slabs. Floor slabs that support loads from the superstructure shall be designed in 
| conformance with Part 4. 
| 9.16.1.3. Dampproofing and Waterproofing. Dampproofing and waterproofing shall conform to Section 9.13. 
| 9.16.2. Granular Material Beneath Slabs 
| 9,16.2.1. Granular Fill 


(1) Except for slabs in garages, not less than 100 mm of coarse clean granular material containing not more 
than 10 per cent of material that will pass a 4 mm sieve shall be placed beneath slabs in dwelling units. 





| (2) Any other fill beneath the top portion of coarse clean granular material referred to in Sentence (1) shall 
be compacted. 


| 9.16.3. Drainage 


| 9.16.3.1. Prevention of Water Accumulation. Except as provided in Article 9.16.3.2. or where it can be shown 
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to be unnecessary, the accumulation of water underneath a slab-on-ground shall be prevented by grading or 
drainage. 


9.16.3.2. Hydrostatic Pressure. Where ground water levels may cause hydrostatic pressure beneath the slab, 
the slab shall be designed to resist such pressures. 


9.16.3.3. Floor Drains. When floor drains are installed the floor surface shall be sloped so that no water can 
accumulate. 


9.16.4. Concrete 
9.16.4.1. Floor Finish 
(1) The finished surface of concrete slabs shall be trowelled smooth and even. 
(2) Dry cement shall not be added to the floor surfaces to absorb surplus water. 
9.16.4.2. Compressive Strength 


(1) Where dampproofing is not provided the concrete used for slabs-on-ground shall have a compressive 
strength of not less than 25 MPa after 28 days. 


(2) Where dampproofing is provided as described in Subsection 9.13.6., the concrete used for slabs-on- 
ground shall have a compressive strength of 15 MPa after 28 days. 


9.16.4.3. Thickness. Concrete slabs shall not be less than 75 mm thick exclusive of concrete topping. 
9.16.4.4. Bond Break. A bond-breaking material shall be placed between the slab and footings or rock. 
9.16.5. Joints 


9.16.5.1. Joints and Penetrations in Slabs. In locations where termites are known to occur, joints between 
slabs-on-ground and foundation walls and spaces around pipes, conduit or ducts that penetrate such slabs shall 
be filled with bitumen. 


Section 9.17 Columns 
9.17.1. Scope 
9.17.1.1. Application 


(1) This Section applies to columns used to support carport roofs floors where the length of joists carried by 
such beams does not exceed 5 m and the /ive load on any floor does not exceed 2.4 kPa. 


(2) Columns for applications other than as described in Sentence (1) shall be designed in accordance with 
Part 4. 


9.17.2. General 
9.17.2.1, Location. Columns shall be centrally located on a footing conforming to Section 9.15. 


9.17.2.2. Fastening. Columns shall be securely fastened to the supported member to prevent lateral move- 
ment. 


9.17.3. Steel Columns 


9.17.3.1. Size and Thickness 


(1) Except as permitted in Sentence (2), steel pipe columns shall have an outside diameter of 73 mm and a 
wall thickness of 4.76 mm. 


(2) Columns of sizes other than as specified in Sentence (1) may be used where the loadbearing capacities 
are shown to be adequate. 


9.17.3.2. End Bearing Plates 

(1) Except as permitted in Sentence (2), steel columns shall be fitted with not less than 100 mm by 100 mm 
by 6.35 mm thick steel plates at each end, and where the column supports a wooden beam, the top plate shall 
extend across the full width of the beam. 


_(2) The top plate required in Sentence (1) may be omitted where a column supports a steel beam and provi- 
sion Is made for the attachment of the column to the beam. 
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9,17.3.3. Paint. Steel columns shall be treated on the outside surface with not less than | coat of rust-inhibitive 
paint. 


9.17.3.4. Adjustable Steel Columns. Adjustable steel columns shall conform to CAN/CGSB 7.2-M, *Adjust- 
able Metal Columns.” 


9.17.4. Wood Columns 
9.17.4.1. Column Sizes 
(1) The width or diameter of a wood column shall be not less than the width of the supported member. 


(2) Except as provided in Article 9.35.4.2., columns shall be not less than 184 mm for round columns and 
140 mm by 140 mm for rectangular columns, unless calculations are provided to show that lesser sizes are ade- 
quate. 


9.17.4.2. Materials 
(1) Wood columns shall be either solid, glue-laminated or built-up. 


(2) Built-up columns shall consist of not less than 38 mm thick full-length members bolted together with not 
less than 9.52 mm diam bolts spaced not more than 450 mm o.c.. or nailed together with not less than 76 mm 
nails spaced not more than 300 mm o.c. 


(3) Glued-laminated columns shall conform to Section 4As3% 


9.17.4.3. Columns in Contact with Concrete. Wood columns shall be separated from concrete in contact with 
the ground by 0.05 mm polyethylene film or Type S roll roofing. 


9.17.4.4. Wood Column Termite Protection 
(1) Where termites are known to exist, exterior wood columns such as porch supports shall be, 
(a) pressure treated with a chemical that is toxic to such termites, in accordance with Article 9.3.2.9; or 


(b) supported on non-cellulosic material extending at least 150 mm above grade and located at least 
50 mm from the exterior wall of an adjacent building. 


9.17.5. Unit Masonry Columns 

9,17.5.1. Materials. Unit masonry columns shall be built of loadbearing masonry units. 

9.17.5.2. Sizes. Unit masonry columns shall be at least 290 mm by 290 mm or 240 mm by 380 mm in size. 
9.17.6. Solid Concrete Columns 

9.17.6.1. Materials. Concrete shall conform to Section 9.3. 


9.17.6.2. Sizes. Concrete columns shall be not less than 200 mm by 200 mm for rectangular columns and 
230 mm diam for circular columns. 


Section 9.18 Crawl Spaces 
9.18.1. General 


9.18.1.1. Application. In this Section a crawl space refers to an enclosed space between the underside of a 
floor assembly and the ground cover directly below, with a clearance less than 1.8 m in height. 


9,18.1.2. Foundations. Foundations enclosing crawl spaces shall conform to Section 9.15. 
9.18.1.3. Insulation. Insulation shall conform to Section 9.25. 

9.18.1.4. Heating. Heating of crawl spaces shall conform to Section DiS 3s 

9.18.2. Access 

9.18.2.1. Access Openings 


(1) An access opening of not less than 500 mm by 700 mm shall be provided to each crawl space where the 
crawl space serves a single dwelling unit, and not less than 550 mm by 900 mm for other crawl spaces. 


(2) Access openings shall be fitted with a door or hatch, except when the access opening into the crawl space 
is from the adjacent basement and provides ventilation to the crawl space. 
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9.18.3. Ventilation 
9,18.3.1. General. Crawl spaces shall be ventilated by natural or mechanical means. 


9,18.3.2. Natural Ventilation. Except as otherwise permitted in Article 9.18.3.5., natural ventilation for crawl 
spaces shall be provided to the outside air by not less than 0.1 m° of unobstructed vent area for every 50 mx of 


floor area. 


9.18.3.3. Design of Vents. Vents for crawl spaces shall be designed to prevent the entry of snow, rain and 
insects, and shall be provided with tight-fitting covers to prevent air leakage in winter if the crawl space is 
heated. 


9.18.3.4. Distribution of Vents. Vents for crawl spaces shall be uniformly distributed on opposite sides of the 
building. 


9.18.3.5. Ventilation to the Outside Not Required. Ventilation to the outside air is not required when the crawl 
space is used as a warm-air plenum, or if the crawl space is vented to an adjacent basement with an opening 
conforming to Article 9.18.3.2. . 


9.18.4. Clearance 


9,18.4.1. Ground Clearance. The ground level in a crawl space shall be not less than 300 mm below the level 
of all joists and beams, except that in localities where termites are known to occur, the clearance shall be not) 
less than 450 mm, unless the joists are pressure treated with a chemical that is toxic to termites. 


9.18.4.2. Access Way to Services. Where equipment requiring service such as plumbing cleanouts, traps and: 
burners is located in crawl spaces, an access way with a height and width of not less than 600 mm shall be pro- 
vided from the access door to the equipment and for a distance of 900 mm on the side or sides of the equip- 
ment to be serviced. 


9.18.5. Drainage 
9.18.5.1. Floor and Access Trench Slope 


(1) Unless groundwater levels and site conditions are such that water will not accumulate in the crawl space, 
the crawl space floor and access trenches shall be sloped to drain to a sewer, ditch or dry well. 


(2) Drains shall conform to Section 9.14. 
9.18.6. Ground Cover 
9.18.6.1. Materials and Installation 


(1) A ground cover consisting of not less than 50 mm of asphalt or 10 MPa portland cement concrete, or 
Type S roll roofing or 0.10 mm polyethylene shall be provided in every crawl space. 


(2) Joints in sheet-type ground cover required in Sentence (1) shall be lapped not less than 100 mm and. 
weighted down. | 


9.18.7. Fire Protection 
9.18.7.1. Crawl Spaces as Warm Air Plenums 


(1) Crawl spaces used as warm-air plenums in buildings of residential occupancy shall be restricted to. 
|-storey portions of dwelling units. 


_ (2) Enclosing material in crawl spaces described in Sentence (1) including insulation shall have a surface | 
flame-spread rating not greater than 150. 


(3) Combustible ground cover used as enclosing material in Sentence (2) shall be covered with 
noncombustible material. 





Section 9.19 Roof Spaces 


9.19.1. Ventilation | 
9.19.1.1. Required Ventilation | 


(1) Except as provided in Article 9.19.1.2., every roof space or attic above an insulated ceiling shall be venti- 


ae with openings to the exterior to provide unobstructed vent area of not less than 1/300 of the insulated 
ce} Ing area. 
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(2) Vents required in Sentence (1) may be roof type, eave type, gable-end type or any combination thereof, 
and shall be uniformly distributed on opposite sides of the building. 


(3) Vents required in Sentence (1) shall be designed to prevent the entry of rain, snow and insects. 


(4) The unobstructed vent area shall be determined in conformance with CAN3-A93, ‘“‘Natural Airflow 
Ventilators for Buildings”. 


9.19.1.2. Low Slope Roofs 


(1) Where insulation is placed below the roof sheathing in roofs having a slope of less than 1 in 6 or in roofs 
that are constructed with roof joists, the unobstructed vent area shall be not less than 1/150 of the insulated 
ceiling area. 


(2) Vents described in Sentence (1) shall be uniformly distributed to ventilate each roof space. 
9.19.1.3. Cross Purlins 


(1) Except as provided in Sentence (2), cross purlins not less than 38 mm by 38 mm shall be applied to the 
top of the roof joists where the roof does not incorporate an attic space, and the top of the insulation shall be 
not less than 25 mm below the top of the roof joists. 


(2) Cross purlins required by Sentence (1) may be omitted where the roof slope is | in 6 or steeper provided 
the roof framing members run in the same direction as the roof slope and a minimum clearance of 75 mm is 
maintained between the underside of the roof sheathing and the top of the insulation throughout the length of 
the roof joist. ‘ 


(3) Vents in roofs described in Sentence (2) shall be distributed so that approximately 50 per cent of the 
required vent area is located near the lower part of the roof and approximately 50 per cent of the required vent 
area is near the ridge. 


9.19.1.4. Obstruction by Insulation. Ceiling insulation shall be installed in a manner which will not restrict a 
free flow of air through roof vents or through any portion of the roof space or attic. 


9.19.1.5. Mansard or Gambrel Roof 
(1) The lower portion of a mansard or gambrel style roof need not be ventilated. 


(2) The upper portion of roofs described in Sentence (1) shall be ventilated in conformance with the 
requirements in Articles 9.19.1.1. to 9.19.1.4., except that not less than 50 per cent of the required vent open- 
ing shall be provided near the junction of the upper and lower portions. 


9.19.2. Access 
9.19.2.1. Access to Attic Space 
(1) Every attic space shall be provided with an access stair or shall have a hatchway where 
(a) the area of the attic space is more than 10 m’, and 


(b) the attic space is more than 600 mm at the highest point, measured from the top of the ceiling joists 
to the underside of the rafters. 


(2) Where access required in Sentence (1) is provided by a hatchway, such opening shall be 
(a) not less than 500 mm by 700 mm where the hatchway serves not more than | dwelling unit, or 
(b) not less than 550 mm by 900 mm for all other attic hatchways. 
(3) The hatchway described in Sentence (2) shall be fitted with a door or cover. 
(4) The attic space above the access required in Sentence (1) shall be not less than 600 mm. 
Section 9.20 Above-Grade Masonry 
9.20.1. Scope 
9.20.1.1. Application 


(1) This Section applies to unreinforced masonry and masonry veneer in which the wall height above the 
foundation wall does not exceed 11 m, and in which the roof or floor system above the first storey is not of con- 
crete construction. 
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(2) For buildings other than described in Sentence (1), or where the masonry is designed on the basis of 
design loads and allowable stresses, Subsection 4.3.2. shall apply. 


9,20.1.2. Earthquake Reinforcement 

(1) In velocity-related or acceleration-related seismic zones, of 4 or greater, loadbearing elements of 
masonry buildings more than 1| storey in building height shall be reinforced with at least the minimum amount 
of reinforcement as required in Subsection 9.20.15. 

(2) In velocity-related or acceleration-related seismic zones, of 2 and 3, loadbearing elements of masonry 
buildings 3 storeys in building height shall be reinforced with at least the minimum amount of reinforcement as 
required in Subsection 9.20.15. 

9.20.2. Masonry Units 
9.20.2.1. Masonry Unit Standards 
(1) Masonry units shall comply with 
(a) CAN/CSA-A82.1, “Burned Clay Brick (Solid Masonry Units Made from Clay or Shale),”’ 
(b) CSA A82.3, “Calcium Silicate (Sand-Lime) Building Brick,” 
(c) CSA A82.4, “Structural Clay Load-Bearing Wall Tile,” 
(d) CSA A82.5, “Structural Clay Non-Load-Bearing Tile,” 
(e) CAN3-A165.1, “Concrete Masonry Units,” 
(f) CAN3-A165.2, “Concrete Brick Masonry Units,” 
(g) CAN3-A165.3, ‘““Prefaced Concrete Masonry Units,” 
(h) CAN3-A165.4, ‘*Autoclaved Cellular Units,” 
(i) ASTM C126, “Ceramic Glazed Structural Clay Facing Brick, and Solid Masonry Units,” or 


(j) ASTM C212, ‘Structural Clay Facing Tile.”’ 


9.20.2.2. Used Brick. Used bricks shall be free of old mortar, soot or other surface coating and shall conform 
to Article 9.20.2.1. 


9.20.2.3. Glass Blocks. Glass blocks shall not be used as /oadbearing units or in the construction of fireplaces | 
or chimneys. 


9.20.2.4, Foamed Concrete. Masonry made with foamed concrete shall not be used in contact with the soil or | 
exposed to the weather. 


9,.20.2.5. Stone. Stone shall be sound and durable. 
9.20.2.6. Concrete Units Exposed to the Weather 


(1) Loadbearing concrete units or non-loadbearing concrete units exposed to the weather shall have weight — 


and water absorption characteristics conforming to Classes A, B or C, described in CAN3-A 165.1, “Concrete 
Masonry Units”’. 


. (2) Where cellular concrete blocks are used in situations described in Sentence (1), allowance shall be made } 
in the design for the shrinkage characteristics of the units to be used. 


9.20.2.7. Compressive Strength. The compressive strength of masonry units shall conform to Table 9.20.2.A. 
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Table 9.20.2.A. 
Forming Part of Article 9.20.2.7. 


COMPRESSIVE STRENGTH OF MASONRY 


Minimum Compressive Strength 
Over Net Area (MPa) 





Type of Unit pt ie ee ie 
Exposed to Not Exposed 
Weather to Weather 
| Solid or hollow Concrete block 15 10 
Solid /oadbearing cellular units Not Permitted 5 
| Solid non-/oadbearing cellular units Not Permitted 2 
Column 1 Zz 3 












i Mortar 
| 9,20.3.1. Mortar Materials 


(1) Cementitious materials and aggregates for mortar shall comply with 


(a) CAN3-AS, “Portland Cements,” 





(b) CAN3-A8, ‘Masonry Cement,” 

(c) CSA A82.22, “Gypsum Plasters,” 

| (d) CSA A82.56, “Aggregate for Masonry Mortar,” 

| (e) ASTM CS, ‘“Quicklime for Structural Purposes,”’ or 
| (f) ASTM C207, “Hydrated Lime for Masonry Purposes.” 

| (2) Water and aggregate shall be clean and free of significant amounts of deleterious materials. 
| (3) Lime used in mortar shall be hydrated. 

| 


(4) If lime putty is used in mortar, it shall be made by slaking quicklime in water for not less than 24 h or 
_ soaking hydrated lime in water for not less than 12 h. 


9.20.3.2. Mortar Mixes 
| (1) Except as provided in Sentences (3) and (4), mortar mixes shall conform to Table 9.20.3.A. 
(2) Mortar containing portland cement shall not be used later than 2.5 h after mixing. 


(3) Mortar for sand-lime brick and concrete brick may consist of | part masonry cement to not less than 2.5 
or not more than 3 parts of aggregate by volume in addition to those mixes permitted in Table 9.20.3.A. 
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Table 9.20.3.A. 
Forming Part of Articles 9.20.3.2. 


Mortar Mix Proportions (By Volume) 


Masonry 
Cement Aggregate 
(Type H) 


All locations but not for use Vy if | 

with sand-lime or concrete VY, to to% 

brick 

All locations except foundation 

walls and piers, but not for use V2 to Bi 

with sand-lime or concrete Not less than 2% and | 
not more than 3 
times the sum of the 
the volumes of the 

i vi 
Sed : | 


brick 
(4) Mortar for glass block shall consist of 1 part portland cement, 1 part hydrated lime to not more than 4 
parts aggregate by volume. 


Permissible Use Portland 
of Mortar Cement 



















All locations except 
loadbearing walls of hollow 
units, parapet walls and 

chimneys 










All non-/oadbearing interior 
walls and all /oadbearing walls 
of solid units, except foundation 
walls, parapet walls and 
chimneys 


Column | 


9.20.4. Mortar Joints 
9.20.4.1. Thickness 
(1) Maximum average joint thickness shall be 12 mm. 
(2) Maximum thickness of an individual joint shall be 20 mm. 
9.20.4.2. Solid Masonry Units. Solid masonry units shall be laid with full head and bed joints. 


9.20.4.3. Hollow Masonry Units. Hollow masonry units shall be laid with mortar applied to head and bed 
joints of both i inner and outer face shells. 


9:26;5. Masonry Support 
9.20.5.1. Masonry Support 


(1) All masonry shall be supported on masonry, concrete or steel, except that masonry veneer walls may be 
supported on foundations of wood frame constructed in conformance with Sentence 9.15.1.3.(3). 


(2) Every masonry wall shall be at least as thick as the wall it supports, except as otherwise permitted in 
Article 9.20.12.2. 


9.20.5.2. Lintels or Arches 


(1) Masonry over openings shall be supported by steel, reinforced concrete or masonry lintels or arches 
designed to support the imposed load. 


(2) Except as permitted in Sentence (3), steel angle lintels supporting masonry above openings shall con- 
form to Table 9.20.5.A. 


(3) Steel angle lintels supporting masonry veneer above openings shall conform to Table 9.20.5.B. 
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Table 9.20.5.A. 
Forming Part of Sentence 9.20.5.2.(2) 


for Brick for Stone 


Exterior Angles a 


100 mm + 50mm 





































































stone facing Wall 
hick- 
L-90 L-90 L-90 
203 x 90 x 90 x 90 
| x 6 x 6 x 8 
11200 mm} L-90 x 90 103890 
or less <6 x 8 2Ls-90 | 2Ls-90 | 2Ls-90 
305 x 90 x 90 x 90 
<s x 6 x & 
L-90 L-90 | L-125 
203 x 90 x 90 x 90 
x8 x 8 x 8 
1500 mm| L-90 x 90 L-125'90 
| 5 x8 2Ls-90 | 2Ls-90 | 2Ls-90 
305 x 90 x 90 x 90 
x 8 x 8 x 8 
L-100 x 90 i125 1125 
x 8 <8 2Ls-100|2Ls-100|2Ls-125 
305 x 90 x 90 x 90 
si8 x8 x 8 
1006 - 1254-1 150 
203 S90" 1SO90" W) 501.00 
x 8 x 10 a0 
2100 mm) L-100 x 90 125 34125 
x 8 x8 2Ls-100}2Ls-125 |2Ls-125 
305 x 90 x 90 x 90 
xs x kO xvi 














13 25 
x8 





2Ls-150 
x 100 
ak) 


2Ls-125 
x 90 
aS) 


2Ls-125 
x 90 
x 8 
























Oeste NR) 
x10 


[F125 90 
x 10 





2Ls-150 


x 100 
x 10 








| 

















10 950 


L-100 
x 90 
egos 


2Ls-90 
x 90 
x § 





L-125 
x 90 
x 10 


2Ls-125 
x 90 
x 8 


215-125 
x 90 
slg 





2Ls-150 
x 100 
x 10 












Loose Steel Lintels for Masonry - No. & Size of Angles Required (7) 


Interior Angles 


14 600 


L-125 
x 90 
x 8 


2Ls-90 
x 90 
x 8 


L-125 
x 90 
al WS 


2Ls-125 


x 90 
ee 





Maximum Floor Loads per Metre of Span in 
Newtons (2) (4) (5) 


18 250 


L-125 
x 90 
x10 


2Ls-90 
x 90 
x 8 


L-150 
x 100 
x 10 





21s AOS 
x 90 
x 8 


21 900 


L-125 
x 90 
% 13 


2Ls-100 
x 90 
x 8 


2Ls-125 
x 90 
x 10 


2Ls-125|2Ls-150|2Ls-150 


x 90 
<-10 


2Ls-150 
x 100 
s-10 








x 100 
x10 








x 100 
x10 
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Table 9.20.5.A. (Cont'd) 
Forming Part of Sentence 9.20.5.2.(2) 


Loose Steel Lintels for Masonry - No. & Size of Angles Required (7) 


Exterior Angles 





Interior Angles 
for Brick for Stone 
Clear 
Span 100 mm + 50mm Maximum Floor Loads per Metre of Span in 
(1)(3) 100 mm stone facing Newtons (2) (4) (5) 





No Floor Load ness | None | 3650 | 7300 | 10950 | 14600 | 18 250 | 21 900 


Eat oe 
< 100 
<x 10 














| I os ie a Ws 
OS 


3 000 mm|L-150 x 100 
< 10 














Notes to Table 9.20.5.A.: 
(1) 150 mm min. bearing required for all lintels. 
(2) Omit floor load in lintel when distance to bottom of floor construction is greater than width of opening. 


(3) Interior and exterior angles in 200 mm walls and interior angles in 300 mm walls are bolted together when clear span is 
over 1800 mm. 


(4) When masonry lighter than brick is used over interior angles floor load may be increased by the difference in weight per 
sq. m times the width of the opening. Not generally available. 


(5) Interior angles have been designed for floor load plus brick masonry of height equal to width of opening. 
(6) fs = 138 MPa. 
Deflection maximum = 1/700 span. 


(7) The figures in the Table indicating wall thickness and angle cross-section are in mm. 


Table 9.20.5.B. 
Forming Part of Sentence 9.20.5.3.(3) 

















Maximum Allowable Spans for Steel Lintels 
Supporting Masonry Veneer, m 
Minimum Angle Size, 
75 mm 90 mm 100 mm 
Brick Brick Stone 
Vert. Horiz. Thickness 
Leg Leg 
90 75 6 B.D 
90) 90 6 D9 
100 90 6 2.79 
125 90 8 3.47 
125 90 10 3.64 





9.20.6. Thickness and Height 


9,20.6.1. Thickness of Exterior Walls 


(1) Masonry exterior walls, other than cavity walls, in l-storey buildings and the top storeys of 2-storey 
buildings shall be not less than 140 mm thick provided the walls are not more than 2.8 m high at the eaves and © 
4.6 m high at the peaks of gable ends. 


(2) The exterior walls of the bottom storeys of 2-storey buildings and walls of 3-storey buildings shall be not 
less than 190 mm thick. 


(3) In exterior walls composed of more than one wythe, each wythe shall be not less than 90 mm thick. 
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9.20.6.2. Cavity Walls 


(1) Cavity walls shall be made with not less than 90 mm wide units if the joints are raked and not less than 
75 mm wide units if the joints are not raked. 


(2) The width of a cavity in a cavity wall shall be not less than 50 mm nor greater than 150 mm. 


(3) The minimum thickness of cavity walls above the supporting base shall be 230 mm for the top 7.6 m and 
330 mm for the remaining portion, except that where 75 mm wide units are used, the wall height above the top 
of the foundation wall shall not exceed 6 m. 


9.20.6.3. Thickness of Interior Walls 
(1) The thickness of /oadbearing interior walls shall be determined on the basis of Article 9.20.10.1. 
(2) Interior non-/oadbearing walls shall be not less than 65 mm thick. 

9.20.6.4. Masonry Veneer Walls 


(1) Masonry veneer resting on a bearing support shall be of solid units not less than 70 mm thick for wall 
heights up to 11 m. 


(2) Veneer described in Sentence (1) over wood-frame walls shall have not less than a 25 mm air space 
behind the veneer. 


(3) Masonry veneer less than 90 mm thick shall have unraked joints. 


(4) Masonry veneer individually supported by the back-up material shall conform to the appropriate 
requirements contained in Subsection 4.3.2. 


9.20.6.5. Parapet Walls 


(1) The height of parapet walls above the adjacent roof surface shall be not more than 3 times the parapet 
wall thickness. 


(2) Parapet walls shall be solid from the top of the parapet to not less than 300 mm below the adjacent roof 
level. 


9.20.6.6. Facings. Limestone slab facings and precast concrete panel facings shall conform to the appropriate 
requirements of Subsection 4.3.2. 


9.20.7. Chases and Recesses 


9.20.7.1. Maximum Dimensions. Except as permitted in Sentence 9.20.7.2.(2) and Article 9.20.7.4., the depth 
of any chase or recess shall not exceed one-third the thickness of the wall, and the horizontal projection of the 
chase or recess shall not exceed 500 mm. 


9,20.7.2. Minimum Wall Thickness 


(1) Except as permitted in Sentence (2) and Article 9.20.7.4., no chase or recess shall be constructed in any 
wall 190 mm or less in thickness. 


(2) Recesses may be constructed in 190 mm walls provided they do not exceed 100 mm in depth and 
750 mm in height, and the horizontal projection of the recess does not exceed 500 mm. 


9,20.7.3. Separation of Chases and Recesses. Chases and recesses shall be not less than 4 times the wall thick- 
ness apart and not less than 600 mm away from any pilaster, cross wall, buttress or the vertical element provid- 
ing required lateral support for the wall. 


9.20.7.4. Non-Conforming Chases or Recesses. Chases or recesses that do not conform to the limits specified in 
Articles 9.20.7.1. to 9.20.7.3. shall be considered as openings, and any masonry supported above such a chase 
or recess shall be supported by a lintel or arch. 


9.20.7.5. Chases or Recesses Cut into Walls. Chases and recesses shall not be cut into walls made with hollow 
units after the masonry units are in place. 


9.20.8. Support of Loads 
9.20.8.1. Capping of Hollow Masonry Walls 


(1) Except as permitted in Sentence (2), /oadbearing walls of hollow masonry units supporting roof or floor 
framing members shall be capped with not less than 50 mm of solid masonry or have the top course filled with 
concrete. 


1561 


THE ONTARIO GAZETTE O. Reg. 413/90 


(2) Capping required in Sentence (1) may be omitted where the roof framing is supported on a wood plate 
not less than 38 mm by 89 mm. 


9,20.8.2. Cavity Walls Supporting Framing Members 
(1) Floor joists supported on cavity walls shall be supported on solid units not less than 57 mm high. 
(2) Floor joists described in Sentence (1) shall not project into the cavity. 


(3) Roof and ceiling framing members bearing on cavity walls shall be supported on not less than 57 mm of 
solid masonry, bridging the full thickness of the wall, or a wood plate not less than 38 mm thick, bearing not 
less than 50 mm on each wythe. 


9.20.8.3. Bearing of Beams and Joists 
(1) The bearing area under beams and joists shall be sufficient to carry the supported load. 
(2) Inno case shall the minimum length of end bearing of beams supported on masonry be less than 90 mm. 


(3) The length of end bearing of floor, roof or ceiling joists supported on masonry shall be not less than 
40 mm. 


9,20.8.4. Support of Beams and Columns 


(1) Beams and columns supported on masonry walls shall be supported on pilasters where the thickness of 
the masonry wall or wythe is less than 190 mm. 


(2) Not less than 190 mm depth of solid masonry or concrete shall be provided under the beam or column. 
(3) Pilasters required in Sentence (1) shall be bonded or tied to masonry walls. 

(4) Concrete pilasters required in Sentence (1) shall be not less than 50 mm by 300 mm. 

(5) Unit masonry pilasters required in Sentence (1) shall be not less than 100 mm by 290 mm. 


9,20.8.5. Distance to Edge of Supporting Members. The distance from the face of a wall to the edge of a sup- 
porting member attached to the structure, such as a shelf angle or the flange of a beam, shall not exceed 30 
mm, except as otherwise permitted in Subsection 4.3.2. 


9.20.9. Bonding and Tying 
9.20.9.1. Joints to be Offset or Reinforced 


joints at vertical intervals not exceeding 460 mm. 


(2) Where joints in the reinforcing referred to in Sentence (1) occur, the bars shall be lapped not less than 
150 mm. 









9.20.9.2. Bonding or Ties. Masonry walls that consist of 2 or more wythes shall have the wythes bonded or tied 


together with masonry bonding units as described in Article 9.20.9.3. or with metal ties as described in Articles’ 
9.20.9.4. 


9,20.9.3. Bonding with Masonry Units 





(1) Where wythes are bonded together with masonry units, the bonding units shall comprise not less than 4 
per cent of the wall surface area. 


(2) Bonding units described in Sentence (1) shall be spaced not more than 600 mm vertically and horizon- 
tally in the case of brick masonry and 900 mm o.c. in the case of block or tile. | 


(3) Units described in Sentence (1) shall extend not less than 90 mm into adjacent wythes. 


9.20.9.4. Bonding with Metal Ties 


(1) Where 2 or more wythes are bonded together with metal ties of the individual rod type, the ties shall, 
conform to the requirements in Sentences (2) to (7). | 


(2) Other metal bonding ties may be used where it can be shown that such ties provide walls that are at least 
as strong and as durable as those made with the individual rod type. 


(3) Metal ties of the individual rod type shall be corrosion-resistant and shall have 
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; (a) aminimum cross-sectional area of not less than 17.8 mm”, and 
(b) not less than a 50 mm portion bent at right angles at each end. 

(4) Metal ties of the individual rod type shall 
(a) extend from within 25 mm of the outer face of the wall to within 25 mm of the inner face of the wall, 
(b) be completely embedded in mortar except for the portion exposed in cavity walls, and 


i 
| 


(c) be staggered from course to course. 





) (5) Where 2 or more wythes in walls other than cavity walls are bonded together with metal ties of the indi- 
_ vidual rod type, the space between wythes shall be completely filled with mortar. 


| (6) Ties described in Sentence (5) shall be 


(a) located within 300 mm of openings and spaced not more than 900 mm apart around openings, and 





(b) spaced not more than 900 mm apart horizontally and 460 mm apart vertically at other locations. 
(7) Where the inner and outer wythes of cavity walls are connected with individual wire ties, the ties shall be 


(a) spaced not more than 600 mm apart horizontally within 100 mm of the bottom of each floor or room 
assembly where the cavity extends below the assemblies, 


(b) spaced not more than 900 mm horizontally and 400 mm apart vertically at other locations. 





9.20.9.5. Ties for Masonry Veneer 


(1) Masonry veneer 70 mm or more in thickness and resting on a bearing support shall be tied to masonry 
_ back-up or to wood framing members with not less than 0.76 mm thick, 22 mm wide corrosion-resistant straps 
| spaced in accordance with Table 9.20.9.A. and shaped to provide a key with the mortar. 
Table 9.20.9.A. 

Forming Part of Sentence 9.20.9.5.(1) 


Veneer Tie Spacing 





Maximum Vertical Spacing, Maximum Horizontal Spacing, 
mm mm 
400 800 
500 600 
600 400 
Column 1 2 








(2) Masonry veneer individually supported by masonry or wood-frame back-up shall be secured to the back- 
up in conformance with Subsection 4.3.2. 


| 9.20.9.6. Reinforcing for Glass Block 


} 

j 
| (1) Glass block shall have horizontal joint reinforcement of 2 corrosion-resistant bars of not less than 
3.76 mm diam or expanded metal strips not less than 75 mm wide spaced at vertical intervals not exceeding 
600 mm for units 190 mm or less in height and in every horizontal joint for units higher than 190 mm. 


(2) Reinforcement required in Sentence (1) shall be lapped not less than 150 mm. 


9.20.10. Lateral Support 


(1) Masonry walls shall be supported at right angles to the wall by floor or roof construction or by intersect- 
ing masonry walls or buttresses. 


| 

i 
9.20.10.1. Lateral Support Required 
(2) The maximum spacing of supports in Sentence (1) shall be 

(a) 20 times the wall thickness for all /oadbearing walls and exterior non-loadbearing walls, and 
| (b) 36 times the wall thickness for interior non-loadbearing walls. 
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(3) In applying Sentence (2), the thickness of cavity walls shall be taken as two-thirds of the sum of the 
thicknesses of the wythes. 


(4) Floor and roof constructions providing required lateral support for walls as required in Sentence (1) shall 
be constructed to transfer lateral loads to walls or buttresses approximately at right angles to the laterally sup- 
ported walls. 


9.20.11. Anchorage of Roofs, Floors and Intersecting Walls 
9.20.11.1. Anchorage of Floor or Roof Assemblies 


(1) Where required to provide lateral support, masonry walls shall be anchored to each floor or roof assem- 
bly at maximum intervals of 2 m, except that anchorage of floor joists not more than | m above grade may be 
omitted. 


(2) Anchors required in Sentence (1) shall be corrosion-resistant and be not less than the equivalent of 
40 mm by 4.76 mm thick steel straps. 


(3) Anchors required in Sentence (1) shall be shaped to provide a mechanical key with the masonry and 
shall be securely fastened to the horizontal support to develop the full strength of the tie. 


(4) When joists are parallel to the wall, anchors required in Sentence (1) shall extend across not less than 3 
joists. 
9.20.11.2. Anchorage of Intersecting Walls 


(1) Where required to provide lateral support, intersecting walls shall be bonded or tied together. 


(2) Fifty per cent of the adjacent masonry units in the intersecting wall referred to in Sentence (1) shall be 
embedded in the laterally supported wall, or corrosion-resistant metal ties equivalent to not less than 4.76 mm 
by 40 mm steel strapping shall be provided. 


(3) Ties required in Sentence (1) shall be spaced not more than 800 mm o.c. vertically and shaped at both 
ends to provide sufficient mechanical key to develop the strength of the ties. 


9.20.11.3. Wood Frame Walls Intersecting Masonry Walls 


(1) Wood-frame walls shall be tied to intersecting masonry walls with not less than 4.76 mm diam corrosion- 
resistant steel rods spaced not more than 900 mm o.c. vertically. 


(2) Ties required in Sentence (1) shall be anchored to the wood framing at one end and shaped to provide a 
mechanical key at the other end to develop the strength of the tie. 


9.20.11.4. Wood Frame Roof Systems 


(1) Except as permitted in Sentence (2), roof systems of wood-frame construction shall be tied to exterior 
walls by not less than 12.7 mm diam anchor bolts, spaced not more than 2.4 m apart, embedded not less than 
90 mm into the masonry and fastened to a rafter plate of not less than 38 mm thick lumber. 


(2) The roof system described in Sentence (1) is permitted to be anchored by nailing the wall furring strips 
to the side of the rafter plate. 


9.20.11.5. Cornices, Sills and Trim. Cornices, sills or other trim of masonry material which project beyond the 
wall face shall have not less than 65 per cent of their mass, but not less than 90 mm, within the wall or shall be 
adequately anchored to the wall with corrosion-resistant anchors. 


9.20.11.6. Anchor Bolts. Where anchor bolts are to be placed in the top of a pier, the pier shall be capped with 
concrete or reinforced masonry not less than 300 mm thick. 


9.20.12. Corbelling 
9.20.12.1. Corbelling 
(1) All corbelling shall consist of solid units. 


(2) The units referred to in Sentence (1) shall be corbelled so that the horizontal projection of any unit does 
not exceed 25 mm and the total projection does not exceed one-third of the total wall thickness. 


9.20.12.2. Corbelling for Cavity Walls 


(1) Cavity walls of greater thickness than the foundation wall on which they rest shall not be corbelled but 
may project 25 mm over the outer face of the foundation wall disregarding parging. 
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@) The unit masonry foundation wall referred to in Sentence (1) is permitted to be corbelled to meet flush 
with the inner face of a cavity wall provided the individual corbel does not exceed half the height or one-third 
the width of the corbelled unit and the total corbel does not exceed one-third the foundation wall thickness. 


9.20.12.3. Corbelling for Masonry Veneer 


(1) Masonry veneer resting on a bearing support shall not project more than 25 mm beyond the supporting 
base where the veneer is at least 90 mm thick, and 12 mm beyond the supporting base where the veneer is less 
than 90 mm thick. 


(2) In the case of rough stone veneer, the projection, measured as the average projection of the stone units, 
shall not exceed one-third the bed width beyond the supporting base. 


9.20.13. Control of Rain Water Penetration 
9.20.13.1. Materials for Exposed Flashing 


(1) Exposed flashing shall consist of not less than 1.73 mm sheet lead, 0.33 mm galvanized steel, 0.36 mm 
copper, 0.46 mm zinc or 0.48 mm thick aluminum. 


(2) Aluminum flashing in contact with masonry or concrete shall be effectively coated or separated from the 
masonry or concrete by an impervious membrane. 


9,20.13.2. Materials for Concealed Flashing. Concealed flashing shall consist of not less than 1.73 mm sheet 
lead, 0.33 mm galvanized steel, 0.36 mm copper, 0.46 mm zinc, Type S roll roofing, 0.15 mm polyethylene or 
0.05 mm copper or aluminum laminated to felt or kraft paper. 


9.20.13.3. Fastening of Flashing. Fastening devices for flashing shall be corrosion-resistant and compatible 
with the flashing with respect to galvanic action. 


9.20.13.4. Location of Flashing 
(1) Flashing shall be installed in masonry and masonry veneer walls 
(a) beneath jointed masonry window sills, 
(b) over the back and top of parapet walls, 
(c) over the heads of glass block panels, beneath weep holes, and 


(d) over the heads of window and door openings in exterior walls when the vertical distance between the 
top of a window or door trim and the bottom edge of the eave exceeds one-quarter of the horizontal 
eave overhang. 


9.20.13.5. Extension of Flashing 


(1) A flashing may be deleted when the masonry at the sill of a wall opening or the top of a wall is protected 
by an impervious non-jointed masonry coping which conforms to Article 9.20.13.13. 


(2) When installed beneath jointed sills and jointed copings or over the heads of openings, the flashing shall 
extend from the front edge of the masonry up behind the sill or lintel. 


9.20.13.6. Flashing for Weep Holes in Cavity Walls 
(1) Flashing beneath weep holes in cavity walls shall 
(a) be bedded not less than 25 mm in the inside wythe, 
(b) extend to not less than 5 mm beyond the outer face of the supporting wall, and 
(c) slope toward the outside wythe. 
9.20.13.7. Flashing for Weep Holes in Veneer 


(1) Flashing beneath weep holes in masonry veneer over wood-frame walls shall be installed so that it 
extends from a point not less than 5 mm beyond the outer face of the supporting wall to a point 150 mm up 
behind the sheathing paper. 


(2) Flashing described in Sentence (1) is permitted to conform to the requirements for concealed flashing in 
Article 9.20.13.2. 


9.20.13.8. Flashing Joints. Joints in flashing shall be made watertight. 
9.20.13.9. Required Weep Holes. Weep holes spaced not more than 800 mm apart shall be provided at the 
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bottom of the cavity in cavity wall and masonry veneer wall construction including the cavities above lintels 
over window and door openings required to be flashed in conformance with Article 9.20.13.4. 


9,20.13.10. Protection of Interior Finish 


(1) Where the interior finish of the exterior walls of a building is a type which may be damaged by moisture, 
exterior masonry walls, other than cavity walls or walls that are protected for their full height by a roof of a 
carport or porch, shall be 


(a) parged on the interior surface, and 


(b) covered with No. 15 breather-type asphalt-saturated paper conforming to CAN2-51.32, ‘Sheathing, 
Membrane, Breather Type’, and 


(c) the paper referred to in Clause (b) shall be lapped at least 100 mm at the joints. 


(2) Where the insulation effectively limits the passage of water vapour and is applied by a waterproof adhe- 
sive or by mortar directly to the masonry, the requirements for sheathing paper do not apply. 


9.20.13.11. Mortar Droppings. Cavity walls shall be constructed so that mortar droppings are prevented from 
forming a bridge to allow the passage of rain water across the cavity. 


9,20.13.12. Caulking at Door and Window Frames. The junction of door and window frames with masonry 
shall be caulked in conformance with Subsection 9.27.4. 


9,.20.13.13. Drips Beneath Window Sills. Except for wall openings located less than 150 mm above ground 
level, where a concealed flashing is not installed beneath window and door sills, such sills shall be provided 
with an outward slope and a drip located not less than 25 mm from the wall surface. 


9.20.13.14. Solid Bearing Surface for Pliable Flashings. The horizontal portion of any concealed pliable type 
flashings shall be installed upon a continuous solid bearing surface to prevent sags and water accumulation on 
the flashing. 


9.20.14. Protection 
9,20.14.1. Laying Temperature of Mortar and Masonry 


(1) Mortar and masonry shall be maintained at a temperature not below 5°C during installation and for not 
less than 48 h after installation. 


(2) No frozen material shall be used in the mix. 


9.20.14.2. Protection from Weather. The top surface of uncompleted masonry exposed to the weather shall be | 
completely covered with a waterproofing material when construction is not in progress. 


9.20.15. Reinforcement for Earthquake Resistance 


9.20.15.1. Amount of Reinforcement. Where reinforcement is required in this Section, masonry walls shall be | 
reinforced horizontally and vertically with steel having a total cross-sectional area of not less than 0.002 times | 
the cross-sectional area of the wall, so that not less than one-third of the required steel area is installed either | 
horizontally or vertically and the remainder in the other direction. 


9.20.15.2. Installation Standard. Where reinforcement for masonry is required in this Section, it shall be | 


installed in conformance with the requirements for reinforced masonry as contained in CAN3-A371, ‘‘Ma- 
sonry Construction for Buildings”’. | 


9.20.16. Corrosion Resistance 


9.20.16.1. Carbon steel connectors required to be corrosion-resistant shall be galvanized to at least the mini- | 
mum standards in Table 9.20.16.A. 
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Table 9.20.16.A. 
Forming Part of Article 9.20.16.1. 


Minimum Requirements for Galvanizing 


: Connector Material ASTM Standard Coating Class 








Wire ties and continuous reinforcing A153 Class B2 
(hot-dipped galvanizing) 458 g/m? 
Hardware and bolts A153 See A113 
Strip, plate, bars, and rolled sections A123 619 g/m 
(not less than 3.18 mm thick) 
Sheet A123 305 g/m* on material 
(less than 3.18 mm thick) 0.76 mm thick (1) 





| 


Notes to Table 9.20.16.A.: 


| (1) Astm A123 does not apply to metal less than 3.18 mm thick. Galvanizing coatings may be interpolated for thicknesses 
between 3.18 mm and 0.76 mm. 





| Section 9.21 Chimneys and Flues 
9.21.1. General 


| 9.21.1.1. Application. Except when otherwise specifically stated herein, this Section applies to rectangular 
chimneys of brick masonry or concrete not more than 12 m in height serving fireplaces or serving appliances 
having a combined total rated heat output of 120 kW or less, and to flue pipes serving appliances regulated by 
marticle 9.3311.2. 


| 9.21.1.2. Factory-Built Chimneys. Factory-built chimneys serving solid fuel-burning appliances, and their 
installation, shall conform to CAN/ULC4-S629, ‘‘Standard for 650°C Factory-Built Chimneys.” 


| 9.21.1.3. Chimneys, Gas Vents or Flue Pipes 





(1) Except as provided in Sentence (2), chimneys (other than those described in Articles 9.21.1.1. and 
9.21.1.2.), gas vents and flue pipes serving gas- oil- or solid-fuel burning appliances and associated equipment 
shall conform to Section 6.3. 


(2) Flue pipes serving solid-fuel burning stoves, ranges and space heaters shall conform to the requirements 
of CAN3-B365, ‘Installation Code for Solid-Fuel Burning Appliances and Equipment.” 


9.21.1.4. Chimney or Flue Pipe Walls. The walls of any chimney or flue pipe shall be constructed to be smoke- 
and flame-tight. 


9.21.2. Chimney Flues 


9.21.2.1. Chimney Flue Limitation. A chimney flue serving a fireplace or incinerator shall not serve any other 
appliance. 


9.21.2.2. Connections of More Than One Appliance 


(1) Except as required in Article 9.21.2.1., 2 or more fuel-burning appliances may be connected to the same 
chimney flue provided adequate draft is maintained for the connected appliances and the connections are made 
as described in Sentences (2) and (3). 


(2) Where 2 or more fuel-burning appliances are connected to the same chimney flue, the appliances must 
be located on the same storey. 


(3) The connection referred to in Sentence (2) for a solid fuel-burning appliance shall be below connections 
for appliances burning other fuels. 


(4) Solid fuel-burning appliances shall not be connected to a chimney flue serving a gas burning appliance. 


9.21.2.3. Inclined Chimney Flues. Chimney flues shall not be inclined more than 45° to the vertical. 
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9,21.2.4. Size of Chimney Flues 


(1) Except for chimneys serving fireplaces, the size of a chimney flue shall conform to the requirements of 
the appliance installation standards referenced in Sentence 6.2.1.4.(1) and Article 9.33.1.2. 


(2) Where a chimney flue serves only one appliance, the flue area shall be at least equal to that of the flue 
pipe connected to it. 


9,21.2.5. Fireplace Chimneys. The minimum size of a chimney flue serving a masonry fireplace shall conform 
to Table 9.21.2.A. or Table 9.21.2.B. 


Table 9.21.2.A. 
Forming Part of Article 9.21.2.5. 





Diameter of Round Flues for Fireplace Chimneys, mm 


















Maximum Fireplace Chimney Height, m 
Opening, m- 
0.15 140 124 116 
0.25 18] 156 145 
0.35 Zia 184 171 
0.50 Pe) 218 202 
0.65 287 247 22e 
0.80 318 213 251 
0 356 303 279 
ie 388 331 304 
1.4 419 358 328 
1.6 448 382 349 
1.8 — 404 Ei 
2.0) -- 425 390 
Die — — 407 
Table 9.21.2.B. 


Forming Part of Article 9.21.2.5. 

















9.21.2.6. Oval Chimney Flues. The width of an oval chimney flue shall be not less than two-thirds its breadth. | 
9.21.3. Chimney Lining 


9.21.3.1. Lining Materials. Every masonry or concrete chimne 


or metal. 
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Nominal Rectangular Flue Sizes for Fireplace Chimneys, mm 
Maximum Fireplace Chimney Height, m 

Opening, m {_>S 
3.0 4.6 6.0 9.0 | 

200 x 200 200 x 200 200 x 200 200 x 200 

0.25 200 x 300 200 x 200 200 x 200 200 « 200 

0.35 200 x 300 200 x 300 200 x 300 200 x 200 
0.50 300 x 300 300 x 300 300 x 300 200 x 300 ; 
0.65 300 x 400 300 x 300 300 x 300 300 x 300 | 
0.80 400 x 400 300 x 400 300 x 400 300 x 300 | 

1.0 400 x 400 400 x 400 300 x 400 300 x 400 

12 — 400 x 400 400 x 400 300 x 400 

1.4 — = 400 x 400 400 x 400 
1.6 a — = 400 x 400 
1.8 oe te ont eA 
2.0 sth = me a | 
hae . 
Column 1 2 3 4 5 


'y shall have a lining of clay, concrete, firebricl. 










| 
t 


{ 
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9,.21.3.2. Joints in Chimney Liners 


(1) Joints of chimneys liners shall be sealed to provide a barrier to the passage of flue gases and condensate 
into the cavity between the liner and the surrounding masonry. 


(2) Joints of clay, concrete or firebrick chimney liners shall be struck flush to provide a straight, smooth, 
aligned chimney flue. 


.21.3.3. Clay Liners 
| (1) Clay liners shall conform to ASTM C315, “Clay Flue Linings”’. 


(2) Liners referred to in Sentence (1) shall be not less than 15.9 mm thick and shall be capable of resisting, 
without softening or cracking, a temperature of 1100°C. 


Ip. 21.3.4. Firebrick Liners. Firebrick liners shall conform to ASTM C27, “Classification of Fireclay and High 
mina Refractory Brick”’ and shall be laid with high temperature cement mortar conforming to CGSB 10- 


GP-3Ma, “Refractory Mortar. Air Setting”. 


9.21.3.5. Concrete Liners. Concrete flue liners shall conform to Clause 4.2.6.4. of CAN/CSA-A405, “Design 
and Construction of Masonry Chimneys and Fireplaces.” 


| 
9.21.3.6. Metal Liners 


(1) Metal liners shall be constructed of at least 0.3 mm thick stainless steel. 


(2) Metal liners referred to in Sentence (1) shall only be used in chimneys serving gas-, or oil-burning 


appliances. 
} 
9,21.3.7. Installation of Chimney Liners. Chimney liners shall be installed when the surrounding masonry or 


concrete is placed. 





9.21.3.8. Spaces between Liners and Surrounding Masonry 


| (1) Spaces between the liner and surrounding masonry shall not be filled with mortar where the chimney 


walls are less than 190 mm in thickness. 

(2) A space not less than 10 mm wide shall be left between a liner and the surrounding masonry. 
9.21.3.9. Mortar for Chimney Liners 

| (1) Chimney liners used in chimneys for solid fuel-burning appliances shall be laid in a full bed of 


(a) high temperature cement mortar conforming to CGSB 10-GP-3Ma, ‘Refractory Mortar, Air Set- 
ting,” or 
} 


| (b) mortar consisting of 1 part portland cement to 3 parts sand by volume. 





(2) Chimney liners used in chimneys for oil-or gas-burning appliances shall be laid in a full bed of mortar 
consisting of | part Portland cement to 3 parts sand by volume. 


1.21.3.10. Extension of Chimney Liners. Chimney liners shall extend from a point not less than 200 mm below 
the lowest flue pipe connection to a point not less than 50 mm or more than 100 mm above the chimney cap. 


9.21.4. Masonry and Concrete Chimney Construction 


| 
9.21.4.1. Unit Masonry. Unit masonry shall conform to Section 9.20. 
| 
9.21.4.2. Concrete. Concrete shall conform to Section 9.3. 


9.21.4.3. Footings. Footings for masonry chimneys and concrete chimneys shall conform to the requirements in 
IR 


oo a ee 


9.21.4.4. Height of Chimney Flues. A chimney flue shall extend not less than 900 mm above the highest point 
t which the chimney comes in contact with the roof, and not less than 600 mm above the highest roof surface 


or structure within 3 m of the chimney. 

9.21.4.5. Lateral Stability. Chimneys shall be braced when necessary to provide lateral stability. 
9,21.4.6. Chimney Caps 

| (1) The top of a chimney shall have a waterproof cap of reinforced concrete, masonry Or metal. 
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(2) The cap required in Sentence (1) shall slope from the lining and be provided with a drip not less than 
25 mm from the chimney wall. 


(3) Cast-in-place concrete caps shall be separated from the chimney liner by a bond break and be sealed at 
that location. 


(4) Jointed precast concrete or masonry chimney caps shall have flashing installed beneath the cap extend- 
ing from the liner to the drip edge. 


9,21.4.7. Cleanout. Except for a chimney flue constructed to serve a masonry fireplace, every chimney flue | 


shall have a cleanout opening furnished with a tight-fitting metal frame and door installed near the base of the 
chimney flue. 


9,21.4.8. Wall Thickness. The walls of a masonry chimney shall be built of solid units not less than 75 mm 


thick. 
9.21.4.9. Separation of Flue Liners 


(1) Flue liners in the same chimney shall be separated by not less than 75 mm of masonry or concrete exclu- 


sive of liners where clay liners are used, or 90 mm of firebrick where firebrick liners are used. 

(2) Flue liners referred to in Sentence (2) shall be installed to prevent significant lateral movement. 
9.21.4.10. Flashing. Junctions with adjacent materials shall be adequately flashed to shed water. 
9.21.5. Clearance from Combustible Construction 


9,21.5.1. Clearance from Combustible Materials 


(1) The clearance between masonry or concrete chimneys and combustible framing shall be not less than | 


50 mm for interior chimneys and 12 mm for exterior chimneys. 


(2) A clearance of not less than 150 mm shall be provided between a cleanout opening and combustible — 


material. 


(3) Flooring shall have not less than a 12 mm clearance from masonry or concrete chimneys. 


9.21.5.2. Sealing of Spaces. All spaces between masonry or concrete chimneys and combustible framing shall © 


be sealed top or bottom with noncombustible material. 


9.21.5.3. Support of Joists or Beams. Joists or beams may be supported on masonry walls which enclose 
chimney flues provided the combustible members are separated from the flue by a minimum of 290 mm of solid 
masonry. 


Section 9.22 Fireplaces 
9.22.1. General 


9.22.1.1. Application. Except as otherwise stated herein, this Section applies to masonry fireplaces con- 
structed on site. 


9.22.1.2, Masonry and Concrete. Except as otherwise stated in this Section, unit masonry shall conform to 
Section 9.20 and concrete to Section 9.3. 


9.22.1.3. Footings. Footings for masonry and concrete fireplaces shall conform to Section 9.15. 


9.22.1.4. Combustion Air 


(1) Except as permitted in Article 9.22.1.5. and 9.22.1.6., every fireplace, including a factory-built fire- 
place, shall have a supply of combustion air from outdoors in accordance with Sentences (2) to (12) 


(2) The combustion air shall be supplied by a noncombustible and corrosion-resistant supply duct. 
(3) The supply duct shall have 

(a) a diameter of at least 100 mm or an equivalent area, 

(b) an exterior intake for entry of air from the outdoors, and 


(c) an interior outlet for providing air for the fire chamber. 


(4) The supply duct shall contain a tight-fitting damper that shall be located close to the interior outlet and 
be operable from the room containing the fireplace. 
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(5) The operating mechanism shall clearly indicate the actual position of the damper. 


(6) The interior outlet shall, 





(a) be located as close as possible to the opening in the face of the fireplace, 
(b) be designed to prevent embers from entering the supply duct, and 


| (c) where it is placed inside the fire chamber, be located at the front centre of the fire chamber hearth 
and be equipped with a noncombustible hood. 





| (7) The exterior intake shall be protected against the entry of rain and direct wind and have an insect screen 
_ of corrosion-resistant material. 


| (8) Where the exterior intake is located above the level of the fire chamber hearth, the interior outlet shall 
be located at a level at or below the level of the hearth. 


_ (9) Where the interior outlet is located in the fire chamber and the exterior intake is located at or below the 
eve! of the fire chamber hearth, the supply duct shall be installed with a minimum clearance from combustible 
material of 50 mm for a distance of | m measured from the outlet. 


(10) Where the interior outlet is located in the fire chamber hearth and the exterior intake is located above 
\the level of the fire chamber hearth, the supply duct shall be installed with a minimum clearance from 
combustible material of, 








(a) 50 mm fora distance of 1 meter measured from the outlet, and 
(b) 25 mm for the remainder of the supply duct to the intake. 


_ (11) The exterior intake shall be located to avoid being blocked by snow or fallen leaves. 





(12) Where the supply duct is exposed to a heated space, the duct shall be insulated to provide a thermal 
resistance of not less than RSI 1.4. 


9.2.1.5. Combustion Air for Factory-Built Fireplaces. Factory-built fireplaces need not be installed to con- 
form with Sentences 9.22.1.4.(2) to (10) where comparable provisions are included as part of a factory-built 
fireplace conforming to Article 9.22.8.1. 


9.22.1.6. Combustion Air for Steel Fireplace Liners. A steel fireplace liner need not be installed to conform 
with Sentences 9.22.1.4.(2) to (10) where comparable provisions are included as part of a steel fireplace liner 
conforming to Article 9.22.2.3. 


i 


9.22.2. Fireplace Liners 


9.22.2.1. Fireplace Liners. Except where a fireplace is equipped with a steel liner, every fireplace shall have a 
firebrick liner not less than 50 mm thick for the sides and back and not less than 25 mm thick for the floor. 





9,22.2.2. Firebrick Liners 


(1) Firebrick liners shall be laid with high temperature cement mortar conforming to CGSB 10-GP-3Ma, 
“Refractory Mortar, Air Setting” 


(2) Joints between a firebrick liner and the adjacent back-up masonry shall be offset. 


9.22.2.3. Steel Liners. Steel liners for fireplaces shall conform to CAN/ULC-S639M, “Standard for Steel 
Liner Assemblies for Solid-Fuel Burning Masonry Fireplaces,”’ and shall be installed in accordance with the 
installation instructions required by that Standard. 


9.22.3, Wall Thickness 
22.3.1. Thickness of Walls 


(1) Except as provided in Sentences (2) and (3), the back and sides of a fireplace shall be at least 190 mm 
hick where a metal liner or a 50 mm thick firebrick liner is used, including the thickness of the masonry liner. 


| (2) Portions of the back exposed to the outside may be 140 mm thick. 


_ (3) When asteel fireplace liner is used with an air circulating chamber surrounding the firebox, the back and 
sides of the fireplace shall consist of not less than 90 mm thickness of solid masonry units or 190 mm thickness 
of hollow masonry units. 
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9.22.4. Openings | 


9,22.4.1. Masonry above openings shall be supported by steel lintels conforming to Sentence 9.20.5.2.(2). 
reinforced concrete or a masonry arch. 


9.22.5. Hearth 


9,.22.5.1. Hearth Extension | 
(1) Except as required in Sentence (2), fireplaces shall have a noncombustible hearth extending not less than) 
400 mm in front of the fireplace opening measured from the facing, and not less than 200 mm beyond each 
side of the fireplace opening. | 
(2) Where the hearth is elevated more than 150 mm above the hearth extension, the width of the hearth 
extension shall be increased by | 


(a) 50 mm for an elevation above 150 mm and not more than 300 mm, and 


(b) an additional 25 mm for every 50 mm in elevation above 300 mm. 


9,22.5.2. Support of Hearth 


(1) Except as permitted in Sentence (2), the hearth shall be supported on not less than a 140 mm thick trim- 
mer arch of solid masonry units or not less than a 100 mm thick reinforced concrete trimmer. 


(2) A hearth extension for a fireplace with an opening raised not less than 200 mm from a combustible floor 
is permitted to be placed on that floor provided the requirements of Clauses 5.3.6.5. to 5.3.6.7. of CAN/CSA- 
A405, “Design and Construction of Masonry Chimneys and Fireplaces” are followed. 


9.22.6. Damper 


9,22.6.1. Location of Damper. The throat of every fireplace shall be equipped with a metal damper sufficiently 
large to cover the full area of the throat opening. 


9.22.7. Smoke Chamber 


9,22.7.1. Slope of Smoke Chamber. The sides of the smoke chamber connecting a fireplace throat with a flue 
shall not be sloped at an angle greater than 45° to the vertical. | 


9,22.7.2. Wall Thickness. The thickness of masonry walls surrounding the smoke chamber shall be not less 
than 190 mm at the sides, front and back, except that the portions of the back exposed to the outside may be. 
140 mm thick. 


9.22.8. Factory-Built Fireplaces 


9.22.8.1. Standard. Factory-built fireplaces and their installation shall conform to CAN/ULC S610, “Standard: 
for Factory-Built Fireplaces.” 


\\ 
9.22.9. Clearance of Combustible Material 
j 
9.22.9.1. Clearance to the Fireplace Opening. Combustible material shall not be placed on or near the face ofa 
fireplace within 150 mm of the fireplace opening, except that where the combustible material projects more: 
than 38 mm out from the face of the fireplace above the opening, such material shall be at least 300 mm above, 


the top of the opening. 
[ 


9,22.9.2. Metal Exposed to the Interior. Metal exposed to the interior of a fireplace such as the damper contro | 
mechanism shall have at least a 50 mm clearance from any combustible material on the face of the fireplace: 
where such metal penetrates through the face of the fireplace. 


9.22.9.3. Clearance to Combustible Framing 


——— 


(1) Not less than a 100 mm clearance shall be provided between the back and sides of a fireplace anc’ 


combustible framing, except that a 50 mm clearance is permitted where the fireplace is located in an exterior 
wall. 


(2) Not less than a 50 mm clearance shall be provided between the back and sides of the smoke chamber 0} 


a fireplace and combustible framing, except that a 25 mm clearance is permitted where the fireplace is locate 
in an exterior wall. | 


9.22.9.4. Heat Circulating Duct Openings 


(1) The clearance of combustible material above heat circulating duct openings from those openings shall be. 
not less than 
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(a) 300 mm where the combustible material projects more than 38 mm from the face. and 
(b) 150 mm where the projection is less than 38 mm. 

9.22.10. Fireplace Inserts 

9.22.10.1. Installation Standard 


(1) Fireplace inserts shall conform to ULC S628, “Standard for Fireplace Inserts,” and be installed accord- 
ing to CAN/CSA-B365-M, “Installation Code for Solid-Fuel Burning Appliances and Equipment.” 


(2) Fireplace inserts described in Sentence (1) may be installed in existing fireplaces only if a minimum 


thickness of 190 mm of solid masonry is provided between the smoke chamber and any existing combustible 
materials, unless the insert is listed for lesser clearances. 
} 


Mm 
_ (3) A fireplace insert installed in a masonry fireplace shall have, 
(a) a listed metal chimney liner installed from the insert collar to the top of the chimney. 


__ (b) a direct sealed connection to the chimney flue where such provision is part of an insert conforming to 
| Sentence 9.22.10.1.(1), or 


(c) a direct sealed connection to the smoke chamber and a cleanout provided to any inaccessible part of 
the smoke chamber. 


section 9.23 Wood-Frame Construction 
).23.1. Scope 
).23.1.1. Application 


(1) This Section applies to conventional wood-frame construction in which the framing members are spaced 
1ot more than 600 mm 0.c. 





(2) The requirements in this Section with regard to floor framing, subflooring and their fastenings apply to 
loors for which the design live load does not exceed 2.4 kPa. 


: 
_ (3) The requirements in this Section with regard to wall framing and its fastenings apply to walls which sup- 
dort floors for which the design live load does not exceed 2.4 kPa on any floor. 


| 
| (4) Where the conditions in Sentences (2) or (3) are exceeded, the design of the framing and fastening shall 
onform to Subsection 4.3.1. 


1,23.1.2. Post, Beam and Plank Construction. Post, beam and plank construction and plank frame wall con- 


truction shall conform to Section 9.4.1.2. 
\ 


1.23.2. General 





!,23.2.1. Strength and Rigidity. All members shall be so framed, anchored, fastened, tied and braced to pro- 
ide the necessary strength and rigidity. 


.23.2.2. Protection from Decay 


| (1) Ends of wood joists, beams and other members framing into masonry or concrete shall be treated to pre- 
ent decay where the bottom of the member is at or below ground level, or a 12 mm air space shall be pro- 
lided at the end and sides of the member. 


\ 


_ (2) Air spaces required in Sentence (1) shall not be blocked by insulation, vapour barriers or air barriers. 


| 
.23.2.3. Protection from Dampness 


(1) Except as permitted in Sentence (2), wood framing members that are not pressure treated with a wood 
ee vative and which are supported on concrete in contact with the ground or fill shall be separated from the 
oncrete by not less than 0.05 mm polyethylene film or Type S roll roofing. 


(2) Dampproofing material referred to in Sentence (1) is not required where the wood member Is at least 
50 mm above the ground. 


23.2.4. Lumber. Lumber shall conform to the appropriate requirements in Subsection 9.3.2. 


$ 
.23.2.5. Termite Protection 


| (1) Where termites are known to exist, unless pressure treated with a chemical that is toxic to such termites 
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in accordance with Article 9.3.2.9., wood steps shall rest on a non-cellulosic base or apron extending at least 
150 mm above grade. 


(2) Wood lattice or skirting around porches shall be separated from piers and soil by at least 50 mm. 
9.23.3. Nails and Staples 


9,23.3.1. Standard for Nails. Nails specified in this Section shall be common steel wire nails or common spiral 
nails, conforming to CSA B111, “Wire Nails, Spikes and Staples” unless otherwise indicated. 


9,23.3.2. Length of Nails. All nails shall be long enough so that not less than 1/2 their length penetrates into the 
second member. 


9,23.3.3. Prevention of Splitting. Splitting of wood members shall be minimized by staggering the nails in the 
direction of the grain and by keeping nails well in from the edges. 


9.23.3.4. Nailing of Framing 


(1) Except as provided in Sentence (2), nailing of framing shall conform to Table 9.23.3.A. 


(2) Where the bottom wall plate or sole plate of an exterior wall is not nailed to joists or blocking in confor-, 
mance with Table 9.23.3.A., the exterior wall may be fastened to the floor framing by 


(a) having plywood, waferboard or strandboard sheathing extend down over floor framing and fastened 
to the floor framing by nails or staples conforming to Article 9.23.3.5., or 


(b) tying the wall framing to the floor framing by 50 mm wide galvanized-metal strips of at least 0.41 mm 
in thickness, spaced not more than 1.2 m apart, and fastened at each end with at least two 63 mm 
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nails. 
Table 9.23.3.A. 
Forming Part of Article 9.23.3.4. 
Nailing for Framing 
Minimum Minimum Number 
Construction Detail Length Nails, or Maximum 
Spacing of Nails 
Floor joist to plate - toe nail 82 1 
Wood or metal strapping to underside of floor joists Sf 2 | 
Cross bridging to joists 57 2 each end 
Double header or trimmer joists 76 300 mm (0.c.) | 
Floor joist to stud (balloon construction) 76 2 | 
Ledger strip to wood beam 82 2 per joist 
Joist to joist splice (see also Table 9.23.13.A.) 76 2 at each end 
Tail joist to adjacent header joist 82 5 
(end nailed) around openings 10] 3 
Each header joist to adjacent trimmer joist 82 5 
(end nailed) around openings 101 3 | 
Stud to wall plate (each end) toe nail 63 4 | 
or end nail 82 Z 
Doubled studs at openings, or studs at walls or wall 76 750 mm (0.c.) 
intersections and corners 
Doubled top wall plates 76 600 mm (0.c.) 
Bottom wall plate or sole plate to joists or 82 400 mm (0.c.) 
blocking (exterior walls) (1) | 
Interior walls to framing or subflooring 82 600 mm (0.c.) | 
Horizontal member over openings in non-loadbearing 82 2 
walls - each end 
Lintels to studs 82 2 at each end | 
Ceiling joist to plate - toe nail each end 82 2 | 
Roof rafter, roof truss or roof joist to plate - toe nail 82 3 | 
Rafter plate to each ceiling joist 101 2 
Rafter to joist (with ridge supported) 76 3 | 
Rafter to joist (with ridge unsupported) 76 See Table 9.23.13-AG | 
Gusset plate to each rafter at peak a7 4 
| 
Column | | 
{ 
| 
i 


| 
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Table 9.23.3.A.—(Cont'd) 
Forming Part of Article 9.23.3.4. 


Nailing for Framing 











Minimum Minimum Number 
Construction Detail Length Nails, or Maximum 

mm Spacing of Nails 
| Rafter to ridge board - toe nail Se 4 
- end nail 82 3 
| Collar tie to rafter - each end 76 3 
} Collar tie lateral support to each collar tie 57 2 
| Jack rafter to hip or valley rafter 82 Z 
| Roof strut to rafter 76 3 
| Roof strut to loadbearing wall - toe nail 82 2 
| 38 mm by 140 mm or less plank decking to support 82 2 
| Plank decking wider than 38 mm by 140 mm to support 82 3 
| 38 mm edge laid plank decking to support (toe nail) 76 | 

| 38 mm edge laid plank to each other 76 450 mm (0.c.) 
«ee 3 


Note to Table 9.23.3.A.: 
(1) See Sentence 9.23.3.4.(2) 


\9,23.3.5. Fastening for Sheathing or Subflooring 





(1) Fastening of sheathing and subflooring shall conform to Table 9.23.3.B. 


| (2) Staples shall not be less than 1.6 mm in diameter or thickness, with not less than a 9.5 mm crown driven 
with the crown parallel to framing. 


(3) Roofing nails for the attachment of fibreboard or gypsum sheathing shall not be less than 3.2 mm in 
diameter with a minimum head diameter of 11.1 mm. 
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Table 9.23.3.B. 
Forming Part of Article 9.23.3.5. 


Fasteners for Sheathing and Subflooring 





























Minimum Length of Fasteners for 
Sheathing and Subfloor Attachment, mm 
Element Min. No. or 
Common Ring Max. Spacing 
or Spiral Thread Roofing Staples of Fasteners 
Nails Nails Nails 
Plywood, waferboard = 45 N/A 38 
or strandboard up 
to 10 mm thick 
Plywood, waferboard S| 45 N/A 51 
or strandboard from 
10 mm to 20 mm thick 150 mm (0.c.) 
along edges 
Plywood, waferboard mr 5] N/A N/A and 300 mm 
or strandboard (o.c.) along 
20 mm thick intermediate 
supports 
Fibreboard sheathing N/A N/A 44 38 
up to 13 mm thick 
Gypsum sheathing N/A N/A 44 N/A 
up to 13 mm thick 
Board lumber 184 mm =e 45 N/A 2 per support 
or less wide 
Board lumber more 5] 45 N/A 3 per support 
than 184 mm wide 
Column | 2 3 4 














9.23.4. Allowable Spans 











9.23.4.1. Spans for Joists, Rafters and Beams 


i) 


(1) Except as required in Sentence (2), the spans for wood joists, rafters and beams shall conform to the | 
spans shown in Tables A-1 to A-7 for the uniform /ive loads shown in the Tables. 


(2) Spans for floor joists which are not selected from Tables A-1 to A-3 and which are required to be 
designed for the same loading conditions, shall not exceed the design requirements for uniform loading and | 


vibration criteria. 


9,23.4.2. Steel Beams 


(1) The spans for steel beams with laterally supported top flanges that support floors in 1- and 2-storey 
houses shall conform to Tables 9.23.4.A. or 9.23.4.B. 


(2) Beams described in Sentence (1) shall be constructed of steel having a strength at least equal to Grade 
300 W steel in CAN3-G40.21, “Structural Quality Steels”. 


i 


= 


(3) A beam may be considered to be laterally supported if 


(a) the wood joists bear on its top flange at intervals of 610 mm or less over its entire length, 


(b) the load being applied to this beam is transmitted through the joists, and 


(c) 19mm x 38 mm wood strips in contact with the top flange are nailed on both sides of the beam to” 
. . . { 
the bottom of the joist supported. | 
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Table 9.23.4.A. 
Forming Part of Sentence 9.23.4.2.(1) 


Maximum Spans for Steel Beams Supporting Floors in Dwelling Units, m (2)(3) 























One Storey Supported 








Supported Joist Length, m 
(Half the sum of joist spans on both sides of the beam) 



































Section 
2A 3.0 206 4.2 4.8 5.4 6.0) 
4800 (1) | 4500 (1) | 4200 (1) | 4000 (1) | 3800 (1) | 3700 3500 
5400 (1) | 5000 (1) | 4700 (1) | 4500 (1) | 4300 (1) | 4200 (1) | 4100 (1) 
570071) 1/5300) 5000 4600 4300 4100 3900 
5900 (1) | 5500 (1) | 5200 (1) | 4900 (1) | 4800 (1) | 4600 (1) | 4500 (1) 
6200 (1) | 5800 (1) | 5400 (1) | 5200 (1) | 5000 (1) | 4900 (1) | 4800 (1) 
6600 (1) | 6200 (1) | 5800 (1) | 5600 (1) | 5400 (1) | 5300 (1) | 5100 (1) 
6800 (1) | 6400 (1) | 5900 5500 5200 4900) 4700 
6800 (1) | 6400 (1) | 6000 (1) | 5800 (1) | 5600 (1) | 5500 (1) | 5300 (1) 
7300 (1) | 6700 (1) | 6400 (1) | 6200 (1) | 6000 (1) | 5800 (1) | 5700 (1) 
7500 (1 esi B700011), 16700) | 6400 (1) 4) 6200 C1) | GID0'(T), | 3900 (1) 
7700 (1) | 7200 (1) | 6900 (1) | 6600 (1) | 6400 (1) | 6200 (1) | 6000 
8200 (1) | 7800 (1) | 7400 (1) | 7200 (1) | 6900 (1) | 6700 (1) | 6500 (1) 
8500 (1) | 8100 (1) 7700 7200 6800) 6400 6100 
9400 (1) | 8900 (1) | 8500 (1) | 8200 (1) | 7900 (1) } 7600 (1) | 7300 (1) 
9900 (1) | 9400 (1) | 9000 (1) | 8600 (1) | 8300 (1) | 8100 (1) | 7900 (1) 
Table 9.23.4.A. (Cont'd) 
Forming Part of Sentence 9.23.4.2.(1) 
Maximum Spans for Steel Beams Supporting Floors in Dwelling Units, m (2)(3) 
Two Storeys Supported 
Supported Joist Length, m 
(Half the sum of joist spans on both sides of the beam) 
Section 
=a) 3.6 4D 4.8 5.4 6.0 
W150 x 22 4000 (1) 3700 3400 3100 3000 2800 700 
4600 (1) | 4300 (1) | 4100 (1) | 4000 (1) | 3700 3600 3400 
4500 4100 3700 3500 3300 3100 3000 
5000 (1) | 4800 (1) | 4500 (1) | 4400 (1) | 4200 (1) 4000 3900 
5300 (1) 5000 4600 4300 4000 3800 3600 
5700 (1) | 5400 (1) | S100 4700 4500 4200 4000 
5400 4900 4500 4200 4000 3800 3600 
| 5900 (1) | 5600 (1) | 5300 (1) | 5100 4800 4500 4300) 
6300 (1) | 6000 (1) | 5700 (1) | 5500 (1) | 5200 4900) 4700 
6600 (1) | 6200 (1) | 5900 (1) | 5700 (1) | 5500 5200 5000 
6800 (1) 6300 5800 5400 5100 4800 4600 
| 7300 (1) | 6900 (1) | 6400 6000 5600 5300 5100 
| 7100 6400 5900 5500 5100 4900 4600 
8300 (1) 7600 7000 6500 6100 5800 $500 
| W310 x 45 8800 (1) | 8300 7600 7100 6700 6300 6000 








Notes to Table 9.23.4.B.: 
(1) Span controlled by deflection limited to L/360. 





| (2) For widths of floor intermediate between those shown in the Table, straight line interpolation may be used in determining 
the maximum beam spans. 


(3) Table is based on: 


(a) Simply supported beam spans. 


(b) Laterally supported top flange. 
(c) Yield strength 300 MPa. 


| 
| 
| 
| 


if 
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‘ 
‘ 
{ 


(d) Live Load = 1.9 kKN/sq.m-Ist floor. i 
= 1.4 kN/sq.m-2nd floor. ) 
Dead Load = 1.5 kKN/sq.m. | 


’ 


9.23.4.3. Glue-Laminated Beams 


(1) The spans for glued-laminated beams that support floors in 1- and 2-storey houses shall conform to Table’ 
9.23.4.B. 


(2) Beams described in Sentence (1) shall conform to 20 f-E stress grade in CSA 0122, **Glued-Laminated' 
Timber’ and to Article4.3:1.2. ( 


Table 9.23.4.B. 
Forming Part of Sentence 9.23.4.3.(1) 


Maximum Spans (m) for Glued-Laminated Floor Beams 
Supporting Floors in Dwellings (2)(3)(4) 






































































No. of Beam Supported Beam Depth, mm 
Storeys Width, Length,(1) 
Supported 
4.32 5.04 8.64 
3.87 4.5] Bye C 7.7 
| 80 3.6 Sse) 4.12 4.70 5.29 5.88 6.47 7.06 
4.2 eh 3.81 4.36 4.90 5.44 5.99 6.5399 
3.06 3) 6.11 
z 6.43 9.18 | 10.10 | 11.02 
3.0 eile 6.57 8.21 9.03 9.860% 
| 130 3.6 4.50 eee 6.00 6.75 7.50 8.25 9.00 1 
4.2 4.16 4.86 550) 6.25 6.94 7.64 8.33mm 
4.8 3.90 4.54 ol, 5.84 6.49 7.14 a | 
3.83 4.37 4.92 5.47 6.01 6.505) 
3.42 3.91 4.40 4.89 5.38 5.37aM 
2 80 idles 6 ey 4.02 4.46 4.9] 5.34 

2.89 CMe a2 4.13 4.54 4.96 . 
3.09 4.25 | 4.640% 

7.66 

6.85 

2 130 6.26 

, 5.79 

AS 4. 5.42 





Notes to Table 9.23.4.B.: 

(1) Supported length means 1/2 the sum of the joist spans on both sides of the beam. 

(2) Spans are valid for any species covered by CSA 0122-M, Structural Glued Laminated Timber. 
(3) Spans are clear spans between supports. 


(4) Provide minimum 89 mm of bearing. 







' 
§ 


9.23.4.4. Concentrated Loads or Higher Live Loads. Where a floor is required to be designed to support a con- 
centrated load as specified in Table 4.1.6.B., or to support a uniform /ive /oad in excess of those shown in the 
span tables, such spans shall be determined in conformance with Subsection 4.3.1. 


9.23.4.5. Concrete Topping. Where a floor is required to support a concrete topping, the spans shown in 
Tables A-2 and A-3 or the spacing of the members shall be reduced to allow for the loads due to the topping. 


\ 
9.23.4.6. Heavy Roofing Material. Where a roof is required to support an additional uniform dead load from 
roofing materials other than as specified in Section 9.27 such as concrete or clay roofing tiles, spans for framing 
members in Tables A-3 to A-7, A-10 and A-11 or the spacing of the members shall be reduced to allow for the’ 
loads due to the roofing. | 


9.23.5. Notching and Drilling 
9.23.5.1. Holes Drilled in Framing Members. Holes drilled in roof, floor or ceiling framing members shall be | 
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aot larger than one quarter the depth of the member and shall be located not less than 50 mm from the edges, 
unless the depth of the member is increased by the size of the hole. 


9.23.5.2. Notching of Framing Materials. Floor, roof and ceiling framing members may be notched provided 
the notch is located on the top of the member within one half the joist depth from the edge of bearing and 1s 
not deeper than one third the joist depth, unless the depth of the member is increased by the size of the notch. 


9.23.5.3. Wall Studs. Wall studs shall not be notched, drilled or otherwise damaged so that the undamaged 
portion of the stud is less than two thirds the depth of the stud if the stud is /oadbearing or 40 mm if the stud is 
hnon-loadbearing, unless the weakened studs are suitably reinforced. 


9.23.5.4. Top Plates. Top plates in walls shall not be notched, drilled or otherwise weakened to reduce the 
undamaged width to less than 50 mm unless the weakened plates are suitably reinforced. 


9,23.5.5. Roof Trusses. Roof truss members shall not be notched, drilled or otherwise weakened unless such 
notching or drilling is allowed for in the design of the truss. 


9.23.6. Anchorage 
] 
9,23.6.1. Anchorage of Building Frames 


(1) Building frames shall be anchored to the foundation unless a structural analysis of wind and earth pres- 
sures shows anchorage is not required. 
| (2) Except as provided in Article 9.23.6.3., anchorage shall be provided by embedding the ends of the first 
floor joists in concrete, or fastening the sill plate to the foundation with not less than 12.7 mm diam anchor 
bolts spaced not more than 2.4 m 0.c. 


_ (3) Anchor bolts referred to in Sentence (2) shall be fastened to the sill plate with nuts and washers and shall 
be embedded not less than 100 mm in the foundation and so designed that they may be tightened without with- 
drawing them from the foundation. 


9.23.6.2. Anchorage of Columns and Posts. Exterior columns and posts shall be anchored to resist uplift and 
lateral movement. 


9.23.6.3. Anchorage of Smaller Buildings 


(1) Buildings not more than 4.3 m in width and not more than | storey in building height may be anchored 
Iby means of corrosion-resistant steel rods or cables of not less than 12.7 mm diam, attached to the building 
frame near each corner of the building in such a manner that will develop the full strength of the rod or cable. 


_ (2) Each rod or cable described in Sentence (1) shall be anchored to the ground by means of ground anchors 
having a withdrawal resistance of not less than 500 N for each metre of length of the building. 


| 9.23.7. Sill Plates 


'9.23.7.1. Size of Sill Plates. Where sill plates provide bearing for the floor system they shall be not less than 
(38 mm by 89 mm material. 





. Levelling of Sill Plates 


(1) Except as permitted in Sentence (1) sill plates shall be levelled by setting them on a full bed of mortar. 


(2) Where the top of the foundation is level, sill plates referred to in Sentence (1) may be laid directly on the 
foundation provided the junction between the foundation and the sill plate is caulked or sealed with an accept- 
pable gasket plate or a layer of mineral wool at least 25 mm thick before being compressed. 


| 9.23.8. Beams to Support Floors 


|9.23.8.1. Bearing for Beams. Beams shall have even and level bearing and shall have not less than 89 mm 
' length of bearing at end supports. 


| 9.23.8.2. Priming of Steel Beams. Steel beams shall be shop primed. 
| 9.23.8.3. Built-up Wood Beams 


(1) Where a beam is made up of individual pieces of lumber that are nailed together, the individual mem- 
_ bers shall be 38 mm or greater in thickness and installed on edge. 


| 
| (2) Except as permitted in Sentence (3), where individual members of a built-up beam are butted together 


to form a joint, the joint shall occur over a support. 


(3) Where a beam is continuous over more than | span, individual members are permitted to be butted 


| 
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together to form a joint at or within 150 mm of the end quarter points of the clear spans, provided the quarter 
points are not those closest to the ends of the beam. 


(4) Members joined at quarter points shall be continuous over adjacent supports. 


(5) Joints in individual members of beam that are located at or near the end quarter points shall not occur in 
adjacent members at the same quarter point and shall not reduce the effective beam width by more than half. 


(6) Not more than | butt joint shall occur in any individual member of a built-up beam within any one span. 


(7) Except as provided in Sentence (8), where 38 mm members are laid on edge to form a built-up beam, 
individual members shall be nailed together with a double row of nails not less than 89 mm in length, spaced 
not more than 450 mm apart in each row with the end nails located 100 mm to 150 mm from the end of each 
piece. 


(8) Where 38 mm members in built-up wood beams are not nailed together as provided in Sentence (7), 
they shall be bolted together with not less than 12.7 mm diam bolts equipped with washers and spaced not 
more than 1.2 m o.c., with the end bolts located not more than 600 mm from the ends of the members. 


9.23.9. Floor Joists 
9.23.9.1. End Bearing for Joists 
(1) Except when supported on ribbon boards, floor joists shall have not less than 38 mm length of end bear- 


ing. 


& 


(2) Ribbon boards referred to in Sentence (1) shall be not less than 19 mm by 89 mm lumber let into the 
studs. 


9.23.9.2. Joists Supported by Beams 
(1) Floor joists may be supported on the tops of beams or may be framed into the sides of beams. 
(2) When framed into the side of a wood beam, joists referred to in Sentence (1) shall be supported on 
(a) joist hangers or other acceptable mechanical connectors, or 


(b) not less than 38 mm by 64 mm ledger strips nailed to the side of the beam, except that 38 mm by 
38 mm ledger strips may be used provided each joist is nailed to the beam by at least four 89 mm 
nails, in addition to the nailing for the ledger strip required in Table 9.23.3.A. 


(3) When framed into the side of a steel beam, joists referred to in Sentence (1) shall be supported on the 
bottom flange of the beam or on not less than 38 mm by 38 mm lumber bolted to the web with not less than 
6.3 mm diam bolts spaced not more than 600 mm apart. 


(4) Joists referred to in Sentence (3) shall be spliced above the beam with not less than 38 mm by 38 mm | 
lumber at least 600 mm long to support the flooring. 


(5) Not less than a 12 mm space shall be provided between the splice required in Sentence (4) and the beam 
to allow for shrinkage of the wood joists. 


9.23.9.3. Restraint of Joist Bottoms. Except as provided in Sentence 9.23.9.4.(2), bottoms of floor joists shall 
be restrained from twisting at each end by toe-nailing to the supports, end-nailing to the header joists or by 
providing continuous strapping, blocking between the joists or cross-bridging near the supports. 


9.23.9.4, Strapping and Bridging in Tables Al and A2 
(1) Except as permitted in Sentence (2), where strapping only is specified in Tables A-1 and A-2, it shall be 
(a) at least 19 mm by 64 mm, nailed to the underside of floor joists, 
(b) located not more than 2 100 mm from each support or other rows of strapping, and 
(c) fastened at each end to a sill or header. 
(2) Strapping is not required if furring strips or a panel-type ceiling finish is attached directly to the joists. 


(3) Where bridging is specified in Tables A-1 and A-2, it shall consist of at least 19 mm by 64 mm or 38 mm ; 
by 38 mm cross bridging located not more than 2 100 mm from each support or other rows of bridging. 


ils 


(4) Where bridging plus strapping is specified in Tables A-1 and A-2, it shall consist of 
(a) bridging as described in Sentence (3), together with wood strapping as described in Sentence (1), or 


1580 


O. Reg. 413/90 THE ONTARIO GAZETTE 


(b) 38 mm solid blocking located not more than 2 100 mm from each support or other rows of bridging 
and securely fastened between the joists, together with wood strapping as defined in Sentence (1). 


| 
| 
9.23.9.5. Header Joists 

(1) Header joists around floor openings shall be doubled when they exceed 1.2 m in length. 
| (2) The size of header joists exceeding 3.2 m in length shall be determined by calculations. 
9,23.9.6. Trimmer Joists 


(1) Trimmer joists around floor openings shall be doubled when the length of the header joist exceeds 
800 mm. 


(2) When the header joist exceeds 2 m in length the size of the trimmer joists shall be determined by calcu- 
lations. 
















'9.23.9.7. Support of Tail and Header Joists. When tail joists and header Joists are supported by the floor fram- 
ing, they shall be supported by suitable joist hangers or nailing. 


9.23.9.8 Support of Walls 


(1) Non-loadbearing walls parallel to the floor joists shall be supported by joists beneath the wall or on 
‘blocking between the joists. 


_ (2) Blocking referred to in Sentence (1) for the support of non-loadbearing walls shall be not less than 
38 mm by 89 mm lumber, spaced not more than |.2 m apart. 


(3) Non-loadbearing interior walls at right angles to the floor joists are not restricted as to location. 


(4) Loadbearing interior walls parallel to floor joists shall be supported by beams or walls of sufficient 
‘strength to transfer safely the design loads to vertical supports. 


i 


(5) Loadbearing interior walls at right angles to floor joists shall be located not more than 900 mm from the 
joist support when the wall does not support a floor, and not more than 600 mm from the joist support when 
the wall supports | or more floors, unless the joist size is designed to support such loads. 


9,23.9.9. Cantilevered Floor Joists 


| (4) Floor joists supporting roof loads shall not be cantilevered more than 400 mm beyond their supports 
where 38 mm by 184 mm joists are used and not more than 600 mm beyond their supports where 38 mm by 
(235 mm or larger joists are used. 

! 


(2) The cantilevered portions referred to in Sentence (1) shall not support floor loads from other storeys 
unless calculations are provided to show that the allowable design stresses of the cantilevered joists are not 


exceeded. 


(3) Where cantilevered floor joists described in Sentences (1) and (2) are at right angles to the main floor 
joists, the tail joists in the cantilevered portion shall 


(a) extend inward away from the cantilever support a distance equal to at least 6 times the length of the 
cantilever, and 





(b) be end nailed to an interior doubled header joist in conformance with Table he Bie ioe Be 
| 9.23.10. Wall Studs 


9.23.10.1. Stud Size and Spacing. The size and spacing of studs shall conform to Table Fee Ui 
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Table 9.23.10.A. 
Forming Part of Article 9.23.10.1. 





Size and Spacing of Studs 


Type Minimum Maximum Maximum 


of Supported Loads Stud Stud Unsupported 
Wall (including dead loads) Size mm Spacing mm Height m 
38 x 38 400 2.4 
No load 389K" 89 400 5.6 









flat (1) 








38 by 64 600 ort 
38 by 64 400 2.4 
Attic not accessible by a stairway flat (1) 
38 by 89 600 3.0 
38 by 89 400 DA | 





flat (1) 
Attic accessible by a | 


stairway plus | floor, 
Roof load plus | floor, 38 by 89 400 3.6 
Interior Attic not accessible by 
Stairway plus 2 floors 















Roof load, 





Attic accessible by a 38 by 89 600 3.6 
Stairway, 

Attic not accessible by a 38 by 64 400 2.4 
stairway plus | floor | 
Attic accessible by a 38 by 89 300 3.6 
stairway plus 2 floors, or 64 by 89 400 36 

roof load plus 2 floors 38 by 140 400 4.2 





Attic accessible by a 
stairway plus 3 floors, or 38 by 140 
roof load plus 3 floors 





300 








Roof with or without attic 38 by 64 400 2.4 | 

storage 38 by 89 600 50) l 

Roof with or without attic 38 by 89 400 3.0 | 
storage plus | floor 38 by 140 600 3:0 
Exterior Roof with or without attic 38 by 89 300 ou 
storage plus 2 floors 64 by 89 400 onl, 

38 by 140 400 36 | 


Roof with or without attic 38 by 140 300 1.8 ! 
storage plus 3 floors | 











Note to Table 9.23.10.A.: 


(1) See Article 9.23102. 
9.23.10.2. Lateral Support. Loadbearing studs shall be laterally supported by cladding or blocking. 
9.23.10.3. Orientation of Studs 

(1) Except as permitted in Sentence (2), all studs shall be placed at right angles to the wall face. 


(2) Studs on the flat are permitted to be used in gable ends of roofs that contain only unfinished space or in: 
non-loadbearing interior walls within the limits described in Article 9.23.10. 1. 


(3) Wall studs that support only a load from an attic not accessible by a stairway are permitted to be placed. 
on the flat within the limits permitted in Article 9.23.10.1. provided 
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(a) the studs are clad on not less than | side with plywood, waferboard or strandboard sheathing fastened 
to the face of the studs with a structural adhesive, and 






(b) the portion of the roof supported by the studs does not exceed 2.1 m in width. 


9.23.10.4. Continuity of Studs. Wall studs shall be continuous for the full storey height except at openings and 
shall not be spliced except by finger-jointing with a structural adhesive. 


9.23.10.5. Support for Cladding Materials 


(1) Corners and intersections shall be designed to provide adequate support for the vertical edges of interior 
land exterior cladding materials, and in no instance shall exterior corners be framed with less than the equiva- 


lent of 2 studs. 











(2) Where the vertical edges of interior cladding at wall intersections are supported at vertical intervals by 
slocking or other acceptable methods, the vertical distance between such supports shall not exceed the maxi- 
mum distance between supports specified in Section 9.29. 


9.23.10.6. Studs at Sides of Openings 


(1) Except as provided in Sentence (2), studs shall be doubled on each side of openings so that the inner 
studs extend from the lintel to the bottom wall plate and the outer studs extend from the top wall plates to the 
bottom wall plate. 





(2) Single studs may be used on either side of openings in non-loadbearing interior walls not required to 
have fire-resistance ratings provided the studs extend from the top wall plate to the bottom wall plate. 


.23.11. Wall Plates 


9,23.11.1. Size of Wall Plates. Wall plates shall be not less than 38 mm thick and shall be the same width as the 
wall studs except that in non-loadbearing walls and in loadbearing walls where the studs are located directly 
‘over framing members, the bottom wall plate may be 19 mm thick. 


9.23.11.2. Bottom Wall Plates 

(1) A bottom wall plate shall be provided in all cases. 

(2) The bottom plate in exterior walls shall not project more than one third the plate width over the support. 
9.23.11.3. Top Plates 


(1) Except as permitted in Sentences (2) to (4), no fewer than 2 top plates shall be provided in loadbearing 
walls. 


(2) A single top plate may be used in a section of a loadbearing wall containing a lintel provided the top 
plate forms a tie across the lintel. 





(3) A single top plate may be used in /oadbearing walls where the concentrated loads from ceilings, floors 
and roofs are not more than 50 mm to one side of the supporting studs and in all non-loadbearing walls. 


(4) The top plates may be omitted in a section of loadbearing wall containing a lintel provided the lintel is 
tied to the adjacent wall section with not less than 75 mm by 150 mm by 0.91 mm thick galvanized steel, or 
19 mm by 89 mm by 300 mm wood splice nailed to each wall section with no fewer than three 63 mm nails. 


9.23.11.4. Joints in Top Plates 





| (1) Joints in the top plates of loadbearing walls shall be staggered at least | stud spacing. 


(2) The top plates in loadbearing walls shall be lapped or otherwise suitably tied at corners and intersecting 
walls 
he : 


(3) Joints in single top plates used with /oadbearing walls shall be suitably tied. 


| (4) Ties referred to in sentences (2) and (3) shall be the equivalent of at least 75 mm by 150 mm by 0.91 mm 
‘thick galvanized steel nailed to each wall with not less than three 63 mm nails. 


| 
9.23.12. Framing Over Openings 


9.23.12.1. Openings in Non-Loadbearing Walls 


38 mm material the same width as the studs securely nailed to adjacent studs. 
(2) Openings for doors in non-loadbearing walls required to be fire separations with a fire-resistance rating 
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shall be framed with the equivalent of at least two 38 mm thick members that are the same width as the wall 
plates. 


9,23.12.2. Openings in Loadbearing Walls 


(1) Openings in /oadbearing walls shall be framed with lintels designed to carry the superimposed loads to 
adjacent studs. 


(2) Except as provided in Sentence 9.23.12.3.(3), where 2 or more members are used in lintels, they shall be 
fastened together with not less than 82 mm nails in a double row, with nails not more than 450 mm apart in 
each row. 


(3) Lintel members may be separated by filler pieces. 
9,23.12.3. Lintel Spans and Sizes 


(1) In buildings of residential occupancy, where the wall studs exceed 38 mm by 64 mm in size, and where 
the spans of supported joists do not exceed 4.9 m and the spans of trusses do not exceed 9.8 m, the spans for 
wood lintels shown in Table 9.23.12.A. may be used. 


(2) Lintels described in Sentence (1) shall consist of a single piece of lumber 89 mm thick or 2 pieces of 
38 mm thick lumber on edge. 


(3) In loadbearing exterior and interior walls of 38 mm by 64 mm framing members, lintels shall consist of. 
solid 64 mm thick members on edge or 38 mm thick and 19 mm thick members fastened together with not less: 
than 63 mm nails in a double row, with nails not more than 450 mm apart in each row. 


(4) Lintels referred to in Sentence (3) shall be not less than 50 mm greater in depth than those shown in 
Table 9.23.12.A. for the allowable spans, and shall not exceed 2.4 min length. 


(5) In buildings of residential occupancy, the spans shown in Table 9.23.12.B. for wood lintels supporting 
root and ceiling loads and consisting of 3 or 4 pieces of 38 mm thick lumber on edge or glued-laminated timber 
are permitted to be used. 
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Table 9.23.12.A. 
Forming Part of Sentences 9.23.12.3.(1) and (4) 








Wood Lintel Spans 





Reg. 413/90 






























; 












































Depth Maximum 
Location Supported Loads Including of Allowable 
of Dead Loads and Ceiling Lintels, Spans, 
| Lintels mm m 
Limited attic storage 89 22 
140 1.83 
184 2.44 
235 3.05 
286 3.81 
89 0.61 
Full attic storage or roof load 140 0.91 
or limited attic storage plus 184 122 
1 floor 250) le52 
286 1:83 
Interior i 
walls 89 — 
Full attic storage plus 140 0.76 
1 floor or roof load plus | 184 0.9] 
floor or limited attic 7's) [22 
storage plus 2 or 3 floors 
89 — 
Full attic storage plus 2 or 140 0.61 
3 floors or roof load plus 2 184 0.91 
or three floors 239 1.07 
286 1.22 
89 bal? 
140 1.68 
Roof with or without attic 184 2.24 
storage Pee) 2E79 
286 3.39 
ee eee ee Re ee Le ee ee | 
89 0.56 
140 1.40 
Exterior Roof with or without attic 184 1.96 
walls storage plus | floor yey) 2.24 
286 Zon 
89 0.56 
140 Veale 
Roof with or without attic 184 1.68 
storage plus 2 or 3 floors 2o9 1.96 
286 2.24 
Column | 2 3 4 
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Addendum to Table 9.23.12.B.: 


(1) Supported joist length means half the span of trusses, roof joists or rafters supported by the header plus the length of the 
overhang beyond the lintel. 


(2) Table valid for all major species Groups (D Fir-L, Hem-Fir, S-P-F). 

(3) 

(4) 

(5) Any size in the Table may be substituted by any size of higher rank (A lowest, B highest). 


Spans are clear spans between supports. For total spans, add two bearing lengths. 
Provide Minimum 89 mm end bearing. 


Legend - Header Sizes 


G* = 80 x 380 N* = 80 x 532 
A = 3-38 x 184 H* = 130 x 304 O* = 130 x 418 
B = 4-38 x 184 I* = 80x 418 RY = 30% 5/0 
C = 3-38 %.23) J) see IB0ex S47 Q* = 130 x 456 
D = 4-38 x 235 K* = 80 x 456 R* = 80 x 608 
E = 3-38 x 286 L* = 130 x 380 
F = 4-38 x 286 M* = 80 x 494 *Glued-laminated 20 f-E grade 


9.23.13. Roof and Ceiling Framing 


9.23.13.1. Continuity of Rafters and Joists. Roof rafters and joists and ceiling joists shall be continuous or 
shall be spliced over vertical supports that extend to suitable bearing. 


9.23.13.2. Framing around Openings. Roof and ceiling framing members shall be doubled on each side of 
Openings greater than 2 rafter or joist spacings wide. 


9.23.13.3. End Bearing Length. The length of end bearing of joists and rafters shall not be not less than 
38 mm. 


9.23.13.4. Location and Attachment of Rafters 


(1) Rafters shall be located directly opposite each other and tied together at the peak, or may be offset by 
their own thickness if nailed to a ridge board not less than 17.5 mm thick. 


(2) Except as permitted in Sentence (3), framing members shall be connected by gusset plates or nailing at 
the peak in conformance with Table 9.23.3.A. 


(3) Where the roof framing on opposite sides of the peak is assembled separately, such as in the case of fac- 
tory-built houses, the roof framing on opposite sides may be fastened together with galvanized-steel strips at 
least 200 mm by 75 mm by 0.41 mm thick spaced not more than 1.2 m apart and nailed at each end to the 
framing by at least two 63 mm nails. 


9.23.13.5. Shaping of Rafters. Rafters shall be shaped at supports to provide even bearing surfaces and sup- 
ported directly above the exterior walls. 


9.23.13.6. Hip and Valley Rafters. Hip and valley rafters shall be not less than 50 mm greater in depth than 
the common rafters and not less than 38 mm thick, actual dimension. 


9.23.13.7. Intermediate Support for Rafters and Joists 


(1) Ceiling joists and collar ties of not less than 38 mm by 89 mm lumber may be assumed to provide inter- 
mediate support to reduce the span for rafters and joists where the roof slope is | in 3 or greater. 


(2) Collar ties referred to in Sentence (1) more than 2.4 m in length shall be laterally supported near their 
centres by not less than 19 mm by 89 mm continuous members at right angles to the collar ties. 


(3) Dwarf walls and struts may be used to provide intermediate support to reduce the span for rafters and 
joists. 


(4) When struts are used to provide intermediate support they shall be not less than 38 mm by 89 mm mate- 
rial extending from each rafter to a /oadbearing wall at an angle of not less than 45° to the horizontal. 


(5) When dwarf walls are used for rafter support, they shall be framed in the same manner as loadbearing 
walls and securely fastened top and bottom to the roof and ceiling framing to prevent over-all movement. 


(6) Solid blocking shall be installed between floor joist beneath dwarf walls that enclose finished rooms. 
9.23.13.8. Ridge Support 


(1) Except as provided in Sentence (3), the ridge of the roof shall be supported by loadbearing wall extend- 
ing from the ridge to suitable bearing or by a ridge beam of not less than 38 mm by 140 mm material. 
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(2) Ridge beams referred to in Sentence (1) shall be supported at intervals not exceeding 1.2 m by not less 
than 38 mm by 89 mm members extending vertically from the ridge to suitable bearing. 


(3) When the roof slope is 1 in 3 or more, ridge support may be omitted provided the lower ends of the raf- 
ters are adequately tied to prevent outward movement. 


(4) Ties required in Sentence (3) are permitted to consist of tie rods or ceiling joists forming a continuous tie 
| for opposing rafters and nailed in accordance with Table 9.23.13.A. 


(5) Ceiling joists referred to in Sentence (4) shall be fastened together with at least 1 more nail per joist 
splice than required for the rafter to joist connection shown in the Table 9.23.13.A. 


} 


(6) Members referred to in Sentence (5) are permitted to be fastened together either directly or through a 
gusset plate. 
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9.23.13.9. Restraint of Joist Bottoms. Roof joists supporting a finished ceiling, other than plywood, wafer- 
board or strandboard, shall be restrained from twisting along the bottom edges by means of furring, blocking, 
cross bridging or strapping conforming to Article 9.23.9.4. 


Reg. 413/90 THE ONITARIO' GAZETTE 
& Ceiling Loads Supporting Roof Loads 

_ (1) Except as permitted in Sentence (2), ceiling joists supporting part of the roof load from the rafters shall 
|be not less than 25 mm greater in depth than required for ceiling joists not supporting part of the roof load. 

| (2) When the roof slope is | in 4 or less, the ceiling joist sizes referred to in Sentence (1) shall be determined 
from the span tables for roof joists. 

















-9.23.13.11. Wood Roof Trusses 





(1) Except for roof trusses constructed of Poplar, Eastern White Pine, Western White Pine, Red Pine, 
‘Western Red Cedar and Eastern White Cedar, the member sizes for Howe or Fink type wood roof trusses 
‘spaced not more than 600 mm o.c. which are to be supported at or near their ends may be determined in con- 
‘formance with Tables A-10 and A-11 provided such trusses conform to the requirements of Sentences (3) to 


0). 


(2) The joint connections used in such trusses described in Sentence (1) shall be designed in conformance 
with the requirements in Subsection 4.3.1. 


(3) Where a roof truss described in Sentence (1) supports a ceiling, and the unsupported length of the bot- 
tom chord between the truss panel points exceeds 3.05 m, the bottom chord shall be at least 38 mm by 114 mm 
in size. 


(4) Where the unsupported length of the bottom chord described in Sentence (3) exceeds 3.66 m between 
the panel points, the bottom chord shall be at least 38 mm by 140 mm in size. 


| 





(5) Where the length of compression web members in roof trusses described in Sentence (1) exceeds 1.83 m, 
such web members shall be provided with continuous bracing to prevent buckling. 


(6) Bracing required in Sentence (5) shall consist of not less than 19 mm by 89 mm lumber nailed at right 
angles to the web members near their centres with at least two 63 mm nails for each member. 


(7) Web members referred to in Sentence (5) shall be not less than 38 mm by 89 mm lumber of not less than 
No. 2 grade. 


_ (8) Roof trusses that are not designed in conformance with Sentence (1) shall 





(a) be capable of supporting a total ceiling load (dead load plus live load) of 0.5 kPa plus two and two- 
thirds times the design roof load for 24 h, and 


| 
| (b) not exceed the deflections shown in Table 9.23.13.B. when loaded with the ceiling load plus one and 
one-third times the design roof snow load for 1 h. 


(9) Testing for lumber roof trusses referred to in Sentence (8) shall be in conformance with CSA S307, 


“Load Test Procedure for Wood Roof Trusses for Houses and Small Buildings,” except that the unsymmetri- 
cal loading requirement in Clause 7.7 of that standard shall not apply. 


Table 9.23.13.B. 
. Forming Part of Sentence 9.23.13.11.(8) 


Plaster or gypsum board 1/360 of the span 


Other than plaster or gypsum board 1/180 of the span 
Plaster or gypsum board 1/360 of the span 
Other than plaster or gypsum board 1/240 of the span 


159] 






Maximum Roof Truss Deflections 











Type of Ceiling 


4.3 mor less 






| 
| 
! 
Truss Span 
| 
: 


over 4.3 m 







| | Column 1 
| 
| 
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9.23.14. Subflooring 


9,23.14.1. Subflooring Required. Subflooring shall be provided beneath finish flooring where the finish floor- 
ing does not have adequate strength to support the design loads. 


9.23.14.2. Material Standards 
(1) Wood-based panels for subfloors shall conform to 
(a) CSA 0121, ‘Douglas Fir Plywood,” 
(b) CSA 0151, “Canadian Softwood Plywood,” 
(c) CSA 0153, ‘Poplar Plywood,” 
(d) CAN3-0437.0, ‘‘Waferboard and Strandboard,” or 
(e) CAN/CSA 0325.0, ‘Construction Sheathing.” 


(2) Particleboard subflooring may be used only where a building is constructed in a factory so that the sub-! 
floor will not be exposed to the weather. 


(3) Subflooring described in Sentence (2) shall conform to grade N-1 or N-2 in CAN3-0188.1, “Interior Mat-, 
Formed Wood Particleboard.”’ 


(4) Subflooring described in Sentence (2) shall have its upper surface and all edges treated to restrict water 
absorption where the subfloor is used in bathrooms, kitchens, laundry rooms or other areas subject to periodic 
wetting. 


9,23.14.3. Edge Support. Where the edges of panel-type subflooring are required to be supported, such sup- 
port shall consist of tongue-and-groove panel edges or not less than 38 mm by 38 mm blocking securely nailed 
between framing members. 


9.23.14.4. Direction of Installation 


(1) Plywood subflooring shall be installed with the surface grain at right angles to the joists and with joints 
parallel to floor joists staggered. 


(2) Waferboard and strandboard subflooring conforming to 0-1 and 0-2 grades in CAN3-0437.0 shall be 
installed with the direction of face orientation at right angles to the joists and with the joints parallel to floor 
joists staggered. 


9.23.14.5. Subfloor Thickness or Rating 


(1) Except as provided in Sentences (2) and (3), subfloors shall conform to Table 9.23.14.A. or Table 
9.23.14.B. | 


Table 9.23.14.A. 
Forming Part of Sentences 9.23.14.5.(1) and 9.23.15.6.(1) 



























Thickness of Subflooring, mm 
Plywood 

Maximum and Waferboard 
Spacing of 0-2 Grade and Particle- Lumber 
Supports, Waferboard Strandboard board 

mm and R-1 and 0-1 

Strandboard Grades 

400 

500 

600 
Column 1 


Table 9.23.14.B. 
Forming Part of Sentences 9.23.14.5.(1) and 9.23.15.6.(1) 


Rating for Subfloor when Applying CSA 0325.0 


Panel Mark 







| 
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Maximum Spacing Subfloor Used With 
of Supports, mm Panel-Type 
| Underlay 
400 1F16 2F16 
500 1F20 A AU) 
600 1F24 2F24 





(2) Where the finished flooring consists of not less than 19 mm matched wood strip flooring laid at right 
ingles to joists, spaced not more than 600 mm o.c., subflooring shall be permitted to consist of not less than 









| (a) 12.5 mm thick plywood, 
| (b) 12.5 mm thick waferboard or strandboard conforming to 0-2 grade, or 
(c) 12.7 mm thick waferboard or strandboard conforming to grades R-1 or 0-1. 


_ (3) Except where the flooring consists of ceramic tiles applied with adhesive, where a separate panel-type 
inderlay or concrete topping is applied to a subfloor on joists spaced more than 400 mm o.c., the subfloor may 
‘onsist of not less than 





(a) 12.5 mm thick plywood, 

(b) 12.5 mm waferboard or strandboard conforming to 0-2 grade, or 

| (c) 12.7 mm waferboard or strandboard conforming to grades R-1 or 0-1. 
1.23.14.6. Annular Grooved Nails. When resilient flooring is applied directly to a waterboard, particleboard 
ot plywood subfloor, the subfloor shall be fastened to the supports with annular grooved nails. 

),.23.14.7. Lumber Subflooring 

_ (1) Lumber subflooring shall be laid at an angle of not less than 45° to the joists. 


(2) Lumber subflooring shall be fully supported at the ends on solid bearing. 





(3) Lumber shall be of uniform thickness and not more than 184 mm wide. 
1.23.15. Roof Sheathing 
!,23.15.1. Material Standards 
| (1) Wood-based panels used for roof sheathing shall conform to the requirements of 
| (a) CSA 0121, ‘‘Douglas Fir Plywood,” 
(b) CSA 0151, “Canadian Softwood Plywood,” 
(c) CSA 0153, ‘Poplar Plywood,” 


(d) CAN3-0437.0, ‘‘Waferboard and Strandboard,” or 

(e) CAN/CSA 0325.0, “Construction Sheathing.” 
'.23.15.2. Direction of Installation 
(1) Plywood roof sheathing shall be installed with the surface grain at right angles to the roof framing. 
| (2) Waferboard and strandboard roof sheathing conforming to 0-1 and 0-2 grades in CAN3-0437.0 shall be 
nstalled with the direction of face orientation at right angles to the roof framing members. 


).23.15.3. Gap Between Sheets. Waferboard and plywood roof sheathing shall be installed with at least a 
| mm gap between sheets and with joints parallel to roof joists staggered. 
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9,23.15.4. Lumber Roof Sheathing. Lumber roof sheathing shall not be more than 286 mm wide and shall be 
applied so that all ends are supported with end joints staggered. 


9.23.15.5. Edge Support 


(1) Where panel-type roof sheathing requires edge support, the support shall be not less than 38 mm by 
38 mm blocking securely nailed between framing members or metal H clips. 


(2) The supports referred to in Sentence (1) are not required when tongued-and-grooved edged plywood is 
used. 


9.23.15.6. Thickness or Rating 


(1) The thickness or rating of roof sheathing on a flat roof used as a walking deck shall conform to the 
requirements in Table 9.23.14.A. or Table 9.23.14.B. for subfloors. 


(2) The thickness or rating of roof sheathing on a roof not used as a walking deck shall conform to Table 
9:23. 1 SeAYor Pable9' 2315.3: 


Table 9.23.15.A. 
Forming Part of Sentence 9.23.15.6.(2) 


Minimum Thickness of Roof Sheathing, mm 


Plywood Waferboard 
Maximum and 0-2 Grade and Strandboard 
Spacing of Waferboard and R-1 and 0-1 Lumber 
Supports, mm Strandboard Grades 











300 TD tnD 
400 Ts 105 
600 a IZ 











Table 9.23.15.B. 
Forming Part of Sentence 9.23.15.6.(2) 


Rating for Roof Sheathing When Applying CSA 0325.0 


Panel Mark 
Maximum Spacing Edges Edges 
of Supports, mm Supported Unsupported 
400 
500 
600 
Column 1 Z 3 











Edges Edges Edges Edges 
Supported Unsupported Supported Unsupported a 


(3) Asphalt-coated or asphalt-impregnated fibreboard at least 11.1 mm thick conforming to CSA A247, . 


‘Insulating Fibreboard” may be used as a roof sheathing over supports spaced not more than 400 mm 0.c. pro- 


{ 
,) 


vided the roofing consists of a continuous sheet of galvanized steel of at least 0.33 mm in thickness or a contin- 


uous sheet of aluminum of at least 0.61 mm in thickness. 
(4) All edges of sheathing described in Sentence (3) shall be supported by blocking or framing. 


9.23.16. Wall Sheathing 


9.23.16.1. Required Sheathing. Exterior walls and gable ends shall be sheathed when the exterior cladding — 


requires intermediate fastening between supports or if the exterior cladding requires solid backing. 


9.23.16.2. Thickness, Rating and Material Standards. Where wall sheathing is required, it shall conform to 
Table 9.23.16.A. or Table 9.23.16.B. 
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|} Lumber 

| Fibreboard (insulating) 
Gypsum sheathing 
Plywood (exterior type) 





Waferboard and 
| Strandboard Grade 0-2 
Waferboard and 





| Urethane and Isocyanurate 
Types 1,2 and 4 

Urethane and Isocycanurate 

| Type 3 

| Urethane and Isocycanurate 

| Types | and 2 faced 

| Phenolic, faced 

| Rigid Board 

| Mineral Fibre, Type 2 








| Column | 


ae’ to Table 9.23.16.A.: 


| 


ee 


400 
| 500 
600 





jals. 


joints staggered. 


| 


Type of Sheathing 





| Strandboard Grade R-1 and 0-1 
| Expanded polystyrene Types | and 2 
| Expanded polystyrene Types 3 and 4 








(1) See also Sentences 9.27.5.1.(2) to (4). 


Maximum Spacing 
of Supports, mm 


Column | 


9.23.16.3. Attachment of Siding to Sheathing 


THE ONTARIO GAZETTE 


Table 9.23.16.A. 
Forming Part of Article 9.23.16.2. 


Wall Sheathing Thickness and Specifications 


Minimum Thickness 








mm, (1) 
With With 
Supports Supports 
400 mm o.c. 600 mm o.c. 
17.0 17.0 
O85 isi 
9:5 PAE 
6.0 be 
6.0 Ted 
6:35 1 
38 38 
ZS 25 
38 38 
2 pe) 
25 pie) 
ITs 25 
phe) ZS 
a & 
Table 9.23.16.B. 


Forming Part of Article 9.23.16.2. 
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Material 
Standards 


See Table 9.3.2.A. 
CAN A247 

CSA A82.27 

CSA 0121 

CSA 0151 

CSA 0153 





CAN3-0437.0 


CAN3-0437.0 
CAN/CGSB-51.20- 
CAN/CGSB 51.20- 


= & 


CGSB 51-GP-21M 


CGSB 51-GP-21M 








CAN/CGSB-51.26-M 
CAN/CGSB-51.25-M 
CSA A101 





Rating For Wall Sheathing When Applying CSA 0325.0 


Panel Mark 


W16 
W20 
W24 





2 


| (1) Gypsum sheathing, rigid insulation and fibreboard shall not be used for the attachment of siding materi- 


_ (2) Nails used in attaching the materials listed in Sentence (1) shall be not less than 3.2 mm diam with a min- 
imum head diameter of 11 mm. 
| 


9.23.16.4. Lumber Sheathing. Lumber wall sheathing shall be applied so that all ends are supported with end 
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9.23.16.5. Joints in Panel-Type Sheathing 


(1) Panel-type sheathing board shall be applied so that vertical joints are staggered if the sheathing i 
applied horizontally. | 


(2) A gap of not less than 2 mm shall be left between sheets of plywood, waferboard or fibreboard. 


9.23.16.6. Mansard Style Roofs. Where the bottom portions of mansard style roofs are vented, the verti 
framing members behind the sloping portions shall be considered on the same basis as exterior wall studs anc 

| 
shall conform to the appropriate requirements in Subsection 9.23.17. 


9.23.17. Wall Sheathing Paper. | 


9.23.17.1. Material Standard. Sheathing paper shall conform to CAN2-51.32, ‘Sheathing, Membraiy 
Breather Type”’. 


9.23.17.2. Sheathing Paper Beneath Stucco. Tar-saturated felts or papers shall not be used as a sheathing 
paper beneath stucco. | 


9.23.17.3. Sheathing Paper 


(1) Except as provided in Sentences (3) and (6), not less than | layer of sheathing paper shall be appliec. 
beneath siding, stucco or masonry veneer. | 

(2) Sheathing paper required in Sentence (1) shall be applied so that joints are lapped at least 100 mm, ane! 
if applied horizontally, the upper sheets shall overlap the lower sheets. 


(3) Except as provided in Sentence (6), where no sheathing is used with masonry veneer or other siding, not 
less than 2 layers of sheathing paper shall be applied beneath the veneer or siding. 


(4) All joints in the sheathing paper required in Sentence (3) shall occur over framing, and the paper shal 
be fastened to the framing with roofing nails or staples spaced not more than 150 mm along the edges of es 
outer layer of sheathing paper. 


(5) Wall sheathing may be used in lieu of | layer of sheathing paper required in Sentence (3), and the thick: 
ness need not conform to Table 9.23.16.A. 


(6) Sheathing paper may be omitted beneath siding when the joints in the siding are formed to effectively’ 
prevent the passage of wind and rain in conformance with Sentence (7) or (9) as applicable. 


(7) Siding consisting of sheets of plywood, hardboard, waferboard or asbestos cement is considered to meet 
the requirements in Sentence (6) provided the siding is applied so that all edges are directly supported by fram-. 
ing and the vertical joints between adjacent sheets covered with battens or shiplapped or otherwise matched to’ 
provide weathertight joints. 


(8) Vertical joints between sheets described in Sentence (7) shall be caulked. 
4 

(9) Metal siding consisting of sheets of metal is considered to meet the requirements of Sentence (7) where. 
the joints between sheets are of the locked seam type. 


9.23.18. Bracing 


9.23.18.1. Required Bracing 

i 

(1) Except as provided in Sentence (2), each exterior wall in each storey shall be braced with not less than 

one diagonal brace conforming to Article 9.23.18.2. | 

(2) Bracing is not required where the walls have an interior finish conforming to the requirements of Section: 
9.29, or if the walls are clad with panel type siding, diagonal lumber or plywood, waferboard, strandboard, 


gypsum or fibreboard sheathing. 


9,.23.18.2. Material and Installation 


(1) Where bracing is required, it shall consist of at least 19 mm by 89 mm wood members applied to the. 
studs at an angle of approximately 45° to the horizontal, extending the full height of the wall on each storey. 


(2) Bracing described in Sentence (1) shall be nailed to each stud and wall plate with not less than two. 
63 mm nails. 
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‘Section 9.24 Sheet Steel Stud Wall Framing 

(9.24.1. General 

| 9,.24.1.1. Application 

| (1) This Section applies to sheet steel studs for use in non-l/oadbearing exterior and interior walls. 
(2) Where loadbearing steel studs are used, they shall be designed in conformance with Part 4. 


'9,24.1.2. Material Standards. Steel studs and runners shall conform to CAN/CGSB 7.1-M, ‘‘Cold Formed 
Steel Framing Components.” 


9,24.1.3. Metal Thickness. Metal thickness specified in this Section shall be the minimum base steel thickness 
exclusive of coatings. 


9,24.1.4. Screws. Screws for the application of cladding materials to steel studs, runners and furring channels 
shall conform to ASTM C1002, ‘Steel Drill Screws for the Application of Gypsum Board”’. 


9.24.1.5. Cladding Required. Steel stud framing shall have cladding on both sides, fastened with screws spaced 
at the appropriate spacing described in Section 9.29., penetrating not less than 10 mm through the metal. 


| 9.24.2. Size of Framing 





'9.24.2.1. Size and Spacing of Studs in Interior Walls. Except as required in Articles 9.24.2.3. and 9.24.2.4., 
‘the size and spacing of steel studs for non-/oadbearing interior walls shall conform to Table 9.24.2.A. 

Table 9.24.2.A. 

Forming Part of Article 9.24.2.1. 


Steel Studs for Non-Loadbearing Interior Walls 

















Minimum Maximum Maximum 
Stud Size, Stud Spacing, Wall Height, 
mm mm m 
30 x 40 400 3.0 
600 ei. 
| 30 x 63 400 4.0 
600 3.6 
| 30 x 91 400 Dem 
600 4.9 


9.24.2.2. Thickness of Studs. Except as required in Article 9.24.2.4., steel studs in non-loadbearing interior 
swalls shall have a metal thickness of not less than 0.46 mm. 





9.24.2.3. Runners. Runners for interior and exterior non-loadbearing walls shall have a thickness of not less 
than the thickness of the corresponding studs and shall have not less than 30 mm flanges. 


9.24.2.4. Openings in Fire Separations 


| (1) Where openings for doors in non-loadbearing fire separations required to have a fire-resistance rating do 
not exceed | 200 mm in width, the width of steel studs shall be at least 63 mm, and have a metal thickness of at 
least 0.50 mm. 


(2) Where openings described in sentence (1) exceed | 200 mm in width, the stud width shall be not less 
| than 91 mm, and shall have a metal thickness of at least 0.85 mm. 





(3) The distance to the first stud beyond the jamb of any door opening referred to in Sentence (1) in a fire 
Separation required to have a fire-resistance rating shall not exceed 400 mm. 


, (4) Where the distance between the framing over the opening in Sentence (1) and the top runner exceeds 
400 mm in such walls, intermediate support shall be installed at intervals of not more than 400 mm above the 
Opening. 


9.24.2.5. Size and Spacing of Studs in Exterior Walls. The size and spacing of non-loadbearing steel studs for 
exterior walls shall conform to Table 9.24.2.B. 
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Table 9.24.2.B. 
Forming Part of Article 9.24.2.5. 


Steel Studs for Non-Loadbearing Exterior Walls 

















Maximum Stud Length, m 

Minimum Minimum 
Stud Size, Metal Thicknesses, Spacing of Studs 

mm mm | 

300 mm 400 mm 600 mm 
(O;c7) (0.c.) (0.¢ 

30 x 91 UPoe, Shea 4 a 
30. %191 0.69 33 2a 2.4 
30 x 91 0.85 6 30) Dai | 
30 x 91 1.0 4.0 3e3, 3.0 


9.24.3. Installation 
9.24.3.1. Installation of Runners | 
(1) Runners shall be provided at the tops and bottoms of walls. 


(2) Runners required in Sentence (1) shall be securely attached to the building at approximately 50 mm. 
from the ends. and at intervals of not more than 600 mm o.c. for interior walls and 300 mm o.c. for exterior | 
walls. 


(3) Fasteners used for attachment described in Sentence (1) shall consist of the equivalent of 63 mm nails or » 
24 mm screws. | 


(4) Studs at openings and which are not full wall height shall be supported by a runner at the ends of the 
studs, securely fastened to the full length studs at the sides of the opening. 


9,24.3.2. Fire-Rated Walls | 


(1) Steel studs used in walls required to have a fire-resistance rating shall be installed so that there is at least | 
a 12 mm clearance between the top of the stud and the top of the runner to allow for expansion in the event of | 
fire. | 


(2) Except as provided in Article 9.24.3.6., studs in walls referred to in Sentence (1) shall not be attached to | 


the runners in a manner that will prevent such expansion. | 


(3) Framing above doors with steel door frames in non-loadbearing fire separations required to have a | 


fire-resistance rating shall consist of 2 runners on the flat fastened back to back. | 


(4) The upper runner required in Sentence (3) shall be bent at each end to extend upwards at least 150 mm > 


and fastened to the adjacent studs. | 


(5) A gypsum board filler piece, the width and length of the runner, shall be provided between the door | 


frame referred to in Sentence (3) and the adjacent runner. . 


9.24.3.3. Orientation of Studs. Steel studs shall be installed with webs at right angles to the wall face and, 
except at openings, shall be continuous for the full wall height. 


9.24.3.4. Support for Cladding Materials. Corners and intersections of walls shall be constructed to provide 
support for the cladding materials. | 


9.24.3.5. Framing around Openings } 


(1) Studs shall be doubled on each side of every opening where such openings involve more than | stud | 
space, and shall be tripled where the openings in exterior walls exceed 2.4 m in width. 


(2) Studs described in Sentence (1) shall be suitably fastened together to act as a single structural unit in 
resisting transverse loads. 


9.24.3.6. Attachment of Studs to Runners 


4 


(1) Studs shall be attached to runners by screws, crimping, welding or other suitable method around wall 
openings, and elsewhere where necessary to keep the studs in alignment during construction. 
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(2) Where clearance for expansion is required in Article 9.24.3.2., such attachment required in Sentence (1) 
shall be applied between studs and bottom runners only. 
{ 


'9,24.3.7. Openings for Fire Dampers 


(1) Openings for fire dampers in non-loadbearing fire separations required to have a fire-resistance rating 
shall be framed with double studs on each side of the opening. 





| (2) The sill and header for openings described in Sentence (1) shall consist of a runner track with right angle 
-bends made on each end so as to extend 300 mm above the header or below the sill and fastened to the studs. 


_ (3) The openings described in Sentence (1) shall be lined with a layer of gypsum board at least 12.7 mm 
thick fastened to stud and runner webs. 


| Section 9.25 Thermal Insulation and Control of Condensation 
9.25.1. Scope 


'9,25.1.1. Application. This Section applies to the application of thermal insulation and measures to control 
condensation for buildings of residential occupancy intended for use on a continuing basis during the winter 
‘months. 

| 


9.25.1.2. Insulation of Ducts. Insulation of heating and ventilating ducts shall conform to Sections 9.32 and 
(9.33. 

| 

(9.25.13. Thermal Design. The requirements for thermal insulation in this Section need not be met where ther- 
| mal design is provided in accordance with Section 9.38. 

(9.25.2. General 


9.25.2.1. Required Insulation. All walls, ceilings and floors separating heated space from unheated space, the 
|exterior air or the exterior soil shall be provided with sufficient thermal insulation to prevent moisture conden- 
sation on their room side during the winter and to ensure comfortable conditions for the occupants. 


9,25.2.2. Barrier to Air Leakage. Thermally insulated wall, ceiling and floor assemblies shall be constructed so 
as to provide a continuous barrier to leakage of air from the interior of the building into wall spaces, floor 
“spaces or attic or roof spaces. 


| 
-9,25.2.3. Barrier to Vapour Diffusion. Except as provided in Article 9.25.6.3., thermally insulated wall, ceil- 
jing and floor assemblies shall be constructed so as to provide a barrier to diffusion of water vapour from the 
interior into wall spaces, floor spaces or attic or roof spaces. 


| 9.25.2.4. Location of Insulation. Insulation shall be provided between heated and unheated spaces and 
between heated spaces and the exterior, and around the perimeter of concrete slabs-on-ground. 


| (9.25.2.5. Reflective Surfaces. Reflective surfaces of insulating materials shall not be considered in calculating 
_ the thermal resistance of building assemblies. 


| 
| 9.25.2.6. Insulation around Concrete Slabs-on-Ground. Insulation around concrete slabs-on-ground shall 
i not less than 600 mm below exterior ground level. 


9,25.2.7. Minimum Thermal Resistance 


_ (1) Except as permitted in Sentences (2), (3) and (4) the minimum thermal resistance of insulation shall con- 
form to Table 9.25.2.A. 


| 
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Table 9.25.2.A. 
Forming Part of Sentence 9.25.2.7.(1) 


Minimum Thermal Resistance of Insulation to be 
Installed Based on Degree Day Zones 


RSI Value Required 
Building Element Exposed 








To the Exterior or to Zone | Zone 2 
Unheated Space Less than 5000 or 
5000 more 
Ceiling below attic or roof space 5.4 Our 
Roof assembly without attic or roof space 3:52 3,52 
Wall other than foundation wall 3.25 3.87 
Foundation walls enclosing heated space 211 Pa 
Floor, other than slab-on-ground 4.4 4.4 
Slab-on ground containing pipes or heating ducts 1.76 Lath 
Slab-on-ground not containing pipes or heating ducts 1.4] 1.4] 





Note to Table 9.25.2.A.,: 


(1) Number of degree days for individual locations are contained 1n Table 2.5.1.A. 


(2) Except for doors on enclosed unheated vestibules and cold cellars, and except for glazed portions of 
doors, all doors separating heated space from unheated space shall have a thermal resistance of not less than | 
RSI 0.7 where a storm door is not provided. 


(3) All sliding glass doors separating heated space from unheated space shall have a thermal resistance of 
not less than 0.30 m? °C/W. 


(4) All glazing that separates heated space from unheated space shall have a thermal resistance of not less 
than 0.30 m* °C/W. 


(5) The thermal resistance values in Table 9.25.2.A. for exposed roofs or ceilings may be reduced near 
eaves to the extent made necessary by the roof slope and required ventilation clearances, except that the ther- 
mal resistance of insulation at the location directly above the inner surface of the exterior wall shall be at least 
RSior: 


(6) Where an enclosed unheated space is separated from a heated space by glazing, the unheated enclosure 
may be considered to provide a thermal resistance of 0.16 m* °C/W. 


ee ei 


9.25.2.8. Minimum Thermal Resistance for Other Construction 


= S 


(1) Log wall construction and post, beam and plank construction shall have a minimum thermal resistance | 
of RSI-2.1 for the total assembly. 
| 


(2) The thermal resistance value in Sentence (1) for the total wall assembly may be reduced to not less than | 
RSI 1.61, provided that 


(a) the thermal resistance of insulation for exposed roof or ceiling required in Table 9.25.2.A. shall be | 
increased by an amount equivalent to the reduction permitted in this Sentence, and i 


(b) for log walls, the logs are machined squared having tongue-and groove or splined joints. 
9.25.3. Materials 
9.25.3.1. Insulation Material Standards 
(1) Except as required in Sentence (2), thermal insulation shall conform to the requirements of 
(a) CSA A101, “Thermal Insulation, Mineral Fibre, for Buildings,” ' 
(b) CAN/CSA A247-M, “Insulating Fibreboard,” 
(c) CAN/CGSB 51.20-M, ‘Thermal Insulation, Expanded Polystyrene, Boards and Pipe Covering” | 
(d) CGSB 51-GP-21M, “Thermal Insulation, Urethane and Isocyanurate, Unfaced,” 
(e) CAN/CGSB 51.25-M, **Thermal Insulation, Phenolic, Faced,” 
1600 





O. Reg. 413/90 THE ONTARIO GAZETTE 


(f) CAN/CGSB 51.26-M, ‘‘Thermal Insulation, Urethane and Isocyanurate, Board, Faced,” 
(g) CAN/CGSB 51-GP-27M, “Thermal Insulation, Polystyrene, Loose Fill,” or 
(h) CGSB 51-GP-60M, “Thermal Insulation, Cellulose Fibre, Loose Fill,” 


(2) The flame-spread ratings requirements contained in the standards listed in Sentence (1) shall not apply. 
















9.25.3.2. Insulation in Contact with the Ground. Insulation in contact with the ground shall be inert to the 
action of soil and water and be such that its insulative properties are not significantly reduced by moisture. 


9,25.3.3. Type 1 Polystyrene Insulation. Type 1 expanded polystyrene insulation as described in CAN/CGSB 
}31.20-M, Thermal Insulation, Expanded Polystyrene” shall not be used in contact with the ground or as roof 
insulation applied above the roofing membrane. 


| 9.25.3.4. Air Barrier Materials 


| (1) Air barrier protection shall possess the necessary characteristics to provide an effective barrier to air 
_exfiltration under differential air pressure due to stack effect, mechanical systems or wind. 


(2) Polyethylene sheet used to provide the air barrier protection required in Article 9.25.2.2. shall conform 
to CAN/CGSB-51.34-M, “Vapour Barrier, Polyethylene Sheet for Use in Building Construction.” 


|9.25.3.5. Vapour Barrier Materials 


(1) Membrane-type polyethylene vapour barriers shall conform to the requirements of CAN/CGSB 
51.34-M, “Vapour Barrier, Polyethylene Sheet for Use in Building Construction”. 





_ (2) Membrane-type vapour barriers other than polyethylene shall conform to CAN2-51.33-M, “Vapour 
Barrier, Sheet, for Use in Building Construction.” 


(3) Vapour barriers conforming to Sentence (2) shall be type 1 when used where a high resistance to vapour 
“movement is required, such as in wall constructions that incorporate exterior cladding or sheathing having a 
low water vapour permeance. 


9.25.4. Installation of Insulation 


| 9.25.4.1. General 





(1) Insulation shall be installed so that there is a reasonably uniform insulating value over the entire face of 
the insulated area. 


(2) Insulation shall be applied to the full width and length of the space between furring or framing. 


| 9.25.4.2. Batt-Type Insulation. Batt-type insulation manufactured with no membrane on either face shall be 
installed so that at least 1 face is in full and continuous contact with cladding, sheathing or other air-imperme- 
| able membrane. 


-9.25.4.3. Loose-Fill Insulation 


(1) Except as provided in Sentences (2) and (3), loose-fill insulation shall be used on horizontal surfaces 
‘only. 


_ (2) Water repellent loose-fill insulation may be used between the outer and inner wythes of masonry cavity 


| walls. 


| (3) Loose-fill insulation may be used in wood frame walls of existing buildings. 
| 


(4) Where soffit venting is used, measures shall be taken to prevent loose-fill insulation from causing block- 
age of soffit vents. 


'9.25.4.4. Insulation in Crawl Spaces. Insulation on the interior of foundation walls enclosing a crawl space 
shall be applied so that there is not less than a 50 mm clearance above the crawl space floor if the insulation is 


of a type that may be damaged by water. 





'9.25.4.5. Insulation around Slabs-on Grade. Insulation around concrete slabs-on-grade shall be located so that 
‘heat from the building is not restricted from reaching the ground beneath the perimeter where exterior walls 
_are not supported by footings extending below frost level. 


-9.25.4.6. Insulation Exposed to Weather. Where insulation is exposed to the weather and subject to mechani- 


‘cal damage, it shall be protected with not less than 6 mm asbestos-cement board, 6 mm preservative-treated 
plywood or 12 mm cement parging on wire lath applied to the exposed face and edge. 
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9.25.4.7. Mechanical Damage 


(1) Except as permitted in Sentence (2) insulation and vapour barrier in a dwelling unit shall be protected 
from mechanical damage by a covering of gypsum board, plywood, particleboard, waferboard or hardboard. | 


(2) In unfinished basements, the protection required in Sentence (1) need not be provided for mineral fibre’ 
insulation provided it is covered with polyethylene vapour barrier of at least 0.15 mm in thickness. 


(3) Foamed plastics shall be protected as described in Article 9.10.16.12. 


9,25.4.8. Factory-Built Buildings. Insulation in factory-built buildings shall be installed so that it will not 
become dislodged during transportation. 


9.25.4.9. Extent of Insulation for Foundation Walls 

{ 
(1) The upper part of foundation walls enclosing heated space shall be insulated from the underside of the” 
subfloor to not less than 600 mm below the finished ground level. . 


(2) If a foundation wall is constructed of hollow masonry units, one or more of the following shall be used to 
control convection currents in the core spaces, | 


(a) filling the core spaces, 
(b) at least one row of semi-solid blocks at or below grade, or 
(c) other similar methods. 
9.25.4.10. Protection for Insulation installed on the Inside Face of Foundation Walls | 


(1) Insulation to be installed on the inside face of foundation walls below ground level shall be protected’ 
from moisture by a moisture barrier or shall be inherently impermeable to moisture and, if such insulation is of 
the batt-type, it shall be protected from moisture by a moisture barrier and a vapour barrier. : 


(2) Insulation on the inside of foundation walls described in Sentence (1) shall be installed tightly against the’ 
foundation wall and shall be sealed at the top and at the bottom to reduce air circulation. 


9.25.5. Installation of Air Barrier Systems 
9.25.5.1. Joints in Air Barrier Protection 


\ 
(1) Where the air barrier system consists of an air-impermeable panel-type material, all joints shall be 
sealed to prevent air leakage. 


(2) Where the air barrier protection is formed of flexible sheet material, all joints shall be 
(a) sealed, or 


(b) lapped at least 100 mm and clamped, such as between framing members, furring or blocking and rigid) 
panels. 


4 


9.25.5.2. Air Barrier Protection with Low Permeability. Where the air barrier protection consists of a material 
with a water vapour permeance less than the maximum permitted Type 2 vapour barriers in Clause 
9.25.3.5.(1)(b), it shall be installed in a location where the temperature will not be below the dew point of the, 
interior air when the temperature is 10°C above the 2.5 per cent January design temperature. 


9.25.5.3. Interior/Exterior Intersections. Where an interior wall meets an exterior wall, ceiling, floor or rool, 
required to be provided with an air barrier protection, the protection shall extend across the intersection. 


9,25.5.4. Penetrations of Air Barrier Protection. Penetrations of the air barrier protection, such as those cre- 
ated by the installation of doors, windows, electrical wiring, electrical boxes, piping or ductwork, shall be 
sealed to maintain the integrity of the air barrier protection over the entire surface. 


9,25.5.5. Access Hatches. Access hatches through surfaces requiring air barrier protection shall be weather- 
stripped around their perimeters to prevent air leakage. 


9.25.5.6. Joints in Ductwork. Ductwork passing through unheated spaces shall have all joints taped or be oth- 
erwise sealed to ensure that the ducts are airtight throughout their length. 


9,25.5.7. Clearances around Chimneys and Vents. Clearances between chimneys or gas vents and the sur 
rounding construction which would permit air leakage from within the building into a wall or attic or roof space 
shall be sealed by noncombustible material to prevent such leakage. 
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9.25.5.8. Hollow Masonry Walls 


_ (1) Masonry walls of hollow units which penetrate the ceiling shall be sealed at or near the ceiling adjacent 
‘to the roof space to prevent air within the voids from entering the attic or roof space by 
| 


(a) capping with masonry units without voids, or 
(b) installation of flashing material extending across the full width of the masonry. 
9.25.6. Installation of Vapour Barriers 


'9.25.6.1. General. Vapour barriers shall be installed to protect the entire surfaces of thermally insulated wall, 
ceiling and floor assemblies. 


9.25.6.2. Location of Vapour Barriers. Vapour barrier protection shall be installed on the warm side of insula- 
tion. 


9,25.6.3. Low Permeance Insulation 
_ (1) Additional vapour barrier protection is not required with insulation when 


(a) the insulation is of a type which, when installed, has a vapour permeance less than that required for 
vapour barriers in Article 9.25.3.5., or 


(b) the insulation is foamed plastic insulation with a permeance rating of not more than 230 ng/Passem- 
and is installed in continuous contact with masonry or concrete walls. 


Section 9.26 Roofing 





9.26.1. General 


9.26.1.1. Purpose of Roofing. Roofs shall be protected with roofing, including flashing, installed to shed rain 
effectively and prevent water due to ice damming from entering the roof. 


9.26.1.2. Alternate Installation Methods. Methods described in CAN3-A123.51, ‘‘Asphalt Shingle Application 
on Roof Slopes 1:3 and steeper”, or CAN3-A123.52, ‘Asphalt Shingle Application on Roof Slopes 1:6 to Less 
chan 1:3” are permitted to be used for asphalt shingle applications not described in this Section. 


fe Roofing Materials 
a: Material Standards 

_ () Roofing materials shall conform to 

| (a) CAN/CGSB 37.4-M, ‘‘Cement, Lap, Cutback Asphalt, Fibrated, for Asphalt Roofing,” 

(b) CAN/CGSB 37.5-M, “Cement, Plastic, Cutback Asphalt,” 

(c) CGSB 37.8M, “Asphalt, Cutback, Filled, for Roof Coating,” 

(d) CGSB 37-GP-9Ma, “Primer, Asphalt for Asphalt Roofing, Dampproofing and Waterproofing,” 
(e) CGSB 37-GP-21M, ‘‘Tar, Cutback, Fibrated, for Roof Coating” 

(f) CGSB 37-GP-50M, ‘Asphalt, Rubberized, Hot Applied for Roofing and Waterproofing,” 

(g) CGSB 37-GP-52M, ‘“‘Roofing and Waterproofing Membrane, Sheet Applied, Elastomeric,” 


(h) CGSB 37-GP-54M, ‘Roofing and Waterproofing Membrane, Sheet Applied, Flexible, Polyvinyl 
Chloride,” 


(i) CGSB 37-GP-56M, ‘Membrane, Modified, Bituminous, Prefabricated, and Reinforced for Roof- 
ing,” 


(j) CGSB 41-GP-6M, “Sheets, Thermosetting Polyester Plastics, Glass Fiber Reinforced”, 


~ ——————— eater SS 


(k) CAN2-51.32, ‘‘Sheathing, Membrane, Breather type,” 
(1) CSA A123.1, “Asphalt Shingles Surfaced with Mineral Granules,” 
(m) CSA A123.2, “Asphalt Coated Roofing Sheets,” 
(n) CSA A123.3, ‘Asphalt or Tar Saturated Roofing Felt,” 
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(0) CSA A123.4, “Bitumen for Use in Construction of Built-Up Roof Coverings and Dampproofing and _ 
Waterproofing Systems,” { 


' 
(p) CSA A123.17, “Asphalt-Saturated Felted Glass-Fibre Mat for Use in Construction of Built-Up~ 
Roofs,” or . 







(q) CSA 0118.1, “Western Red Cedar Shingles, Handsplit Western Red Cedar Shakes, and Machine- 
Grooved Shakes.” 


9.26.2.2. Nails 


(1) Nails used for roofing shall be corrosion-resistant roofing or shingle nails conforming to CSA B11,’ 
‘Wire Nails, Spikes and Staples”. 


(2) Nails shall have sufficient length to penetrate through or 12 mm into roof sheathing. 


(3) Nails used with asphalt roofing shall have a head diameter of not less than 9.5 mm and a shank thickness 
of not less than 2.95 mm. 


(4) Nails used with wood shingles or shakes shall have a head diameter of not less than 4.8 mm and a shank 
thickness of not less than 2.0 mm and shall be stainless steel, aluminum or hot-dipped galvanized. | 


9.26.2.3. Staples 


(1) Staples used to apply asphalt or wood shingles shall be corrosion-resistant and shall be driven with the. 


crown parallel to the eaves. 
y 


(2) Staples used with asphalt shingles shall be not less than 19 mm long, 1.6 mm diam or thickness, with not 
less than a 24 mm crown, except that an 11 mm crown may be used if the number of staples specified in Article. 
9,26.7.4. is increased by one third. 


(3) Staples used with wood shingles shall be not less than 29 mm long, 1.6 mm diam or thickness, with not 
less than a 9.5 mm crown and shall be stainless steel or aluminum. 


9.26.3. Roof Slope q 


9.26.3.1. Slope l 


(1) Except as provided in Sentences (2) and (3), the roof slopes on which roof coverings may be appliec 
shall conform to Table 9.26.3.A. 


Table 9.26.3.A. 
Forming Part of Sentence 9.26.3.1.(1) 
























| 
Roofing Types and Slope Limits of Roofs } 
Type of Roofing Minimum Slopes Maximum Slope i 
( 
Built-up Roofing 
Asphalt base (gravelled) 1 in 50 (1) 1in4 
Asphalt base (without gravel) anid lin2 
Coal-tar base (gravelled) 1 in 50 (1) 1 in 24 
Cold process sin 25 lin 1.33 
Asphalt Shingles i 
Normal application lin3 no limit i 
Low slope application 1 in6 no limit 
Roll Roofing 
Smooth and mineral surfaced 1in4 no limit 
480 mm wide selvage asphalt roofing 1 in6 no limit 
Cold application felt 1 in SO Pin’ {33 
Wood Shingles lin4 no limit 
Handsplit Shakes fein no limit ! 
Asbestos-Cement Corrugated Sheets lin4 no limit 
Corrugated Metal Roofing lin4 no limit 
Sheet Metal Shingles lin4 no limit 
Slate Shingles 1 in 2 no limit 
Column | | 
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Table 9.26.3.A.—(Cont’d) 








| Forming Part of Sentence 9.26.3.1.(1) 

| Roofing Types and Slope Limits of Roofs 

| Type of Roofing Minimum Slopes Maximum Slope 
" Clay Tile 1in2 no limit 

_ Glass Fibre Reinforced Polyester Roofing Panels lin4 no limit 
Column | 2 3 





| 
Note to Table 9.26.3.A.: 

(1) Sentences 9.26.3.1.(2) and (3) 

f 

_ (2) Asphalt and gravel or coal tar and gravel roofs may be constructed with lower slopes than required in 
Sentence (1) when effective drainage is provided by roof drains located at the lowest points on the roofs. 


_ (3) Sheet metal roof cladding systems specifically designed for low-slope applications are permitted to be 
astalled with lower slopes than required in Sentence (1). 


9.26.4. Flashing at Intersections 





9.26.4.1. Materials. Sheet metal flashing shall consist of not less than 1.73 mm thick sheet lead, 0.33 mm thick 
galvanized steel, 0.46 mm thick copper, 0.46 mm thick zinc or 0.48 mm thick aluminum. 


9.26.4.2. Valley Flashing 
(1) Where sloping surfaces of shingled roofs intersect to form a valley, the valley shall be flashed. 
(2) Closed valleys shall not be used with rigid shingles on slopes of less than | in 1.2. 


(3) Closed valley flashing shall consist of sheet metal, self sealing composite membranes consisting of poly- 
2thylene and bituminous material or one layer of either Type S smooth surface roll roofing or Type M mineral 
surface roll roofing (mineral surface down) not less than 600 mm wide, and nails shall not penetrate the flash- 
ing within 75 mm of its edge or 124 mm of the bottom of the valley centreline. 


(4) Open valleys shall be flashed with not less than one layer of sheet metal not less than 600 mm wide, or 2 
layers of roll roofing. 


(5) The bottom layer of roofing required in Sentence (4) shall consist of not less than Type S smooth roll 
roofing or Type M mineral surface roll roofing (mineral surface down) not less than 457 mm wide, centred in 


the valley and fastened with nails spaced not more than 450 mm o.c. located 24 mm away from the edges. 
t 


(6) The top layer of roofing required in Sentence (4) shall consist of not less than Type M mineral surface 
roll roofing (mineral surface up), 914 mm wide, centred in the valley, applied over a 100 mm wide strip of 
cement along each edge of the bottom layer, and fastened with a sufficient number of nails to hold it in place 
until the shingles are applied. 

; 
9.26.4.3. Intersection of Shingle Roofs and Masonry 
_ (1) The intersection of shingle roofs and masonry walls or chimneys shall be protected with flashing. 





_ (2) Counter flashing required in Sentence (1) shall be embedded not less than 24 mm in the masonry and 
shall extend not less than 150 mm down the masonry and lap the lower flashing not less than 100 mm. 


{ 
| 


(3) Flashing along the slopes of a roof in Sentence (1) shall be stepped so that there is not less than a 75 mm 
lhead lap in both the lower flashing and counter flashing. 


| (4) Where the roof described in Sentence (1) slopes upwards from the masonry, the flashing shall extend up 
ee roof slope to a point equal in height to the flashing on the masonry, but not less than 1.5 times the shingle 


exposure. 
9.26.4.4. Intersection of Shingle Roofs and Walls Other Than Masonry 
(1) The intersection of shingle roofs and walls clad with other than masonry shall be protected with flashing. 


_ (2) Flashing required in Sentence (1) shall be installed so that it extends up the wall not less than 75 mm 
behind the sheathing paper, and extends not less than 75 mm horizontally. 


| (3) Along the slope of the roof, the flashing required in Sentence (1) shall be stepped with not less than a 


nv 


| ke mm head lap. 
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9,26.4.5. Intersection of Built-Up Roofs and Masonry 


(1) The intersection of built-up roofs with masonry walls or chimneys shall have a cant strip at the intersec- 
tion and a roofing membrane shall be mopped over the cant strip and not less than 150 mm up the wall. 


(2) Counter flashing installed over the intersection referred to in Sentence (1) shall be embedded not less | 
than 25 mm in the masonry, and shall be of sufficient length to extend down not less than 150 mm, lapping the” 
membrane on the masonry not less than 100 mm. 


9.26.4.6. Intersection of Built-Up Roofs and Walls other than Masonry 
(1) The intersection of built-up roofs with walls clad with other than masonry shall have a cant strip. 
(2) The roofing membrane shall be mopped over the cant strip referred to in Sentence (1). 


(3) Flashing plies shall extend not less than 150 mm up the wall referred to in Sentence (1) behind the 
sheathing paper. 


9,26.4.7. Chimney Saddles 


(1) Except as otherwise permitted in Sentence (5), chimney saddles shall be installed where the upper side. 
of a chimney ona sloping roof is more than 750 mm wide. | 


(2) Chimney saddles shall be covered with sheet metal or roofing material of equivalent weight and quality 
equivalent to the roofing. | 


(3) Saddles shall be suitably flashed where they intersect the roof. 
(4) The intersection of the saddle and the chimney shall be flashed and counterflashed as in Article 9.26.4.3. 


(5) A chimney saddle need not be installed if the intersection between the chimney and roof is protected by 
sheet metal flashing that extends up the chimney to a height equal to not less than one sixth the width of the 
chimney, but not less than 150 mm, and up the roof slope to a point equal in height to the flashing on the. 
chimney, but not less than 1.5 times the shingle exposure. 





(6) Flashing described in Sentence (5) at the chimney shall be counterflashed as required by Article 
9.26.4.3. | 
| 
9.26.5. Eave Protection for Shingles and Shakes | 
9.26.5.1. Required Eave Protection 


(1) Except as provided in Sentence (2), eave protection shall be provided on shingle, shake or tile roofs, | 
extending from the edge of the roof a minimum distance of 900 mm up the roof slope to a line not less than 
300 mm inside the inner face of the exterior wall. | 

(2) Eave protection is not required | 
! 


(a) over unheated garages, carports and porches, | 


(b) where the roof overhang exceeds 900 mm measured along the roof slope from the edge of the roof to 
the inner face of the exterior wall, | 


(c) on roofs of asphalt shingles installed in accordance with Subsection 9.26.8., or 

(d) on roofs with slopes of | in 1.5 or greater. | 
9.26.5.2. Materials 
(1) Eave protection shall be laid beneath the starter strip and shall consist of | 


(a) No. 15 asphalt-saturated felt laid in two plies lapped 480 mm and cemented together with lap cement, 





(b) Type M or S roll roofing laid with not less than 100 mm head and end laps cemented together with 
lap cement, | 


| 
(c) lass fibre or polyester fibre coated base sheets, or 
(d) self-sealing composite membranes consisting of modified bituminous coated material. 
9.26.6. Underlay Beneath Shingles 


| 

| 

| 

9.26.6.1. Materials. When underlay is used beneath shingles, it shall be asphalt-saturated sheathing paper 
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weighing not less than 0.195 kg/m or No. 15 plain or perforated asphalt-saturated felt or 0.05 mm polyethyl- 
ene, except that underlayment used beneath wood shingles shall be breather type. 


9.26.6.2. Installation 


(1) When used with shingles, underlay shall be installed parallel to the eaves with head and end lap of not 
less than 50 mm. 


(2) The top edge of each strip referred to in Sentence (1) shall be fastened with sufficient roofing nails to 
hold it in place until the shingles are applied. 


(3) The underlay referred to in Sentence (1) shall overlap the eave protection by not less than 100 mm. 
9.26.7. Asphalt Shingles on Slopes of 1 in 3 or Greater 


9.26.7.1. Coverage. Coverage shall be not less than 2 thicknesses of shingle over the entire roof, disregarding 
cutouts. 


9.26.7.2. Starter Strip 


(1) A starter strip shall be installed along the lower edge of the roof so that it extends approximately 12 mm 
beyond the eaves and rake of the roof and fastened along the bottom edge with nails spaced not more than 
300 mm 0.c. 


(2) Starter strips shall be not less than Type M mineral-surfaced roll roofing not less than 304 mm wide, or 
shingles of the same weight and quality as those used as a roof covering with tabs facing up the roof slope. 


(3) Starter strips may be omitted where eave protection of not less than Type M mineral-surfaced roll roof- 
ing or self-sealing composite membranes consisting of polyethylene and bituminous material is provided. 


-9.26.7.3. Head Lap. Shingles shall have a head lap of not less than 50 mm. 
9.26.7.4. Fasteners 


(1) Shingles shall be fastened with no fewer than 4 nails or staples for 1 m wide shingles so that no nails or 
staples are exposed. 


_ (2) Fasteners may be reduced for narrower shingles in proportion to the width of the shingle or when shin- 
| gles incorporating interlocking devices are used. 


(3) Fasteners referred to in Sentence (1) shall be located 25 mm to 40 mm from each end of each strip shin- 
gle with the other fasteners equally spaced between them. 


(4) Fasteners referred to in Sentence (1) shall be located not less than 12 mm above the tops of the cutouts. 


| 
9.26.7.5. Securing of Tabs. Shingle tabs shall be secured by a spot of plastic cement not exceeding 25 mm 
| diam under the centre of each tab or by interlocking devices or self-sealing strips. 


| 9.26.7.6. Hips and Ridges 
| 
; 


(1) Shingles on hips and ridges shall be applied so they extend not less than 100 mm on either side of the hip 
_ or ridge, and shall be lapped not less than 150 mm. 


(2) Shingles referred to in Sentence (1) shall be fastened with nails or staples on each side located not more 
than 25 mm from the edge and 25 mm above the butt of the overlying shingle. 





| 9,26.7.7. Eave Protection. Eave protection shall conform to Subsection 9.26.5. 
| 9.26.7.8. Flashing. Flashing shall conform to Subsection 9.26.4. 
: 9.26.8. Asphalt Shingles on Slopes of Less Than 1 in 3 


| 9.26.8.1. Coverage. Except for the first 2 courses, coverage shall be not less than 3 thicknesses of shingle over 
the entire roof, disregarding cutouts. 


9.26.8.2. Starter Strip 
(1) A starter strip shall be installed as in Article 9.26.7.2. 


' (2) Starter strips required in Sentence (1) shall be laid in a continuous band of cement not less than 200 mm 
wide. 


| 9.26.8.3. Securing of Tabs. Shingle tabs shall be secured with cold application cement applied at the rate of 
| 
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not less than 0.5 L/m? of cemented area, or hot application asphalt applied at the rate of 1 kg/m* of cemented | 
area. 


9.26.8.4. Securing of Shingle Courses 


(1) The first course of shingles shall be secured by a continuous band of cement along the eaves applied so 
that the width of the band equals the shingle exposure plus 100 mm and the band is located not less than 
50 mm above the lower edge of the starter strip. 


(2) The succeeding courses of shingles shall be secured by a continuous band of cement applied so that the 
width of the band equals the shingle exposure plus 50 mm. 


(3) The band required in Sentence (2) shall be located not less than 25 mm nor more than 50 mm above the 
butt of the overlying course of shingles. 


9.26.8.5. Hips and Ridges 





(1) Shingles on hips and ridges shall be not less than 300 mm wide applied to provide triple coverage. 


(2) Shingles referred to in Sentence (1) shall be cemented to the roof shingles and to each other with a coat 
of cement 25 mm from the edges of the shingles and fastened with nails or staples located 40 mm above the 
butt of the overlying shingle and 50 mm from each edge. 


9.26.8.6. Flashing. Flashing shall conform to Subsection 9.26.4. 

9.26.8.7. Fastening. Shingles shall be fastened in accordance with Articles 9.26.7.4. 
9.26.9. Wood Roof Shingles 

9.26.9.1. Decking. Decking for wood shingled roofs may be continuous or spaced. 
9.26.9.2. Grade. Shingles shall be not less than No. 2 grade. 


9,26.9.3. Size. Wood shingles shall be not less than 400 mm long and not less than 75 mm nor more than 
350 mm wide. 


9.26.9.4. Spacing and Joints. Shingles shall be spaced approximately 6 mm apart and offset at the joints in 
adjacent courses not less than 40 mm so that joints in alternate courses are staggered. 


9.26.9.5. Fastening. Shingles shall be fastened with 2 nails or staples located approximately 20 mm from the 
sides of the shingle and 40 mm above the exposure line. 


9.26.9.6. Exposure. The exposure of wood roof shingles shall conform to Table 9.26.9.A. 


Table 9.26.9.A. 
Forming Part of Article 9.26.9.6. 


Maximum Exposure of Wood Shingles, mm 


No. 1 Grade No 2 Grade 
Roof Length of Shingle Length of Shingle 


Slope 
Less than | in 3 100 115 165 | 99 | 00 | 140 
lin3 25 140 190 etoccotiae 100 140 
Over tin os | ao emi | 


9.26.9.7. Flashing. Flashing shall conform to Subsection 9.26.4. 1 














9.26.9.8. Eave Protection. Eave protection shall conform to Subsection 9.26.5. 
9.26.10. Handsplit Roof Shakes 


9.26.10.1. Size and Thickness. Shakes shall be not less than 450 mm long and not less than 100 mm nor more | 
than 350 mm wide with a butt thickness of not more than 32 mm and not less than 9 mm. 
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9.26.10.2. Underlay 


(1) Where eave protection is not provided, an underlay conforming to the requirements in Article 9.26.6.1. 
for wood shingles shall be laid as a strip not less than 900 mm wide along the eaves. 


(2) A strip of material similar to that described in Sentence (1) not less than 450 mm wide shall be interlayed 
between each course of shakes with the bottom edge of the strip positioned above the butt line at a distance 
equal to double the exposure of the shakes. 


(3) Interlayed strips in Sentence (2) shall be lapped at least 150 mm at hips and ridges in a manner that will 
prevent water from reaching the roof sheathing. 


9.26.10.3. Spacing and Joints. Shakes shall be spaced approximately 6 mm to 9 mm apart and offset at the 
joints in adjacent courses not less than 40 mm so that joints in alternate courses are staggered. 


9.26.10.4. Fastening. Shakes shall be fastened with nails located approximately 20 mm from the sides of the 
shakes and 40 mm above the exposure line. 


9,26.10.5. Exposure. The exposure of wood shakes shall not exceed 190 mm for shakes at least 450 mm long 
and 240 mm for shakes at least 600 mm long. 


9.26.10.6. Flashing. Flashing shall conform to Subsection 9.26.4. 
9.26.10.7. Eave Protection. Eave protection shall conform to Subsection 9.26.5. 
9.26.11. Built-Up Roofs 


9.26.11.1. Quantity of Materials. The quantities of bituminous materials used on built-up roofs shall conform 
to Table 9.26.11.A. 


Table 9.26.11.A. 
Forming Part of Article 9.26.11.1. 


Quantities of Bitumen for Built-Up Roofs 








Amount of Bitumen per 
Square Metre of Roof Surface 
Type of Roof 
| Mopping Coats Flood 
Between Layers Coat 
Asphalt and aggregate I kg 3 kg 
Coal-tar and aggregate 1.2 kg 3.6 kg 
Cold process roofing 0.75 L cold 7 we) (I 
| process cement process top coating 
| Serre Sue 3 


9.26.11.2. Coal-Tar and Asphalt Products. Coal-tar products and asphalt products shall not be used together 
in built-up roof construction. 


9.26.11.3. Roof Felts. Bitumen roofing felts shall be not less than No. 15 felt. 
9.26.11.4. Aggregate Surfacing 


(1) Aggregate used for surfacing built-up roofs shall be clean, dry and durable and shall consist of particles 
of gravel, crushed stone or air-cooled blast furnace slag having a size of from 6 mm to 15 mm. 


(2) The minimum amount of aggregate surfacing per square metre of roof surface shall be 15 kg gravel or 
crushed stone or 10 kg crushed slag. 


ne = 


9,26.11.5. Flashing. Flashing shall conform to Subsection 9.26.4. 


9.26.11.6. Number of Layers. Built-up roofing shall consist of at least 3 mopped-down layers of roofing felt 
| flood coated with bitumen. 


—_<— 


9.26.11.7. Installation of Layers 


(1) In hot process applications each layer of bitumen-saturated felt shall be laid while the bitumen is hot, 
with each layer overlapping the previous one. 


——<—— 
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(2) The full width under each lap referred to in Sentence (1) shall be coated with bitumen so that in no place 
does felt touch felt. 


(3) Felt shall be laid free of wrinkles and shall be rolled directly into the hot bitumen and broomed forward 
and outward from the centre to ensure complete adhesion. 


9.26.11.8. Roofing over Wood-Based Sheathing 


(1) Except as permitted in Sentence (2), built-up roofing applied over wood, plywood, waferboard or 
strandboard roof sheathing shall be laid over an additional base layer of felt laid dry over the entire roof deck. 
with at least a 50 mm headlap and a 50 mm sidelap between each sheet. 


(2) Where plywood, waferboard or strandboard roof sheathing is used, the dry layer of felt required in Sen- 
tence (1) may be omitted when the joints are taped and the sheathing is primed with asphalt. 


9.26.11.9. Attachment to Decking. Roofing shall be securely attached to the decking or where insulation is 
applied above the deck, the insulation shall be securely attached to the deck before the first layer of felt is fas- 
tened to the insulation. 


9.26.11.10. Cant Strips 
(1) Except as permitted in Sentence (4), a cant strip shall be provided at the edges of roofs. 
(2) No fewer than 2 plies of the roofing membrane shall be carried over the top of the cant strip. 
(3) Flashing shall extend over the top of the cant strip and shaped to form a drip. 


(4) The cant strip required in Sentence (1) may be omitted where a gravel stop is provided at the edge of 
roofs. 


(5) The roofing membranes shall be carried over the edge of the roof before the gravel stop is fastened and 2 
plies of roofing membrane mopped to the top surface of the gravel stop referred to in Sentence (4) before the | 
flood coat is applied. ! 


(6) The gravel stop referred to in Sentence (4) shall extend over the edge of the roof to form a drip or shall | 
be flashed so that the flashing extends over the edge to form a drip. 





9.26.12. Selvage Roofing | 


9,.26.12.1. Double Coverage. Wide selvage asphalt roofing shall provide double coverage over the entire roof | 
surface. | 
9.26.12.2. Watertight Joint of Plies. Plies of selvage roofing shall be cemented together to ensure a water-tight | 
joint. | 
9.26.13. Sheet Metal Roofing 


9.26.13.1. Minimum Thickness. Sheet metal roofing shall be not less than 0.33 mm thick galvanized steel, | 
0.46 mm thick copper, 0.46 mm thick zinc or 0.48 mm thick aluminum. 


9.26.14. Glass Reinforced Polyester Roofing 





9.26.14.1. Support of Design Roof Load. Where glass reinforced polyester roofing panels are not supported by | 
roof decking but span between spaced supports, the panels shall be designed to support the design roof load. 


9.26.15. Hot Applied Rubberized Asphalt Roofing 


9.26.15.1. Installation Standard. Hot applied rubberized asphalt roofing shall be installed in accordance with | 
CGSB 37-GP-51M, “Application or Rubberized Asphalt, Hot Applied, for Roofing and Waterproofing”’. 
| 


9.26.16. Polyvinyl Chloride Sheet Roofing 


9.26.16.1. Installation Standard. Polyvinyl chloride sheet applied roofing membrane shall be installed in 

accordance with CGSB 37-GP-55M, “‘Application of Sheet Applied Flexible Polyvinyl Chloride Roofing | 
Membrane”. | 
9.26.17. Downspouts and Roof Drains 
9.26.17.1. Extensions to Prevent Soil Erosion. Where downspouts are provided and are not connected to a | 
sewer, extensions shall be provided to carry rainwater away from the building in a manner which will prevent» 
soil erosion. 


{ 
9.26.17.2. Reserved. 
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Section 9.27 Siding 
9.27.1. Scope 


9.27.1.1. Application. This Section applies to exterior wall coverings of lumber, wood shingles, shakes, asbes- 
tos-cement shingles and sheets, plywood, waferboard, hardboard, asphalt shingles, vinyl, aluminum and steel 
including trim, soffits and flashing. 








9,27.1.2. Stucco and Masonry Veneer. Requirements for stucco shall conform to Section 9.28 and require- 
ments for masonry veneer shall conform to Section 9.20. 


9,27.1.3. Asphalt Shingles. Where asphalt shingles are used as siding, they shall conform to the requirements 
in Section 9.26 for asphalt roof shingles. 


9.27.2. General 


9.27.2.1. Required Siding. Exterior walls shall be protected with siding, including flashing, trim and other spe- 
cial purpose accessory pieces required for the siding system being used, to restrict the entry of rain and snow 
into the wall assembly. 


| 

9.27.2.2. Clearance from Ground. Not less than a 200 mm clearance shall be provided between the finished 
ground level and siding that is adversely affected by moisture such as wood, plywood, waferboard and hard- 
board. 


9.27.2.3. Clearance from Roof Surface. Not less than a 50 mm clearance shall be provided between a roof sur- 
face and siding that is adversely affected by moisture such as wood, plywood, waferboard and hardboard. 


9.27.2.4. Insulating Asphalt Siding. Insulating asphalt siding shall be ventilated by not less than a 10 mm air 
space behind the siding. 
| 


9.27.3. Flashing 


9.27.3.1. Materials. Flashing shall consist of not less than 1.73 mm thick sheet lead, 0.33 mm thick galvanized 


steel, 0.46 mm thick copper, 0.46 mm thick zinc, 0.48 mm thick aluminum or 1.02 mm thick vinyl. 
9.27.3.2. Installation 


- (1) Flashing shall be installed at every horizontal junction between 2 different exterior finishes, except 
where the upper finish overlaps the lower finish. 


| (2) Except as provided in Sentence (4), flashing shall be applied over exterior wall openings where the verti- 
cal distance from the bottom of the eave to the top of the trim is more than one-quarter of the horizontal over- 
hang of the eave. 


(3) Flashing shall be installed so that it extends upwards not less than 50 mm behind the sheathing paper 
and forms a drip on the outside edge. 


(4) Where a window or exterior door is designed to be installed without head flashing, the exterior flange of 
the window or door frame shall be bedded into a non-hardening type caulking material and the exterior flange 
screwed down over the caulking material to the wall framing to form a waterproof joint. 


? 


9.27.4. Caulking 
9.27.4.1. Required Caulking 





| (1) Caulking shall be provided where required to prevent the entry of water into the structure. 


(2) Caulking shall be provided between masonry, siding or stucco and the adjacent door and window frames 
or trim, including sills unless such locations are completely protected from the entry of rain. 


(3) Caulking shall be provided at vertical joints between different cladding materials unless the joint is suit- 
ably lapped or flashed to prevent the entry of rain. 


9.27.4.2. Materials 


(1) Caulking shall be of a non-hardening type suitable for exterior use, selected for its ability to resist the 
effects of weathering and shall be compatible with and adhere to the substrate to which it is applied. 


} (2) Caulking shall conform to 
| (a) CGSB 19-GP-5M, ‘Sealing Compound, One Component, Acrylic Base, Solvent Curing,” 





/ (b) CAN/CGSB-19.13, “Sealing Compound, One Component, Elastomeric, Chemical Curing,” 
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(c) CGSB 19-GP-14M, ‘Sealing Compound, One Component, Butyl-Polyisobutylene Polymer Base, 
Solvent Curing,” or 


(d) CAN2-19.24, ‘Sealing Compound, Multi-Component, Chemical Curing.” 
9.27.5. Attachment of Siding 
9.27.5.1. Attachment 


(1) Except as permitted in Sentences (2) to (7), siding shall be nailed to the framing members, furring mem- 
bers or to blocking between the framing members. 


(2) Vertical lumber and stucco lath or reinforcing may be attached to sheathing only where the sheathing 
consists of not less than 14.3 mm lumber, 12.5 mm wood, waferboard or strandboard. 


(3) Vertically applied metal siding and wood shingles and shakes may be attached to the sheathing only 
where the sheathing consists of not less than 14.3 mm lumber, 7.5 mm plywood, waferboard or strandboard. 


(4) Asbestos-cement shingles may be attached to the sheathing only when the sheathing consists of not less 
than 14.3 mm lumber, 9.5 mm plywood, waferboard or strandboard. 


(5) Where wood shingles or shakes are applied to sheathing which is not suitable for attaching the shingles 
or shakes, the shingles or shakes may be attached to a wood lath not less than 38 mm by 9.5 mm thick securely 
nailed to the framing and applied as described in Article 9.27.7.5. 


(6) Where asbestos-cement shingles are applied to sheathing that is not suitable for attaching the shingles, | 
the shingles may be fastened to a wood lath not less than 89 mm by 9.5 mm thick securely nailed to the fram- | 
ing. 

(7) Lath referred to in Sentence (6) shall be applied so that it overlaps the preceding shingle course by not 
less than 20 mm. | 


9.27.5.2. Blocking. Blocking for the attachment of siding shall be not less than 38 mm by 38 mm lumber | 
securely nailed to the framing and spaced not more than 600 mm o.c. 


9.27.5.3. Furring 


(1) Except as permitted in Sentences 9.27.5.1.(5) and (6), furring for the attachment of siding shall be not 
less than 19 mm by 38 mm lumber when applied over sheathing. | 





(2) When applied without sheathing, furring referred to in Sentence (1) shall be not less than 19 mm by! 
64 mm lumber on supports spaced not more than 400 mm o.c., and 19 mm by 89 mm on supports spaced not : 
more than 600 mm 0.c. 


(3) Furring referred to in Sentence (1) shall be securely fastened to the framing and shall be spaced not 
more than 600 mm o.c. | 


9,27.5.4. Size and Spacing of Fasteners. Nail or staple size and spacing for the attachment of siding and trim | 
shall conform to Table 9.27.5.A. . 


Table 9.27.5.A. 
Forming Part of Article 9.27.5.4. 


Attachment of Siding 
Min. Nail 
ee. or Staple Neus ee Minimum Nail or 
Type of Siding of Nails 
Length, Staple Spacing 
oe or Staples 





600 mm (0.c.) 


600 mm (0.c.) 


Wood trim ail 


Lumber siding or horizontal siding 5] 
made from sheet material 


Metal siding ener 600 mm (0.c.) 






(nailed to framing) 
400 mm (0.c.) 
(nailed to sheathing only) 


oli | 
j 
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Table 9.27.5.A.—(Cont'd) 
Forming Part of Article 9.27.5.4. 


Attachment of Siding 






























Min. Nail Mia No 
Type of Siding or Staple OENGils Minimum Nail or 
Length, Staple Spacing 
or Staples 
mm 

Handsplit wood shakes up to 51 p} — 

200 mm in width 

Handsplit wood shakes over 51 3 — 

200 mm in width 

Wood shingles and machine 32 — 
| grooved shakes up to 200 mm in 
| width 
| Wood shingles and machine o2 3 — 
| grooved shakes over 200 mm in 
| width 





| Asbestos-cement shingles veut tins sada 2 Bs 


82 
Panel or sheet type siding up to 38 -— 150 mm (0.c.) 
7 mm thick along edges 
| Panel or sheet type siding greater =| — 300 mm (0.c.) 
than 7 mm thickness along intermediate supports 
eer ee ee 


.9,27.5.5. Fastener Materials. Nails or staples for the attachment of sidings and wood trim shall be corrosion- 
resistant and shall be compatible with the siding material. 
















.9.27.5.6. Expansion and Contraction. Fasteners for metal or vinyl siding shall be positioned to permit expan- 
‘sion and contraction of the siding. 


9,.27.5.7. Penetration of Fasteners 
' 

(1) Fasteners for shakes and shingles shall penetrate through the nail-holding base or not less than 19 mm 
into the framing. 





(2) Fasteners for other types of siding shall penetrate through the nail-holding base or not less than 24 mm 
into the framing. 


9.27.6. Lumber Siding 
9.27.6.1. Materials. Lumber siding shall be sound, free of knot holes, loose knots, through checks or splits. 
9.27.6.2. Thickness and Width 


(1) Drop, rustic, novelty, lapped board and vertical wood siding shall be not less than 14.3 mm thick and 
not more than 286 mm wide. 


(2) Bevel siding shall be not less than 5 mm thick at the top and 12 mm thick at the butt for sidings 184 mm 
/or less in width, and 14.3 mm thick at the butt for sidings wider than 184 mm. 


(3) Bevel siding shall be not more than 286 mm wide. 
| 9.27.6.3. Joints 


(1) Lumber siding shall prevent water from entering at the joints by the use of lapped or matched joints or 
_by vertical wood battens. 


(2) Siding shall overlap not less than 1 mm per 16 mm width of lumber, but not less than 9.5 mm for 
matched siding, 24 mm for lapped bevel siding or 12 mm for vertical battens. 
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9.27.7. Wood Shingles and Machine Grooved Shakes 
9.27.7.1. Materials 


(1) Shingles and shakes shall conform to CSA 0118.1. “Western Red Cedar Shingles, Handsplit Western 
Red Cedar Shakes and Machine-Grooved Shakes.” 


(2) Shakes shall be not less than No. | grade and shingles not less than No. 2 grade, except that No. 3 grade 
may be used for undercoursing. 


9.27.7.2. Width. Shingles and shakes shall be not less than 65 mm nor more than 350 mm wide. 


9.27.7.3. Fasteners. Shingles or shakes shall be fastened with nails located approximately 20 mm from each 
edge and not less than 24 mm above the exposure line for single-course applications, or approximately 50 mm 
above the butt for double-course applications. 


9.27.7.4. Offsetting of Joints 


(1) In single-course application, joints in succeeding courses shall be offset at least 40 mm so that joints in 
any 2 of 3 consecutive courses are staggered. 


(2) In double-course application, joints in the outer course shall be offset from joints in the under-course by. 
not less than 40 mm, and joints in succeeding courses shall be offset not less than 40 mm. 


9.27.7.5. Fastening to Lath 


(1) When lath is used with double-course application, it shall be spaced according to the exposure and 
securely fastened to the framing. 


(2) The butts of the under-course shall rest on the top edge of the lath. 
(3) The outer course shall be fastened to the lath with nails of sufficient length to penetrate through the lath. 


(4) The butts of the shingles or shakes shall be so located that they project not less than 12 mm below the 
bottom edge of the lath referred to in Sentence (1). 


(5) If wood lath is not used, the butts of the under-course shingles or shakes of the application referred to in 
Sentence (1) shall be located 12 mm above the butts of the outer course. 


9,.27.7.6. Exposure and Thickness. The exposure and butt thickness of shingles shall conform to Table 
D2 ides 


Table 9.27.7.A. 
Forming Part of Article 9.27.7.6. 


Exposure and Thickness of Wood Shingles and 
Machine Grooved Shakes 


Maximum Exposure 


Shake or Minimum Butt 
Shingle Length, Single Double Thickness, 
mm Coursing, Coursing, mm 
mm 
400 190 10 
450 216 1] 
600 292 13 











9.27.8. Asbestos-Cement Shingles and Sheets 
9.27.8.1. Material Standards 





(1) Asbestos-cement shingles and sheets shall conform to 
(a) CAN/CGSB 34.4-M, “Siding, Asbestos Cement, Shingles and Clapboards,”’ 
(b) CAN/CGSB 34.5-M, “Sheets, Asbestos Cement, Corrugated,” 
(c) CAN/CGSB 34.14-M, “Sheets, Asbestos Cement, Decorative,” | 
(d) CAN/CGSB 34.16, “Sheets, Asbestos Cement, Flat, Fully Compressed,” 
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(e) CAN/CGSB 34.17-M, “Sheets, Asbestos Cement, Flat, Semi-compressed,”’ or 
(f) CAN/CGSB 34.21-M, “Panels, Sandwich Asbestos, Cement and Insulating Cores.” 
9.27.8.2. Weight and Thickness 
(1) Asbestos-cement shingles shall weigh not less than 8.06 kg/m. 


(2) Asbestos-cement sheet shall be not less than 4.75 mm thick where applied to studs spaced not more than 
400 mm o.c., nor less than 6 mm thick where applied to studs spaced not more than 600 mm 0.c. 


(3) Where applied over sheathing, the thickness of asbestos-cement sheet shall be not less than 3.15 mm. 
9,27.8.3. Fastening of Shingles. Asbestos-cement shingles shall be fastened with nails located not less than 


| 25 mm above the exposure line. 








9.27.8.4. Joints of Shingles 

(1) Asbestos-cement shingles shall be installed so that vertical joints in succeeding courses are staggered. 
(2) Asphalt-coated backer strips shall be installed behind each vertical joint. 

| (3) Shingles shall have not less than a 25 mm head lap. 

_9.27.8.5. Joints in Panels 


(1) Vertical joints of asbestos-cement panels shall be protected with batten strips, caulking or other suitable 
_ method. 





(2) Horizontal joints shall be lapped, flashed, caulked or otherwise suitably protected. 
9.27.9. Plywood 

| 9.27.9.1. Material Standards. Plywood siding shall be exterior type conforming to 

(a) CSA 0115, “Hardwood and Decorative Plywood,” 

(b) CSA 0121, ‘Douglas Fir Plywood,” 

| (6) CSAOIS1, “Canadian Softwood Plywood,” or 

| (d) CSA 0153, ‘Poplar Plywood.” 

| 9.27.9.2. Thickness 
(1) Plywood siding shall be not less than 6 mm thick when applied directly to sheathing. 


| (2) When applied directly to framing or over furring strips, plywood thickness shall conform to Table 
m27.9.A. 







| Table 9.27.9.A. 

| Forming Part of Sentence 9.27.9.2.(2) 

| Minimum Plywood Thickness, Exterior Wall Finish 

Spacing of Face Grain Face Grain Right 
Supports, Parallel to Supports, Angles to Supports, 
{ mm 


(3) The thickness of grooved or textured plywood shall be measured at the point of least thickness. 


mm mm 
400 8 6 
600 16) 8 





9.27.9.3. Edge Treatment. The edges of plywood siding shall be treated with a suitable paint or sealer. 
9.27.9.4. Panel Siding 

| (1) Plywood applied in panels shall have all edges supported. 

| (2) Not less than a 2 mm gap shall be provided between panels referred to in Sentence (4): 
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(3) Vertical joints in siding referred to in Sentence (1) shall be protected with batten strips or caulking when 
the plywood joints are not matched. 


(4) Horizontal joints in siding referred to in Sentence (1) shall be lapped not less than 25 mm or shall be 
suitably flashed. 


9.27.9.5. Lapped Strip Siding 


(1) Plywood applied in horizontal lapped strips shall have not less than a 2 mm gap provided at the butted 
ends, which shall be caulked. 


(2) The horizontal joints of siding described in Sentence (1) shall be lapped not less than 25 mm. 


(3) Wedges shall be inserted under all vertical butt joints and at all corners when horizontal lapped plywood 
is applied without sheathing. 


9.27.10. Hardboard 
9.27.10.1. Material Standards 


(1) Factory-finished hardboard siding shall conform to CAN/CGSB 11.5-M, “Hardboard, for Exterior 
Cladding.” 


(2) Hardboard siding which is not factory finished shall conform to Types 1, 2 or 5 in CAN/CGSB 11.3-M, 
“Hardboard.” 


9.27.10.2. Thickness 


(1) Type 1 or 2 hardboard siding shall be not less than 6.0 mm thick when applied over sheathing that pro- 
vides continuous support and not less than 7.5 mm thick when applied to furring or framing members not more 
than 400 mm o.c. 


(2) Type 5 hardboard siding shall be not less than 9.0 mm thick when applied over sheathing that provides 
continuous support or over furring or framing members spaced not more than 400 mm o.c. 


(3) Where hardboard siding is grooved, the grooves shall not extend more than 1.5 mm into the required 
thickness. 


9.27.10.3. Panel Siding 


(1) Hardboard siding applied in panels shall have all edges supported with not less than a 5 mm gap pro- 
vided between sheets. 


(2) Vertical joints described in Sentence (1) shall be protected with batten strips or caulking when the joints 
are not matched. 


(3) Horizontal joints described in Sentence (1) shall be lapped not less than 25 mm or shall be suitably 
flashed. 


9.27.10.4. Lapped Strip Siding 


(1) Hardboard applied in horizontal lapped strips shall have not less than a 5 mm gap provided at the butted 
ends, which shall be caulked or otherwise protected with suitable mouldings. 


(2) The horizontal joints of siding described in Sentence (1) shall overlap not less than 1 mm per 16 mm 
width of siding board but not less than 9.5 mm for matched joint siding or 25 mm for lapped siding. 


9.27.10.5. Clearance. Not less than 3 mm clearance shall be provided between hardboard siding and door or 
window frames. 


9.27.11. Waferboard and Strandboard 


9,.27.11.1. Material Standard. Waferboard and strandboard siding shall conform to CAN3-0437.0, ‘*Wafer- 
board and Strandboard.” 


9.27.11.2. Thickness 


(1) Waferboard and strandboard conforming to grade 0-2 shall be not less than 6.0 mm thick where applied 
directly to sheathing. 


(2) Grade O-2 waferboard and strandboard applied directly to framing or over furring strips, shall conform: 
to the thickness shown for plywood 1n Table 9.27.9.A. 
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(3) Waferboard and strandboard conforming to grades R-1 and O-1 shall be not less than 7.9 mm thick 
where applied directly to sheathing. 


(4) Where applied directly to framing or over furring strips, waferboard and strandboard conforming to 
grades R-1 and O-1 shall be not less than 9.5 mm thick on supports spaced not more than 400 mm o.c. and 
12.7 mm thick on supports spaced not more than 600 mm o.c. 


9.27.11.3. Panel Siding 


(1) Waferboard and strandboard applied in panels shall have all edges supported and treated with a primer 
| or sealer. 


(2) Not less than a3 mm gap shall be provided between sheets in siding described in Sentence (1). 


(3) Vertical joints in siding described in Sentence (1) shall be protected with batten strips or caulking when 
the waferboard joints are not matched. 


_ (4) Horizontal joints in siding described in Sentence (1) shall be lapped not less than 25 mm or shall be suit- 
| ably flashed. 


9.27.11.4. Clearance. At least a 3 mm clearance shall be provided between waferboard and strandboard siding 
_and door or window frames. 


9.27.12. Metal Siding 
9.27.12.1. Material Standards 


(A) Horizontal and vertical strip steel siding, including flashing and trim accessories, shall conform to CGSB 
93-GP-4M, “Siding, Soffits and Fascia, Steel, Galvanized, Prefinished, Residential.” 


(2) Steel sheet siding shall have a minimum thickness of 0.3 mm and conform to CGSB 93-GP-3M, “Sheet, 
Steel, Galvanized, Prefinished, Residential.” 


(3) Horizontal and vertical strip aluminum siding, including flashing and trim accessories, shall conform to 
| CGSB 93-GP-2Ma, “Siding, Soffits and Fascia, Aluminum, Prefinished, Residential.” 





(4) Aluminum sheet siding shall conform to CAN/CGSB 93.1-M, “Sheet, Aluminum Alloy, Prefinished, 
Residential” and shall have a minimum thickness of 0.58 mm, except that siding supported by backing or 
sheathing shall have a minimum thickness of 0.46 mm. 


9.27.13. Vinyl Siding 


| 9,27.13.1. Material Standard. Vinyl siding, including flashing and trim accessories, shall conform to CGSB 
41-GP-24Ma, ‘‘Siding, Soffits and Fascia, Rigid Vinyl.” 


9.27.13.2. Attachment. The attachment of vinyl siding shall conform to the requirements in Subsection 9.27.5. 
| for metal siding. 








| Section 9.28 Stucco 
| 9.28.1. General 
| 9.28.1.1. Sheathing Beneath Stucco 


(1) Sheathing shall be provided beneath stucco applied over wood-frame walls except as permitted in Arti- 
' cle 9.28.4.2. 


| (2) Where applied beneath stucco, sheathing shall conform to Subsection 9.23.16. 
| 9,28.1.2. Lath and Reinforcing 
| (1) Stucco lath or reinforcing shall be used to attach stucco to wood-frame construction. 


| 


(2) Stucco lath or reinforcing shall also be used to attach stucco to masonry where the masonry 1s soft- 
burned tile or brick of less strength than the stucco or if the masonry surface is not sound, clean and suffi- 
| ciently rough to provide a good key. 





(3) Stucco applied over masonry chimneys shall be reinforced. 


: 9.28.1.3. Concrete Masonry Units. Stucco finish shall not be applied over concrete masonry units less than one 


_ month old unless the units have been cured by the autoclave process. 


} 


9.28.1.4. Clearance over Ground Level. Stucco shall be not less than 200 mm above finished ground level 
except when it is applied over concrete or masonry. 
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9,28.1.5. Flashing and Caulking. Flashing and caulking used with stucco shall conform to Subsections 9.275 
and 9.27.4., except that if aluminum flashing is used, it shall be separated from the stucco by an impervious 
membrane or coating. 


9.28.2. Stucco Materials 
9.28.2.1. Portland Cement. Portland cement shall conform to CAN3-AS, ‘Portland Cements.”’ 
9.28.2.2. Aggregate 


(1) Aggregate shall be clean, well-graded natural sand or sand manufactured from crushed stone, gravel or 
air-cooled blast furnace slag and shall contain no significant amounts of deleterious material. | 


(2) Aggregate grading shall conform to Table 9.28.2.A. 


Table 9.28.2.A. 
Forming Part of Sentence 9.28.2.2.(2) 


Aggregate Grading for Stucco 


Per Cent Passing 
Sieve Sizes, 
mm Maximum Minimum 


4 = 100 
2 — 90 
| 90 60 
0.5 60 45 
(125 30 10 
0.125 =) — 





9,28.2.3. Water. Water shall be clean and free of significant amounts of deleterious material. 
9.28.3. Fasteners 


9.28.3.1. Materials. Fasteners for stucco lath or reinforcing shall be corrosion-resistant and of a material other 
than aluminum. 


9.28.3.2. Nails and Staples 


(1) Nails for stucco lath or reinforcing shall be not less than 3.2 mm diam with a head diameter of not less 
than 11.1 mm. 


(2) Staples for stucco lath reinforcing shall be not less than 1.98 mm diam or thickness. 


(3) Staples and nails for attaching stucco lath or reinforcing to vertical surfaces shall be of sufficient length 
to penetrate 24 mm into framing members or to the full depth of the sheathing where the sheathing is used for 
attachment. 


(4) On horizontal surfaces nails for stucco lath or reinforcing shall be not less than 38 mm long. 
9.28.4. Stucco Lath 
9.28.4.1. Materials 


(1) Rib lath or expanded metal stucco mesh shall be copper-alloy steel coated with rust-inhibitive paint after 
fabrication or shall be galvanized. 


(2) Woven or welded wire mesh shall be galvanized. 


9.28.4.2. No Sheathing Required. Sheathing need not be provided beneath stucco where not less than 
1.19 mm diam galvanized wire is applied horizontally to the framing at vertical intervals not exceeding 150 
mm, or where paper-backed welded wire metal lath is used. 


9.28.4.3. Stucco Lath Specifications. Stucco lath shall conform to Table 9.28.4.A. 
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Table 9.28.4.A. 
Forming Part of Article 9.28.4.3. 


: Min. Diam of Max. Mesh Min. Mass, 





















Welded or 1.19 24 mm — 
woven wire 1:35 38 mm — 
1.60 51 mm 








Vertical 
surfaces 





Stucco mesh 
reinforcing 
(expanded metal) 


1.84 
ee ee ens 


| 
| 
| 
| 
| 9.28.4.4, Self-Furring Devices. Stucco lath shall be held not less than 6 mm away from the backing by means 
of suitable self-furring devices. 















Horizontal 
surfaces (1) 





_9.28.4.5. Application of Stucco Lath 


(1) Stucco lath shall be applied with the long dimension horizontal. Horizontal and vertical joints shall be 


lapped not less than 50 mm. 
(2) End joints of stucco lath shall be staggered and shall occur over framing members. 


| 


(3) External corners of stucco lath shall be reinforced with a vertical strip of lath or reinforcing extending 
not less than 150 mm on both sides of the corner, or the lath or reinforcing shall extend around corners not less 
than 150 mm. 


| 9.28.4.6. Fastening 
(1) Stucco lath shall be fastened in conformance with Subsection 9.27.5. 


_ (2) Fasteners on vertical surfaces shall be spaced not more than 150 mm o.c. vertically and 400 mm o.c. hor- 
-izontally, or 100 mm o.c. vertically and 600 mm o.c. horizontally. 





(3) Nailing patterns other than those required in Sentence (1) are permitted to be used provided there are 
. not fewer than 20 fasteners per square metre of wall surface. 


| (4) Fasteners on horizontal surfaces shall be spaced not more than 150 mm o.c. along the framing members 
) when members are spaced not more than 400 mm o.c., and 100 mm 0.c. along members when members are 
spaced not more than 600 mm 0.c. 


9.28.5. Stucco Mixes 


9.28.5.1. Mixes. Stucco mixes shall conform to Table 9.28.5.A. 


Table 9.28.5.A. 
Forming Part of Article 9.28.5.1. 








Stucco Mixes (by volume) 


Portland Masonry Cement ; 
l — N22 tort 3.25 to 4 parts per part 
1 1 ~- of cementitious material 


sano eek oan wonanial arn eh seis tenor 4 
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9.28.5.2. Pigments 
(1) Pigment if used shall consist of pure mineral oxides inert to the action of sun, lime and cement. 
(2) Pigment shall not exceed 6 per cent of the portland cement by weight. 
9.28.5.3. Mixing 
(1) Materials shall be thoroughly mixed before and after water is added. 
(2) Stucco shall be applied not later than 3 h after the initial mixing. 
9.28.6. Stucco Application 
9.28.6.1. Low Temperature Conditions 
(1) The base for stucco shall be maintained above freezing. 


(2) Stucco shall be maintained at a temperature of not less than 10°C during application and for not less than 
48 h afterwards. 


9,28.6.2. Number of Coats and Total Thickness. Stucco shall be applied with not less than 2 base coats and 1 
finish coat, providing a total thickness of not less than 15 mm, measured from the face of the lath or face of the 
masonry where no lath is used. 


9.28.6.3. First Coat 


(1) The first coat shall be not less than 6 mm thick, measured from the face of the lath or masonry, fully 
embedding the lath. 


(2) The surface of the first coat shall be scored to provide a key with the second coat. 
9.28.6.4. Second Coat 
(1) The second coat shall be not less than 6 mm thick. 


(2) The surface shall be lightly roughened to provide a key with the finish coat if the finish coat is other than 
stone dash. 


9.28.6.5. Finish Coat 


(1) When the finish coat is other than stone dash, the base shall be dampened but not saturated before the 
finish coat is applied. 


(2) The thickness of the finish coat shall be not less than 3 mm. 


(3) When a stone dash finish is used, the stone shall be partially embedded in the second coat before the sec- 
ond coat starts to set or stiffen. 


Section 9.29 Interior Wall and Ceiling Finishes 
9.29.1. General 


9.29.1.1. Conform to Other Sections. A wall or ceiling finish shall also conform to the appropriate require- 
ments in Sections 9.10 and 9.11 in addition to the requirements in this Section. 


9.29.2. Waterproof Wall Finish 


9.29.2.1. Where Required. Waterproof finish shall be provided to a height of not less than 1.8 m above the 
floor in shower stalls, 1.2 m above the rims of bathtubs equipped with showers and 400 mm above the rims of | 
bathtubs not equipped with showers. 


9.29.2.2. Materials. Waterproof finish shall consist of ceramic, plastic or metal tile, sheet vinyl, tempered | 
hardboard, laminated thermosetting decorative sheets or linoleum. 


9.29.3. Wood Furring 


9.29.3.1. Size and Spacing of Furring. Wood furring for the attachment of wall and ceiling finishes shall con- 
form to Table 9.29.3.A. 
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Table 9.29.3.A. 


Forming Part of Article 9.29.3.1. 


Minimum Size and Maximum Spacing of Furring, mm 


Maximum Spacing of Furring Supports 








Maximum 
Spacing of Continuous 400 mm (0.c.) 600 mm (0.c.) 
Furring, mm Support 
300 19 x 38 19 x 38 19 x 64 
400 19 x 38 19 x 38 19 x 64 
600 19 x 38 19 x 64 19 x 89 
Column | Z 5 4 








9,29,3.2. Fastening. Furring shall be fastened to the framing or to wood blocks with not less than 51 mm nails. 


9.29.4 Plastering 






| 9.29.4.1. Standard for Plaster Finish. Application of plaster wall and ceiling finishes including installation of 
metal or gypsum lath, shall conform to CSA A82.30, “Interior Furring, Lathing and Gypsum Plastering.” 


| 
9.29.5. Gypsum Board Finish (Taped Joints) 





| 9.29.5.1. Application 
_ (1) The requirements for application of gypsum board in this Subsection apply to the single layer application 
| of gypsum board to wood furring or framing using nails or screws. 


| (2) Gypsum board applications not described in this Subsection shall conform to CSA A82.31, “Gypsum 
Board Application.” 


9.29.5.2. Materials. Gypsum board shall conform to CSA A82.27, “Gypsum Board Products.” 


9,29.5.3. Maximum Spacing of Supports. Maximum spacing of supports for gypsum board applied as a single 
layer shall conform to Table 9.29.5.A. 


Table 9.29.5.A. 
Forming Part of Article 9.25.5.3. 














| Maximum Spacing of Supports for Gypsum Board 
| Maximum Spacing of Supports 0.c., mm 
| Orientation apres Sn nee er + ees | 
| Thickness, of Board to Ceilings Ceilings 
mm Framing Walls Painted Water Based 
Finish Texture Finish 
9.5 parallel — — — 
| perpendicular 400 400 --- 
| 12.7 parallel 600 400 ae 
perpendicular 600 600 400 
Psy parallel 600 400 — 
perpendicular 600 600 600 
Column | 2 3 4 5 














-9.29.5.4. Support of Insulation. Gypsum board supporting insulation shall be at least 12.7 mm thick. 


_ 9.29.5.5. Length of Fasteners. The length of fasteners for gypsum board shall conform to Table-9.29°9:55, 
except that lesser depths of penetration are permitted for assemblies required to have a fire-resistance rating 
provided it can be shown, on the basis of fire tests, that such depths are adequate for the required rating. 
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Table 9.29.5.B. 
Forming Part of Article 9.29.5.5. 


Minimum Fastener Penetration into Wood Supports, mm 


Required Fire- Resistance 


Fire-resistance rating 
not required 20 15 20 15 


ee 


9.29.5.6. Nails. Nails for fastening gypsum board to wood supports shall conform to CSA Standard B111. 
“Wire Nails, Spikes and Staples.”’ 





9.29.5.7. Screws. Screws for fastening gypsum board to wood supports shall conform to ASTM C1002, ‘Steel 
Drill Screws for the Application of Gypsum Board or Metal Plaster Bases.” 


9.29.5.8. Spacing of Nails 


(1) For single-layer application nails shall be spaced not more than 180 mm o.c. on ceiling supports, and not 
more than 200 mm apart along vertical wall supports, except that nails may be spaced in pairs about 50 mm 
apart every 300 mm along such wall or ceiling supports. 


(2) Where the ceiling sheets are supported by the wall sheets around the perimeter of the ceiling, this su 
port may be considered as equivalent to nailing at this location. 


(3) The uppermost wall nails shall be not more than 200 mm below the ceiling. 
(4) Nails shall be located not less than 10 mm from the side or edge of the board. 


(5) Nails shall be driven so that the heads are below the plane of the board surface but do not puncture the 
paper. 


9.29.5.9. Spacing of Screws. Where gypsum board is applied with drywall screws, the screws shall be spaced 
not more than 300 mm. o.c. along supports, except that on vertical surfaces the screws may be spaced 400 mm 
o.c. where the supports are not more than 400 mm o.c. 


9.29.5.10. Low Temperature Conditions. In cold weather, heat shall be provided to maintain a temperature of 
not less than 10°C for 48 h prior to taping and finishing and maintained for at least 48 h thereafter. 


9.29.6. Plywood Finish 
9,29.6.1. Thickness 


(1) The minimum thickness of plywood interior finish shall conform to Table 9.29.6.A., except that no mini- 
mum thickness is required when the plywood is applied over solid backing. 


(2) Thicknesses listed in Table 9.29.6.A. shall permit a manufacturing tolerance of + 0.4 mm. 
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Table 9.29.6.A. 


Forming Part of Articles 9.29.6.1. and 9.29.6.2. 





Minimum Thickness of Plywood Interior Finish 

Maximum On Supports On Supports with 
Spacing of with no Blocking at Vertical 
Supports, Horizontal Blocking, Intervals not Exceeding 
mm (0.c.) mm 1.2m,mm 

400 4.7 4.0 

600 8.0 4.7 
Column | Z 3 














— 9.29.6.2. Grooved Plywood 


(1) Except as permitted in Sentence (2), where plywood for interior finish is grooved, the grooves shall not 


extend through the face ply and into the plies below the face ply unless the groove is supported by framing or 
| furring. 


(2) If the grain of the face ply is at right angles to the supporting members, the groove is permitted to extend 


| into the plies below the face ply provided the thickness of the plywood exceeds the value shown in Table 


9.29.6.A. by an amount equal to at least the depth of penetration of the grooves into the plies below the face 


| ply. 
9.29.6.3. Nails and Staples. Nails for attaching plywood finishes shall not be less than 38 mm casing or finish- 


ing nails spaced not more than 150 mm o.c. along edge supports and 300 mm o.c. along intermediate supports, 
except that staples providing equivalent lateral resistance may also be used. 


9.29.6.4. Edge Support. All plywood edges shall be supported by furring, blocking or framing. 


, 9.29.7. Hardboard Finish 
- 9,29.7.1. Material Standard. Hardboard shall conform to CAN/CGSB 11.3-M, “‘Hardboard.”’ 


_ 9,29.7.2. Thickness. Hardboard shall be not less than 3 mm thick where applied over continuous back-up, 
_ 6mm thick where applied to supports spaced not more than 400 mm o.c. and 9 mm thick where applied to 


supports spaced not more than 600 mm o.c. 


| 9.29.7.3. Nails. Nails for fastening hardboard shall be casing or finishing nails not less than 38 mm long, 


spaced not more than 150 mm o.c. along edge supports and 300 mm o.c. along intermediate supports. 


_ 9.29.7.4. Edge Support. All hardboard edges shall be supported by furring, blocking or framing where the 


back-up is not continuous. 


_ 9.29.8. Insulating Fibreboard Finish 
9.29.8.1. Material Standard. Insulating fibreboard shall conform to CAN3-A247-M, “Insulating Fibreboard.” 
| 9.29.8.2. Thickness 


(1) Insulating fibreboard sheets shall be not less than 11.1 mm thick on supports not more than 400 mm 0.c. 


(2) Insulating fibreboard tile shall be not less than 12.7 mm thick on supports spaced not more than 400 mm 


ro.C. 


9.29.8.3. Nails 


(1) Nails for fastening fibreboard sheets shall be not less than 2.6 mm shank diameter casing or finishing 
nails of sufficient length to penetrate at least 20 mm into the supports. 


(2) Nails shall be spaced not more than 100 mm o.c. along edge supports and 200 mm o.c. along intermedi- 
ate supports. 


| 9.29.9. Particleboard, Waferboard or Strandboard Finish 


9.29.9.1. Material Standard 
(1) Particleboard finish shall conform to CAN3-O188.1, “Interior Mat-Formed Wood Particleboard.” 
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2) Waferboard and strandboard finish shall conform to CAN3-0437.0, ‘*‘Waferboard and Strandboard.”’ 
9.29.9.2. Minimum Thickness 


(1) The minimum thickness of O-2 grade waferboard and strandboard used as an interior finish shall con- 
form to that shown for plywood in Table 9.29.6.A., except that no minimum thickness is required when 
applied over solid backing. 


(2) Thickness listed in Table 9.29.6.A. shall permit a manufacturing tolerance of + 0.4mm 
(3) Waferboard and strandboard conforming to grades R-1 and O-1 and particleboard shall be 
(a) not less than 6.35 mm thick on supports not more than 400 mm o.c., 
(b) not less than 9.5 mm thick on supports not more than 600 mm o.c., and 


(c) not less than 6.35 mm thick on supports not more than 600 mm o.c. in walls where blocking is pro- 
vided at midwall height. 


9.29.9.3. Nails. Nails for fastening particleboard, waferboard or strandboard shall be not less than 38 mm cas- 
ing or finishing nails spaced not more than 150 mm o.c. along edge supports and 300 mm o.c. along intermedi- 
ate supports. 


9.29.9.4. Edge Support. All particleboard, waferboard or strand-board edges shall be supported by furring, 
blocking or framing. 


9.29.10. Wall Tile Finish 

9.29.10.1. Tile Application 
(1) Ceramic tile shall be set in a mortar base or applied with an adhesive. 
(2) Plastic tile shall be applied with an adhesive. 

9.29.10.2. Mortar Base 


(1) When ceramic tile is applied to a mortar base the cementitious material shall consist of 1 part portland 
cement to not more than one-quarter part lime by volume. 


(2) The cementitious material described in Sentence (1) shall be mixed with not less than 3 nor more than 5 
parts of aggregate per part of cementitious material by volume. 


(3) Mortar shall be applied over metal lath or masonry. 


(4) Ceramic tile applied to a mortar base shall be thoroughly soaked and pressed into place forcing the mor- 
tar into the joints while the tile is wet. 


9.29.10.3. Adhesives. Adhesives to attach ceramic and plastic tile shall be applied to the finish coat or brown 
coat of plaster that has been steel-trowelled to an even surface or to gypsum board or to masonry provided the 
masonry has an even surface. 


9.29.10.4. Moisture Resistant Backing. Ceramic and plastic tile installed on walls around bathtubs or showers 
shall be applied over moisture resistant backing. 


9.29.10.5. Joints between Tiles and Bathtub. The joints between wall tiles and a bathtub shall be suitably 
caulked with material conforming to CGSB 19-GP-22M, “Sealing Compound, Mildew Resistant, for Tubs and 
Tile.” 


Section 9.30 Flooring 
9.30.1. General 
9.30.1.1. Required Finish Flooring. Finished flooring shall be provided in all residential occupancies. 


9.30.1.2. Water Resistance. Finished flooring in bathrooms, kitchens, public entrance halls, laundry and gen- 
eral storage areas shall consist of resilient flooring, felted-synthetic-fibre floor coverings, concrete, terrazzo, 
ceramic tile, mastic or other types of flooring providing similar degrees of water resistance. 


9.30.1.3. Sleepers. Wood sleepers supporting finished flooring over a concrete base supported on the ground 
shall be not less than 19 mm by 38 mm and shall be treated with a wood preservative. 


9.30.1.4. Finish Quality. Finished flooring shall have a surface that is smooth, even and free from roughness | 
or open defects. 
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9.30.2. Panel-Type Underlay 
9.30.2.1. Required Underlay 


(1) A panel-type underlay shall be provided under resilient flooring. parquet flooring. ceramic tile. felted- 
synthetic-fibre floor coverings or carpeting laid over lumber subflooring. 


(2) A panel-type underlay shall be provided under resilient flooring. parquet flooring. felted-synthetic-fibre 
floor coverings, carpeting or ceramic tile on panel-type subflooring whose edges are unsupported. 


(3) Panel-type underlay shall be provided under resilient flooring on waferboard or strandboard subfloor- 
ing. 

(4) Panel-type underlay shall be provided under ceramic tile applied with adhesive. 
-9.30.2.2. Materials and Thickness 
(1) Panel-type underlay shall be not less than 6 mm thick and shall conform to 

(a) CSA O115, “Hardwood and Decorative Plywood”, 

(b) CSA O121, “Douglas Fir Plywood”, 

(c) CSA O151, “Canadian Softwood Plywood”, 

(d) CSA 0153, “Poplar Plywood”, 

(e) CAN3-O0188.1, “Interior Mat-Formed Wood Particleboard”’. 

(f) CAN3-0437.0, “Waferboard and Strandboard”’, or 

(g) CAN/CGSB 11.3-M87, “Hardboard.” 
(2) Reserved. 
—-9,30.2.3. Fastening 


_ (1) Panel-type underlay shall be fastened to the subfloor with staples. annular grooved flooring nails or spi- 
ral nails, spaced not more than 150 mm o.c. along the edges and 200 mm o.c. both ways at other locations. 


| (2) Nails for panel-type underlay shall be not less than 19 mm long for 6 mm thick underlay and 22 mm long 
' for 7.9 mm thick underlay. 


' (3) Staples for panel-type underlay shall have not less than a 1.2 mm shank diameter or thickness with a 
| 4.7 mm crown and shall be not less than 22 mm long for 6 mm underlay and 28 mm long for 7.9 mm and 
9.5 mm underlay. 


- 9.30.2.4. Joints Offset. Where panel-type underlay is required to be installed over plywood, waferboard or 
strandboard, the joints in the underlay shall be offset at least 200 mm from the joints in the underlying sub- 
floor. 


9.30.2.5. Surface Defects. Underlay beneath resilient or ceramic floors applied with an adhesive shall have all 
holes or open defects on the surface patched so that the defects will not be transmitted to the finished surface. 


_ 9.30.3. Wood Strip Flooring 
| 9.30.3.1. Thickness. The thickness of wood strip flooring shall conform to Table 9.30.3.A. 
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Table 9.30.3.A. 
Forming Part of Article 9.30.3.1. 


Wood Strip Flooring 


Maximum Minimum Thickness 
Type of Flooring Joist of Flooring, mm 


Spacing, mm 
With Subfloor No Subfloor 
Matched hardwood 400 ie) 19.0 
(interior use only) 600 7.9 Cee. 
19.0 
(interior or Sy 5A) 
exterior use) 
Square edge softwood 400 — 25.4 
(exterior use only) 600 -- 38.1 





Matched softwood 














Column 1 


9.30.3.2. Strip Direction and End Joints 


(1) Wood strip flooring shall not be laid parallel to lumber subflooring unless a separate underlay is 
provided. 


(2) If wood strip flooring is applied without a subfloor, it shall be laid at right angles to the joists so that the 
end joints are staggered and occur over supports or are end matched. 


(3) If the flooring is end matched, it shall be laid so that no two adjoining strips break joints in the same 
space between supports and each strip bears on no fewer than two supports. 


9.30.3.3. Nailing 


(1) When nails are used, wood strip flooring shall be toe nailed or face nailed with not less than one nail per 
strip at the spacings shown in Table 9.30.3.B., except that face nailed strips of more than 25 mm in width shall 
have no fewer than two nails per strip. 


(2) Face nails shall be countersunk and the holes filled with suitable filler. 


Table 9.30.3.B. 
Forming Part of Sentence 9.30.3.3.(1) 


Nailing of Wood Strip Flooring 








Finish Floor Minimum length Maximum Spacing 

Thickness of Flooring Nails, of Flooring Nails, 
mm mm mm 
7.9 38 (1) 200 
riot a1 300 
19.0 ay 400 
25.4 63 400 
S1ef 70 600 
38.1 83 600 

Column 1 2 g 





Note to Table 9.30.3.B.: 
(1) See Article 9.30.3.4 


9.30.3.4. Staples. Staples may be used to fasten wood strip flooring not more than 7.9 mm in thickness pro-— 
vided the staples are not less than 29 mm long with a shank diameter of 1.19 mm and with 4.7 mm crowns. 


9.30.4. Parquet Flooring 


9.30.4.1. Adhesive. Adhesive used to attach parquet block flooring shall be suitable for bonding wood to the 
applicable subfloor material. 
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9.30.5. Resilient Flooring 
9.30.5.1. Materials 


(1) Resilient flooring used on concrete slabs supported on ground shall consist of asphalt, rubber, vinyl-as- 
bestos, unbacked vinyl or vinyl with an inorganic type backing. 


(2) Flooring described in Sentence (1) shall be attached to the base with a suitable waterproof and alkali-re- 
sistant adhesive. 


9.30.6. Ceramic Tile 


9.30.6.1. Application. Ceramic tile shall be set in a mortar bed or applied to a sound smooth base with a suit- 
able adhesive. 


9.30.6.2. Mortar Bed 


(1) When ceramic tile is set in mortar bed, the bed shall be not less than 32 mm thick. A 50 mm x 50 mm 
galvanized wire mesh shall be placed in the mortar bed, and asphalt sheathing paper, felt or polyethylene film 
shall be applied under the mortar bed when the mortar is applied over wood subfloors. 


(2) The mortar bed described in Sentence (1) shall consist of by volume 
(a) 1 part portland cement, 
(b) 4 parts sand, and 
(c) 1 part water. 


| (3) The tile joints for the ceramic tile in Sentence (1) shall be grouted with cement grout which shall be com- 
pressed into joints between the tiles and then wiped smooth. 


| 9.30.6.3. Reinforcement for Panel-Type Wood Sheathing 


(1) When ceramic floor tiles are set on panel-type wood sheathing, one of the following assemblies for rein- 
_ forcing the floor assembly shall be used 


(a) 20 mm thick plywood or waferboard with all edges supported by at least 38 mm x 38 mm blocking 
with floor joists spaced not more than 400 mm o.c., with 6 mm underlay, 


| (b) sheathing thickness which conforms to Table 9.23.14.A. and having an underlay consisting of 
| 15.9 mm plywood or waferboard with offsetting joints. A 4 mm gap shall be provided between 
: sheets, or 


(c) sub-floor sheathing reinforced with close spaced 38 mm x 38 mm blocking at spacings at least half 
that of the floor joist spacing. 


Section 9.31 Plumbing Facilities 


——————————— ————— 


9.31.1. Scope 
9.31.1.1. Application 





im (1) This Section applies to plumbing facilities and plumbing systems within dwelling units that are not within 
- arecreational camp or a camp for housing of workers. 


| (2) Plumbing facilities other than those required in dwelling units shall conform to Subsection 3.6.4. 


| 9.31.2. General 
')9.31.2.1. Reserved. 


+ 9,31.2.2. Corrosion Protection. Metal pipes in contact with cinders or other corrosive material shall be pro- 
tected by a heavy coating of bitumen or other corrosion protection. 


9.31.2.3. Grab Bars. When provided, grab bars shall be capable of resisting a load of not less than 1.3 KN 
_ applied vertically or horizontally. 


9.31.3. Water Supply and Distribution 
_ 9.31.3.1. Required Water Supply. Every dwelling unit shall be supplied with potable water from an approved 
public or community system where these systems are available. 
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9.31.3.2. Required Connections 


(1) Where a piped water supply is available, piping for hot and cold water shall be connected to every 
kitchen sink, lavatory, bathtub, shower, slop sink and laundry area. 


(2) Piping for cold water shall be run to every water closet and hose bib. 
9.31.4. Required Facilities 


9.31.4.1. Required Fixtures. A kitchen sink, lavatory, water closet and bathtub or shower stall shall be pro- 
vided for every dwelling unit where a piped water supply is available. 


9.31.4.2. Laundry Fixtures. Laundry facilities or a space for laundry facilities shall be provided in every 
dwelling unit or grouped elsewhere in the building in a location conveniently accessible to occupants of every 
dwelling unit. 


9.31.4.3. Hot Water Supply 
(1) Where a piped water supply is available a hot water supply shall be provided in every dwelling unit. 


(2) A water distribution system supplying hot water to bathtubs, showers and hand basins that are accessible 
to residents of a group home, a home for special care or a residence for developmentally-handicapped adults 
shall have one or more temperature gauges and control devices that are 


(a) accessible only to supervisory staff, and 


(b) capable of being adjusted to ensure that the temperature of the water supply to the fixtures does not 
exceed 49°C. 


9,31.4.4. Floor Drains 


(1) Where gravity drainage to a sewer, drainage ditch or dry well is possible, a floor drain shall be installed 
in a basement forming part of a dwelling unit. 


(2) A floor drain shall be provided in a public laundry room, garbage room, incinerator room, boiler or 
heating room, serving more than one dwelling unit. 


9.31.4.5. Required Facilities at Recreational Camps and a Camp for Housing of Workers 
(1) A minimum of one water closet or privy shall be provided 
(a) for every ten campers of each sex in a recreational camp, and 
(b) for every ten employees of each sex in a camp for housing of workers. 


(2) In recreational camps and a camp for housing of workers, at least two lavatories or provision for a pail or 
other portable container of sound construction shall be provided for each of the water closets or privies 
required in Sentence (1). 


(3) A camp for housing of workers shall 
(a) have at least one shower or other area of bathing, and 
(b) provide for at least one washing machine or laundry tub for every fifteen beds. 
9.31.5. Sewage Disposal 
9.31.5.1. Building Sewer. Wastes from every plumbing fixture shall be piped to the building sewer. 
9.31.5.2. Discharge of Sewage 
(1) Building sewers shall discharge into a public sewage system where such system is available. 


(2) Where a public sewage system is not available, the building sewer shall discharge into a private sewage 
disposal system. 


9.31.6. Service Water Heating Facilities 


9.31.6.1. Hot Water Temperature. Where a hot water supply is required by Article 9.31.4.3., equipment shall 
be installed to provide to every dwelling unit an adequate supply of service hot water with a temperature range 
from 45°C to 60°C. 


9.31.6.2. Supply Source. Service hot water may be distributed from a centrally located heater to supply the 
entire building or may be supplied by an individual service water heater for each dwelling unit. 


1628 


O. Reg. 413/90 THE ONTARIO GAZETTE 


9.31.6.3. Equipment and Installation Requirements. Every service water heater and its installation shall con- 
form to Part 6. 


9.31.6.4. Corrosion-Resistant Coating. Where storage tanks for service water heaters are steel, they shall be 
coated with zinc, vitreous enamel (glass lined), hydraulic cement or other corrosion-resistant material. 


9.31.6.5. Fuel-Burning Heaters. Fuel-burning service water heaters shall be connected to a chimney flue con- 
forming to Section 9.21. 


9.31.6.6. Heating Coils. Heating coils of service water heaters shall not be installed in a flue or in the combus- 
tion chamber of a boiler or furnace heating a building. 


Section 9.32 Ventilation 
9.32.1. General 
9,32.1.1. Application 


(1) This Section applies to the ventilation of rooms and spaces in residential occupancies by natural ventila- 
tion and to self-contained mechanical ventilation systems serving only one dwelling unit. 


(2) Mechanical ventilation systems serving more than one dwelling unit shall conform to Part 6. 
(3) Ventilation of rooms and spaces in other than residential occupancies shall conform to Part 6. 
(4) A storage garage for more than five cars shall be ventilated in accordance with Part 6. 


9.32.1.2. General. Rooms or spaces in dwelling units shall be ventilated during the non-heating season by nat- 
ural means in accordance with Subsection 9.32.2. or by a mechanical ventilation system conforming to Subsec- 
fon 9.32.3. 


9.32.2. Natural Ventilation 


9,32.2.1. Natural Ventilation Area 


(1) The unobstructed openable ventilation area to the outdoors for rooms and spaces in residential buildings 
ventilated by natural means shall conform to Table 9.32.2.A. 
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Table 9.32.2.A. 
Forming Part of Sentence 9.32.2.1.(1) 


Natural Ventilation 





Minimum 
Location Unobstructed Area 
Bathrooms or water-closet rooms 0.09 m- 
Unfinished basement space 0.2 per cent of the 
floor area 
Within 
dwelling Dining rooms, living rooms, 0.28 m* per room or 
unit Bedrooms, kitchens, combined combination of rooms 
rooms 


Dens, recreation rooms and all 
other finished rooms 


Bathrooms or water-closet rooms 0.09 m- per water-closet 
Sleeping areas 0.14 m” per occupant 


Other than Laundry rooms, kitchens, 4 per cent of the 
within recreation rooms floor area 











dwelling 
unit Corridors, storage rooms and 2 per cent of the 
other similar public rooms or floor area 
spaces 


Unfinished basement space not 0.2 per cent of the 
used on a shared basis floor area 


(2) Where a vestibule opens directly off a living or dining room within a dwelling unit, ventilation to the out- 
doors for such rooms may be through the vestibule. 


9,32.2.2. Protection from Weather and Insects 


(1) Openings for natural ventilation other than windows shall be constructed to provide protection from the 
weather and insects. 


(2) Screening shall be of rust-proof material. 
9.32.3. Mechanical Ventilation 
9.32.3.1. Required Mechanical Ventilation for Dwelling Units 


(1) Every dwelling unit shall be provided with a mechanical ventilation system having a capacity to exhaust 
inside air or to introduce outside air at the rate of not less than 0.3 air change per hour, averaged over any 
24-hour period. 


(2) The rate of air change in Sentence (1) shall be based on the total interior volume of all storeys including 
the basement, but excluding any attached or built-in garage or unheated crawl space. 


9.32.3.2. Mechanical Ventilation of Rooms and Spaces. Where a habitable room or space in a dwelling unit is 
not provided with natural ventilation described in Article 9.32.1.2., mechanical ventilation shall be provided to 
exhaust inside air or to introduce outside air to that room or space at the rate of one-half air change per hour if 
the room or space is mechanically cooled in summer, and one air change per hour if it is not. 





9.32.3.3. Design and Installation Requirements 
| 
(1) Except as provided in Sentence (2), mechanical ventilation shall conform to the requirements in Part 6. | 


(2) Mechanical ventilation required in Articles 9.32.3.1. and 9.32.3.2., and consisting of one or more > 
exhaust fans without an air circulating ductwork system, need not conform with Part 6, provided 


(a) each exhaust fan conforms to CSA C22.2 No. 113, “Fans and Ventilators”, | 
| 


(b) except as permitted in Sentences (3) and (4), air intake openings for make-up air are installed and are | 
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| 

| of a size to prevent excessive depressurization in the dwelling unit when all exhaust fans of the system 
are operating, and 


(c) the exhaust fans are controlled either manually by a switch or automatically by a humidistat. 


(3) The mechanical ventilation capacity of the system described in Sentence (1) shall be assumed to be the 
sum of the capacities of the individual fans, as rated at a differential static pressure of at least 25 Pa. 


(4) The air intake openings described in Clause (2) (b) are not required if spillage susceptible fuel-fired 
heating appliances which are required to be vented are not installed in the dwelling unit. 


(5) The air intake openings described in Clause (2) (b) are not required if it can be shown by test that air 
leakage is sufficient to prevent excessive depressurization in the dwelling unit when all exhaust fans of the sys- 
tem are operating. 


(6) Special purpose air exhausting equipment such as central vacuum cleaning systems, downdraft cook tops 
-and clothes dryers shall not be included in the calculation of the capacity of the system described in Sentence 


Q). 


| 9.32.3.4. Combustion and Dilution Air. Systems designed to provide combustion and/or dilution air for fuel- 
burning appliances shall not be used to supply make-up air for ventilation systems unless their capacity is suffi- 
cient to serve both functions simultaneously without creating excessive depressurization in the dwelling unit. 








9,32.3.5. Exhaust Ducts 


(1) Exhaust ducts shall discharge directly to the outdoors. 





| (2) Where the exhaust duct passes through or is adjacent to unheated space, the duct shall be insulated to 
| prevent moisture condensation in the duct. 


_ 9.32.3.6. Accessibility 


(2) Kitchen exhaust ducts shall be designed and installed so that the entire duct can be cleaned where the 


| (1) Ventilation equipment shall be accessible for inspection, maintenance repair and cleaning. 
_ duct is not equipped with a filter at the intake end. 


| 9,32.3.7. Protection from Weather and Insects 

| 

| (1) Outdoor air intake and exhaust outlets shall be shielded from weather and insects. 
| (2) Screening shall be of rust-proof material. 


9,32.3.8. Requirements for Ducts. Ventilating ducts shall conform to the requirements of Part 6 for supply 
ducts, except exhaust ducts that serve only a bathroom or water-closet room may be of combustible material 
_ provided the duct is reasonably air-tight and constructed of a material impervious to water. 


| 


' Section 9.33 Heating and Air-Conditioning 
| 9.33.1. General 
| 9.33.1.1. Design and Installation Requirements 


(1) The design and installation of central heating systems including requirements for combustion air, shall 
conform to the requirements in Part 6 and to this Section. 


| (2) The design and installation of air-conditioning systems shall conform to the requirements in Part 6. 


| 


(3) Repairs, adjustments or component replacements that change the capacity or extent of safety of an exist- 
ing heating, ventilating or air-conditioning system and that alter the method of operation shall conform to this 
Code. 





| 9.33.1.2. Solid Fuel-Burning Appliances. The installation of solid-fuel burning stoves, ranges and space 
| heaters, including the requirements for combustion air, shall conform to CAN/CSA-B365-M, “‘Installation 
Code for Solid-Fuel Burning Appliances and Equipment”’. 





9.33.1.3. Design Temperatures 


(1) Residential buildings intended for occupancy in the winter months on a continuing basis shall be equip- 
ped with heating facilities capable of maintaining an indoor air temperature of 22°C at the outside winter 
_ design temperature except as provided in Sentences (4) and (5). 


) (2) All buildings other than those described in Sentence (1) intended for occupancy in the winter months on 
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a continuing basis shall be equipped with heating facilities to maintain a minimum indoor air temperature of | 
18°C or commensurate with the use of the building at the outside winter design temperature. 


(3) The outside conditions to be used in designing heating, ventilating and air-conditioning systems shall be 
the appropriate values for the municipality as set in Section 2.5 Climatic Data, using 2.5 per cent design tem- 
perature criteria. 


(4) Heating facilities shall be provided which shall be capable of maintaining a temperature of not less than 
18°C in an unfinished basement in buildings of residential occupancy. 


(5) Where crawl spaces are required to be heated, the heating facilities shall be capable of maintaining a 
temperature of not below 15°C. 


9.33.2. Fire Protection for Gas and Electric Ranges 
9.33.2.1. Vertical Clearance 


(1) Except as provided in Sentence (2), a vertical clearance of not less than 750 mm shall be provided above 
the elements or burners of electric- and gas-fired domestic ranges. 


(2) Where cabinets located above the elements or burners referred to in Sentence (1) are noncombustible or 
are protected with asbestos millboard at least 6 mm thick, covered with sheet metal not less than 0.33 mm 
thick, or by a metal hood with a 125 mm projection beyond the upper cabinets, the vertical clearance may be 
reduced to 600 mm. 


9,33.2.2. Clearance to Wall Framing. Combustible wall framing members within 450 mm of the area where 
the range is to be located shall be protected above the level of the heating elements by material providing fire 
resistance at least equivalent to a 9.5 mm thickness of gypsum board. 


Section 9.34 Electrical Facilities 
9.34.1. General 
9,34.1.1. Standard for Electrical Installations. Reserved. 


9.34.1.2. Required Facilities. Where electrical services are available, electrical facilities shall be provided for 
every building in conformance with this Section. 


9.34.1.3. Location of Equipment in Public Areas. Entrance switches, meters, panel boxes, splitter boxes, time 
clocks and other similar equipment shall not be located in any public area unless adequate precautions are 
taken to prevent interference with the equipment. 


9.34.1.4. Recessed Lighting Fixtures. Recessed lighting fixtures shall not be located in insulated ceilings unless 
the fixtures are designed for such installations. 


9.34.1.5. Reserved. 
9.34.2. Lighting Outlets 


9.34.2.1. Lighting of Entrances. An exterior lighting outlet with fixture controlled by a wall switch located 
within the building shall be provided at every entrance to buildings of residential occupancy. 


9.34,2.2. Outlets in Dwelling Units 


(1) Except as provided in Sentence (2), a lighting outlet with fixture controlled by a wall switch shall be pro- 
vided in kitchens, bedrooms, living rooms, utility rooms, laundry rooms, dining rooms, bathrooms, water- 
closet rooms, vestibules and hallways in dwelling units. 


(2) Where a receptacle controlled by a wall switch is provided in bedrooms or living rooms, such rooms 
need not conform to the requirements of Sentence (1). 


9.34.2.3. Stairways 


(1) Every stairway shall be lighted. 





(2) Except as provided in Sentence (3), 3-way wall switches located at the head and foot of every stairway 
shall be provided to control not less than one lighting outlet with fixture for stairways with 4 or more risers in | | 
dwelling units. | 

(3) The stairway lighting for basements that do not contain finished space or lead to an outside entrance or 
built-in garage and which serve not more than one dwelling unit may be controlled by a single switch located at 
the head of the stairs. | 
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342.4, Basements 


(1) A lighting outlet with fixture shall be provided for each 30 m or fraction thereof of floor area in unfin- 
ished basements. 


(2) The outlet required in Sentence (1) nearest the stairs shall be controlled by a wall switch located at the 
head of the stairs. 


-9.34.2.5. Storage Rooms. A lighting outlet with fixture shall be provided in storage rooms. 
9.34.2.6. Garages and Carports 
(1) A lighting outlet with fixture shall be provided for an attached, built-in or detached garage or carport. 


(2) Outlets required in Sentence (1) shall be controlled by a wall switch near the doorway where the fixture 
is ceiling mounted above an area normally occupied by a parked car; otherwise a switched lampholder may be 
used. 


(3) Where a carport is lighted by a light at the entrance to a dwelling unit, additional carport lighting is not 
required. 


9,34.2.7. Public and Service Areas 


(1) Every public or service area in buildings, including a recreational camp and a camp for housing of 
_ workers, shall have lighting outlets with fixtures controlled by a wall switch or panel. 


(2) When provided by incandescent lighting, illumination required in Sentence (1) shall conform to Table 
9.34.2.A. 


(3) When other types of lighting are used, illumination equivalent to that shown in Table 9.34.2.A. shall be 
provided. | 


Table 9.34.2.A. 
Forming Part of Sentences 9.34.2.7.(2) and (3) 


Minimum Lighting for Public Areas 


W/m- 
Room or Space of floor area 
(Incandescent Lighting 


Storage rooms 

Service rooms and laundry areas 
Garages 

Public water-closet rooms 
Service hallways and stairways 
Recreation rooms 

Recreational camps and camps 




















for housing of workers: 

Hallways, corridors, 
stairways and sleeping areas 100 10 
Kitchens 500 50 
All other rooms 250 Piss) 
Column | 2 s) 


9.34.4.1. Meter Mounting Device 


(1) Except in the case of externally mounted read-outs, each new residential consumer service of 200 
amperes or less shall have a meter mounting device located outdoors in an accessible location. 


(2) For the purposes of this Subsection, the front of the building is the side nearest the utility distribution 
line. 


9.34.4.2. Location of Meter Mounting Device. 
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(1) Meter mounting devices shall be installed on the wall of the building or where that is not possible, on a 
separate support, so that the midpoint of the meter after installation will be 1.75 m plus or minus 100 mm from 
finished grade. 


(2) Meter mounting devices shall be located not more than 3.00 m back from the front of the single family 
and semi-detached homes. 


9.34.4.3. Location of Consumer Service Standpipe 


(1) For an underground supply, the bottom of the consumer service standpipe shall be located not more 
than 3.00 m from the corner of the building. 


(2) For an overhead supply, the top of the consumer service standpipe shall be located not more than 
3.00 m from the corner of the building except that where this location does not permit a 4.50 m clearance at | 
the point of attachment of the service conductors to the building, the top of the standpipe may be extended to | 
a point not more than half way along the building. 


9.34.4.4. Meter Mounting Device 
(1) The meter mounting device shall be 
(a) one hundred ampere capacity except when the service equipment is to be greater, 
(b) standardized for each service size, and 


(c) capable of accepting 2 in. IPS conduit of steel, aluminum, copper or PVC if intended for under- | 
ground service entrance. 


9.34.4.5. Underground Service 
(1) For consumer services supplied underground 


(a) a2in. IPS steel, aluminum, copper or PVC conduit shall be attached to the bottom of the meter- | 
mounting device and shall terminate in the earth at a point at least 900 mm below grade and a conduit 
bushing shall be attached to the conduit in the earth, and 


(b) the conductors on the line side of the meter and those on the load side of the meter shall not be | 
installed in the same conduit. 


Section 9.35 Garages and Carports 
9.35.1. Scope 
9.35.1.1. Application. This Section applies to garages and carports serving not more than | dwelling unit. 


9.35.1.2. Construction Requirements. The construction of a garage or carport shall conform to the require- 
ments for other buildings in this Part except as provided in this Section. 


9.35.2. General 


9,35.2.1. Roofed Enclosure Considered as Garage. Where a roofed enclosure used for the storage or parking » 
of a car or cars has more than 60 per cent of the total perimeter enclosed by walls, doors or windows, the | 
enclosure shall be considered a garage. 


9.35.2.2. Garage Floor. Where an attached or built-in garage is provided, the garage floor shall be sloped to 
drain liquids to the outdoors. | 


9.35.3. Foundations 


9.35.3.1. Foundation Required. Except as permitted in this Subsection, foundations conforming to Sections | 
9.12 and 9.15 shall be provided for the support of carport and garage super-structures, including that portion 
beneath garage doors. 


9.35.3.2. Protection from Damage due to Soil Movement 


depth of carports or garages connected to a dwelling unit by a breezeway shall be approximately the same: 
depth as the main building foundation. 


(2) Where slab-on-ground construction is used, a construction joint shall be provided between the main’ 
building slab and the garage or breezeway or carport slab. 
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| (3) Foundations for attached unheated garages or carports shall be below frost level, except as provided in 
Section 9.12. 


35.3.3. Small Garages. Detached garages of less than 50 m- floor area and not more than | storey in height 
may be supported on wood mud sills provided the garage is not of masonry or masonry veneer construction. 





















9.35.3.4. Column Piers 
(1) Piers for the support of carport columns shall extend not less than 150 mm above ground level. 


(2) Piers shall project not less than 25 mm beyond the base of the column but in no case be less than 
190 mm by 190 mm in size. 


9.35.4. Walls and Columns 
9.35.4.1. Interior Finish. Interior finish need not be applied to garage and carport walls. 


9.35.4.2. Columns. Columns for garages and carports shall conform to Section 9.17, except that 89 mm by 
89 mm wood columns may be used. 


9.35.4.3. Anchorage. Garage or carport walls and columns shall be anchored to the foundation to resist wind 
uplift in conformance with Subsection 9.23.6., except that where a garage is supported on the surface of the 
ground, ground anchors shall be provided to resist wind uplift. 


Section 9.36 Cottages 
9.36.1. Scope 
9.36.1.1. Application 


(1) This Section applies to buildings of residential occupancy used or intended to be used as seasonal recrea- 
tional buildings. 


(2) The buildings described in Sentence (1) shall comply with all the requirements of this Part, except where 
they are specifically exempted in this Section. 


9.36.2. General 
9.36.2.1. Exclusions 


(1) Except as provided in Article 9.36.3.1. and Subsection 9.10.15., buildings used or intended to be used as 
seasonal recreational buildings need not comply with Sections 9.5 to 9.7 and 9.9 to 9.11. 


(2) Flooring need not comply with Section 9.31, but tight-fitting floors shall be provided to support the live 
and dead loads. 


| (3) Thermal insulation, vapour barrier, interior finishes, plumbing, heating, air-conditioning and electrical 
facilities, need not be provided, but where any of these are provided, they shall comply with the requirements 
of this Part. 


(4) Where heating and air-conditioning are provided, Articles 9.33.1.3. and 9.33.1.4. need not be complied 
ith. 


9.36.2.2. Foundations 


' (1) Continuous perimeter foundation walls are not required, but when they are provided, they shall comply 
with the requirements of this Part. 


(2) Where unit masonry columns are used, the height of such columns shall not exceed 
in the case of hollow masonry units, 4 times the least dimension of the units, 


| x in the case of solid masonry units or hollow units with voids filled with concrete, 10 times the least 
dimension of the column, or 


(c) where the column is reinforced with at least four 13 mm diameter bars and filled with concrete, 18 
times the least dimension of the column. 


(3) Columns in excess of the height limitations of Clause (a), (b), or (c) shall be designed in accordance with 
Part 4. 


9.36.2.3. Waterproofing and Dampproofing. Where foundations below ground level and concrete floors on 
grade are used, they shall comply with Section 9.13, ‘Waterproofing and Dampproofing”’. 
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9.36.3. Tourist Accommodation 


9.36.3.1. Buildings for Seasonal Tourist Accommodation or for Rent. Where buildings are used or intended to 
be used for seasonal tourist accommodation or for rent, they shall comply with Sections 9.5 to 9.8 in addition 
to the requirements of this Section. 


Section 9.37 Log Construction 
9.37.1. General 


9.37.1.1. Material Requirements. Logs which are sound and free of fractures may be used for foundations, 
beams, posts and similar members providing it can be shown by a structural analysis or tests or previous expe- 
rience that the strength of the member is adequate for its intended purposes. 


9.37.1.2. Requirement for Wood Preservative. The portion of any log coming in contact with masonry or con- 
crete at or below grade shall be treated with a wood preservative to prevent decay. 


9.37.1.3. Exterior Joints. All exterior joints between logs shall be rendered water-tight by methods such as | 


machined joints, oakum packing, cement parging, chinking, caulking or a combination of these. 
9.37.2. Walls 


9,37.2.1. Logs. Walls may be built of natural or manufactured logs. 


9,37.2.2. Attachment of Logs. Walls made of logs in a horizontal position shall have interlocking inter-sections | 


which will prevent the collection of water in the joints, or the horizontal logs shall butt to a vertical corner post 
to which the horizontal logs shall be firmly attached. 


9.37.2.3. Joining Logs. Each log in a horizontal position shall be scribed as close as possible to its bearer and | 
fastened to the bearer in at least three places throughout its length, by dowels, continuous machined joints, | 
vertical framing members or interlocking intersections or any combination of these, but in no case shall the dis- | 


tance between fastenings exceed 1.80 m. 


9.37.2.4. Vertical Logs. Each log in a wall built of vertical logs shall be scribed to fit as closely as possible to 


the adjacent logs. 


9.37.2.5. Plates. Logs used in a vertical position shall have a plate the top and a plate at the bottom, which are | 


at least as wide as the largest end diameter of any of the logs. 


9.37.3. Lintels 


9.37.3.1. Support Over Openings. Logs placed in vertical position shall be supported over window and door | 


openings by lintels meeting the requirements of Table 9.23.12.A. 


9.37.3.2. Clearance. At every opening in a wall made of logs in a horizontal position where shrinkage can 


occur there shall be a clearance between the rough buck header and the lintel log of not less than 13 mm in | 


width for each 300 mm of height to allow for settlement. 
Section 9.38 Thermal Design 
9.38.1. Scope 


9.38.1.1. Application. This Section applies to the thermal design of a building of residential occupancy where 


such design is an alternative to the thermal insulation requirements of Section 9.25. 
9.38.2. General 


9.38.2.1. Materials and Installation. The materials for, and the installation of, thermal insulation and vapour 
barrier protection shall conform to Section 9.25. 


9.38.2.2. Protection of Foamed Plastic. Foamed plastic thermal insulation shall be protected as described in 
Article 9.10.16.10. 


9.38.2.3. Crawl Spaces. Crawl spaces shall comply to Section 9.18. 
9.38.2.4. Roof Spaces. Roof spaces shall comply to Section 9.19. 


9.38.2.5. Ventilation. Ventilation requirements shall comply to Section 9.32 except as provided in Subsection 
038-7. 


9.38.2.6. Heating and Air Conditioning. Heating and air conditioning requirements shall comply to Section 
GEIS: 
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9.38.3. Thermal Resistance of Assemblies 


9.38.3.1. Except as provided in Articles 9.38.3.2. to 9.38.3.6., and except for doors, windows, skylights and 
other closures, the thermal resistance of each building assembly through any portion that does not include 
framing or furring shall conform to Table 9.38.3.A. 


Table 9.38.3.A. 
Forming Part of Article 9.38.3.1. 


Minimum Thermal Resistance (RSI-Value) m?°C/W 


Maximum Number of 
Celsius Degree Days 








| 
| Building Assembly 
| Up to 5000 Above 5000 
| Exposed walls 3.0 3.4 
_| Exposed roof or ceiling 
— frame 5.6 6.4 
— solid 3.0 3.4 
| Foundation walls 
— frame 3.0 3.4 


Exposed floors 
| — frame 4.7 a 
} — solid 3.0 3.4 


Slab-on-ground at grade 
— unheated eas: 1 
— heated Toe _ 


| Notes to Table 9.38.3.A.: 


(1) “Exposed” means exposed to outdoor temperature or unheated area. 











(2) “Solid” means brick concrete blocks or concrete. 
(3 


) “Frame” means a wood or steel stud frame to which interior and exterior cladding is applied. 
_ (4) “RSI value” shown for slab-on-ground at grade is for rigid insulation. 
| (5) Slab-on-ground at grade - “heated” means a concrete floor containing heating ducts or pipes, “unheated” means a con- 


crete floor not containing ducts or pipes. 


9.38.3.2. Except as provided in Article 9.38.3.3., the thermal resistance of the insulated portion of a building 
assembly in Sentence 9.38.1.1.(1) that incorporates metal framing elements, such as steel studs and steel joists, 
that act as thermal bridges to facilitate heat flow through the assembly, shall be 20 per cent greater than the 
_ values shown in Table 9.38.3.A., unless it can be shown that the heat flow is not greater than the heat flow 
| through a wood frame assembly of the same thickness. 





9.38.3.3. Article 9.38.3.2. for building assemblies incorporating thermal bridges does not apply where the 

| thermal bridges are insulated to restrict heat flow through the thermal bridges by a material providing a ther- 
mal resistance at least equal to 25 per cent of the thermal resistance required for the insulated portion of the 
assembly in Article 9.38.3.1. 





9.38.3.4. The thermal resistance of a building assembly may be reduced by not more than 20 per cent from 
that required in Articles 9.38.3.1. and 9.38.3.2., and the amount of glazing may be increased to more than per- 
| mitted in Article 9.38.4.3., where it can be shown that the total calculated heat loss from the building enclo- 

sure does not exceed the heat loss that would result if the enclosure were constructed in conformance with the 
_ minimum thermal resistance requirements in Articles 9.38.3.1. and 9.38.3.2. and with the maximum amount of 
| glazing permitted in Article 9.38.4.3., provided no allowance is made for solar heat gains or for the orientation 
of the glazing as described in Article 9.38.4.5. 


9.38.3.5. The thermal resistance values in Article 9.38.3.1. and 9.38.3.2. for roof or ceiling assemblies separat- 
ing heated space from unheated space or the exterior may be reduced near the eaves to the extent made neces- 

, sary by the roof slope and required ventilation clearances, except that the thermal resistance at the location 
directly above the inner surface of the exterior wall shall be at least 2.1 m-°C/W. 
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9.38.3.6. The thermal resistance values required in Article 9.38.3.1. may be reduced to take into account the 
effect of thermal inertia resulting from the mass of the building in conformance with Building Research Note 
No. 126, published by the Division of Building Research, National Research Council of Canada, January 1978. 


9,38.3.7. Insulation applied to the exterior of a foundation wall or slab-on-ground floor shall extend down at 
least 600 mm below the adjacent exterior ground level or shall extend down and outward from the floor or wall 
for a total distance of at least 600 mm measured from the adjacent finished ground level. 


9.38.3.8. Insulation applied to the interior of a foundation wall shall extend from the underside of the flooring 
above such walls, down to at least 600 mm below the exterior adjacent ground level. 


9,38.3.9. Every foundation wall face having more than 50 per cent of its area exposed to outside air and those 
parts of foundation walls of wood-frame construction above exterior ground level shall have a thermal resis- 
tance conforming to the requirement for wall assemblies above ground level in Table.9.38.3.A. 


9.38.4. Glazing 


9,38.4.1. Except as provided in Articles 9.38.4.2. and 9.38.4.4., all glazing that separates heated space from 
unheated space or the exterior shall have a thermal resistance of at least 0.30 m°°C/W. 


9.38.4.2. Where an enclosed unheated space, such as a sun porch, enclosed verandah or vestibule, is sepa- 
rated from a heated space by glazing, the unheated enclosure may be considered to provide thermal resistance 
of 0.16 m°°C/W, or the equivalent of one layer of glazing. 


9.38.4.3. Except as provided in Articles 9.38.4.4. and 9.38.4.5., the total area of glazing, including glazing for 
doors and skylights, that separates heated space from unheated space or the exterior shall not exceed 20 per 
cent of the floor area of the storey served by the glazed areas and shall not exceed 40 per cent of the total area 
of the walls of that storey separating heated space from unheated space or the exterior. (In the case of a sloping 
wall, the area of the opaque portion of the wall is calculated as its projected area on a vertical plane.) 












9.38.4.4. Where the thermal resistance of glazing is different from that required in Articles 9.38.4.1. and | 
9.38.4.2., the area of such glazing for the purpose of applying Article 9.38.4.3. may be assumed as being equal. 
to the actual area multiplied by the ratio of the required thermal resistance divided by the actual thermal resis- 
tance of the glazing. 


9,38.4.5. Except as provided in Article 9.38.4.6., the area of glazing that contains clear glass or that has a | 
shading coefficient of more than 0.70 that is unshaded in the winter and faces a direction within 45° of due 
South may be assumed to be SO per cent of its unshaded area in calculating the maximum area of glazing in 
Articles 9.38.4.3. and 9.38.4.4. provided the building is designed with a system that is capable of distributing 
the solar heat gain from such glazed areas throughout the building. For the purpose of determining whether or | 
not the glazing is shaded in the winter, the shading shall be calculated using the noon sun angles of December | 


oT | 


9.38.4.6. Article 9.38.4.5. shall not apply where the building is designed to be cooled unless the glazing 
described in 9.38.4.5. is shaded in the summer with exterior devices. For the purpose of determining whether 
or not the glazing is shaded in the summer, the shading shall be calculated using the noon sun angles of June’ 


vAN 
| 


9.38.5. Doors and Windows 
k 
9,38.5.1. Air curtains shall not be used in place of exterior doors. | 


9.38.5.2. Except for doors used primarily to facilitate the movement of vehicles or handling of material, infil- 
tration around doors shall conform to the appropriate requirements in Subsection 9.38.6. 


9.38.5.3. Except for doors on enclosed unheated vestibules, all doors separating heated space from the out- 
side shall conform to the appropriate requirements of Section 9.6. 


9,38.5.4. Windows shall conform to the appropriate requirements of Section 9.7. 


9.38.6. Infiltration | 


9.38.6.1. Windows separating heated space from unheated space or the exterior shall be designed to limit the | 
rate of air infiltration to not more than 0.775 dm*/s for each metre of sash crack when tested at pressure differ- 
ential of 75 Pa in conformance with ASTM E283, ‘Standard Method of Test for Rate of Air Leakage through’ 
Exterior Windows, Curtain Walls and Doors”. 


9.38.6.2. Manually operated exterior sliding glass door assemblies that separate heated space from unheated. 
space or the exterior shall be designed to limit air infiltration to not more than 2.5 dm’/s for each square metre 
of door area when tested in conformance with Article 9.38.6. 1. 
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9.38.6.3. Except where the door is weather-stripped on all edges and protected with a storm door or by an 
enclosed unheated space, exterior swing type door assemblies for dwelling units, individually rented hotel and 
motel rooms and suites shall be designed to limit the rate of air infiltration to not more than 6.35 dm’/s for each 
square metre of door area when tested in conformance with Article 9.38.6.1. 


9,38.6.4. Door assemblies other than those described in Articles 9.38.6.2. and 9.38.6.3. that separate heated 
space from unheated space or the exterior shall be designed to limit the rate of air infiltration to not more than 
17.0 dm?/s for each metre of door crack when tested in conformance with Article 9.38.6.1. 


9.38.6.5. Caulking material to reduce air infiltration shall conform to the requirements in Subsection 9.27.4. 


9.38.6.6. The junction between the sill plate and the foundation, joints between exterior wall panels and any 
other location where there is a possibility of air leakage into heated spaces in a building through the exterior 
walls, such as at utility service entrances, shall be caulked, gasketed or sealed to restrict such air leakage. 


9,.38.6.7. Air leakage between heated space and adjacent roof or attic space caused by the penetration of ser- 
vices shall be restricted in conformance with the requirements of Subsection 9.25.5. 


9.38.7. Ventilation 


9.38.7.1. Fresh air for the ventilation of rooms and spaces in buildings of residential occupancy shall be pro- 
vided at a rate of at least 0.3 air change per hour by a combination of natural and mechanical ventilation. 
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Designation 


Douglas Fir- 
Larch 
(includes 
Douglas Fir 
and Western 
Larch) 


Hemlock Fir- 
(includes 
Western 
Hemlock and 
Amabilis Fir) 


Grade 


Select 
Structural 


No. 1 
and 
No. 2 





Nous 
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Table A-1 


O. Reg. 413/90 


Forming Part of Sentence 9.23.4.1.(1) 


Floor Joists - Living Quarters 


Member 
Size, 





mm 













38x89 
38x140 
38x184 
38x235 
38x286 


38x89 

38x140 
38x184 
38x%235 
38x286 


38x89 

38x140 
38x184 
38x235 
38x286 





Strapping Only Bridging Only Strapping and 
Bridging 


Joist Spacing 





Joist Spacing Joist Spacing 


400 | 600 | 300 | 400 | 600 | 300 | 400 | 600 
mm} mm }|mm |mm]mmii{mmi{ mm i! mm 

















Select 
Structural 





No. 3 


Construction 


Standard 





38x140 
38x184 
38x235 
38x286 


38x89 

38x140 
38x 184 
38x235 
38x286 


















1640 





O. Reg. 413/90 THE ONTARIO'GAZETTE 


Table A-1 (Continued) 


Floor Joists - Living Quarters 


Strapping Only Bridging Only Strapping and 
Bridging 


Joist Spacing Joist Spacing Joist Spacing 


300 | 400 | 600 | 300 | 400 | 600 | 300 | 400 i 
mm | mm | mm {mm {mm {mm i|{ mm | mm 






























Member 
Size, 


Commercial 
Designation 








Select 38x140 
Structural 38x 184 
38x235 
38x286 


38x89 























Spruce - 









































































































Pine - Fir 38x140 
| (includes 38x184 
| | Spruce (all No. 2 38x235 
| | species 38x286 
| | except Coast 
| Sitka Spruce) 17S M1083 
_ | Jack Pine, 2.80 || 2.43 
Lodgepole 3:60 || 2.95 
Pine, Balsam 422, | 3.01 
Fir and 38x286 4,73 | 4,19 
_ | Alpine Fir) 
1.46 
Select 38x140 2.30 
Structural 38x184 3.03 
38x235 3510 
38x286 4.15 
Northern 38x89 1.64 | 1.43 
Species 38x 140 Mss la ne Ai 2 
(includes any 38x184 3,36 | 2.96 
Canadian soft 38x235 3.88 | 3.62 
wood covered 38x286 4.35 | 4.06 
by the NLGA 
Standard 38x89 L60)| 1.56 
Grading 38x140 2.28 | 1,94 
Rules) 38x184 DOO Ho Zod 
38x235 3.04 | 2:89 
38x286 HAP i 3236 
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Table A-2 
Forming Part of Sentence 9.23.4.1.(1) 


Floor Joists - Bedrooms and Accessible Attics 


Strapping Only Bridging Only Strapping and 
Bridging 
Commercial Grade Member Joist Spacing Joist Spacing Joist Spacing 
Designation Size, 


en aie ae 








Select 
Structural 
















Douglas Fir- 

Larch 

(includes 

Douglas Fir 

and Western 

Larch) 

8 reff [af foe [a 

Select 
Structural 

Hemlock Fir- 

(includes 

Western 

Hemlock and 

Amabilis Fir) 


38x286 


sn [um [vee [56 [aor [use [127 [ior am) 
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| ; 
Commercial Grade 
| Designation 


Table A-2 (Cont'd) 


Floor Joists - Bedrooms and Accessible Attics 


Strapping Only Bridging Only Strapping and 
Bridging 
Joist Spacing Joist Spacing Joist Spacing 


600 | 300 | 400 | 600 | 300 | 400 | 600 
mm | mm |mm|mm/}mm/} mm | mm 
pm | om | om n 







Member 
Size, 




























































38x89 
Select 38x 140 
Structural 38x184 

38x235 






38x286 


Spruce - 
Pine - Fir 
(includes 
Spruce (all 
species 
except Coast 
Sitka Spruce) 
Jack Pine, 
Lodgepole 
Pine, Balsam 
Fir and 
Alpine Fir) 




















4.00 
4.49 
SZ 
ah! 
037 
3.93 
4.4] 
Paar [var [i 


Northern 
Species 
(includes any 
Canadian soft 
wood covered 
by the NLGA 


Standard 
Grading 
Rules) 




















4.00 | 4.67 
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Table A-3 
Forming Part of Sentence 9.23.4.1.(1) 


Ceiling Joists - Attic Not Accessible by a Stairway 


All Ceilings 


Commercial Grade Member Joist Spacing 


Designation Size, 














Select 
Structural 
Douglas Fir- No. 1 
Larch and 
(includes No. 2 
Douglas Fir 
and Western 
Larch) 
No. 3 
Select 
Structural 
Hemlock- 
Fir 
(includes No. 1 
Western 
Hemlock and 38x286 
Amabilis Fir) 
38x 140 
No. 3 38x184 
38x235 
38x286 
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Table A-3 (Cont'd) 


Ceiling Joists - Attic Not Accessible by a Stairway 


All Ceilings 
a Sa el 
Commercial Grade Member Joist Spacing 
Designation Size, 
300 mm 400 mm 600 mm 
m m m 


















| 
| 
' 
| 











































Sys Po ep 255 

Select 5.06 4.60 4.02 

Structural 6.65 6.05 5.28 

8.50 Rae 6.74 

10.34 9.40 8.21 

| Spruce- alt 2.83 2.47 

| Pine - Fir 38x140 4.90 4.45 3.89 

| (includes 38x184 6.44 D8) Sait 

| | Spruce (all 38x235 es 7.47 6.52 

| species 38x286 10.00 9.09 7.94 
| | except Coast 

| Sitka Spruce) 3.06 2.78 2.43 

| | Jack Pine, 4.81 4.37 3.82 

_ | Lodgepole 6.32 5.74 S102 

_ | Pine, Balsam 8.07 Teo 6.34 

| | Fir and 9.82 8.93 126 











Alpine Fir) 











| 2.61 28 

| Select 4.11 3.59 

Structural 5.40 4.72 

6.90 6.03 

8.40 7.34 

| Northern 

| Species 25 223 

(includes any 4.02 ero) 

| | Canadian | 5.81 4.61 

| | Softwood 6.74 5:89 

| covered by 8.21 TAg 
| the NLGA 

Standard ; 2.49 248 

Grading 3.92 3.42 

Rules) 5.09 4.16 

6.23 5.08 

LS 5.90 

2.49 2.18 

2.43 Zhe 
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Table A-4 
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Forming Part of Sentence 9.23.4.1.(1) 


Roof Joists - (Design Roof Snow Loads 1.0 and 1.5 kPa) 


Grade 


Select 
Structural 


No. 1 
and 
No. 2 


No. 3 


Construction 


Standard 


Select 
Structural 


Construction 


Standard 

















Member 
Size, 





38x89 
38x140 
38x 184 
38x235 
38x286 


38x89 
38x 140 
38x184 
38x235 
38x286 


38x89 

38x 140 
38x 184 
38x235 
38x286 


38x89 
38x89 


38x89 
38x140 
38x 184 
38x235 
38x286 


38x89 
38x140 
38x 184 
38x235 
38x286 


38x89 
38x 140 
38x184 
38x235 
38x286 


38x89 
38x89 





2.49 
BL56 
4.33 
Supe, 
6.14 


Page 











2.16 
3.08 
Sap) 
4.58 
Die 


1.0 kPa ES kPa 
Joist Spacing Joist Spacing 


—— 


300 mm | 400 mm | 600 mm 
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Table A-4 (Cont'd) 





Roof Joists - (Design Roof Snow Loads 1.0 and 1.5 kPa) 







Strapping Only 



















Member 
Size, 


Commercial 
Designation 


300 mm 


a 
3 


































































38x89 2955 o32 2.03 
Select 38x 140 4.02 3.65 3319 
Structural 38x184 5.28 4.80 4.19 
38x235 6.74 O13 5.35 
38x286 8.21 7.46 Gid2 
Spruce - 38x89 2.47 2.24 1.96 
Pine - Fir 38x140 3.89 3:53 3.08 
(includes 38x184 Sala 4.64 4.05 
Spruce (all No. 2 38x235 6.52 5.93 5.18 
species 38x286 7.94 Hdl 6.30 
except Coast 
Sitka Spruce) 2.43 2.20 1.93 
Jack Pine, 3.82 3.47 3:03 
Lodgepole No. 3 5.02 4.56 ay 
Pine, Balsam 6.41 5.65 4.61 
Fir and 38x286 Lom 6.56 5,30 
Alpine Fir) 


Standard 38x89 Re) 22 1.85 


















Select 328x140 
Structural 38x184 
38x235 





38x286 





























Northern 38x89 177 
Species 38x 140 2.19 
(includes any 38x184 3.66 
Canadian soft | No. 2 38x235 4.68 
wood covered 38x286 5.58 
by the NLGA 
Standard 1.73 
Grading 2.49 
Rules) No. 3 3.03 
of) 
38x286 4.29 
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Bridging Only 
1.5 kPa 
600 mm 
m m 
203 beFF 
oF19 pe) 
4.19 3.66 
SCR, 4.68 
6:92 5.69 
1.96 Lav 
3.08 2.69 
4.05 3.54 
S213 4.52 
6.30 5.50 
1.93 1.68 
5.03 2.05 
3:97 3.24 
4.86 3.97: 
5.64 4.60 
1.98 1.68 
1.85 1.62 
1.81 1258 
2.85 2.49 
3:75 3:27 
4.79 4.18 
5.62 5.09 
ey [05 
Aaa, 2.43 
3.66 3.20 
4.68 4.09 
5.69 4.80 
473 1.50 
2.62 2.14 
S19 2.60 
3:90 3.18 
4.52 3.69 
Waris, 151 
1.68 1.47 























Commercial 
Designation 


Douglas Fir- 
Larch 
(includes 
Douglas Fir 
and Western 
Larch) 


Hemlock Fir- 
(includes 
Western 
Hemlock and 
Amabilis Fir) 
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Table A-5 
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Forming Part of Sentence 9.23.4.1.(1) 


Roof Joists - (Design Roof Snow Loads 2.0 and 2.5 kPa) 


Grade 


Select 
Structural 


No. 1 
and 
No. 2 


No. 3 


Construction 


Standard 





Select 
Structural 


No. 1 
and 
No. 2 


No. 3 





Construction 


= Sap ST 





mm 


38x140 
38x184 
38x235 
38x286 


38x89 

38x140 
38x184 
88x235 
38x286 


38x89 

38x 140 
38x184 
38x235 





38x286 





Joist Spacing 


2.5 kPa 


Joist Spacing 













38x140 
38x184 
38x235 
38x286 


38x89 
38x140 
38x 184 
38x235 
38x286 


38x286 
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Table A-5 (Cont'd) 


Roof Joists - (Design Roof Snow Loads 2.0 and 2.5 kPa) 





Commercial 
Designation 
















Spruce - 







except Coast 


Sitka Spruce) 
Jack Pine, 
Lodgepole 
Pine, Balsam 
Fir and 
Alpine Fir) 





Northern 











wood covered 
by the NLGA 


Standard 















Grade 










































Select 
Structural 









Construction 


Standard 








Member 


Size, 


38x89 


Select 38x 140 
Structural 38x184 
38x235 


38x286 






38x89 


Pine - Fir No. | 38x 140 
(includes and 38x184 
| Spruce (all No. 2 38x235 
species 38x286 


| | Species 38x140 
_ | (includes any 38x184 
Canadian soft | No. 2 38x235 


38x286 


38x89 


| | Grading 38x140 
| | Rules) No. 3 38x184 
38x235 


Joist Spacing Joist Spacing 
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Commercial 
Designation 


Douglas Fir- 
Larch 
(includes 
Douglas Fir 
and Western 
Larch) 


Hemlock Fir- 
(includes 
Western 
Hemlock and 
Amabilis Fir) 
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Table A-6 


Forming Part of Sentence 9.23.4.1.(1) 


Roof Rafters - (Design Roof Snow Loads 1.0 and 1.5 KPa) 


1.0 kPa 1.5 kPa 


Grade 


Select 
Structural 


No. 1 
and 
No. 2 


No. 3 


Construction 
Standard 
Select 


Structural 


No. 1 


Construction 


Standard 














Member 
Size, 


38x286 
38x89 





38x89 
38x140 
38x184 
38x235 
38x286 


38x89 

38x 140 
38x 184 
38x235 
38x286 



















38x89 
38x 140 
38x184 
38x235 
38x286 


38x89 
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Table A-6 (Cont'd) 
Roof Rafters - (Design Roof Snow Loads 1.0 and 1.5 kPa) 


Commercial Member 
Designation Size, 


Sea ela ee 


Select 
Structural 


Spruce - 

Pine - Fir No. 1 
(includes and 

Spruce (all No. 2 
species 

except Coast 

Sitka Spruce) . 
Jack Pine, 

Lodgepole No. 3 

Pine, Balsam 

Fir and 38x286 
Alpine Fir) 








Select 38x140 
Structural 38x184 
38x235 
38x286 








Northern 
Species 
(includes any 
Canadian soft 
wood covered 
by the NLGA 


Standard 
Grading 
Rules) 


233 
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Commercial 


Designation 


Douglas Fir- 
Larch 
(includes 
Douglas Fir 
and Western 
Larch) 


Hemlock Fir- 
(includes 
Western 
Hemlock and 
Amabilis Fir) 
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Table 


A-7 


Forming Part of Sentence 9.23.4.1.(1) 


O. Reg. 413/90 


Roof Rafters - (Design Roof Snow Loads 2.0 and 2.5 kPa) 


2.0 kPa 2.) KPS 





Select 
Structural 


No. 1 
and 
No. 2 





No. 3 





Member 
Size, 


mm 


38x89 

38x 140 
38x 184 
38x235 
38x286 


38x89 
38x 140 
38x184 
38x235 
38x286 


38x89 

38x140 
38x184 
38x235 
38x286 








Standard 38x89 
38x89 
Select 38x140 
Structural 38x184 
38x235 
38x286 
38x89 
No. 1 38x140 
and 38x184 
No. 2 38x235 
38x286 
38x140 
No. 3 38x184 
38x235 
38x286 





Standard 


Rafter Spacing 


Rafter Spacing 








2.43 





elG 
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Table A-7 (Cont’d) 
Roof Rafters - (Design Roof Snow Loads 2.0 and 2.5 kPa) 


2.9 KPa 


Member Rafter Spacing Rafter Spacing 


Grade Size, 


























Commercial 
Designation 











Select 38x140 
Structural 38x184 
38x235 


38x286 
38x89 
















Spruce - 



















Pine - Fir No. 1 38x140 
(includes and 38x184 
Spruce (all No. 2 38x235 
species 38x286 


except Coast 





























Sitka Spruce) 38x89 

Jack Pine, 38x140 
Lodgepole No. 3 38x184 
Pine, Balsam 38x235 
Fir and 38x286 


Alpine Fir) 








Select 
Structural 














Northern 
Species 
(includes any 
Canadian soft 
wood covered 
by the NLGA 


Standard 






















Grading 38x140 
Rules) 38x184 
38x235 
38x286 
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Table A-8 
Forming Part of Sentence 9.23.4.1.(1) 


Maximum Spans (m) for Built-up Floor Beams Supporting 
not more than One Floor in Houses 


Size of Built-Up Beam, mm 
3-38x184 | 4-38x184 | 3-38x235 | 4-38x235 | 3-38x286 | 4-38x286 






Supported 
Joist 










Commercial 
Designation 


















Select 
Structural 





Douglas Fir- 
Larch 

(includes Douglas 
Fir and Western 
Larch) 









Select 
Structural 














Hemlock - Fir 
(includes Western 


Hemlock and 
Amabilis Fir) 









Spruce - Pine- 
Fir (includes 
Spruce (all 
species except 
Coast Sitka 


Spruce), Jack 
Pine, Lodgepole 
Pine, Balsam 
Fir and Alpine 
Fir) 







Select 
Structural 
















Select 
Northern Species | Structural 
(includes any 


softwood covered 


by the NLGA 
Standard Grading 
Rules) 
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Table A-9 
Forming Part of Sentence 9.23.4.1.(1) 





Commercial 


Designation 





Douglas Fir- 
Larch 
(includes Douglas 


Fir and Western 
Larch) 


Hemlock - Fir 
(includes Western 


Hemlock and 
Amabilis Fir) 






Spruce - Pine- 
Fir (includes 
Spruce (all 
species except 
Coast Sitka 


Spruce), Jack 
Pine, Lodgepole 
Pine, Balsam 
Fir and Alpine 
Fir) 








Northern Species 
(includes any 
softwood covered 


by the NLGA 
Standard Grading 
Rules) 


















Maximum Spans (m) for Built-up Floor Beams Supporting 
not more than Two Floors in Houses 


Select 
Structural 


No. 2 


Select 
Structural 


Select 
Structural 










Select 
Structural 















Supported 
Joist 
Length, 


ONADAOCRKR |ONDAOAR 





RARWWN | RR OWN 





ee eee el Gee 
CONAGRA | ONACAH 


3-38x184 
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Size of Built-Up Beam, mm 


4-38x184 























3-38x235 | 




















3-38x286 | 4-38x286 





3.98 4.77 
ong 4.25 
2.66 3.54 
2.28 3.04 
ee 2.66 
5.22 Beis 
2.88 3.32 
2:03 S408 
2.28 2301 
1309 2209 
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Table A-10 
Forming Part of Article 9.23.13.14 





Maximum Clear Spans (m) between End Supports for Fink Trusses 


No. 1 Grade Lumber No. 2 Grade Lumber 
Design Roof Snow Load, kPa Design Roof Snow Load, kPa 















38x89 38x114 


38x140 










9.16 
9.44 
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Table A—11 
Forming Part of Article 9.23.13.14 









Maximum Clear Spans (m) between End Supports for Howe Trusses 


Top No. 1 Grade Lumber No. 2 Grade Lumber 
Member | Member Roof 
Size, SIZG, Slope Design Roof Snow Load, kPa Design Roof Snow Load, kPa 
1.0 Ie 2.0 2:5 


2 
38x89 

im 3 38x114 

| 38x140 
























mm 
8x89 





38x89 








38x114 38x114 


38x140 
38x89 
38x140 38x114 


38x140 
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Part 11 


- Renovation 


Section 11.1 
1 es 


Section 11.2 


11.221. 
iI pare 
AS. 
11.2.4, 


Section 11.3 


Li3:1, 
112, 
11.3.3; 
11.3.4. 
We Re 


Section 11.4 


11.4.1. 
11.4.2. 


THE ONTARIO GAZETTE 


General 
Scope 


Building Systems 
Existing Building System 
New Building System 
Compliance Alternatives 
Alternative Measures 


Performance Level 

General 

Match Existing 

Increase in Occupant Load 
Change in Major Occupancy 
Portions of Extended Buildings 


Construction and Occupancy 
Classification of Existing Buildings 
Multiple Occupancies 
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Part 11 
Renovation 


Section 11.1 General 
11.1.1. Scope 
11.1.1.1. The scope of this Part shall be as described in Section 2.1. 


11.1.1.2. Definitions. In this Part, 


Alternative measure means a substitute for a requirement in another Part of the Code, or a substitute for a 
compliance alternative in this Part, that an applicant for a permit proposes and ‘‘A.M.” has a corresponding 
meaning. 


Basic renovation means construction to which less than 90 per cent of an entire floor area of an existing 
building is subjected and which does not adversely affect the life safety systems in the building, and where 


(a) achange in major occupancy does not require additional early warning or evacuation facilities, 
(b) the occupant load is not increased by more than 15 per cent, or 


(c) the hazard index of the new major occupancy is not greater than the construction index of the existing 
building. 

Building system means a combination of elements or components that form a complete major division of 
construction in the design of a building or part of a building, including a structural or framing system, a 
waterproofing system, a drainage system, an exterior cladding system, a roofing system, a window system, a 
partition system, a corridor system, a stair system, a fire alarm and detection system, a sprinkler system or a 
heating, ventilation or air conditioning system, a foundation system, a standpipe and hose system, a flooring 
system, a plumbing system, or an electrical system. 


Compliance alternative means a substitute for a requirement in another Part of the Code that is listed in this 
Part, and “‘C.A.”’ has a corresponding meaning. 


Construction index means a level on a scale of 1 to 8 determined in accordance with Table 11.4.1.A. designat- 
ing the expected fire protection performance level of the type of construction of an existing building, and 
“CJ,” has a corresponding meaning. 


Hazard index means a level on a scale of 1 to 8 determined in accordance with Tables 11.4.1.B. to 11.4.1.M. 
designating the life safety hazard to occupants of the building based on 


(a) use and occupancy, 
(b) occupant load, 
(c) the use and function of floor spaces, 
(d) the difficulty of egress, 
(e) the fire load of contents, finishes and furnishings, 
(f) the configuration or compartmentation of floor spaces, and 
(g) the size of building, 
and ‘‘H./.”’ has a corresponding meaning. 


Heritage building means a building designated under the Ontario Heritage Act, or a building that is certified to 
be of significant architectural or historical value by a recognized, non-profit public organization whose pri- 
mary object is the preservation of structures of architectural or historical significance and which certification 
is accepted by the chief official. 


Life safety system means a series of built-in components or an installation in an existing building designed to 
achieve early warning and evacuation or fire containment and suppression or structural adequacy or a 
healthy environment. 


Match existing means maintaining the existing performance level of all or part of an existing building, including 
its components and materials, by the reuse, relocation or extension of the same or similar compatible mate- 
rials or components, to retain the existing character, structural uniqueness, heritage value, or aesthetic 
appearance of all or part of the building, including its materials and components. 
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Performance level means that level of safety under which all or part of an existing building functions with 
respect to its life safety systems. 


Public heritage building means a heritage building where occupancy in whole or in part includes viewing 
thereof by the public provided that displays therein are limited to objects used or worn by the former occu- 
pants of the building. 


11.1.1.3. Alteration or Repair 


(1) Except as provided in Sentence (2), where an existing building is subject to material alteration or repair, 
the Building Code is applicable only to those parts of the building that are subject to the material alteration or 
repair. 


(2) Where other parts of the building are adversely affected by the alteration or repair, additional 
construction may be required in conformance with Section 11.3. 


Section 11.2 Building Systems 
11.2.1. Existing Building System 


11.2.1.1. Alteration of Building System. Where an existing building system is altered, the performance level of 


the building after the alteration shall be at least equal to the performance level prior to the alteration. 


11.2.1.2. Extension of Building System. Where an existing building system is extended, the extension shall 
comply with Subsection 11.2.2. 


11.2.1.3. Structural Adequacy 


(1) Except as provided in Sentence (2), where after proposed construction in all or part of an existing 


_ building, 


(a) the major occupancy will change to a different major occupancy, 
(b) the occupant load will increase by more than 15 per cent, or 
(c) the live load will increase due to change in use within the same major occupancy, 


the existing structural floor and roof framing systems and their supporting members after the construction shall 
be adequate to support the proposed dead loads and live loads. 


(2) Where the existing structural floor or roof framing system and its supporting members are inadequate to 
support the proposed dead loads and live loads, 


(a) the portion of the floor affected by the proposed loads is restricted to the loading it will support and 
signs stating the restrictions are posted, or 


(b) remedial measures are taken to support the proposed loads. 


(3) Except as provided in Subsection 11.2.4., where substantially all existing interior walls or ceilings or 
floor assemblies or roof assemblies are removed in an existing building and new interior walls, ceilings, floor 


assemblies are installed in the building, their structural and fire-resistant elements shall be constructed in com- 


pliance with the requirements of the other parts of the Code. 


/ 11.2.2. New Building System 


| 11.2.2.1. Design and Construction. Except as provided in Subsections 11.2.3., 11.2.4. and 11.3.2. and Sen- 


tence 11.2.1.3.(3), the design and construction of a new building system or an extension to an existing building 
system shall comply with the requirements of the other Parts of the Code. 


11.2.3. Compliance Alternatives 
11.2.3.1. Substitution 


(1) A compliance alternative to a requirement contained in Part 3, 4, or 6, shown in Tables 11.2.3.A., 
#.2.3.B., 11.2.3.C,, 11.2.3.D/E. or 11.2.3.F., may be substituted for the requirement where the chief official 
1S satisfied that compliance with the requirement is impracticable because, 


(a) of structural or construction difficulties, or 
(b) it is detrimental to the preservation of a heritage building. 
(2) A compliance alternative to a requirement contained in Part 9 shown in Tables 11.2.3.C., 11.2.3.D/E. or 
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11.2.3.F., may be substituted for the requirement without satisfying the chief official that the requirement is 
impracticable. 


11.2.4. Alternative Measures 
11.2.4.1. Substitution 
(1) An alternative measure to, 
(a) arequirement of Part 3, 4, 6 or 9 of the Code, or 
(b) acompliance alternative, 


may be substituted for the requirement or the compliance alternative, as the case may be, and where the chief" 
official is satisfied that compliance with the requirement or the compliance alternative, as the case may be, is 
impracticable because 


(c) of structural or construction difficulties, or 

(d) it is detrimental to the preservation of a heritage building. 
Section 11.3 Performance Level 
11.3.1. General 


11.3.1.1. Performance Level. The performance level of a building after construction shall not be less than the 
performance level of the building prior to construction. 


11.3.1.2. Compensating Construction 


(1) Where, as a result of construction, the performance level of all or part of a building is reduced, compen- 
sating construction to restore the performance level of the building or part of the building shall be required in | 
compliance with Tables 11.3.1.A., 11.3.1.By, 11.3.1.C. and 11.4:2°A. | 


(2) Compensating construction required under Sentence (1) applies to the part of the building being altered, 
and 


(a) shall include fire separations, with the required fire-resistance ratings, separating the part being | 
altered from the floor areas immediately above and below and from the immediate adjacent areas, | 
and | 


(b) shall include access to exits and exits from the building, where the alteration adversely affects the exif | 
system of the building. | 


11.3.2. Match Existing 
11.3.2.1. Conditions 
(1) Construction may be carried out to match existing if, 
(a) basic renovation is proposed, 


(b) the hazard index of a new major occupancy is not greater than the construction index of the existing | 
building, and 


(c) there is no increase in occupant load greater than 15 per cent. 
11.3.3. Increase in Occupant Load 
11.3.3.1. Reduction in Performance Level 


(1) Except as provided in Sentence (2), proposed construction that increases the occupant load of an existing | 
building by more than 15 per cent reduces the performance level of the building. 


(2) Sentence (1) does not apply in a Group C occupancy where the new total occupant load is, 


(a) 14 persons or less in a boarding, lodging or rooming house, except that where the occupant load 1s ; 
between 10 and 15 persons, an interconnected system of smoke alarms in corridors near stairways 1S 
required, or 


(b) 16 persons or less in a building containing residential suites which are dwelling units, except that © 
where the occupant load is between 10 and 17 persons, an interconnected system of smoke alarms in 
corridors near stairways is required. 
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11.3.3.2. Restoring Performance Level. Where the performance level of an existing building is reduced under 
Sentence 11.3.3.1.(1), the performance level shall be restored by compliance with Table 11.3.1.B. 


11.3.3.3. Fire Separations. Nothing contained in this Subsection relieves an applicant from complying with 
requirements in other Parts of the Code for fire separations except as provided in Subsections 11.2.3. and 
11.2.4. 


11.3.4. Change in Major Occupancy 
11.3.4.1. Reduction in Performance Level 


(1) Proposed construction which will result in the change of the major occupancy of all or part of an existing 
building to another major occupancy of a greater hazard reduces the performance level of the building. 


(2) Where proposed construction will change a major occupancy of all or part of an existing building to 
another major occupancy, the building shall be classified as to its construction and occupancy as set out in Sec- 
tion 11.4. 


(3) Where a major occupancy of all or part of an existing building is changed to another major occupancy 
and the hazard index of the new major occupancy is equal to or less than the construction index of the existing 
building, and where the early warning and evacuation systems requirements of other Parts of the Code for the 
new major occupancy exceed those of the existing systems, upgrading of those systems shall be required in 
conformance with the applicable requirements of Tables 11.3.1.A., 11.3.1.B. and 11.4.2.A. 


(4) Except as provided in Sentence (5), where a major occupancy of all or part of an existing building is 
changed to another major occupancy and the hazard index of the new major occupancy is greater than the 
construction index of the existing building, upgrading of early warning and evacuation systems and additional 
upgrading shall be required in conformance with Tables 11.3.1.A., 11.3.1.B., 11.3.1.C. and 11.4.2.A. so that 
the construction index of the building is increased to at least equal the hazard index of the new major 
occupancy that the building is to support. 


(5) Small or medium sized existing buildings as determined in Tables 11.4.1.B. to 11.4.1.M. facing multiple 
streets may be assigned a hazard index credit of 1, which may be subtracted from the hazard index of the new 
major occupancy to reduce the additional upgrading required by Table 11.3.1.C. provided 


(a) the building does not contain a Group B, Division 1; a Group C, or a Group F, Division 1 occupancy, 
and 


(b) fire fighting accessicomplying with Articles 3.2-5.1., 3:2.5.2.,3.2.5,3,,.3.2.5.4., 3.2.9.5, and 3.2.5.6: 
or Subsection 9.10.19., or an approved alternative measure, is provided from all streets. 


(6) Where the occupancy of all or part of an existing building, not exceeding 6 stories in building height and 
constructed of combustible construction, is changed to a residential occupancy that would require the building, 
if it were a new building, to be constructed of noncombustible construction, such requirements for 
noncombustible construction are satisfied if the building is sprinklered. 


11.3.5. Portions of Extended Buildings 


11.3.5.1.(1) Where an existing building is extended, this Part applies to the performance level of the existing 
portion of the building. 


(2) Except as required in Sentence (3), the extended portion of the building shall comply with all other Parts 
of the Code. 


(3) Where the occupant load of the building after extension is increased by more than 15 per cent, the 
requirements of Subsection 11.3.3. shall apply to the building as extended. 


Section 11.4 Construction and Occupancy 
11.4.1. Classification of Existing Buildings 
11.4.1.1. Classification 


(1) For the purposes of this Part, existing buildings shall be classified as to their construction and occupancy 
on the basis of construction index and hazard index as provided for in this Part, including Tables 11.4.1.A. to 
Pot tiv. and 11,3.1.A.to 11 3.1.C. 


(2) The requirements of Articles 3.2.2.16. to 3.2.2.62. do not apply to this Part. 
1663 


THE ONTARIO GAZETTE 


11.4.2. Multiple Occupancies 


11.4.2.1. Classification 


(1) Existing buildings of multiple occupancy shall be classified as to their construction and occupancy as pro- 


vided for in Subsection 11.4.1. 


(2) The classification of an existing building of multiple occupancy under Sentence (1) shall be applied 
according to Articles 3.1:3:2,,5. .orde00; bea Same s 3.0) 


(3) The major occupancies in an existing building shall be separated from adjoining major occupancies by 


fire separations having fire-resistance ratings conforming to Tables 3.1.3.A. and 11.4.2.A. 


NUMBER 


Al 


A2 
A3 


A4 





AS 





A6é 





Column 1 











TABLE 11.2.3.A. — ASSEMBLY 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 
REQUIREMENTS 


8 AGAN6: 


Silpded ged Ade tikka Gas oak Outs 
i Fae ES Ps ao oe al ms ae ee COE 


Vee 2 ae 0 De ea se Fy eed as Pe eho ee 
l 


3.1.7.6.(3) 
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PART 11 
COMPLIANCE ALTERNATIVE 


Existing heavy timber construction 





acceptable where construction is within 90% 
of member sizes listed in Part 3. 


Existing acceptable. 


Except for exposed foamed plastics, 
existing acceptable. To match existing, 
materials may be added from on or Off site. 





Existing acceptable. 


Fire-resistance ratings may also be used 
where they are based on: 


DS 


2 


mae 





HUD No. 8 Guideline on Fire Ratings of 
Archaic Materials and Assemblies. 
Fire Endurance of Protected Steel 


Columns and Beams, DBR Technical 
Paper No. 194. 


. Fire Endurance of Unit Masonry Walls, 


DBR Technical Paper No. 207. 


. Fire Endurance of Light-Framed and 


Miscellaneous Assemblies, DBR 
Technical Paper No. 222. 


Existing assemblies required to be of 
noncombustible construction may be 
supported by combustible construction 
having at least the same fire-resistance rating 
as that supported. 
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TABLE 11.2.3.A. — ASSEMBLY—(Cont’d) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 PART 11 
NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 
A7 S182) (a) Existing functional and sound doors in 


existing buildings that are either hollow 
metal or kalamein and containing wired 
glass at least 6 mm thick and 
conforming to Sentence 3.1.8.14.(2) are 
permitted in lieu of doors not required 
to exceed 45 min, 


(b 


— 


all existing functional and sound hollow 
metal or kalamein doors which carry 
existing 1/2 h labels are acceptable in 
lieu of current 11/2 h labels and may 
contain wired glass panels not exceeding 
645 cm’, at least 6 mm thick and 
conforming to Sentence 3.1.8.14.(2), 
and 











(c 


— 


every fire door, window assembly or 
glass block used as a closure ina 
required fire separation shall be installed 
in conformance with good engineering 
practice. 















SIRES Re eee et BP oe ies a DP Fire dampers or fire stop flaps are not 
required to be installed in existing ducts at 


penetrations of existing fire separations. 


Bre Sei 1) Existing 45 mm solid core wood doors 


acceptable. 





31,651 40) Existing functionally operable self-closing 


devices acceptable. 


Existing functionally operable latching 
devices, excluding draw bolts, are 
acceptable. 






Al2 posite cian Es Existing transoms or sidelights located in 
required fire separations may be retained if 
wired glass at least 6 mm thick is securely 
fixed to a steel frame with steel stops. 
Operable transoms shall be fixed closed. 








Al3 Sc 1 Bel opoelesloe ol -8. 17. Existing acceptable. 


Al4 Sih dd Where the concealed space is being 
materially altered, provide smoke or heat 
detection in that space in lieu of firestops 
and tie into fire alarm system. 





Al5 3.1. dal Existing acceptable. 


Al6 312.2: 122(1 band (c) Existing sprinkler systems need not comply. 
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TABLE 11.2.3.A. — ASSEMBLY—(Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 PART 11 
NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 


Al7 SSP Me Area of existing windows need not conform 
to: Table 323<A, 


(a) Existing windows in walls may be 
relocated to another part of the wall, 
provided the existing opening is blocked 
up to provide the same fire rating for 
the wall, and the projection of the new 
opening, at a right angle to the property 
line onto another building, lies not 
closer than 300 mm from a window in 
such other building, where the 
‘opposite’ window is less than 2.4 m 
from the opposite new opening, and 


(b) except relocation of units, to be 
restricted to the same fire compartment, 
or 


(c) Where a building does not satisfy the 
requirements of Subsection 3.2.3. for 
the amount of openings facing a yard or 
space that does not have sufficient 
limiting distance, such existing openings 
are allowed to be materially altered or 
reinstalled provided: 


(i) such openings are not increased in 
size and they are protected with 
wired glass in steel frames 
conforming to Sentence 
3.1.8.14.(2), or 


(1i) the building is sprinklered. 













































Als 3.2.4. (a) Existing fire alarm system may remain 
except that Article 3.2.4.5. does not 
apply where the ‘‘Fire Safety Plan”’ (as 
described in Subsection 2.8.2. of the 
Ontario Fire Code) for the building 
addresses the intent of Subsection 3.2.4. 
(i.e.,‘stage”’ system, electrical 
supervision, detection as required, Fire 
Department connection and emergency 
power supply), and 


(b) extension of an existing system must 
ensure continuity and compatibility, 
and integrity of the system. 


3.2.5.4.(1) and (2) Existing acceptable. 


3.255. SoA ote OT Sure Sprinkler the building. 


A2] tOLS., Does not apply, except where a change in 
major occupancy occurs from a lesser 




























hazard index. 
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COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 PART 11 
De wee ts REQUIREMENTS COMPLIANCE ALTERNATIVE 


Bort: Existing sprinkler systems in existing 
buildings that do not conform to NFPA 13 
may be altered, added to, or extended from 
the existing system without complying with 
NFPA 13, provided the system is 
operational and adequate with respect to 
coverage, water supply and controls, and 
provided the system is evaluated by a 
qualified designer. 





A23 302.6: (See Appendix A under “Alternative 
ADDITIONAL REQUIREMENTS FOR | Measures’’.) 
HIGH BUILDINGS 


eleage © (a) Does not apply to buildings 6 storeys 
and less. 
(b) Does not apply to sprinklered buildings. 


1 egress door is allowed where the occupant 
load is not greater than 100 persons, 
provided floor area is sprinklered and travel 
distance does not exceed 25 m. 


Sco. l eo. Existing width of public corridors of not less 
than 914 mm is acceptable. 


33: 1-9:(8) An existing dead-end corridor is permitted 
where the occupant load is not greater than 
20 persons, provided travel distance is not 
greater than 6 m plus corridor width to “exit 
choice” point. 




















A28 SSO Sse. Existing door swings may remain in heritage 
buildings, existing or being restored, with 
no change in major occupancy and with 
occupant load no greater than 100. 

A29 Existing doors may remain in a heritage 


building, existing or being restored, with no 
change in major occupancy. 


2050 bol es Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 


ie roaninon imine |) | Does not apply to existing bowling alleys. 


A32 Need not comply where a gasketed 
door and self closer are provided in the 


existing fire separation. 


A33 i a Ne 8 Existing acceptable. 


A34 3.4.1.8. Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 


A35 S421) Existing travel distance acceptable where 
floor area is sprinklered and where there is 
no change in major occupancy. 
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TABLE 11.2.3.A. — ASSEMBLY—(Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 
REQUIREMENTS 
S432) 
3.4.3.4.(1) 
3.4.3.6. 
34 Sh 
3.4.4.4.(7) 


3.4.5.1.(2) and (7) 


3.4.0.2: 
3.4.6.3. 
3.4.6.4.(2) to (8) 


3.4.6.5.(2), (4) and (5) 


3.4.6.6.(1) 
CIC Ho WOR Mohs 


3.4.6.10.(1), (2) and (4) 


o34.0: Als 


3-4-6: 1541) and (2) 


3.4.72, 


eyowsm Pan mren (sy 


3.5.3.3.(1) to (5) and (8) 


PART 11 
COMPLIANCE ALTERNATIVE 


Existing width of exits acceptable. 


Need not comply where there is no increase 
in occupant load. 


Existing acceptable. 


Existing headroom clearance of not less 
than 1980 mm is acceptable. 





Existing washrooms opening directly into 
an exit stairwell shall be separated from the 
exit stairwell by a 45 min closure. 


Existing illuminated legible exit signs are 
acceptable. 


Existing acceptable, if visually apparent. 


Existing acceptable. 





| 








Existing acceptable. 





Existing acceptable. 











Existing acceptable. 


Existing acceptable. 
Existing acceptable. 


Existing acceptable in public heritage 
buildings. 

Existing functionally operable panic | 
hardware acceptable. | 
| 
Combustible fire escapes which are | 
protected from fire in accordance with | 
Sentence 3.2.3.13.(2) are permitted or may |. 
be reconstructed or recreated (as in the case |. 


of a heritage building). 


Existing fire separation acceptable. 





Existing acceptable where explosion- 
resistant construction or venting Is | 
provided. | 


Existing acceptable. 





2 h fire separation acceptable. 
45 min fire separation acceptable. 
Existing acceptable. 
1 hif sprinklered. 


Existing acceptable. 
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TABLE 11.2.3.A. — ASSEMBLY—(Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 PART 11 
NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 


A60 3.05 Existing acceptable. 

















Aél 3.5.4. Existing acceptable. 
A62 2:55. Existing acceptable. 
A63 5.6, 15 The requirements under this Subsection do 
not apply. 
( A64 ENE The requirements under this Subsection do 
not apply. 
| A65 D.0.452. Existing plumbing facilities are acceptable 


} except where the major occupancy is 
changed or where the occupant load is 
increased. 





Where occupant load is increased, facilities 
to be added to accommodate the increase. 
Exception to where there is a change in 
major occupancy: 

Public heritage buildings up to 3 storeys, 
limited in size to 250 m in building area, 
limited in occupant load to + or —50 











persons. 
: 
| 
| NUMBER oe ee SOME NC EMIRATE 
A66 Wald: The requirements under this Subsection do 
not apply. 
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TABLE 11.2.3.B. — INSTITUTIONAL 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


NUMBER PART 3 PART 11 

ei REQUIREMENTS COMPLIANCE ALTERNATIVE 

Bl 3.1 

B2 Sl ee Except for exposed foamed plastics, 
3 ; 

B3 £9 he 


B4 SSL: Fire-resistance ratings may also be used 

where they are based on: 

1. HUD No. 8 Guideline on Fire Ratings of 
Archaic Materials and Assemblies. 


2. Fire Endurance of Protected Steel 
Columns and Beams, DBR Technical 
Paper No. 194. 

3. Fire Endurance of Unit Masonry Walls, 
DBR Technical Paper No. 207. 

4. Fire Endurance of Light-Framed and 


Miscellaneous Assemblies, DBR 
Technical Paper No. 222. 





BS ohio ney, Existing assemblies required to be of 
noncombustible construction may be 
supported by combustible construction 
having at least the same fire-resistance rating 
as that supported. 





B6 SP ited O4) (a) Existing functional and sound doors in 
existing buildings that are either hollow ~ 
metal or kalamein and containing wired 
glass at least 6 mm thick and 

conforming to Sentence 3.1.8.14.(2) are 
permitted in lieu of doors not required 

to exceed 45 min, 


(b) all existing functional and sound hollow 
metal or kalamein doors which carry 
existing 11/2 h labels are acceptable in 
lieu of current 1/2 h labels and may 
contain wired glass panels not exceeding 
645 cm”, at least 6 mm thick and 
conforming to Sentence 3.1.8.14.(2), 
and 





(c) every fire door, window assembly or 
glass block used as a closure ina 
required fire separation shall be installed 
in conformance with good engineering 
practice. 





B7 oh foe each exces mene rote B Fire dampers or fire stop flaps are not 
required to be installed in existing ducts at 
penetrations of existing fire separations. 


B8 By lsoa Ore) For existing unlabelled doors in existing 
buildings, at least 45 mm solid core wood or 
metal clad are acceptable. 





Column | 2 
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COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 





PART 3 PART 11 
NUMBEE. REQUIREMENTS COMPLIANCE ALTERNATIVE 
B9 S¥MSi BID) Existing functionally operable self-closing 


devices acceptable, including devices with 
“pause” hardware. 





B10 33128 .12.(4) and(2) Between patient or inmate rooms, and 
corridors, existing “pause” type self-closing 
devices may be used as hold-open devices 
where functionally operable. 








B11 Se rob t ISN Existing functionally operable latching 
devices, excluding draw bolts, are 
acceptable. 

B12 3.1.8.14.(1) and (2) Except in zone or exit fire separations not 


required to be greater than | h, existing 
wired glass installations may be acceptable, 
provided they are set in steel or metal-clad 








frames. 
B13 3 A28:14 (3) Existing glass block acceptable. 
B14 Bevsns.; 34S! 16n186 1.8.17. Existing acceptable. 
B15 3e1-.925,(1)-and(2) Existing openings in existing ceiling 


membranes to remain. 


Existing openings may be moved to another 
location in the same ceiling provided the 
aggregate area of openings does not 
increase and are not cumulative, and the 
existing opening is blocked up to provide 
the same rating as the ceiling assembly. 








Where the concealed space is being 
materially altered, provide smoke or heat 
detection in that space in lieu of firestops 
and tie into fire alarm system. 


Cre Race ey Wa for Existing roof assemblies and roof coverings 
acceptable. 





B18 Eye Area of existing windows need not conform 

to Table 3.2.3.A. 

(a) Existing windows in walls may be 
relocated to another part of the wall, 
provided the existing opening is blocked 
up to provide the same fire rating for 
the wall, and the projection of the new 
opening, at a right angle to the property 
line onto another building, lies no closer 
than 300 mm from a window in such 
other building, where the “opposite” 
window is less than 2.4 m from the 
opposite new opening, and 

(b) except relocation of units, to be 
restricted to the same fire compartment, 
or 


1671 


























NUMBER 


B19 


B20 


B24 
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PART 3 
REQUIREMENTS 

3.2.4 
S) Ate PS eee sees ty ire ae 
5.2 Ord 1) 
MW 
Bis Pie no OMA ee 
cs kee. as 


in) 
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PART 11 
COMPLIANCE ALTERNATIVE 


(c) where a building does not satisfy the 
requirements of Subsection 3.2.3. for 
the amount of openings facing a yard or 
space that does not have sufficient 
limiting distance, such existing openings 
are allowed to be materially altered or 
reinstalled provided: 


(1) such openings are not increased in 
size and they are protected with 
wired glass in steel frames 
conforming to Sentence 3.1.8.14.(2) 
or 

(11) the building is sprinklered. 


(a) Existing fire alarm system may remain 
except that Article 3.2.4.5. does not 
apply where the ‘‘Fire Safety Plan” (as 
described in Subsection 2.8.2. of the 
Ontario Fire Code) for the building 
addresses the intent of Subsection 3.2.4. 
(i.e. “‘stage’’ system, electrical 
supervision, detection as required, Fire 
Department connection, and emergency 
power supply), and 

(b) extension of an existing system must 
ensure continuity and compatibility, 
and integrity of the system. 


Existing access to an existing occupancy 
acceptable. 

Where the existing building is changed to a 
“*B” occupancy, existing access may be 
acceptable. 


Existing acceptable, except where a change 
in occupancy occurs to a “BI” or “B2” 
occupancy. 


Existing acceptable. 


Existing access route to existing occupancy 
is acceptable if the building is sprinklered. 
Where existing building is changed to a “*B” 
occupancy, access route shall be provided. 














Does not apply except where a change in 
occupancy occurs to a “B11” or “B2” 
occupancy, where occupants are not 
normally evacuated from the building. 
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COMPLIANCE ALTERNATIVES 


Forming Part of Article | 


PART 3 
REQUIREMENTS 


NUMBER 
) 


B.2.013) 








| 
| 
| 
! 
| 
i 
| 
| 


B25 
B26 
B27 
B28 
B29 
B30 
B31 
B32 
B33 
B34 

35 

36 


Bie: 


ADDITIONAL REQUIREMENTS FOR 
HIGH BUILDINGS. 









age) 


3.3.1.5.(1) (c); Table 3.3.1.A. 


Se lpia BU ese er de 


2 : 


ee 
B 


EER ole 
















B37 RC i eR Ee Mok Ge) 
| Column 1 2 
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PART 11 
COMPLIANCE ALTERNATIVE 


Existing sprinkler systems in existing 
buildings that do not conform to NFPA 13 
may be altered, added to, or extended from 
the existing system without complying with 
NFPA 13, provided the system is 
operational and adequate with respect to 
coverage, water supply and controls, and 
provided the system is evaluated by a 
qualified designer. 


(See Appendix A under “Alternative 
Measures’’.) 


Does not apply except where a change in 
occupancy occurs to a‘*B1” or “B2” 
occupancy, where occupants are not 
normally evacuated from the building. 


Column 2 to read: 100 m° for **B1”’ and 
‘‘B2” (sleeping rooms) and 200 m- for **B2” 
(other rooms). 


Existing width of public corridors of not less 
than 914 mm is acceptable, except as 
provided in Sentence 3.3.3.3.(2). 


Existing door swings may remain in heritage 
buildings, existing or being restored, with 
no change in major occupancy and with 
occupant load no greater than 100. 


Existing doors acceptable. 
Existing acceptable. 


Existing non-conforming capacities of 

access to exits are acceptable, provided that 

the excessive capacity is no greater than 

15%, and 

(a) corridor separations are rated to Code 
plus early warning system provided, or 


(b) there are sprinklers, plus smoke alarms 
in suites. 


Existing acceptable. 


Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 


Existing dead end corridors acceptable with 
30 min fire separation of corridor plus 
sprinklering of floor area, provided the 
occupant load is not greater than 10 persons 
and travel distance not greater than 6m 
plus corridor width to “exit choice” point. 


45 min fire separation acceptable. 


3 

















NUMBER 


B38 


B39 


B40 





Column | 
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TABLE 11.2.3.B. — INSTITUTIONAL—( Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 PART 11 
REQUIREMENTS COMPLIANCE ALTERNATIVE 


3/315.5-01)2 33.5844 pand (3) Need not comply where a gasketed door 


and self closer are provided in the existing 
fire separation. 


Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 








BAD) Existing travel distance acceptable where 
floor area is sprinklered and provided fire 
separations comply with Part 3 of the Code. 





BAS 2) Existing width of exits acceptable. 


3.4.3.6. Existing acceptable. 

Set ile i Existing headroom clearance of not less 
than 1980 mm is acceptable. 

3 455 12) and (7) Existing illuminated legible exit signs are 
acceptable 


Existing acceptable, if visually apparent 


3.4.6.3.(1) Existing acceptable with a rise of no greater 
than 3.7 m. 


3.4.6.3.(2) 






Existing acceptable provided there is no 
change in occupancy to a ‘“*B2”. 


Existing acceptable where there is no 
change in major occupancy or increase in 
occupant load greater than 15%. 













3.4.6.10.(1), (2) and (4) Existing acceptable. 
S621 1s Existing acceptable in public heritage 
buildings. 





3:4:615.(41)-and (2) Existing functionally operable panic 
hardware acceptable. 
) 


a 
3.4.6.16.(1) (c 












Existing access to existing occupancy is 
acceptable. 






Where the existing building is changed to a 
“B” occupancy, existing access may be 
acceptable. 


i i ae 
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a PART 3 PART 11 
NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 
B57 34/25 Combustible fire escapes which are 


| protected from fire in accordance with 

| Sentence 3.2.3.13.(2) are permitted or may 
| be reconstructed or recreated (as in the case 
of a heritage building). Where serving non- 

| ambulatory persons, minimum width shall 
be 1100 mm. 
| 

| 














B58 BO tS) 45 min fire separation acceptable. 


Existing acceptable. 


Che 
3279.01) 2 h fire separation acceptable. 
3.3 BUT) to(6) 45 min fire separation acceptable. 


35505%3.11), (3),(4) (a); (5) and (10 Existing acceptable. 


ef 3.5.3:3.(2)(a) 45 min fire separation acceptable. 


Bo4 Existing acceptable, except where a change 
in occupancy occurs to a “BI” or *B2” 
occupancy. 




















B65 390.) Existing acceptable, except where building 
is classified under Subsection 3.2.6. 

B66 6 oat SG) Existing acceptable. 

B67 BOP 2a" Existing acceptable. 

B68 3.6.4.2. Existing plumbing facilities are acceptable 


except where the major occupancy is 
changed or where the occupant load is 
increased. 

Where occupant load is increased, facilities 
to be added to accommodate the increase. 


3 








Ww 


Column 1 
















PART 11 
COMPLIANCE ALTERNATIVE 


PART 4 
NUMBER REQUIREMENTS 














The requirements under this Subsection do 
not apply. 
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NUMBER PART 3 PART 11 
“a REQUIREMENTS COMPLIANCE ALTERNATIVE 


et 


C6 


5) 


C8 


Column | 


THE ONTARIO GAZETTE O. Reg. 413/90 


TABLE 11.2.3.C. — RESIDENTIAL 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 







Existing heavy timber construction 
acceptable where construction is within 90% 
of member sizes listed in Part 3. 


Jat ulepemale sau. 1.5.0. Existing acceptable. 





GY Bs te Eh IG oes i Neo hue oe Except for exposed foamed plastics, 
existing acceptable. To match existing, 


materials may be added from on or Off site. 


BeS WAee Shee bongo: le Ue Existing acceptable. 
ore t. 


Selegrelis Fire-resistance ratings may also be used 
where they are based on: 


1. HUD No. 8 Guideline on Fire Ratings of 
Archaic Materials and Assemblies. 


2. Fire Endurance of Protected Steel 
Columns and Beams, DBR Technical 
Paper No. 194. 

3. Fire Endurance of Unit Masonry Walls, 
DBR Technical Paper No. 207. 

4, Fire Endurance of Light-Framed and 


Miscellaneous Assemblies, DBR 
Technical Paper No. 222. 





Seis ie Ost) Existing assemblies required to be of 
noncombustible construction may be 
supported by combustible construction 
having at least the same fire-resistance rating 
as that supported. 


Solndwdsals Ji, dcckutsaton OU MeIaC eee) Existing functional closures are acceptable 
and may be relocated within the same 
existing fire separation. 


SL 9O00.( 2) (a) Existing functional and sound doors in 
existing buildings that are either hollow 
metal or kalamein and containing wired 
glass at least 6 mm thick and 
conforming to Sentence 3.1.8.14.(2) are 
permitted in lieu of doors not required 
to exceed 45 min, 


(b) all existing functional and sound hollow 
metal or kalamein doors which carry 
existing 11/2 h labels are acceptable in 
lieu of current 11/2 h labels and may 
contain wired glass panels not exceeding 
645 cm”, at least 6 mm thick and 
conforming to Sentence 3.1.8.14.(2), 
and 


(c) every fire door, window assembly or 
glass block used as a closure ina 
required fire separation shall be installed 
in conformance with good engineering 
practice. 
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COMPLIANCE ALTERNATIVES 
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PART 3 PART 11 
NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 
C9 SFO 8.65 Sesh Fire dampers or fire stop flaps are not 


required to be installed in existing ducts at 
penetrations of existing fire separations. 


C10 38.10.61) For existing unlabelled doors in existing 
buildings, at least 45 mm solid core wood or 
metal clad are acceptable. 


not be required where the entire floor area 
is sprinklered. 





. 
| 
For existing closures, ratings of 20 min will 


Ci SAO Existing functionally operable latching 
devices, excluding draw bolts, are 
acceptable. 

ey ed 3.1.8.14. Existing transoms or sidelights located in 


fire separations not required to be greater 
than | h may be retained if wired glass, at 
least 6 mm thick, is securely fixed to a wood 
frame of at least 50 mm thickness with steel 
stops. Operable transoms shall be fixed 
closed. 





G13 SUS DIY Sc SALON Ot4.8. 17: Existing acceptable. 





C14 Seles Where the concealed space is being 
materially altered, provide smoke or heat 
detection in that space in lieu of firestops 
and tie into fire alarm system. 





Gls 32 242.0) (bo) and ic) Existing sprinkler systems in | storey 
buildings need not comply. 


C16 Badodic Area of existing windows need not conform 

to Table 3.2:3..A3 

(a) Existing windows in walls may be 
relocated to another part of the wall, 
provided the existing opening 1s blocked 
up to provide the same fire rating for 
the wall, and the projection of the new 
opening, at a right angle to the property 
line onto another building, lies no closer 
than 300 mm from a window in such 
other building, where the “opposite” 
window is less than 2.4 m from the 
opposite new opening, and 

(b) except relocation of units, to be 
restricted to the same fire compartment, 
or 














Nw 
ies) 


Column 1 


ee 
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PART 11 
COMPLIANCE ALTERNATIVE 


(c) where a building does not satisfy the 
requirements of Subsection 3.2.3. for 
the amount of openings facing a yard or 
space that does not have sufficient 
limiting distance, such existing openings 
are allowed to be materially altered or 
reinstalled provided: 

(i) such existing openings are not 
increased in size and they are 
protected with wired glass in steel 
frames conforming to Sentence 
Sab 14.(2), OF 


(ii) the building is sprinklered. 


(a) Existing fire alarm system may remain 
except that Article 3.2.4.5. does not 
apply where the ‘Fire Safety Plan” (as 
described in Subsection 2.8.2. of the 
Ontario Fire Code) for the building 
addresses the intent of Subsection 3.2.4. 
(i.e. “stage” system, electrical 
supervision, detection as required, Fire 
Department connection, and emergency 
power supply), and 


(b) extension of an existing system must 





ensure continuity and compatibility, 
and integrity of the system. 


Such smoke alarms may be battery | 
operated. 


Existing acceptable. 
Existing access acceptable. 
Existing acceptable. 


(a) For buildings 6 storeys and less, existing 
access to existing occupancy Is 
acceptable, and 

(b) where existing building is changed to a 
“C” occupancy, an access route shall be 
provided, or the existing access is 
acceptable provided the building is 
sprinklered. 


Existing water supply and hydrants are 
acceptable in buildings up to 6 storeys in 
building height. 
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BSZ rls 
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ADDITIONAL REQUIREMENTS FOR 
HIGH BUILDINGS 


Sao. 


3.3.1.4.(1) 





5234-5. O1) (6) Table:3: 3: LA: 


Se ea 


Soh ta eae hore Or Be 





1679 














PART 11 
COMPLIANCE ALTERNATIVE 


Existing sprinkler systems in existing 
buildings that do not conform to NFPA 13 
may be altered, added to, or extended from 
the existing system without complying with 
NFPA 13, provided the system is 
operational and adequate with respect to 
coverage, water supply and controls, and 
provided the system is evaluated by a 
qualified designer. 


(See Appendix A under “Alternative 
Measures’’.) 


Does not apply to buildings 4 storeys and 
less. 


For existing buildings over 4 storeys in 
building height, existing standpipe and hose 
systems water supply is acceptable provided 
it can deliver a minimum flow rate of 265 
L/min for 30 min at 345 kPa (gauge) at the 
two highest and most remote hose valves, 
with not less than 132 L/min from each of 
the two simultaneously. 


30 min is acceptable to separate public 
corridor or exits in buildings not exceeding 6 
storeys in building height, except that 45 
min is required for exits in buildings 
exceeding 3 storeys in building height. 


In Column 2, maximum area of room or 
suite to be unlimited. 


Existing width of public corridors of not less 
than 914 mm is acceptable. 


Existing door swings may remain in heritage 
buildings, existing or being restored, with 
no change in major occupancy and with 
occupant load no greater than 100. 


Existing doors acceptable. 
Existing curved or spiral stairs acceptable. 


Existing non-conforming capacities of 
access to exits are acceptable, provided that 
the excessive capacity is no greater than 
15%, 

(a) corridor fire separations are to be rated 
to Code plus early warning system 
provided, or 

(b) there are sprinklers, plus smoke alarms 
in suites. 


Does not apply to heritage buildings. 
3 
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COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


ve PART 3 PART 11 
NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 


C33 Se dtd 8: Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 


C36 Sd: 452.61) For buildings exceeding 6 storeys in building 
height, 30 min 1s acceptable between suites 
and between suites and public corridors 
where smoke detectors are installed in 
corridors, except | h is required in exits. 





Cay chen Eo Pare): 30 min fire separation acceptable. 
(b) 45 min fire separation acceptable. 
(c) 12 h fire separation acceptable. 


C38 3.3.4.4.(5) and (6) For buildings 6 storeys and less, doorway 
from dwelling unit will be permitted to open 
directly into exit stairway or interior 


corridor served by a single exit if a fire 
alarm system complying with Subsection 
3.2.4. is installed and the dwelling unit has a 
second and separate means of egress. 


C39 3a). Sosa ed. oA3) Need not comply where a gasketed door 
and self closer are provided in the existing 
fire separation. 





C40 3.4.1.4. The following types of exits may also be 

used for buildings not over 6 storeys in 

building height: 

(a) connected balconies, which connect 
across firewalls, or connect to another 
exit, or with access to grade. 


(b) areas of refuge where fire service rescue 
is possible and that comply with 
Measure L of Sentences (4) to (10), (18) 
and (20) (a), (b) and (d) in the 
Supplement to the NBC 1990. 





C4] SA al ce. Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 


C42 5) Existing travel distance acceptable where 
floor area is sprinklered and provided fire 
separations comply with Part 3 of the Code. 








C43 3A ahalad) Existing width of exits acceptable. 
C44 Bits Oz Existing acceptable. 
C45 6h Re Ba Existing headroom clearance of not less 


than 1980 mm is acceptable. 





C46 3.4.4.1.(1) Except for exits, no rating required where 
floor areas are sprinklered. 
Column | 2 3 
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Forming Part of Article 1 


PART 3 
REQUIREMENTS 


NUMBER 











C47 Bu4v4uls 
C48 3.4.4.4.(7) 
C49 3.4.5.1.(2) and (7,) 
C50 3.4.6.1. 











652 3.4.6.3.(1) and (2) 
C53 3.4.6.3.(3) and (4) 
C54 3.4.6.4.(2) and (8) 
C55 

C56 3.4.6.6.(1) 

Co 3.4.6.7.; 3.4.6.8. 
C58 3.4.6.9.(2) to (7) 
C59 3.4.6.10.(1), (2) and (4) 
C60 3.4.6.11. 

C6! 3.4.6.15.(1) to (3) 
C62 Biel 

C63 ZO) 





C65 BAR, 
C66 3.5.2.9.(1) 
C67 3.5.3.1.(1) to (6) 
2 


Column | 
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ae og 


PART 11 
COMPLIANCE ALTERNATIVE 


Fire separations of exits permitted in 
buildings: 

— 30 min, up to 3 storeys in building height; 
— 45 min, up to 6 storeys in building height; 
— 1h, over 6 storeys in building height. 
Existing washrooms opening directly into 
an exit stairwell shall be separated from the 
exit stairwell by a 45 min closure. 


Existing illuminated legible exit signs are 
acceptable. 


Existing acceptable. 
Existing acceptable, if visually apparent. 


Existing acceptable with rise no greater 
than.3. 7m: 


Existing acceptable. 


Existing acceptable. 


S,A02t Existing acceptable. 


Existing acceptable. 
Existing acceptable. 
Existing acceptable. 
Existing acceptable. 


Existing acceptable in public heritage 
buildings. 


Existing functionally operable panic 
hardware acceptable. 


Combustible fire escapes which are 
protected from fire in accordance with 
Sentence 3.2.3.13.(2) are permitted or may 
be reconstructed or recreated (as in the case 
of a heritage building). 


45 min fire separation acceptable. 


Existing acceptable where explosion- 
resistant construction or venting 1s 
provided. 


Existing acceptable. 
2 h fire separation acceptable. 


45 min fire separation acceptable up to 6 
storeys. 





THE ONTARIO GAZETTE O. Reg. 413/90 


TABLE 11.2.3.C. — RESIDENTIAL—/( Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


NUMBER PART 3 PART 11 
a REQUIREMENTS COMPLIANCE ALTERNATIVE 


C68 Sora (2) Where 2 h fire separation is required, 1| h is 
acceptable. 





Except for linen discharge rooms where | h 
fire separation 1s required, 45 min is 
acceptable. 


C69 Si deoso. hand (3) Existing sizes acceptable. 


C70 DDirdv AD) Where 2 h fire separation is required, | h is 
acceptable. 


ay be ec et Ceiling fire separation need not be fire- 
resistance rated where sprinklering, subject 
to C.A. C24, of fire compartments on both 











sides of vertical fire separation is provided 
and where such fire separation is not 
required to exceed | h. 


ee oo mo Oe, Existing to meet flame-spread rating of 25 
or to be sprinklered. 


C5 Se Ps He a BN wate Pa 9 Existing access acceptable. 

C74 3 Oi) Existing acceptable except where building is 
classified under Subsection 3.2.6. 

1G Ei) BuOri a ey or One The requirements under these Articles do 
not apply. 














C76 Bsc 2edk (a) Where windows are not used as means 
of egress and where they do not conflict 
with ventilation requirements, the 
minimum glass areas as shown in Table 


9.7.1.A. may be reduced by 50%, or 


(b) an existing room converted to an 
interior room, created by an addition, 
shall not require a window, provided 
there is an opening in a dividing wall to 
an adjoining room, where the adjoining 
room has a minimum of 5% window 
area of the combined floor areas, and 
provided the required ventilation for 
the combined rooms is maintained. 




















Cre Show ies Existing plumbing facilities are acceptable 
except where the major occupancy is 
changed or where the occupant load is 


increased. 

Where occupant load is increased, facilities 
to be added to accommodate the increase. 
Exception to where there is a change in 
major occupancy: 

Public heritage buildings up to 3 storeys, 
limited in size to 250 m- in building area, 
limited in occupant load to + or — 50 
persons. 


Colum | 
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| Oe ls Existing acceptable, provided products of 
combustion are safely vented. 
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PART 4 PART 11 
REQUIREMENTS COMPLIANCE ALTERNATIVE 
C78 The requirements under this Subsection do 
not apply. 
a heranek tl CT 


PART 6 PART 11 
REQUIREMENTS COMPLIANCE ALTERNATIVE 


NUMBER 
6232469713146. 2552 6.2:3:10. Existing acceptable. 


6.23113) In a building containing not more than four 
dwelling units, the existing heating or air 
conditioning system may serve, or be 
altered to serve more than one dwelling 
unit, provided smoke alarms are installed in 
each dwelling unit and provided smoke 
detectors are installed in the supply and 
return air duct system serving the entire 
building which would turn off the fuel 
supply and electrical power to the heating 
system upon activation of such detectors. 


Csi Oi.) 1S, Existing openings, grilles and diffusers 
acceptable. 


C82 G1254.2-( 196 2145351) to'(3) Existing acceptable. 


Where the duct system is being altered, 
lesser amounts and extent of insulation will 
be permitted. 


pe care Zu, Existing acceptable. 















NUMBER 


























SS ae 


PART 9 PART 11 
REQUIREMENTS COMPLIANCE ALTERNATIVE 


DS Dales Od: Sound used materials; systems, components 
of systems and equipment may be accepted 
for reuse without requirements for testing. 












NUMBER 








Sound used lumber may be acceptable for 
reuse without a grade stamp provided that: 
(a) visual examination shows no excessive 
weakening by holes, notches, nail splits 
or other damage, 
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NUMBER 


C90 
Col 
297 


C93 





C94 
C95 





C96 


2 


C98 


Coy 
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PART 9 
REQUIREMENTS 


UA So BP 
9.6.4. 





D.O0 ed OOo 


Ole dad. 


9.8 





TRY Existing acceptable. 


PART 11 
COMPLIANCE ALTERNATIVE 


(b) where the grade or species is unknown, 
the minimum grade shall apply for span 
table use, and 


(c) lumber has not been subjected to 
termite infestation. 


The requirements under this Section do not 
apply. 


Doors may be lesser heights to suit ceiling 
heights. 








Existing acceptable. 


Existing acceptable. 
























Existing doors and sidelights being reused 
or relocated need not conform if identified 
or protected. 


(a) Where windows are not used as a means 
of egress and where they do not conflict 
with ventilation requirements, the 
minimum glass areas as shown in Table 
9.7.1.A. may be reduced by 50%, and 


(b) an existing room converted to an 
interior room created by an addition 
shall not require a window, provided 
there is an opening in a dividing wall to 
an adjoining room where the adjoining 
room has a minimum of 5% window 
area of the combined floor areas, and 
provided the required ventilation for 
the combined room is maintained. 
















Existing acceptable, if marked to indicate 
their existence and position. 


Replacement or extension of existing stair 
systems shall be exempt from the provisions 
of this Section, except that they shall have: 


(a) a minimum width between wall faces of 
700 mm, and 

(b) a minimum clear height over tread 
nosing of 1800 mm. 





Existing curved or spiral stairs are 
acceptable. 


Where a stair complies with Subsection 

9.8.3., an extension to a stair may contain 
two sets of winders provided that they are 
separated by at least 3 treads or a landing. 





Existing ramps acceptable, where practical. 
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| 
C100 9.87. Existing handrails acceptable, unless 
considered unsafe by chief official. 
C101 9.8.8: Existing guards acceptable, unless 
considered unsafe by chief official. 
: 9.8.9.5.(2) Existing acceptable. 


The following types of exits may also be 















used: 


(a) connected balconies, which connect 
across firewalls, or connect to another 
exit, or with access to grade, 

(b) areas of refuge approved by the chief 
official, where fire service rescue is 
possible, or 





(c) combustible or noncombustible exterior 
stairways or fire escapes which are 
protected in accordance with Sentence 
3.2.3.13.(2). These may be 
reconstructed or recreated (as in the 
case of a heritage building). 





| Existing acceptable, provided that the 
enclosure has a 45 min fire-resistance rating. 





| C105 09S. Existing acceptable. 


(a) In a building containing not more than 
four dwelling units, the width of every 
exit facility may be as the existing, but 
not less than 800 mm, or 





(b) in a building containing more than four 
dwelling units, the width of every exit 
facility may be as the existing, but not 

less than 900 mm. 


(a) In a building containing not more than 
four dwelling units, the minimum width 
of a public corridor may be 800 mm, or 





(b) in a building containing more than four 
dwelling units, the minimum width of a 
public corridor may be 900 mm. 


C108 99.354. Existing headroom clearance of not less 
than 1950 mm is acceptable. 


In a building that contains not more than 
four dwelling units, one exit need not be 
separated from the remainder of the 
building at the first storey where there are 
one or more other exits complying with 
CrASClI0: 


30 min fire separation acceptable. 











9.9.4.2.(1) and (2) 
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C12 Existing fire separation of not less than 1 h 
is acceptable. 


Cite DFG. Existing acceptable. 


C114 Existing headroom clearance of not less 
than 1950 mm is acceptable, with existing 
door heights to be acceptable. 

















Existing door widths and heights are 
acceptable, provided exit widths and heights 
conform to C.A.’s C106 and C108. 

Existing door swings acceptable. 

Existing acceptable in public heritage 
buildings, where approved by chief official. 


Where exit doors open onto a landing, they 
shall not extend beyond the face of the first 
riser. 


C118 9.9.6,10. Existing functionally operable passage or 
panic hardware acceptable. 

C119 9.9.7.3.(1) (a) Maximum area of existing room or suite 
does not apply. 


9.9.8.2.(1) 





Existing travel distance acceptable where 
floor area is sprinklered and provided fire 
separations comply with Part 9 of the Code. 












In a building containing not more than four 
dwelling units, existing glazed solid wood 
doors to lobby may remain in lieu of new 20 
minute doors, provided the fire separations 
for the floor above or below are provided as 
per C.A. C129, and a second means of 
egress from the dwelling units complies with 
the Code requirements. 


















C122 Existing illuminated legible signs are 
acceptable for exit signs, if approved by 


chief official. 








GI23 9A01el: Assemblies required to be of 
noncombustible construction may be 
supported by combustible construction 
having at least the same fire-resistance rating 


as that supported. 







C124 910sh 10: Existing installations acceptable subject to ‘ 
C.A.’s C23, C24 and C26. { 


C125 OS: Fire-resistance ratings may also be used 
where they are based on: 





1. HUD No. 8 Guideline on Fire Ratings of 
Archaic Materials and Assemblies. 
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2. Fire Endurance of Protected Steel 
Columns and Beams, DBR Technical 
Paper No. 194. 

3. Fire Endurance of Unit Masonry Walls, 
DBR Technical Paper No. 207. 

4, Fire Endurance of Light-Framed and 


Miscellaneous Assemblies, DBR 
Technical Paper No. 222. 





C126 OOD f. Existing openings in existing wall or ceiling 
membranes to remain. 


Existing openings may be moved to another 
location in the same wall or ceiling, 
provided the aggregate area of openings 
does not increase and are not accumulative, 
and the existing opening is blocked up to 
provide the same rating as the existing wall 
or ceiling assembly. 











Existing heavy timber construction 
acceptable where construction 1s within 90% 
of member sizes listed in Part 3. 





Existing acceptable for heritage buildings, 
subject to approval of chief official. 


OS OVS ey OM OS. 369 0.8.7. Existing 30 min rating acceptable. 











QMO Feel ORES. Existing acceptable. 


Gi3t 9.10.9.10.(1) Ceiling fire separation need not be 

fire-resistance rated where sprinklering, 

| subject to C.A. C24, of fire compartments 
on both sides of vertical fire separation is 

| provided and where such fire separation is 

not required to exceed | h. 








| C132 Opt OO eilil af d3) 30 min fire separation acceptable. 


Ci53 ADO (2) In lieu of the 2 h fire separation, sprinklers 
may be used in the mercantile occupancy or 
| medium hazard industrial occupancy, with a 
| h fire separation. 


C134 9109 14.( 1) and (3)-9 10.945.(1) 30 min fire separation acceptable. 
C135 GAO OSS: 45 min fire separation acceptable. 


| 
C136 DAMS 519 Existing functional closures are acceptable 
subject to C.A. C8. 


C137 QADAS2( 1) In a building containing not more than four 
dwelling units, existing glazed solid wood 
doors to corridors may remain in lieu of 
new 20 min doors. 


1 
= : : 
| 
} 
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C138 9.10.13.3. Existing acceptable provided that wood 
door frames are secured with hinge screws 
going through frame into the stud. 





C39 9AU13;5, Existing wired glass acceptable. 


Existing transoms or sidelights located in 
required fire separations may be retained if 
wired glass at least 6 mm thick is securely 
fixed to a wood frame of at least 50 mm 
thickness with steel stops. Operable 
transoms shall be fixed closed. 



















O10 45..0. 
C141 a ell lS oa Existing glass block acceptable. 





C142 OOM SiS: Existing sizes acceptable. 
C143 OO S.2. Existing operable latches acceptable. 


C144 9.10.13.10.(1) Existing functionally operable self-closing 
devices acceptable. 







Del Voli Sual Ae Existing operable self-releasing 
electromagnetic and fusible link hold-open 
devices acceptable. 








C146 94013212, Existing swings acceptable. 


C147 O10. 13 13eGl) In a building containing not more than four 
suites, where the existing heating or air 
conditioning system serves, or is altered to 
serve more than one suite, fire dampers are 
not required in the ducts penetrating 
required fire separations, provided smoke 
alarms are installed in each suite and 
provided smoke detectors are installed in the 
supply and return air duct system serving 
the entire building which would turn off the 
fuel supply and electrical power to the 
heating system upon activation of such 
detectors.. 








| 
Existing steel door frames acceptable. 
| 



















C148 OVO OA Sst: In a building containing not more than four 
suites, where the existing heating or air 
conditioning system serves, or is altered to 
serve more than one suite, fire stop flaps are 
not required in the pierced ceiling 
membrane provided smoke alarms are 
installed in each suite and provided smoke 
detectors are installed in the supply and 
return air duct system serving the entire 
building which would turn off the fuel 
supply and electrical power to the heating 
system upon activation of such detectors. 
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C149 9.10.14.1. 


C150 


91014.7.59.10.14.8. 


Area of existing windows need not conform 
to Table 9.10.14.A. 


(a) existing windows in walls may be 
relocated to another part of the wall, 
provided the existing opening is blocked 
up to provide the same fire rating for 
the wall, and the projection of the new 
opening, at a right angle to the property 
line onto another building, lies no closer 
than 300 mm from a window in such 
other building, where the ‘‘opposite”’ 
window is less than 2.4 m from the 
Opposite new opening, and 


(b) except relocation of units, to be 
restricted to the same fire compartment, 
or 


(c) where a building does not satisfy the 
requirements of Subsection 9.10.14. for 
the amount of openings facing the yard 
or space that does not have sufficient 
limiting distance, such existing openings 
are allowed to be materially altered or 
reinstalled provided: 


(i) such openings are not increased in 
size and they are protected with 
wired glass in steel frames 
conforming to Sentence 
3.1:8:14°(2), or 


(11) the building is sprinklered. 





Where an addition to an existing residential 
building has its exposing building face 
further distant from the line than the 
existing exposing building face and the 
limiting distance is at least 1.2 m, the total 
area of allowable unprotected openings may 
be determined under Article 9.10.14.7. for 
the combined new and existing exposing 
building faces, and 


(a) where the existing exposing building 
face has no unprotected openings, or the 
existing unprotected openings are to be 
filled in, the total allowable area of 
unprotected openings may be installed in 
the new exposing building face, or 





(b) where the existing unprotected openings 
are to remain, their area shall be 
deducted from the total allowable area 
of unprotected openings, and the 
balance may be installed in the new 
exposing building face, and 

(c) Article 9.10.14.8. applies only to the 
new exposing building face. 
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NUMBER 


C151 


C153 
C154 
G55 







C158 


Gio? 





C160 


C161 





C162 
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PART 9 
REQUIREMENTS 


Where balloon framing is exposed during 
renovation, fire stopping shall be provided. 


STO. CL) 


(a) Subject to approval by the chief official, 
existing fire alarm system may remain 
where the Fire Safety Plan for the 
building addresses the intent of 
Subsection 3.2.4. (i.e. “stage” system, 
electrical supervision, detection as 
required, Fire Department connection, 
and emergency power supply), and 
extension of an existing system must 
ensure continuity and compatibility, 
and integrity of the system. 


9.10 i. 





(b) 
DUELS Existing access acceptable. 


OO Sade Smoke alarms may be battery operated. 





Ol Sids 


Existing access acceptable. 


Existing vents and ventilation acceptable. 


Existing acceptable. 


Used masonry may be reused for patching 
and filling openings to match adjacent 

work. Used interior brick may not be used 
for exterior applications. 


Da20 ee 


O.20.3: Archaic mortars may be used to match 


existing jointing. 
9.20 .4.1. Sound jointing techniques may be 
employed to match existing archaic joints. 
F201 2012 Corbelling may be constructed to match 
existing or original details, provided that it 
is structurally adequate for the proposed 
use. 

O21 Existing acceptable, provided the products 
of combustion are safely vented, and 
provided no fire hazard is created. 





OD eM tO F221 Sound period materials, designs and 
techniques may be employed in recreated 
fireplaces, provided no fire hazard is 


created. Article 9.22.1.4. need not comply. 
9°23 Existing acceptable. 
9.24 Existing acceptable. 


Where the framing systems are being 
altered, lesser amounts and extent of 


insulation and vapour barrier will be 
permitted. 


2 3 
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A vapour barrier may consist of paint or 
other coating with specified perm rating 
such as two coats of leafing aluminum 
pigmented paint. 

Exisitng acceptable for Sentences 

D 25.237.42) to (4): 

Existing previously occupied log houses that 
are dismantled and reconstructed are 
exempt from Article 9.25.2.8. 








C167 9.26 Existing acceptable, except when removing 
and replacing shingles, comply with the 
eave protection requirements of Subsection 





| 

| 9.26.5. 

C168 Oro: Existing acceptable. 

C169 9925 All replacement or recreation of existing 
stucco may be compatible with the existing 





materials and application. 





C170 9.29.4. Existing acceptable. All replacement or 

| recreation of existing plaster may be 

| compatible with the existing materials and 
application. 





| Cy ee oe Le bs In a building containing not more than four 
dwelling units, the existing heating or air 
conditioning system may serve, or be 
altered to serve more than one dwelling 
unit, provided smoke alarms are installed in 
each dwelling unit and provided smoke 
detectors are installed in the supply and 
return air duct system serving the entire 
building which would turn off the fuel 
supply and electrical power to the heating 
system upon activation of such detectors. 











C172 D593. 1e2. Sound, used or antique appliances are 

acceptable, provided that: 

(a) visual examination shows no excessive 
weakening by corrosion or other 
damage, 


} (b) no structural parts are missing, 








(c) no cracks are present in the components 
intended to support the appliance or 
enclose the fire, and 


(d) loading and ash removal door latches 
| 
| 


and hinges hold the door closed. 
C174 








Existing meter mounting devices need not 
be relocated to these requirements during 
renovations. 





Existing overhead and underground supply 
need not be relocated to these requirements 
during renovation. 
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Existing acceptable. 


Sound used materials shall be acceptable for 

reuse, subject to the following limitations: 

(a) visual examination shows no excessive 
weakening by holes, notches, nail splits 
or other damage, and 

(b) logs have not been subjected to termite 

infestation. 


PART 9 
REQUIREMENTS 





9.34.4.4.; 9.34.4.5. 





1692 





| O. Reg. 413/90 THE ONTARIO GAZETTE 


TABLE 11.2.3.D/E. — BUSINESS/MERCANTILE 


PART 3 
NUMBER REQUIREMENTS 








DE6 3.1.7.6.(3) 





DET SeleOola(Z )ivd-1kS.0. 


DE8 are 5.2) 
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Existing heavy timber construction 
acceptable where construction is within 90% 
of member sizes listed in Part 3. 


Existing acceptable. 


Except for exposed foamed plastics, 
existing acceptable. To match existing, 
materials may be added from on or off site. 


Existing acceptable. 


Fire-resistance ratings may also be used 
where they are based on: 


1. HUD No. 8 Guideline on Fire Ratings of 
Archaic Materials and Assemblies. 


2. Fire Endurance of Protected Steel 
Columns and Beams, DBR Technical 
Paper No. 194. 

3. Fire Endurance of Unit Masonry Walls, 
DBR Technical Paper No. 207. 

4. Fire Endurance of Light-Framed and 


Miscellaneous Assemblies, DBR 
Technical Paper No. 222. 





Existing assemblies required to be of 
noncombustible construction may be 
supported by combustible construction 
having at least the same fire-resistance rating 
as that supported. 


Existing functional closures are acceptable 
and may be relocated within the same 
existing fire separation. 





(a) Existing functional and sound doors in 
existing buildings that are either hollow 
metal or kalamein and containing wired 
glass at least 6 mm thick and 
conforming to Sentence 3.1.8.14.(2) are 
permitted in lieu of doors not required 
to exceed 45 min, 


all existing functional and sound hollow 
doors which carry existing 11/2 h labels 
are acceptable in lieu of current 11/2 h 
labels and may contain wired glass 
panels not exceeding 645 cm-, at least 

6 mm thick and conforming to Sentence 
3.1.8.14.(2), and 

(c) every fire door, window assembly or 
glass block used as a closure ina 
required fire separation shall be installed 
in conformance with good engineering 
practice. 


ae 
OR 
— 
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TABLE 11.2.3.D/E. — BUSINESS/MERCANTILE—(Contd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 





PART 3 PART 11 


NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 


DEF EM Ro riatee Py tore ot Fire dampers or fire stop flaps are not 
required to be installed in existing ducts at 
penetrations of existing fire separations. 


DE10 3. L3G] For existing unlabelled doors in existing 
buildings, at least 45 mm solid core wood or 
metal clad are acceptable. 





DEl11 SHAeriIes Existing functionally operable latching 
devices, excluding draw bolts, are 
acceptable. 





DEI2 Solesetay Existing transoms or sidelights located in 
required fire separations may be retained if 
wired glass, at least 6 mm thick, is securely 
fixed to a wood frame of at least 50 mm 
thickness with steel stops. Operable 
transoms shall be fixed closed. 


DEI3 So) Bi SEs. St Ox se 1 Siak7. Existing acceptable. 





DE14 Delo. Where the concealed space is being 
materially altered, provide smoke or heat 
detection in that space in lieu of firestops 
and tie into fire alarm system. 





DES Sore (er Crane) Existing sprinkler systems in | storey 
buildings need not comply. 


DE16 Beech Area of existing windows need not conform | | 

to Vable3.2:3-A. i 

(a) Existing windows in walls may be 
relocated to another part of the wall, 
provided the existing opening is blocked | 
up to provide the same fire rating for 
the wall, and the projection of the new 
opening, at a right angle to the property 
line onto another building, lies no closer 
than 300 mm from a window in such 
other building, where the “opposite” 
window Is less than 2.4 m from the 
opposite new opening, and 

(b) except relocation of units, to be 
restricted to the same fire compartment, 
or 

(c) where a building does not satisfy the 
requirements of Subsection 3.2.3. for 
the amount of openings facing a yard or 
space that does not have sufficient 
limiting distance, such existing openings 
are allowed to be materially altered or 
reinstalled provided: 


| 











N 


Column 1 
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NUMBER PART 3 PART 11 


REQUIREMENTS COMPLIANCE ALTERNATIVE 





(i) such existing openings are not 
increased in size and they are 
protected with wired glass in steel 
frames conforming to Sentence 
OFl ro: to), OF 


(11) the building is sprinklered. 


DEW a2 4. C1 )Cd) (a) Existing fire alarm system may remain 
except that Article 3.2.4.5. does not 
apply where the ‘‘Fire Safety Plan” (as 
described in Subsection 2.8.2. of the 
Ontario Fire Code) for the building 
addresses the intent of Subsection 3.2.4. 
(i.e. “stage” system, electrical 
supervision, detection as required, Fire 
Department connection, and emergency 
power supply), and 


(b) extension of an existing system must 
ensure continuity and compatibility, 
and integrity of the system. 


DE18 Set AS oe pO OS. Existing acceptable. 
| DET Scot Existing access acceptable. 


DE20 SPAS ey ae eat Peat Sprinkler the building. 
























Does not apply, except where a change in 
major occupancy occurs from a lesser 


| DE21 
| hazard index. 





DEZ2 Existing sprinkler systems in existing 
buildings that do not conform to NFPA 13 
may be altered, added to, or extended from 
the existing system without complying with 
NFPA 13, provided the system 1s 
operational and adequate with respect to 
coverage, water supply and controls, and 
provided the system is evaluated by a 
qualified designer. 





DE23 SEA (See Appendix A under “Alternative 
ADDITIONAL REQUIREMENTS FOR || Measures’’.) 


HIGH BUILDINGS 


; DE24 Does not apply to buildings 6 storeys and 
less. 


Does not apply to sprinklered buildings. 





DE25 3:3:425.C)(e)¢Table3:3.12A: In Column 2, maximum area of room or 


suite to be unlimited. 





DE26 BBM OM h) Existing width of public corridors of not less 


than 914 mm is acceptable. 
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NUMBER 


DEEZ? 


DE28 
DE7? 
DE30 


DESS 


DE36 


DE37 


DE38 
DE3° 
DE40 


Column | 
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Forming Part of Article 11.2.3.1. 


PART 11 
COMPLIANCE ALTERNATIVE 


Existing door swings may remain in heritage 
buildings, existing or being restored, with 
no change in major occupancy and with 
occupant load no greater than 100. 


Existing doors acceptable. | 





Existing curved or spiral stairs acceptable. 


Existing non-conforming capacities of 
access to exits are acceptable, provided that: 


(a) the increase in occupant load is not 
greater than 15%, 


(b) the corridor fire separations are rated to 
Code, and 


(c) early warning systems are provided, or 





(d) there are sprinklers, plus smoke alarms 
In suites. 


Does not apply to heritage buildings. 


Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 





Need not comply for “E™ occupancy. 


Need not comply where a gasketed door 
and self closer are provided in the existing 





fire separation. 


The following types of exits may also be 
used for buildings not over 6 storeys in 
building height: 

Connected balconies, which connect 

across firewalls, or connect to another 

exit, or with access to grade. 

Areas of refuge where fire service rescue 

is possible and that comply with Measure 

L of Sentences (4) to (10). (18) and 

20 (a), (b) and (d) in the Supplement to 

the NBC 1990. 


Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 


Existing travel distance acceptable where 


Existing width of exits acceptable. 





Existing acceptable. 


floor area is sprinklered. 


Existing headroom clearance of not less | 
than 1980 mm is acceptable. | 
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| TABLE 11.2.3.D/E. — BUSINESS/MERCANTILE—/(Cont'd) 
| COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 





Be PART 3 PART 11 
aE REQUIREMENTS COMPLIANCE ALTERNATIVE 
DE41 3.4.4.1. Fire separations of exits permitted in 
buildings: 


— 30 min, up to 3 storeys in building height; 
— 45 min, up to 6 storeys in building height; 
— 1h, over 6 storeys in building height. 


DE42 3.4.4.4.(7) Existing washrooms opening directly into 
exit Stairwell shall be separated from exit 
stairwell by a 45 min closure. 











DE43 3.4 S1a(2) and?) Existing illuminated legible exit signs are 
acceptable. 

DE44 pany. Existing acceptable. 

DE45 3.4.0) 2. Existing acceptable, if visually apparent. 

DE46 3.4.6.3.(1) and (2) Existing acceptable with rise no greater 
than 3.7 m. 







DE47 3.4.6.4.(3) and (4) Existing acceptable. 
DE48 3.4.6.4.(2) to (8) Existing acceptable. 
DE49 $74.0.5.(1)t0{5) Existing acceptable. 
DESO 324, 0.000L) Existing acceptable. 
DES1 Sean Ieee, Once Existing acceptable. 
DES2 3.4.6.9.(2) to (6) Existing acceptable. 
DEo3 3.4.6.10.(1), (2) and (4) Existing acceptable. 
DES4 S420. Existing acceptable in public heritage 
buildings. 
DES S74 Orie 340: 13: Existing acceptable. 





DES56 34.0:15, Existing functionally operable panic 
hardware acceptable. 


DESY Bre foe Combustible fire escapes which are 
protected from fire in accordance with 
Sentence 3.2.3.13.(2) are permitted or may 
be reconstructed or recreated (as in the case 
of a heritage building.) 














DES58 ee 2eN es 45 min fire separation acceptable. 

DES? Sopeea Existing acceptable where explosion- 
resistant construction or venting is 
provided. 

DE60 SZ: Existing acceptable. 

DEO] Sowa I. (L) 2 h fire separation acceptable. 

DE62 3.5.3.1.(1) to (6) 45 min fire separation acceptable up to 6 
storeys. 

Column | 2 3 


| ) 
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NUMBER 


DE63 


DE64 





DE65 






DE68 





Column 1 






NUMBER 






NUMBER 


DE69 4.1.9, The requirements under this Subsection do 
not apply 
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TABLE 11.2.3.D/E. — BUSINESS/MERCANTILE—( Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 PART 11 
REQUIREMENTS COMPLIANCE ALTERNATIVE 


dat ie le Where 2 h fire separation is required, | his 
acceptable. 

Where | h fire separation is required, 45 
min is acceptable. 


Existing need not comply with Sentence 
3 Bae ee YW 





Ceiling fire separation need not be 
fire-resistance rated where sprinklering, 
subject to C.A. DE24, of fire compartments 





on both sides of vertical fire separation is 
provided and where such fire separation is 
not required to exceed 1 h. 


3.924.3.(1) Existing to meet flame-spread rating of 25 
or to be sprinklered. 





Existing access acceptable. 


Existing acceptable except where building is 
classified under Subsection 3.2.6. 







Existing plumbing facilities are acceptable 
except where the major occupancy is 
changed or where the occupant load is 
increased. 

Where occupant load is increased, facilities 
to be added to accommodate the increase. 
Exception to where there is a change in 
major occupancy: 

Public heritage buildings up to 3 storeys, 
limited in size to 250 m in building area, 
limited 1n occupant load to + or —50 











PART 4 PART 11 
REQUIREMENTS COMPLIANCE ALTERNATIVE 






3 
PART 6 PART 11 
REQUIREMENTS COMPLIANCE ALTERNATIVE 


DE70 O22 4625 4. 628 5862.35.10, Existing acceptable. 


DE71 





Existing openings, grilles and diffusers 
acceptable, subject to approval of chief 
official. 











O. Reg. 413/90 THE ONTARIO GAZETTE 


TABLE 11.2.3.D/E. — BUSINESS/MERCANTILE—(Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 6 PART 11 
|) NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 
DE72 6.2:4.2.(1);6.2:4. 3201) ta 3) Existing acceptable. 


Where the duct system is being altered, 
lesser amounts and extent of insulation will 
be permitted. 





| PART 9 PART 11 
eS UMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 


DE75 Oe Odd O30 2. Sound used materials; systems and 
components of systems, and equipment may 
| be accepted for reuse without requirements 
| for testing. 


DE76 heey ary te Sound used lumber may be acceptable for 

reuse without a grade stamp provided that: 

(a) visual examination shows no excessive 
weakening by holes, notches, nail splits 

| or other damage, 

(b) where the grade or species is unknown, 

| the minimum grade shall apply for span 








table use, and 


(c) lumber has not been subjected to 
termite infestation. 





or relocated need not conform if identified 
or protected. 


DE77 OMe Be Oe Existing acceptable. 
| DE79 ST We ree MOB fe Existing doors and sidelights being reused 
| 





| DE80 971.6, Existing acceptable. 
| DE82 9.8 Replacement or extension of existing stair 
) 


systems shall be exempt from the provisions 
of this Section, except that they shall have: 


(a) a minimum width between wall faces of 
700 mm, and 





(b) a minimum clear height over tread 
nosing of 1800 mm. 











DE83 Existing acceptable. 
DE84 Shi He a Existing curved or spiral stairs acceptable. 
DE85 9.8.6. Existing ramps acceptable, where practical. 
Column 1 2 3 
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DE8&8& 


DE100 


DE101 
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9.9118 
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PART 11 
COMPLIANCE ALTERNATIVE 









Existing handrails acceptable, unless 
considered unsafe by chief official. 





Existing guards acceptable, unless 
considered unsafe by chief official. 






Existing acceptable. 


The following types of exits may also be 

used: 

(a) connected balconies, which connect 
across firewalls, or connect to another 
exit, or with access to grade, 

(b) areas of refuge, approved by the chief 
official, where fire service rescue 1s 
possible, or 

(c) combustible or noncombustible exterior 
stairways or fire escapes which are 

protected in accordance with Sentence 

32:3, 13; (@)e Theseymay. be 

reconstructed or recreated (as in the 

case of a heritage building). 





Existing acceptable, provided that the 
enclosure has a 45 min fire-resistance rating. 


Existing acceptable. 
Existing width of exits acceptable. 


Existing width of public corridors of not less” 
than 965 mm is acceptable. 


jp | 


than 1950 mm is acceptable. 


30 min fire separation acceptable. 






Existing headroom clearance of not less 
Existing acceptable. | 
| 


Existing fire separation of not less than | h 
is acceptable. 


Existing acceptable. 


Existing headroom clearance of not less 
than 1950 mm is acceptable, with existing 
door heights to be acceptable. 





Existing door widths and heights are 
acceptable, provided exit widths and height 
comply with C.A.°s DE93 and DE94. 


ee re en Se ee ee ee ee 


| 
1 
Existing door swings are acceptable. | 
Existing acceptable in public heritage ! 
buildings, where approved by mR 

} 





3 
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q 








| DE108 9.10.1.10. 


| DEt09 Sate 


DE110 Dal G2 5ehs 





se 





DE112 Dal Oo74 


Pett] NEAT ones 
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Forming Part of Article 11.2.3.1. 


PART 11 
COMPLIANCE ALTERNATIVE 


Where exit doors open onto a landing, they 
shall not extend beyond the face of the first 
riser. 


Existing functionally operable passage or 
panic hardware acceptable. 


Maximum area of existing room or suite to 
be unlimited. 


Existing travel distance acceptable where 
floor area is sprinklered and provided fire 
separations comply with Part 9 of the Code. 


Existing illuminated legible signs are 
acceptable for exit signs, if approved by 
chief official. 


Assemblies required to be of 
noncombustible construction may be 
supported by combustible construction 
having at least the same fire-resistance rating 
as that supported. 


Existing installations acceptable subject to 
C.A.’s DE22 and DE24. 


Fire-resistance ratings may also be used 

where they are based on: 

1. HUD No. 8 Guideline on Fire Ratings of 
Archaic Materials and Assemblies. 


2. Fire Endurance of Protected Steel 
Columns and Beams, DBR Technical 
Paper No. 194. 


3. Fire Endurance of Unit Masonry Walls, 
DBR Technical Paper No. 207. 


4, Fire Endurance of Light-Framed and 
Miscellaneous Assemblies, DBR 


Existing openings in existing wall or ceiling 
membranes to remain. 

Existing openings may be moved to another 
location in the same wall or ceiling, 
provided the aggregate area of openings 
does not increase and are not cumulative, 
and the existing opening is blocked up to 
provide the same rating as the existing wall 
or ceiling assembly. 


Existing heavy timber construction 
acceptable where construction is within 90% 
of the member sizes listed in Part 3. 
Existing acceptable for heritage buildings. 
subject to approval of chief official. 


3 

















NUMBER 


DE113 
DEI14 


DEI15 


DE116 
DELL? 
DE118 


DETI9 


DE120 
DE121 
DEL 


DE124 
DEI 


DE126 
DE127 


DE128 


DEIZ9 
DE130 
DE131 
DE Ss2 
DE133 


Column | 
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PART 9 
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ONO sR aS. 
FAG Bs). 





OO 7.729 0.99), 
9,10,9.10:(1) 


D.10,951 1542) 








PART 11 
COMPLIANCE ALTERNATIVE 





Existing 30 min rating acceptable. 


Existing sprinkler systems complying with 
C.A. DE24 and 3.2.2.12.(1) are acceptable. 


Existing acceptable, subject to approval of 
the chief official. 


30 min rating acceptable. 


Existing acceptable. 





Ceiling fire separation need not be 
fire-resistance rated where sprinklering of 
fire compartments on both sides of vertical 
fire separation is provided and where such 
fire separation is not required to exceed | h. 


In lieu of the 2 h fire separation, sprinklers 
may be used in the mercantile occupancy 
with a | h fire separation. 





Se WV MOIS Se 8 30 min fire separation acceptable. 


Os10.9 A eC) 


9.10.9.15.(3) 


9.10.10.3.(1) 


ese 


SAO ouee 
DLO 138. 


O10 A 30S. 





Oi1O215. ©, 
DAG 1357 
DAD Loso. 
Om O713 29) 
WA OSHOAT) 
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30 min fire separation acceptable. 


Need not comply for mercantile occupancy. 











45 min fire separation acceptable. 


9 AO2ib. Need not comply for mercantile occupancy. 


Existing functional closures are acceptable 
subject to C.A. DE8. 


Existing acceptable. 







Existing acceptable, provided that wood 
door frames are secured with hinge screws 
going through frame into the stud. 


Existing acceptable. 








Existing transoms or sidelights located in 
required fire separations may be retained if 
wired glass, at least 6 mm thick, is securely 
fixed to a wood frame of at least SO mm 
thickness with steel stops. Operable 
transoms shall be fixed closed. 


Existing steel door frames acceptable. | 
Existing glass block acceptable. 


Existing sizes acceptable. 


Existing operable latches acceptable. | 


Existing functionally operable self-closing 
device acceptable. 
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he Ss REQUIREMENTS COMPLIANCE ALTERNATIVE 


DE134 9:10773.10.(2) Existing functionally operable self-closing 
devices acceptable in “*E™ occupancy. 





DET» eos a oe Existing operable self-releasing 
electromagnetic and fusible link hold-open 
devices acceptable. 


DES6 OLAS xbes Existing swings acceptable. 


DE13S 9.10.14.1.;.9.10.14.2. Area of existing windows need not conform 

to Table 9.10.14.A. 

(a) existing windows in walls may be 
relocated to another part of the wall. 
provided the existing opening 1s blocked 
up to provide the same fire rating for 
the wall, and the projection of the new 
opening, at a right angle to the property 
line onto another building, lies no closer 
than 300 mm from a window in such 
other building, where the “opposite” 
window Is less than 2.4 m from the 
Opposite new opening, and 

(b) except relocation of units, to be 
restricted to the same fire compartment, 
or 











(c 


— 


where a building does not satisfy the 

requirements of Subsection 9.10.14. for 

the amount of openings facing a yard or 
space that does not have sufficient 
limiting distance, such existing openings 
are allowed to be materially altered or 
reinstalled provided: 

(i) such openings are not increased in 
size and they are protected with 
wired glass in steel frames 
conforming to Sentence 
Sal 8. 145(2) Or 





(i1) the building is sprinklered. 


DE138 PAO 241) Where balloon framing is exposed during 
| renovation, fire stopping shall be provided. 


DE139 Oe Onis (a) Subject to approval by the chief official, 
existing fire alarm system may remain 
where the Fire Safety Plan for the 
building addresses the intent of 3.2.4. 
(1.e. “stage” system, electrical 
supervision, detection as required, Fire 
Department connection, and emergency 
power supply), and 

(b) extension of an existing system must 
ensure continuity and compatibility. 


| 
DE140 ONO A9: Existing access acceptable. 

















NUMBER 


DE142 
DE143 
DE144 


DE145 


DE146 


DE147 


DE148 


DE149 


DE150 
DE151 
DE152 
DE133 


DEI54 
Bi its 


a) 


DE156 


DEST 


Column | 
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ISR: 
OD 
Os 200222: 


9.20.4.1. 


sO Oe 


OOD ete Deen Ts 


VBP 
9.24 
9.25.2.7.(2), (3) and (4) 
7220 


eal 
OPE) 


9.29.4. 


Aeon ee 


to 





PART 11 
COMPLIANCE ALTERNATIVE 


Existing vents and ventilation acceptable. 


Existing acceptable. 


Used masonry may be reused for patching 
and filling openings to match adjacent 
work. 

Used interior brick may not be used for 
exterior applications. 


Archaic mortars may be used to match 
existing jointing. 





Sound jointing techniques may be 
employed to match existing archaic joints. 













Corbelling may be constructed to match 
existing or original details, provided that it 
is structurally adequate for the proposed 

use. 





Existing acceptable, provided the products 
of combustion are safely vented and 
provided no fire hazard is created. 







Sound period materials, designs and 
techniques may be employed in recreated 
fireplaces, provided no fire hazard is 
created. 


Existing need not comply with Article 
9,22.1.4. 


Existing acceptable 


Existing acceptable. 


Existing acceptable 


Existing acceptable, except when removing 
and replacing shingles, comply with eave 
protection requirements in Subsection 
D200) 











Existing acceptable. 


All replacement or recreation of existing 
stucco may be compatible with the existing 
materials and application. 


Existing acceptable. All replacement or 
recreation of existing plaster may be 
compatible with the existing materials and 
application. 


Sound, used or antique appliances are 

acceptable, provided that: 

(a) visual examination shows no excessive 
weakening by corrosion or other 
damage, 
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DE158 9.34.4.1.;9.34.4.3. 


DE159 9,34.4.4.;9.34.4.5. 


DE160 Ort 
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PART 11 
COMPLIANCE ALTERNATIVE 


(b) no structural parts are missing, 

(c) no cracks are present in the components 
intended to support the appliance or 
enclose the fire, and 

(d) loading and ash removal door latches 
and hinges hold the door closed. 


Existing meter mounting devices and 
overhead and underground supply need not 
be relocated to these requirements during 
renovations. 


Existing acceptable. 


Sound used materials shall be acceptable for 

reuse, subject to the following limitations: 

(a) visual examination shows no excessive 
weakening by holes, notches, nail splits 
or other damage, and 

(b) logs have not be subjected to termite 
infestation. 











NUMBER 


Pi 


ES 


F4 


ae) 


F6 


7 


F8 
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PART 11 
COMPLIANCE ALTERNATIVE 


Existing heavy timber construction 
acceptable where construction is within 90% 
of member sizes listed in Part 3. 


Existing acceptable. 

Except for exposed foamed plastics, 
existing acceptable for “F2” and “F3” 
occupancies. To match existing, materials 


may be added from on or off site. 


Existing acceptable. 





Fire-resistance ratings may also be used 

where they are based on: 

1. HUD No. 8 Guideline on Fire Ratings of 
Archaic Materials and Assemblies. 

. Fire Endurance of Protected Steel 
Columns and Beams, DBR Technical 
Paper No. 194. 

3. Fire Endurance of Unit Masonry Walls, 

DBR Technical Paper No. 207. 

4. Fire Endurance of Light-Framed and 

Miscellaneous Assemblies, DBR 

Technical Paper No. 222. 


i) 


Existing assemblies required to be of 
noncombustible construction may be 
supported by combustible construction 
having at least the same fire-resistance rating 
as that supported. 


Existing functional closures are acceptable 
and may be relocated within the same fire 
separation. 


(a) Existing functional and sound doors in 
existing buildings that are either hollow 
metal or kalamein and containing wired 
glass at least 6 mm thick and 
conforming to Sentence 3.1.8.14.(2) are 
permitted in lieu of doors not required 
to exceed 45 min, 


ae 
Oo 
_— 


all existing functional and sound hollow 
metal or kalamein doors which carry 
existing | '/2 h labels are acceptable in 
lieu of current 1/2 h labels and may | 
contain wired glass panels not exceeding | 
645 cm, at least 6 mm thick and 
conforming to Sentence 3.1.8.14.(2), 
and 








O. Reg. 413/90 THE ONTARIO GAZETTE 


TABLE 11.2.3.F. — INDUSTRIAL—/(Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 





PART 3 PART 11 
REQUIREMENTS COMPLIANCE ALTERNATIVE 


NUMBER 


(c) every fire door, window assembly or 
glass block used as a closure ina 
required fire separation shall be installed 
in conformance with good engineering 
practice. 








Saloni nena: Fire dampers ox fire stop flaps are not 
required to be installed in existing ducts at 
penetrations of existing fire separations. 


a OU) For existing unlabelled doors in existing 
buildings, at least 45 mm solid core wood or 
metal clad are acceptable. 


Fi SP leeite (ils) Existing functionally operable devices 
acceptable for “*“F2” and “F3” occupancies. 


Faz Sh Uva bey 











Existing functionally operable latching 
devices, excluding draw bolts, are 
acceptable. 








Bi3 3.1.8.14. Existing transoms or sidelights located in 
required fire separations may be retained if 
wired glass, at least 6 mm thick, is securely 
fixed to a wood frame of at least 50 mm 
thickness with steel stops. Operable 
transoms shall be fixed closed. 


Fl4 all Met cep SR Py NY hye mm Watch WI Existing acceptable. 





FI5 Briel Where the concealed space is being 
materially altered, provide smoke or heat 
detection in that space in lieu of firestops 
and tie into fire alarm system. 





F16 3.2.2:12.(4,) (b) and (c) Existing sprinkler systems in | storey 
buildings need not comply. 


Existing need not comply with Article 

3.2057) (a4OtY EZ “Occupancy, 

Area of existing windows need not conform 

to Table 3.2.3.A. 

(a) Existing windows in walls may be 
relocated to another part of the wall. 
provided the existing opening 1s blocked 
up to provide the same fire rating for 
the wall, and the projection of the new 
opening, at a right angle to the property 
line onto another building, lies no closer 
than 300 mm from a window in such 
other building, where the “opposite” 
window is less than 2.4 m from the 
opposite new opening, and 

(b) except relocation of units, to be 
restricted to the same fire compartment, 
or 


3 





























NUMBER 


F18 
FL 


F20 
F21 
Eee 


F23 


F24 


F26 


Column 1 
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TABLE 11.2.3.F. — INDUSTRIAL—(Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


PART 3 
REQUIREMENTS 





DELIoe., 


Dias: 








320, 


ADDITIONAL REQUIREMENTS FOR 


HIGH BUILDINGS. 
32% 
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PART I1 
COMPLIANCE ALTERNATIVE 


(c) where a building does not satisfy the 
requirements of Subsection 3.2.3. for 
the amount of openings facing a yard or 
space that does not have sufficient 
limiting distance, such existing openings 
are allowed to be materially altered or 
reinstalled provided: 


(i) such existing openings are not 
increased in size and they are 
protected with wired glass in steel 
frames conforming to Sentence 
321 S14. (2) 0 Or 


(11) the building is sprinklered. 





Need not comply for ‘‘F2” occupancy. 


(a) Existing fire alarm system may remain 
except that Article 3.2.4.5. does not 
apply where the ‘‘Fire Safety Plan” (as 
described in Subsection 2.8.2. of the 
Ontario Fire Code) for the building 
addresses the intent of 3.2.4. (i.e. 
‘stage’ system, electrical supervision, 
detection as required, Fire Department 
connection, and emergency power 
supply), and 

(b) extension of an existing system must 
ensure continuity and compatibility, 
and integrity of the system. 





Existing acceptable. 


Existing access acceptable. 


Sprinkler the building. 


Does not apply, except where a change in 
major occupancy occurs from a lesser 
hazard index. 


Existing sprinkler systems in existing 
buildings that do not conform to NFPA 13 





may be altered, added to, or extended from 
the existing system without complying with 
NFPA 13, provided the system ts 
operational and adequate with respect to 
coverage, water supply and controls, and 
provided the system is evaluated by a 
qualified designer. 









(See Appendix A under “Alternative 
Measures’’.) 





of ‘“F2” and ‘‘F3” occupancies. 
Does not apply to sprinklered buildings. 


O. Reg. 413/90 


May not apply to buildings 6 storeys and less 
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TABLE 11.2.3.F. — INDUSTRIAL—(Cont'd) 
COMPLIANCE ALTERNATIVES 
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PART 3 PART 11 
NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 
F27 3.3 41) 30 min is acceptable to separate public 


corridors or exits in buildings not exceeding 
6 storeys in building height, except that 45 
min is required for exits in buildings 
exceeding 3 storeys in building height. 
Except for exits, no rating required where 
floor areas are sprinklered. 





F28 333.1.5:C1) (c)e Tables. 3 al wA. For ‘*F2” and **F3” occupancies in Column 
2, maximum area of room or suite to be 
unlimited. 

F29 Peles Existing width of public corridors of not less 
than 914 mm is acceptable. 

F30 3.3.1.9.(13) and (14) Need not comply where connected balcony 
or area of refuge is provided complying with 
CeAy P50: 

F30 By Gig 0a lta Re es hn Existing door swings may remain in heritage 


buildings, existing or being restored, with 
no change in major occupancy and with 
occupant load no greater than 100. 


ro Sow igh Was Existing doors acceptable. 





F32 Do ile: Existing curved or spiral staircase 
acceptable. 
F33 2a al i key Existing stained, etched, bevelled, leaded 


or figured glass acceptable. 


F34 3.3.5.9" 2)) (3), yan) Existing acceptable. 


F35 3B D3lee 5.9 D0: Need not comply where a gasketed door 
and self closer are provided in the existing 
fire separation. 








F36 3.4.1.4. For 2° and “F2” occupancies, the 

following types of exits may also be used for 

buildings not over 6 storeys in building 

height: 

(a) connected balconies, which connect 
across firewalls, or connect to another 
exit, or with access to grade, 


(b) areas of refuge where fire service rescue 
is possible and that comply with 
Measure L in Sentences (4) to (10) and 
(20) (a), (b) and (d) in the Supplement 
to the NBC 1990. 





P37 BwAelesi Existing stained, etched, bevelled, leaded 
or figured glass acceptable. 


F38 374.2514) For ‘“‘F2” and **F3” occupancies, existing 


travel distance acceptable where the floor 
area is sprinklered. 
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NUMBER 


F39 


F40 
F4] 


F42 


F43 
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TABLE 11.2.3.F. — INDUSTRIAL—(Cont'd) 
COMPLIANCE ALTERNATIVES 
Forming Part of Article 11.2.3.1. 


O. Reg. 413/90 











PART 11 
COMPLIANCE ALTERNATIVE 


For ““F2” & ‘F3” occupancies, existing 
widths of exits acceptable. 


Existing acceptable. 


Existing headroom clearance of not less 








than 1980 mm 1s acceptable. 


Fire separations of exits permitted in 


— 30 min, up to 3 storeys in building height; 
— 45 min, up to 6 storeys in building height, 
— | h, over 6 storeys in building height. 


PART 3 
REQUIREMENTS 
3:4. a5le 2) 
3.4.3.6. 
eae 
3.4.4.1. 
buildings: 
3.4.4.4.(7) 


374-571.(2) and (7) 


3.4.6.3.(1) and (2) 


3.4.6.3.(3) and (4) 
3.4.6.4.(2) to (8) 
3.4.6.5.(1) to (5) 
3.4.6.6.(1) 
3.4.6.7.; 3.4.6.8. 
3.4.6.9.(2) to (6) 


34.6101) (2) and(4) 


3.4.6.11. 


D4:0,1 2.7 374, 6113. 


Sit oA Pel 


3.42. 


Existing washrooms opening directly into 
exit stairwell shall be separated from exit 
stairwell by 45 min closure. 





Existing illuminated legible exit signs are 
acceptable. 


Existing acceptable. 
Existing acceptable, if visually apparent. 


Existing acceptable with rise no greater 
than 3.7 m. 


Existing acceptable. 


Existing acceptable. 





Existing acceptable. 


Existing acceptable. 
Existing acceptable. 


Existing acceptable. 





Existing acceptable. 


Existing acceptable in public heritage 
buildings. 


Existing acceptable. 


Existing functionally operable panic 
hardware acceptable. 


Combustible fire escapes which are 
protected from fire in accordance with 
Sentence 3.2.3.13.(2) are permitted or may 
be reconstructed or recreated (as in the case 
of a heritage building). 





45 min fire separation acceptable. 





Column | 


ie) 
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COMPLIANCE ALTERNATIVES 
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NUMBER 


F60 Didree 4: 





PART 3 
REQUIREMENTS 


PART 11 
COMPLIANCE ALTERNATIVE 


Existing acceptable where explosion- 
resistant construction or venting Is 
provided. 








F61 2. 2:0. Existing acceptable. 

F62 Cymer. A al) 2h fire separation acceptable. 

F63 325.521 Aad,t0,(6) 45 min fire separation acceptable up to 6 

storeys. 

Fo4 Chance e Where 2 h fire separation is required, | his 
acceptable. 
| Where | h fire separation is required, 45 
min is acceptable. 
Existing need not comply with Sentences 
| 35,3. 3:14) and(d). 
| F65 3.5.4.2 Ceiling fire separation need not be 











fire-resistance rated where sprinklering, 
subject to C.A. F24, of fire compartments 
on both sides of vertical fire separation is 
provided and where such fire separation is 
not required to exceed | h. 





| F66 3.5.4.3.(1) Existing to meet flame-spread rating of 25 
| or to be sprinklered. 


F67 Existing access acceptable. 
| F68 Existing acceptable, except where building 
| classified under Subsection 3.2.6. and 
except where existing elevators are “open” 
| type. 
| F69 3.6.4.2. Existing plumbing facilities are acceptable 


a 





except where the major occupancy is 
changed or where the occupant load is 
increased. 

Where occupant load is increased, facilities 
to be added to accommodate the increase. 
Exception to where there is a change in 
major occupancy: 

Public heritage buildings up to 3 storeys, 
limited in size to 250 m- in building area, 
limited in occupant load to + or — 50 
persons. 





| 
PART 4 PART 11 
AMI REQUIREMENTS COMPLIANCE ALTERNATIVE 
| F70 4.1.9 The requirements under this Subsection do 
not apply. 


as 





EXt1 




















NUMBER 


Pe 


F76 


Column | 


NUMBER 


| tiers 


F78 


Column | 
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PART 6 
REQUIREMENTS 


6.2.2.3.(1), (3) and (4) 


Glee te eee. Dealt? 





eae i He 


6.2,4.2.(193 6:2:4.30(1) :to(3) 





6.2.4.3.(10) 
Gee 2x 
2 
PART 9 
REQUIREMENTS 


ng DS a: Jl 








TOs sac 
9.6.4. 
SH cpeaieeate us Moore 





es 
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Storage garages with a total capacity of less 
than 20 motor vehicles need not have 
mechanical ventilating systems if the 
downward slope of the floor to the outside 
door is 1 in 120 and the garage floor is 
above outside ground level. 


Existing acceptable for “*F2” and **F3” 
occupancies. 


Existing openings, grilles and diffusers 
acceptable. 


Existing acceptable. 


Where the duct system is being altered, 
lesser amount and extent of insulation will 
be permitted. 


Existing acceptable for **F2” and ‘*F3” 
occupancies. 


PART 11 
COMPLIANCE ALTERNATIVE 


Sound used materials; systems and 
components of systems, and equipment may 
be accepted for reuse without requirements 
for testing. 


Sound used lumber may be acceptable for 

reuse without a grade stamp provided that: 

(a) visual examination shows no excessive 
weakening by holes, notches, nail splits 
or other damage, 

(b) where the grade or species is unknown, 
the minimum grade shall apply for span 
table use, and 

(c) lumber has not been subjected to 
termite infestation. 


Existing acceptable. 


Existing acceptable. 


Existing doors and sidelights being reused 


or relocated need not conform if identified 
or protected. 





PART 11 ; 
COMPLIANCE ALTERNATIVE | 


: 








| 
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COMPLIANCE ALTERNATIVES 





PART 9 
Sie be REQUIREMENTS 


; systems shall be exempt from the provisions 
of these Subsections, except that they shall 
have: 

(a) a minimum width between wall faces of 
| 700 mm, and 

(b) a minimum clear height over tread 

nosing of 1800 mm. 


F84 9.8 
F85 Ore. Existing curved or spiral stairs acceptable. 
F86 





| 9.8.6. 
F87 9.8.7. 
F88 9.8.8. 


cya O48) 

















Olek 











9.9.3.4. 


DO 0.2 
9.95.8. 








Forming Part of Article 11.2.3.1. 
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PART 11 
COMPLIANCE ALTERNATIVE 


Replacement or extension of existing stair 


Existing ramps acceptable, where practical. 


Existing handrails acceptable, unless 
considered unsafe by chief official. 


Existing guards acceptable, unless 
considered unsafe by chief official. 


Existing acceptable. 





Existing acceptable. 


The following types of exits may also be 

used: 

(a) connected balconies, which connect 
across firewalls, or connect to another 
exit, or with access to grade, 

(b) areas of refuge approved by the chief 
official where fire service rescue Is 
possible, or 

(c) combustible or noncombustible exterior 
stairways or fire escapes which are 
protected in accordance with Sentence 
3.2-3:13-(2)> These may be 
reconstructed or recreated (as in the 
case of a heritage building). 








Existing acceptable, provided that the 


9 .9:2:6. 
enclosure has a 45 min fire-resistance rating. 


Existing acceptable. 
Existing width of exits acceptable. 


Existing width of public corridors of not less 
than 965 mmis acceptable. 


Existing headroom clearance of not less 
than 1950 mm is acceptable. 


9.9.4.2.(1) 30 min fire separation acceptable. 


Existing acceptable. 


Existing acceptable provided minimum | h 
fire separation is provided. 
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NUMBER PART 9 PART 11 
pes REQUIREMENTS COMPLIANCE ALTERNATIVE 


F100 9.9.6.3. Existing headroom clearance of not less 
than 1950 mm is acceptable, with existing 
door heights to be acceptable. 


F101 9.9.6.4. Existing door widths and heights are 
acceptable, provided exit widths and heights 
comply with C.A.’s F95 and F96. 


F102 9.9. 685 Existing door swings acceptable. 


Existing acceptable in public heritage 
buildings, where approved by chief official. 


F103 9.9.6.6.(1) Where exit doors open onto a landing, such 
doors shall not extend beyond the face of 
the first riser. 





F104 9:9°6.10: Existing functionally operable passage or | 
panic hardware acceptable. 


F105 ae MSY Maximum area of existing room or suite 
does not apply. 


F106 ie ee 8 Existing travel distance acceptable where 
floor area is sprinklered and provided fire 
separations comply with Part 9 of the Code. 





F107 9.9.10:6. Existing illuminated legible signs are 
acceptable for exit signs, if approved by 
chief official. 


F108 es yal Assemblies required to be of 
noncombustible construction may be 
supported by combustible construction 
having at least the same fire-resistance rating 
as that supported. 


F109 OO ssl 0, Existing acceptable subject to C.A.’s F24 
and F26. 


F110 O03; Fire-resistance ratings may also be used 
where they are based on: 
1. HUD No. 8 Guideline on Fire Ratings of 
Archaic Materials and Assemblies. 
. Fire Endurance of Protected Steel 


Columns and Beams, DBR Technical 
Paper No. 194. 





. Fire Endurance of Unit Masonry Walls, 
DBR Technical Paper No. 207. 

. Fire Endurance of Light-Framed and 
Miscellaneous Assemblies, DBR 
Technical Paper No. 222. 








Column | 2 
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FIT PL0S1; 

















Existing openings in existing wall or ceiling 
membranes to remain. 

Existing openings may be moved to another 
location in the same wall or ceiling, 
provided the aggregate area of openings 
does not increase and are not cumulative, 
and the existing opening is blocked up to 
provide the same rating as the existing wall 
or ceiling assembly. 











rat? Existing heavy timber construction 


acceptable where construction 1s within 90% 
of the member sizes listed in Part 3. 


| FITS STATE Existing acceptable for heritage buildings, 
subject to approval of chief official. 

F114 9.10.8.1. Existing 30 min rating acceptable. 

PLS OM 053528 Existing sprinkler systems complying with 
C.A. F24 and 3.2.2.12.(1) are acceptable. 


F116 ded LU ore Existing acceptable, subject to approval of 
chief official. 


PLL? O10:8e7: 30 min rating acceptable. 
F118 DELO on 9 10.9. 2. 


Existing acceptable. 


















| eulla ie) 


2 AGO LO (1) Ceiling fire separation need not be 
fire-resistance rated where sprinklering of 
fire compartments on both sides of vertical 
fire separation is provided and where such 
fire separation is not required to exceed 1 h. 


F120 9.10.9.11.(2) In lieu of the 2 h fire separation, sprinklers 
may be used in the medium hazard 
industrial occupancy with a 1 h fire 


separation. 





FZ O. 10,913.69 10.9. 15.61) 30 min fire separation acceptable. 
| F122 9.10.10.3.(1) 45 min fire separation acceptable. 


Biz 9.10.12.1. Need not comply for medium hazard 
industrial occupancy. 





Spas ——-+-— ---—~ = we = _ 


F124 





DAOAS3 da Existing functional closures are acceptable 





subject to C.A. F8. 


| FI25 SAU NS PZ Existing acceptable. 


F126 O10. 133) Existing acceptable, provided that wood 
door frames are secured with hinge screws 
going through frame into the stud. 








LS 


$$$ $< — 
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FIZ? DAOQHSES. Existing wired glass acceptable. 


Existing transoms or sidelights located in 
required fire separations may be retained if 
wired glass, at least 6 mm thick, is securely 
fixed to a wood frame of at least 50 mm 
thickness with steel stops. Operable 
transoms shall be fixed closed. 


F128 9.10.13.6. Existing steel door frames acceptable. 








ize O1Or1S.7" Existing glass block acceptable. 

F130 TAOMS:8: Existing sizes acceptable. 

F131 9:40.93.9; Existing operable latches acceptable. 

132 9:10.43.10:¢)) Existing operable self-closing devices 
acceptable. 

F133 94003201. Existing operable self-releasing 


electromagnetic and fusible link hold-open 
devices acceptable. 


F134 ONO 3 SZ: Existing swings acceptable. 


F135 DO AOMA Od OM 4c. Area of existing windows need not conform 

to Table 9.10.14.A. 

(a) existing windows in walls may be 
relocated to another part of the wall, 
provided the existing opening is blocked 
up to provide the same fire rating for 
the wall, and the projection of the new 
opening, at a right angle to the property 
line onto another building, lies not 
closer than 300 mm from a window in 
such other building, where the 
‘opposite’ window is less than 2.4 m 
from the opposite new opening, and 

(b) except relocation of units, to be 
restricted to the same fire compartment, 
or 

(c) where a building does not satisfy the 
requirements of Subsection 9.10.14. for 
the amount of openings facing a yard or 
space that does not have sufficient 
limiting distance, such existing openings 
are allowed to be materially altered or 
reinstalled provided: 

(1) such openings are not increased in 
size and they are protected with 
wired glass in steel frames 
conforming to Sentence 
3.1.8.14.(2), or 


(ii) the building is sprinklered. 











F136 O IOS 21) Where balloon framing is exposed during 
renovation, fire stopping shall be provided. 
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PART 9 PART II 
NUMBER REQUIREMENTS COMPLIANCE ALTERNATIVE 
FAS Dal lsl a. (a) Subject to approval by the chief official, 


existing fire alarm system may remain 
where the Fire Safety Plan for the 
building addresses the intent of 3.2.4. 
(i.e. “stage” system, electrical 
supervision, detection as required, Fire 
Department connection, and emergency 
power supply), and 

(b) extension of an existing system must 
ensure continuity and compatibility, 
and integrity of the system. 


| FAON9: Existing access acceptable. 
| Oa: Existing access acceptable. 
9.1875: Existing vents and ventilation acceptable. 


F142 Oe0 rere. Used masonry may be reused for patching 
and filling openings to match adjacent 
work. Used interior brick may not be used 
for exterior applications. 














F143 T2203, Archaic mortars may be used to match 
existing jointing. 


F144 9.20.4.1. Sound jointing techniques may be 
employed to match existing archaic joints. 











F145 Doel ae ke Corbelling may be constructed to match 
existing or original details, provided that it 
is structurally adequate for the proposed 
use. 


F146 O21 Existing acceptable, provided the products 
of combustion are safely vented and 
provided no fire hazard is created. 





OPN AOD 2227: Sound period materials, designs and 
techniques may be employed in recreated 
fireplaces provided no fire hazard is 
created. 











Existing need not comply with Article 
O 22h 








ea] 





NUMBER 





F154 


PIS) 





F156 


Fisz 
F158 
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PART 9 
REQUIREMENTS 


9.29.4. 


9.34.4.1.; 9.34.4.3. 


9.34.4.4.; 9.34.45. 
ere | 




















PART 11 
COMPLIANCE ALTERNATIVE 


All replacement or recreation of existing 


stucco may be compatible with the existing 
materials and application. 


Existing acceptable. All replacement or 
recreation of existing plaster may be 
compatible with the existing materials and 
application. 














Sound, used or antique appliances are 

acceptable, provided that: 

(a) visual examination shows no excessive 
weakening by corrosion or other 
damage, 

(b) no structural parts are missing, 


(c) no cracks are present in the components 
intended to support the appliance or 
enclose the fire, and 


(d) loading and ash removal door latches 
and hinges hold the door closed. 


Existing meter mounting devices and 
overhead and underground supply need not 
be relocated to these requirements during 
renovations. 


Existing acceptable. 


Sound used materials shall be acceptable for 

reuse, subject to the following limitations: 

(a) visual examination shows no excessive 
weakening by holes, notches, nail splits 
or other damage, and 

(b) logs have not been subjected to termite 
infestation. 
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Renovation Activity 





#1 | Basic Renovation 

#2 | H.I. is equal to or less than C.1. 

#3 | Occupant load increase > 15% 
fT is! greater than C.1. 


a Hielvis 2 or more greater than'C. 1 





icc to Table 11.3.1.A.: 
The symbols used mean the following: 
(1) “* = Optional Compliance 
Q = Alternative Compliance 
@ = Mandatory Compliance 
#2) E.W./EVAC. 





(3) C.A. = Compliance Alternative 


‘4) A.M. = Alternative Measure 





TABLE 11.3.1.A. 
Forming Part of Sections 11.3 and 11.4 


Match 
Existing 











= Early Warning and Evacuation Systems 


Iho 








Evaluate and 
Upgrade 
Deficiencies 
For E.W./ 
EVAC., (2) 





THE ONTARIO GAZETTE 


METHOD OF COMPLIANCE (1) 


Additional 
Upgrade 





C.A.’s (3) 


A.M.’s (4) 








THE ONTARIO GAZETTE O. Reg. 413/90 | 


TABLE 11.3.1.B. 
Forming Part of Article 11.3.3.2. and Sentences 11.3.4.1.(3) and (4) 


FOR EVALUATION AND UPGRADING OF EARLY WARNING/EVACUATION 


RENOVATION EW/EVAC, PART 11 | 
ACTIVITY (1) EVALUATION AND UPGRADING COMPLIANCE ALTERNATIVE (2) 
#1 (3) Fs | 
#2 (4) Early Warning and Evacuation to be EARLY WARNING | 
checked against (a) Compliance alternatives as listed may 
(a) access to exit widths based on occupant be used. 
load in Subsection 3.3.1 or 9.9.3.; EVACUATION 


#3,#4,#5 (5) 








Column | 











(b) exit widths based on occupant load in 
Subsection 3.4.3. or 9.9.3.; 

(c) exit signs in Subsection 3.4.5. or 
9.9.10.; 

(d) lighting of exits, lighting of access to 
exits and emergency lighting in 
Subsection 3.2.7. or 9.9.11.; 

(e) fire alarm system in Subsection 3.2.4. 
or 9.10.17.; and 

(f) travel distance and number of exits in 
other Parts of the Code, 


and deficiencies shall be upgraded. 


Early Warning and Evacuation to be 

checked against 

(a) access to exit widths based on occupant 
load in Subsection 3.3.1. or 9.9.3.; 

(b) exit widths based on occupant load in 
Subsection 3.4.3. or 9.9.3.; 

(c) exit signs in Subsection 3.4.5. or 
959 10): 

(d) lighting of exits, lighting of access to 
exits and emergency lighting in 
Subsection 3;2-7.0r 9:9. 113: 

(e) fire alarm system in Subsection 3.2.4. 
or 9.10.17.; and 

(f) travel distance and number of exits in 
other Parts of the Code, 


and deficiencies shall be upgraded. 


ey 


Notes to Table 11.3.1.B.: 


(1) See Table 11.3.1.A. 


(b) Compliance alternatives as listed to 
access to exit and exit widths, number 





of exits, and travel distance may be 
used. 


EARLY WARNING 
(a) Compliance alternatives as listed may 
be used. 


EVACUATION 





(b) Compliance alternatives as listed to 
access to exit and exit widths, number 
of exits, and travel distance may be 
used. 





ae 


(2) See Tables 11.2.3.A., 11.2.3.B., 11.2.3.C., 11.2.3.D/E and 11.2.3.F for compliance alternatives that may be used. 
(3) Does not apply to Renovation Activity #1. 


(4) Applies to change of major occupancy to one of equal or lesser hazard. 


(5) Applies to change of major occupancy to one of greater hazard, and to increase in occupant load greater than 15%. 
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New Major 
Occupancy 
(H.I.) 
Number 


eRe 


FH. 


H.1.4 


cs Re 


LS 


10 


H.1.6 


ELL 


m.137 





~ Column 1 


TABLE 11.3.1.C. 
Forming Part of Sentence 11.3.4.1.(4) 



















ADDITIONAL UPGRADING 
ee ee Additional Part 11 
to Equal H.I. ; : ’ . 
Required Compliance Comments 
to Support New Upgradin Alternati 
Major Occupancy PB 6 ee vie 
Cr leulito Z Comply with Table (a) Provide Early 
11.4.1.A. ratings for Waring system or 
GAor2 
(b) Comply with any 
GyAesin Coly4. 
GL (ter?) to3 Comply with Table (a) Provide Early Renovation Activity 





Waring system or | #4 or #5 
(b) Comply with any | Combustible to 
C.A.’sin Col. 4. | Combustible only. 


11.4.1.A. ratings for 
Gritore 














C.I. (1, 2 or 3) to 4 Comply with Table Provide sprinklers in | Renovation Activity 
11.4.1.A. ratings for | locations where #4 or #5 
C.I. of 4 assemblies do not Combustible to 
comply with Table Combustible. 
11.4.1.A. Noncombustible to 
Noncombustible. 

















Cr 4to3 Renovation Activity 


#4 


Provide sprinklers in 
locations where 
assemblies do not 
comply with Table 
PL4aAA. 


Comply with Table 
11.4.1.A. ratings for 
rl eOre) 























Gil sl OF 3) t01D Renovation Activity 
#5 Combustible to 
Combustible. 
Noncombustible to 


Noncombustible. 


Comply with Table 
11.4.1.A. ratings for 
Cl Obs 


Provide sprinklers in 
locations where 
assemblies do not 
comply with Table 
11.4.1.A. 





































(On Pee Comply with Table (a) Provide sprinkler | Renovation Activity 
(Noncombustible) 11.4.1.A. ratings for system, plus 74 h | #4 

to 6 C.T--of6 roof rating. 

C.I. 5 (Heavy Comply with C.A. (b) Provide sprinkler | Renovation Activity 
timber) to 6 system. 4 


(Cal as Comply with C.A. ) Provide 1 h rating | Renovation Activity 
(Combustible) to 6 ne sprinkler 
system. 


C.I. (3 or 4) to 6* Comply with Table (d) Provide sprinkler | Renovation Activity 
11.4.1.A. ratings for system, plus %4 h | #5 
Cl, of 6 rating. *For Noncombustible 
construction only. 


CI, 2.3 oF 4) to Comply with C.A. (e) Provide 1 hrating | Renovation Activity 
Gr plus sprinkler #5 
system. **For Combustible 
construction only. 


Cl otay Comply with Table (a) Provide sprinkler | Renovation Activity ~ 
11.4.1.A. ratings for system. #4 
Col ous 


£721 


New Major 
Occupancy 
(H.I.) 
Number 


File? 


H.1.8 


H.1.8 





Column 1 





Increase of C.I. 
to Equal H.I. 
to Support New 
Major Occupancy 


Cole, 4or Sito 


Citas 


C.I. 6to 8 


C84 ord) £08" 


Notes to Table 11.3.1.C.: 


(1) One asterisk (*) refers to Noncombustible construction. 
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TABLE 11.3.1.C.—(Cont'd) 


Forming Part of Sentence 11.3.4.1.(4) 


ADDITIONAL UPGRADING 


Additional 
Required 
Upgrading 


Comply with Table 
11.4.1.A. ratings for 
C1017 


Comply with Table 
11.4.1.A. ratings for 
C.1. of 8 


Comply with Table 
11.4.1.A. ratings for 
Cot 8 


Comply with Table 
11.4.1.A. ratings for 
Clors 


(2) Two asterisks (**) refers to Combustible construction. 


by22 








Part 11 
Compliance 
Alternative 


(b) Provide sprinkler 
system plus | h 
rating. 


(a) Provide sprinkler 
system. 


(b) Provide 
supervised 
sprinkler system. 


(c) Provide sprinkler 
system plus | h 
rating. 
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Comments 


Renovation Activity 

#5 

*For Noncombustible 
construction only. 


Renovation Activity 
#4 


Renovation Activity 
#5 


Renovation Activity 

#5 

*For Noncombustible 
construction only. 


5 
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TABLE 11.4.1.A. 
Forming Part of Section 11.4 


CONSTRUCTION INDEX 


FIRE-RESISTANCE RATING 


FLOORS TYPE OF CONSTRUCTION 
OVER 
BASEMENT 
Noncombustible 
Noncombustible 
Noncombustible 
Noncombustible 








Heavy Timber 
Combustible 
Noncombustible 


Combustible 


i Oh Yh Combustible 


Combustible 








Column | y 








otes to Table 11.4.1.A.: 

) C.1. of | is lowest fire protection performance level and C.1. of 8 is highest. 

Take highest rating for C.I. from Table 11.4.1.A. for existing building. 

For residential occupancies with a H.1. of 3, all floors shall have a minimum 12 h fire-resistance rating. 


a 


to — 


3 
For residential occupancies with a H.I. of 4 or more, all floors shall have a minimum % h fire-resistance rating. 
For institutional ae with any H.1.. all floors shall have a minimum %4 h fire-resistance rating. 

Except for C.I. of | or 2. all floor assemblies with 0 h fire-resistance rating shall be fire separations. 


LON se es LS 
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TABLE 11.4.1.B. 
Forming Part of Subsection 11.4.1. 





HAZARD INDEX 


GROUP A 


DIVISION 1 SMALL MEDIUM LARGE | 





Opera Houses 


Television Studios (With Audience) 


Notes to Table 11.4.1.B.: 


| 
a oO ON Oo ON 





Building Size (Maximum) (2) (3) 










300 occupant load maximum / | storey Small 






— 600 m2 / 600 occupant load maximum / | storey with Medium 
less than 40% 2 storey (6) 
— Any area/ not exceeding 18 m in building height Large 
Hilgees 


Over 18 m in building 








(2) Sizes are building area and building height. 

(3) Building size is based on the existing building facing one street. 

(4) For existing buildings facing multiple streets see Sentences 11.3.4.1.(4) and (5) and Table 11.3.1.C. 

(5) Take lowest rating for H.I. from Table for major occupancy change. 

(6) Building may have less than 40% of its area as 2 storey for purposes as described in Clauses 3.2.2.17.(1) (b) and (c). 
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| 





| Soe 
Beivcey 


| Exhibition Halls (Without Sales) 
| Exhibition Halls (With Sales) 


iu 
i 


| Licensed Beverage Establishments 


1 
i 

| 

| 
| 
i 
? 
| 


GROUP A 
DIVISION 2 


Art Galleries 


Gymnasia (Multi-Purpose) 
Gymnasia (Athletic) 
Lecture Halls 


Libraries 


Licensed Clubs, Lodges 
Museums 

Passenger Stations/Depots 
Public Heritage Buildings 
Recreational Piers 
Restaurants 

Schools, Colleges 
Undertaking Premises 


Column 1 


THE ONTARIO GAZETTE 


Table 11.4.1.C. 
Forming Part of Subsection 11.4.1. 


HAZARD INDEX 


1725 


SMALL 
3 


( we 


eS) 


ies) Ww ioe) ios) 
- | - -& 


OCCUPANCY H.I. 


MEDIUM 


See Group E 





-} HR] A 





in) 








LARGE 
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Notes to Table 11.4.1.C.: 








(1) 
Building Size (Maximum) (2) (3) 

— 400 m-*/ 1 storey Small 
— 250 m*/3 storey (Public Heritage Building) Small 
— 800 m*/ 2 storey Medium 
— Any area/ not exceeding 18 m in building height Large 
— Over 18 min building height H.I. =7 

(2) Sizes are building area and building height. 

(3) Building size is based on the existing building facing one street. 

(4) For existing buildings facing multiple streets see Sentences 11.3.4.1.(4) and (5) and Table 11.3.1.C. 

(5S) Take lowest rating for H.I. from Table for major occupancy change. 

(6) Buildings exceeding 3 storeys in building height and which are combustible shall be sprinklered. 


Table 11.4.1.D. 
Forming Part of Subsection 11.4.1. 



























HAZARD INDEX 
OCCUPANCY H.I. 
GROUP A ! 
DIVISION 3 SMALL MEDIUM 

Arenas 
(No Occupancy On Activity Surface) 3 4 6 
Armouries 
(No Occupancy On Activity Surface) 3 4 6 
Enclosed Stadia or Grandstand 3 4 6 
Ice Rinks 
(No Occupancy On Activity Surface) 3 4 6 | 
Indoor Swimming Pools 3 6 


Notes to Table 11.4.1.D.: 
(1) 


Building Size (Maximum) (2) (3) | 


1000 m*/ 1 storey Small 


2000 m- / 2 storey Medium 
Any area / not exceeding 18 m in building height Large 
Over 18 m in building height H.I. = 7 





(2) Sizes are building area and building height. 

(3) Building size is based on the existing building facing one street. 

(4) For existing buildings facing multiple streets see Sentences 11.3.4.1.(4) and (5) and Table 11.3.1.C. 
(5) Take lowest rating for H.I. from Table for major occupancy change. 


— 


1726 


O. Reg. 413/90 THE ONTARIO GAZETTE 


Table 11.4.1.E. 
Forming Part of Subsection 11.4.1. 









HAZARD INDEX 












OCCUPANCY HI. 
GROUP A 


DIVISION 4 SMALL MEDIUM 


[a re 


Notes to Table 11.4.1.E.: 
(1) 













Building Size (Maximum) (2) (3) 


— 2500 occupant load max./min. limiting distance of 6m Small 
(combustible) 
— 15,000 occupant load maximum (with roof at least 1/2 Medium 
rating if combustible) 
— Unlimited occupant load Large 








| (2) Sizes are building area and building height. 

(3) Building size is based on the existing building facing one Street. 
(4) For existing buildings facing multiple streets see Sentences 11.3.4.1.(4) and (5) and Table 11.3.1.C. 
(5) Take lowest rating for H.I. from Table for major occupancy change. 


Table 11.4.1.F. 
Forming Part of Subsection 11.4.1. 


HAZARD INDEX 


OCCUPANCY H.I. 
GROUP B 


DIVISION 1 


Detention Facilities 
(Minimum Security) (4) 





Detention Facilities 
(All other types of security) 


Column 1 


. Notes to Table 11.4.1.F.: 
(1) 


Building Size (Maximum) (2) 


|| — Any area/ 1 storey 
)| — Any area (noncombustible) / 2 storey 
| — Any area (noncombustible); 
‘| 500 m? (combustible) / 2 storey 
— Over 18 m in building height (noncombustible) 
|| — Over 500 m? (combustible) / over 2 storey 
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(2) Sizes are building area and building height. 
(3) Take lowest rating for H.I. from Table for major occupancy change. 
(4) Minimum security - means occupants free to exit building in a fire emergency. 


Table 11.4.1.G. 
Forming Part of Subsection 11.4.1. 


SS ESS ey eee ee 
HAZARD INDEX 

ee 7 i ge ee ee 

OCCUPANCY H.I. 


GROUP B 


DIVISION 2 SMALL MEDIUM LARGE (7) 


Hospital, Nursing Home, Geriatric, 
Sanitorium (6) (Immobile) 










Hospital, Nursing Home, Geriatric, 
Sanitorium (6) (Non-Ambulatory) 4 5 6 





Hospital, Nursing Home, Geriatric, 
Sanitorium (6) (Ambulatory) 3 4 6 


Psychiatric Hospitals 
(Maximum Confinement) 4 5 7 


Psychiatric Hospitals 














(Minimum Confinement) 3 4 6 

Social Care Facilities (6) 4 5 6 

(Non-Ambulatory) 

Social Care Facilities (6) 

(Ambulatory) 3 4 6 

Police Station With Detention 3 3 - 
Column 1 2 ) 4 | 


Notes to Table 11.4.1.G.: 








(1) 
Building Size (Maximum) (2) (3) 
— 250 m*/ 1 storey Small 
— 500 m-/ 2 storey; 1000 m2/ 1 storey Medium 
— 600 m-/ 1 storey (Police Station With Detention, only) Medium 
~ Any area/ not exceeding 18 m in building height Large (7) 
— Over 18 min building height Helse G7) 
(2) Sizes are building area and building height. 
(3) Building size is based on the existing building facing one street. 
(4) For existing buildings facing multiple streets see Sentences 11.3.4.1.(4) and (5) and Table 11.3.1.C. 
(5) Take lowest rating for H.I. from Table for major occupancy change. 
(6) Immobile-means patients attached to life support systems and cannot be moved. Non-Ambulatory-means patients con- 


fined to bed and require transportation. Ambulatory-means patients may walk on their own. 
(7) Buildings fitting into the category of Large” and which are combustible. shall be sprinklered., 
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Table 11.4. 


GAZETTE 


1.H. 


Forming Part of Subsection 11.4.1. 


HAZARD INDEX 


Colleges, Residential 


Convents 










Dormitories/Hostels 
Houses, S.F. 
Lodging Houses 
Monasteries 


Public Heritage Buildings 


OCCUPANCY H.I. 


SMALL 


MEDIUM 


3 


Ww 


3 i 
3 : 
3 4 

4 











Rectories 


Notes to Table 11.4.1.H.: 
(1) 


Building Size (Maximum) (2) 


600 m- / 3 storey 

— 250 m*/3 storey (Public Heritage Building) 

— 2000 m-/ not exceeding 6 storeys 

— Any area/ not exceeding 36 m in building height 
— Over 36 min building height 


) Sizes are building area and building height. 








(2 
(3) Buildings exceeding 3 storeys in building height and which are combustible shall be sprinklered. 
( 


4) Take lowest rating for H.I. from Table for major occupancy change. 
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LARGE 


Small 
Small 
Medium 
Large 
Hi 














( 
(2) 
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Table 11.4.1.1. 
Forming Part of Subsection 11.4.1. 


























+ 
+ 
- 


| 
+ 
+ 


HAZARD INDEX 
OCCUPANCY H.L 
GROUP D 
SMALL LARGE | 
: 
Automatic Bank Deposit 3 4 5 
Barber/Hairdresser Shops 3 4 5 
Beauty Parlours 2 4 5 
Branch Banks 3 + 5 | 
Car Rental Premises <) SD 5 
Chiropractic Offices 5 
Communications Offices (Telephone E. ) 5 
Communications Offices (Telex) 3 4 
Communications Offices (Courier) 5 
Computer Centres 5 
Construction Offices 5 
Costume Rental Premises 5 
: 
Dental Offices (General) 5 
ee 
Dental Offices (Surgical/Anaesthesia) 4 6 
Dry Cleaning Depots 3 ) 
Dry Cleaning Premises (Self-Serve) 4 5 
Health/Fitness Clubs 3 5 | 
Laundries (Self-Serve) 4 5 
Massage Parlours 3 
eel on 


Offices (Business) 
Offices (Charitable) 


Offices (Legal/Accounting) 3 





Column 1 
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Table 11.4.1.1. (Cont'd) 
Forming Part of Subsection 11.4.1. 


HAZARD INDEX 














OCCUPANCY H.I. 


sMaLt [MEDIUM [LARGE (2 
[Secon 
[reese 
Pests J + 


Public Saunas 





GROUP D 





4 
Radio Stations (No Audience) 4 
4 


Small Tool Rental Premises 











Building Size (Maximum) (2) (3) 








800 m- / 2 storey 


| — 250 m-/3 storey (Public Heritage Building) Small 
— 1600 m-/ 3 storey Medium 
| — Any area/ not exceeding 18 m in building height Large 


— Over 18 m, but not exceeding 36 m in building height 
Over 36 m in building height 





Sizes are building area and building height. 


2) 

3) Building size is based on the existing building tacing one street. 
) For existing buildings facing multiple streets see Sentences 11.3.4.1.(4) and (5) and Table 11.3.1.C. 
) 


Take lowest rating for H.I. from Table for major occupancy change. 
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Table 11.4. 


JES & 


Forming Part of Subsection 11.4.1. 





China Shops 


Electrical Stores (Fixtures) 
Exhibition Halls (With Sales) 
‘Fast Food” Outlets 

Feed And Seed Stores 

Flea Markets 








HAZARD INDEX 


OCCUPANCY H.I. 


GROUP E 
SMALL MEDIUM LARGE 


Automotive/Hardware Department Stores 4 5 7 


3 
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4 


5 
4 
5 


- 











6 


5 


Department Stores 4 S 7 | 


7 


Flower Shops 3 


4 6 
“Food” and Vegetable Markets 3 4 6 
Garden Shops 3 4 6 





: 








“Gas” Bars 4 m1 f 
Gift Shops 4 6 
Home Improvement Stores 5 # 
Kitchen/Bathroom Cupboards Stores 4 6 
Plumbing Stores (Fixtures/Accessories) 5 
Pop” Shops 4 6 
Public Heritage Buildings 3 - : 
Rentals (See ‘“D’’) - - - 
Restaurants (Not More Than 30 Persons) 4 >) 
Shopping Malls 4 Be) vy 
Stationery/Office Supply Stores 3 a 6 
Stores (Baked Goods) 4 6 
Stores (Beer) 3 4 6 | 
Stores (Book) 3 4 6 
Stores (Camera) 3 4 6 
Stores (Candy) 4 6 
Stores (Clothing) 4 6 
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Table 11.4.1.J. (Cont'd) 
Forming Part of Subsection 11.4.1. 


HAZARD INDEX 


OCCUPANCY H.I. 
GROUP E 


SMALL MEDIUM LARGE 


Stores (Drugs) 6 
Stores (Electronic) 


Stores (Floor Coverings) 


- 
JEN 


Stores (Food) 
| Stores (Furniture/Appliances) 
Stores (Hardware) 


Stores (Health) 


EEE 
| 
~ 





Stores (Hobby) 


Stores (Jewellery) 3 3 5 


Stores (Paint/Wallpaper) 4 5 7 





Stores (Pet) 4 6 
6 


3 
| SS a ee ee 
Stores (Video Sales/Rental) 








QO | Ww 





Notes to Table 11.4.1.J.: 
(1) 


Building Size (Maximum) (2) (3) 










— 600 m?/ 2 storey 
— 250 m*/3 storey (Public Heritage Building) 
| — 800 m-*/3 storey 
, - Any area/up to 18 min building height 
*— Over 18 min building height 


Medium 





(2) Sizes are building area and building height. 

I3) Building size is based on the existing building facing one street. 

(4) For existing buildings facing multiple streets see Sentences 11.3.4.1.(4) and (5) and Table 11.3.1.C,. 
}5) Take lowest rating for H.I. from Table for major occupancy change. 

6) All buildings 1,500 m° and over are to be sprinklered. 
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Table 11.4.1.K. 
Forming Part of Subsection 11.4.1. 











HAZARD INDEX 
OCCUPANCY H.I. 
GROUP F 
DIVISION 1 SMALL MEDIUM LARGE 
Ammunition Manufacturing and Storage ) 8 
Black Powder Manufacturing and Storage b he ae 


Oo 
oO 


$= GO? 1. OOw 100) HOO" 5 (GOS G0: 11 GOr 4 50 ill FOO! tO G6" i tO. HOO" |) cO0: I] "Oo! gi 100: I]! 100)" |] OO || OO I 200) |} 100: aI FOO 1 100 


Bulk Plants for Flammable Liquids 

Bulk Storage Warehouse (Hazardous Substances) 
Cereal and Feed Mills 

Chemical Manufacturing/Processing Plant 


Distilleries 





Dry Cleaning Plants (Flammable) 


Explosives Manufacturing and Storage 





Fertilizer Manufacturing Plants 
Fireworks Manufacturing and Storage 
Flour Mills 


Gas (Flammable) Compressor Stations 


FEEL EEF 


Gas (Flammable) Manufacturing and Storage 





Grain Elevators S 
Lacquer Factories 5 
Loading Areas (for all Group F, Division 1) 3 
Mattress Factories (High Fire Load) 3 
Paint/Varnish/Pyroxylin Factories 3 
Petrochemical Plants 3 
Refineries 3 





Rubber Processing Plants 2 


Spray Painting Operations 


Waste Paper Processing Plants (Dry) 


Column | 2 
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Notes to Table 11.4.1.K.: 
(1) 


Building Size (Maximum) (2) 





— 400 m-/2 storey Small 
— 600 m?/4 storey Medium 
— 1500 m*/ 4 storey Large 

(2) Sizes are building area and building height. 

(3) Take lowest rating for H.I. from Table for major occupancy change. 

(4) All buildings 1.500 m? and over are to be sprinklered. 

(5) All floor assemblies shall be fire separations. 


Table 11.4.1.L. 
Forming Part of Subsection 11.4.1. 





HAZARD INDEX 







OCCUPANCY H.I. 
GROUP F 


DIVISION 2 MEDIUM LARGE a 


COLD STORAGE PLANTS 
Combustible Insulation 
Flammable Refrigerant 
Combustible Packaging 3 5 | i 

















eee ee ee een ee ee SS eee ee ms 

Combustible Insulation 
Flammable Refrigerant 
Noncombustible Packaging 3 3 6 








ingle ct eer renaesra: 4+------~-~--4--- a 
Combustible Insulation | 
Non-Flammable Refrigerant 
Noncombustible Packaging 3 4 5 
Noncombustible Insulation 
Non-Flammable Refrigerant 


Noncombustible Packaging 2 3 4 
Dry Cleaning Establishments 








| 
| 
| 
| 
| 
| 
i 
| 
| 
| 
| 
| 
| 
| 
| 
| 
al 




















(non-flammable or non-explosive ) 3 4 5 
Electrical Substations 3 4 5 
Factories (High Fire Load) 3 5 6 
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Table 11.4.1.L. (Cont'd) 
Forming Part of Subsection 11.4.1. 


HAZARD INDEX 
GROUP F 
DIVISION 2 
Manufacturer Sales (High Fire Load) 





Mattress Factories 

Meat Packing Plants 

Packaging Manufacturers (Cellulose) 
Packaging Manufacturers (Noncombustible) 
Packaging Manufacturers (Plastics) 


Paper Processing Plants (Wet) 


















Planing Mills = 
Printing Plants Bg) 
Public Heritage Buildings 3 
Repair Garages 3 
Sample Display Rooms (High Fire Load) 3 
Self-Service Storage Buildings 
Service Stations (no spray painting) 5 
Storage Rooms (High Fire Load) 3 
Television Studios (no audience) 3 
Tire Storage 3 
Warehouses (High Fire Load) 3 
Welding Shops 
Wholesale Rooms (High Fire Load) 3 
Wood Working Factories 3 
Workshops (High Fire Load) 3 
Column | Z 





Notes to Table 11.4.1.L.: 
(lp) 


Building Size (Maximum) (2) (3) 


— 600 m-/2 storey 

— 800 m-°/4 storey 

— 600 m-°/3 storey (Public Heritage Building) 

— 1500 m-/ 6 storey not exceeding 18 min building height 





— Over 18 min building height 
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MEDIUM 


Cn 








OCCUPANCY H.I. 


LARGE 
6 


5 












Small 
Medium 
Medium 

Large 
Fiilwss¢ 
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(2) Sizes are building area and building height. 


(3) Building size is based on the existing building facing one street. 


THE ONTARIO GAZETTE 


(4) For existing buildings facing multiple streets see Sentences 11.3.4.1.(4) and (5) and Table 11.3.1.C. 


(5) Take lowest rating for H.1. from Table for major occupancy change. 


(6) All buildings 1,500 m- and over are to be sprinklered. 


Table 11.4.1.M. 


Forming Part of Subsection 11.4.1. 


a” SS aeers lUtC 


HAZARD INDEX 


Factories (Low Fire Load) = 
Freight Depots (Low Fire Load) 


Manufacturers Sales (Low Fire Load) 


GROUP F 
DIVISION 3 


Laboratories (Low Fire Load) 


Power Plants 


Public Heritage Buildings 


| Sample Display Rooms (Low Fire Load) 


| Storage Garages Mase S, 
Storage Rooms (Low Fire Load) 


| Warehouses (Low Fire Load) 


| Wholesale Rooms (Low Fire Load) 


| Workshops (Low Fire Load) 


Column | 


Notes to Table 11.4.1.M.: 


(1) 













: — Over 36 m in building height 


| 


SMALL 





oS) 


2 










Building Size (Maximum) (2) (3) 


800 m? / 2 storey 
1200 m-/ 4 storey 
600 m- / 3 storey (Public Heritage Building) 


Any area / 6 storey not exceeding 18 m in building height 


Over 18 m, but not exceeding 36 m in building height 


| 2) Sizes are building area and building height. 
3) 


4) For existing buildings facing multiple streets see Sentences 11.3.4.1.( 


Building size is based on the existing building facing one street. 


\5) Take lowest rating for H.I. from Table for major occupancy change. 
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OCCUPANCY H.I. 


MEDIUM 











4) and (5) and Table 11.3.1.C. 


LARGE 











(1) 
(2) 


a i ee 
ADDITIONAL UPGRADING FOR MULTIPLE MAJOR OCCUPANCIES 


NEW MAJOR 
OCCUPANCY 


All (2) 


Column | 





THE ONTARIO GAZETTE 


Table 11.4.2.A.(1) 
Forming Part of Subsection 11.4.2. 


CODE REQUIREMENTS 


Table 3.1.3.A. and 
Subsection 9.10.9 


Where: 

1 h rating required 
2 h rating required 
3 h rating required 


2 


Notes to Table 11.4.2.A.: 


(1) For buildings with multiple major occupancies only, where there is a change in major OCCUPANCY. 


(2) See Subsection 11.3.4. and Section 11.4. 
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COMPLIANCE ALTERNATIVE 


For Existing 


PART 11 


Building Reduce to 


34h 
14h 
20 


O. Reg. 413/90 


If Sprinklered 
Reduce to 


Yah 
lh 
lY2h 








O. Reg. 413/90 THE ONTARIO GAZETTE 








Part 12 


Transition, Revocation and Commencement 





ection 12.1 Transition 
| 12.2 Revocation 
| | O-R Commencement 
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THE ONTARIO GAZETTE O. Reg. 413/90 


Part 12 
Transition, Revocation and Commencement 


Section 12.1 Transition Rule 
12.1.1. Transition Rule 


12.1.1.1. Notwithstanding the revocation of Ontario Regulation 419/86, that Regulation continues in force in 
respect of construction 


(a) for which a permit has been issued before the Ist day of October, 1990, or 


(b) for which the working drawings, plans and specifications are substantially completed before the Ist _ 
day of October, 1990, and for which an application for a permit under Ontario Regulation 419/86 is _ 


made before the Ist of January, 1991 
on condition that the construction is commenced within six months after the permit Is issued. 
Section 12.2 Revocation 
12.2.1. Revocation 
12.2.1.1. Ontario Regulations 419/86, 183/88, 581/88, 114/89 and 115/89 are revoked. 
Section 12.3 Commencement 
12.3.1. Commencement 


12.3.1.1. This Regulation comes into force on the Ist day of October, 1990. 
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: Part VII of the said Act intituled the Police Ser- 
Proclamations vices Act, 1990, Statutes of Ontario, 1990, chapter 
(Great Seal of Ontario) 10, shall come into force. 


LINCOLN M. ALEXANDER OF ALL WHICH PREMISES all Our loving 


subjects and all others whom it doth or may in 
BOOMINCE OE ONTARIO anywise concern are hereby required to take notice 


ELIZABETH THE SECOND, by the Grace of and govern themselves accordingly. 


God of the United Kingdom, Canada and Her IN TESTIMONY WHEREOF We have caused 


other Realms and Territories, Queen, Head of these Our Letters to be made patent and the Great 
__ the Commonwealth, Defender of the Faith. Seal of Our Province of Ontario to be hereunto 


TO ALL TO WHOM THESE PRESENTS  2ffixed. 


SHALL COME, WITNESS: 
GREETING: THE HONOURABLE LINCOLN M. ALEXAN- 
PROCLAMATION DER, A Member of Our Privy Council for 
Canada, One of Our Counsel Learned in the 
WHEREAS by an Act passed at the Second Ses- Law, Bachelor of Arts, Doctor of Laws, LIEU- 
sion of the Thirty-fourth Legislature of Ontario TENANT GOVERNOR OF OUR PROVINCE 
convened on the twenty-fifth day of April, 1989, OF ONTARIO, 


and adjourned on the twenty-eighth day of June, : ; 
1990, intituled the Police Services Act, 1990, Stat- at Our City of Toronto in Our said Province this 
les of Ontario, 1990, chapter 10, it is enacted  cighth day of August, in the year of Our Lord one 
thereof that Part VII of the said Act shall come thousand nine hundred and ninety and in the 
‘into force on a day to be named by Our Lieuten-  thirty-ninth year of Our Reign. 


ant Governor by his Proclamation; BY COMMAND 
AND WHEREAS it has appeared expedient CHRIS WARD, 
‘that a Proclamation should now issue bringing Part Minister of Government Services. 


/VII of the said Act into force; 


; NOW THEREFORE KNOW YE that, having 
taken the premises into Our Royal consideration, __. 
‘We, by and with the advice of Our Executive (Great Seal of Ontario) 

‘Council of Ontario and in the exercise of the LINCOLN M. ALEXANDER 
power in US vested in this behalf by the said Act , 

Or otherwise howsoever, Do, by this Our Royal PROVINCE DE L ONTARIO 
PROCLAMATION hereby Name Wednesday, the ELIZABETH DEUX, par la grace de Dieu, Reine 
eighth day of August, 1990 as the day upon which du Royaume-Uni, du Canada et de ses autres 
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royaumes et territoires, Chef du Commonwealth, 
Défenseur de la Foi. 


A TOUS CEUX QUI RECEVRONT LES PRE- 
SENTES, 
SALUT: 


PROCLAMATION 


ATTENDU QUE dans la Loi intitulée Loi de 
1990 sur les services policiers, chapitre 10 des Lois 
de l'Ontario 1990, adoptée a la deuxiéme session 
de la trente-quatritme Législature de |’Ontario 
convoquée le vingt-cinquiéme jour d’avril 1989, et 
ajournée le vingt-huitiéme jour de juin 1990, il est 
décrété que la Partie VII de ladite loi entrera en 
vigueur le jour fixé par proclamation du Lieute- 
nant-Gouverneur; 


ET ATTENDU QU’il a semblé opportun qu’une 
proclamation soit rendue visant a mettre la Partie 
VII de ladite loi en vigueur; 


QU'IL SOIT PAR CONSEQUENT ENTENDU 
QUE, les prémisses ayant fait l'objet de Notre 
considération royale, suivant l’avis de Notre Con- 
seil des ministres de l’Ontario et dans l’exercice du 
pouvoir 4 NOUS conféré en la matiere par ladite 
loi ou toute autre autorité, par la présente PRO- 
CLAMATION ROYALE, nous fixons le mercredi 
huitiéme jour d’aodt 1990 comme étant le jour ou 
la Partie VII de ladite loi intitulée Loi de 1990 sur 
le services policiers, chapitre 10 des Lois de l’Onta- 
rio 1990, entrera en vigueur. 


DE TOUTES CES PREMISSES tous Nos 
dévoués sujets, et tous les autres qui y sont ou 
pourraient étre intéressés d’une fagon quelconque, 
sont priés de prendre avis et de se comporter en 
conséquence. 


EN FOI DE QUOI nous avons fait des présen- 
tes Nos Lettres patentes et y avons apposeé le 
Grand Sceau de Notre Province de l’Ontario. 


TEMOIN : 


L’-HONORABLE LINCOLN M. ALEXANDER, 
membre de Notre Conseil privé pour le Canada, 
l'un de Nos conseillers juridiques, Bachelier és 
arts, Docteur en droit, LIEUTENANT-GOU- 
VERNEUR DE NOTRE PROVINCE DE 
L’ONTARIO 


en Notre cité de Toronto, dans ladite Province, 
cet huitiéme jour d’aotit de l’année mil neuf cent 
quatre-vingt-dix de notre ére et dans la trente-neu- 
vieme année de Notre regne. 


PAR ORDRE 
CHRIS WARD, 
Ministre des Services 
(4509) 34 Gouvernementaux. 


(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE OF ONTARIO 


ELIZABETH THE SECOND, by the Grace of 
God of the United Kingdom, Canada and Her 
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other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


TO ALL TO WHOM THESE PRESENTS 
SHALL COME, 
GREETING: 


PROCLAMATION 


WHEREAS by an Act passed at the Second Ses- 
sion of the Thirty-fourth Legislature of Ontario 
convened on the twenty-fifth day of April, 1989, 
intituled the Justices of the Peace Act, 1989, S.O. 
1989, c. 46, except subsections 2 (4) and 4 (2) and 
sections 15 and 16, it is enacted thereof that the 
said Act shall come into force on a day to be 
named by Our Lieutenant Governor by his Procla- 
mation; 


AND WHEREAS it has appeared expedient 
that a Proclamation should now issue bringing the 
said Act into force, except subsections 2 (4) and 4 
(2) and sections 15 and 16; 


NOW THEREFORE KNOW YE that, having 
taken the premises into Our Royal consideration, 
We, by and with the advice of Our Executive © 
Council of Ontario and in the exercise of the 
power in US vested in this behalf by the said Act | 
or otherwise howsoever, Do, by this Our Royal | 
PROCLAMATION hereby Name Friday, the 
thirty-first day of August, 1990 as the day upon 
which the said Act intituled the Justices of the 
Peace Act, 1989, S.O. 1989, c. 46, except subsec- 
tions 2 (4) and 4 (2) and sections 15 and 16, shall 
come into force. | 


OF ALL WHICH PREMISES all Our loving | 
subjects and all others whom it doth or may in 
anywise concern are hereby required to take notice 
and govern themselves accordingly. | 

IN TESTIMONY WHEREOF We have caused 
these Our Letters to be made patent and the Great | 
Seal of Our Province of Ontario to be hereunto — 
affixed. 


WITNESS: 


THE HONOURABLE LINCOLN M. ALEXAN- | 
DER, A Member of Our Privy Council for. 
Canada, One of Our Counsel Learned in the | 
Law, Bachelor of Arts, Doctor of Laws, LIEU-- 
TENANT GOVERNOR OF OUR PROVINCE | 
OF ONTARIO, | 

| 
at Our City of Toronto in Our said Province this 
twenty-seventh day of July, in the year of Our 

Lord one thousand nine hundred and ninety and in 

the thirty-ninth year of Our Reign. | 

| 


BY COMMAND 


CHRIS WARD, | 
Minister of Government Services. | 


} 
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(Great Seal of Ontario) 


LINCOLN M. ALEXANDER 
PROVINCE DE L’ONTARIO 


ELIZABETH DEUX, par la grace de Dieu, Reine 
du Royaume-Uni, du Canada et de ses autres 
royaumes et territoires, Chef du Commonwealth, 
Défenseur de la Foi. 


A TOUS CEUX QUI RECEVRONT LES PRE- 
SENTES, 


SALUT : 
PROCLAMATION 


ATTENDU QUE dans la Loi intitulée Loi de 
1989 sur les juges de paix, L.O. 1989, chap. 46, 
| sauf les paragraphes 2 (4) et 4 (2) et les articles 15 
et 16, adoptée a la deuxiéme de la trente-qua- 
_triéme Législature de Ontario convoquée le vingt- 
cinquiéme jour d’avril 1989, il est décrété que 
ladite loi entrera en vigueur le jour fixé par procla- 
_ mation du Lieutenant-Gouverneur; 


ET ATTENDU QU’il a semblé opportun qu’une 
_ proclamation soit rendue visant a mettre ladite loi 
/en vigueur, sauf les paragraphes 2 (4) et 4 (2) et 
les articles 15 et 16; 


QU’IL SOIT PAR CONSEQUENT ENTENDU 
_QUE, les prémisses ayant fait lobjet de Notre 
Te royale, suivant l’avis de Notre Con- 
seil des ministres de l'Ontario et dans l’exercice du 
_pouvoir a NOUS conféré en la matiére par ladite 
| loi ou toute autre autorité, par la présente PRO- 
“CLAMATION ROYALE, nous fixons le vendredi 
| trente et uniéme jour d’aoit 1990 comme étant le 
jour ou ladite loi intitulée Loi de 1989 sur les juges 
de paix, L.O. 1989, chap. 46, sauf les paragaphes 2 
(4) er 42) eteles articles [5yet 16; entrera cen 
_Vigueur. 


DE TOUTES CES PREMISSES tous Nos 
_dévoués sujets, et tous les autres qui y sont ou 
‘pourraient étre intéressés d’une facon quelconque, 
‘sont priés de prendre avis et de se comporter en 
-conséquence. 


' EN FOI DE QUOI nous avons fait des présen- 
tes Nos Lettres patentes et y avons apposé le 
Grand Sceau de Notre Province de |’Ontario. 












TEMOIN : 


LY-HONORABLE LINCOLN M. ALEXANDER, 
membre de Notre Conseil privé pour le Canada, 
Yun de Nos conseillers juridiques, Bachelier és 
arts, Docteur en droit, LIEUTENANT-GOU- 
VERNEUR DE NOTRE PROVINCE DE 

/ LONTARIO 


! 
en Notre cité de Toronto, dans ladite Province, ce 
Vingt-septiéme jour de juillet de l’année mil neuf 
cent quatre-vingt-dix de notre ére et dans la trente- 
Meuviéme année de Notre régne. 


PAR ORDRE 


CHRIS WARD, 
Ministre des Services 
(4510) 34 Gouvernementaux. 





(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE OF ONTARIO 


BLIZABETH. THE. SECOND). by’ the “Grace! of 
God of the United Kingdom, Canada and Her 
other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


POPTAED SO4" WHOM "FHESE? @PRESENTS 
SHALL COME, 


GREETING: 


PROCLAMATION 


WHEREAS by an Act passed at the Second Ses- 
sion of the Thirty-fourth Legislature of Ontario 
convened on the twenty-fifth day of April, 1989, 
intituled the Courts of Justice Amendment Act, 
1989 (Now). os.Op 980.6. 3),,except, Sections 23 
and 25, it is enacted thereof that the said Act shall 
come into force on a day to be named by Our 
Lieutenant Governor by his Proclamation; 


AND WHEREAS it has appeared expedient 
that a Proclamation should now issue bringing the 
said Act into force except sections 23 and 25; 


NOW THEREFORE KNOW YE that, having 
taken the premises into Our Royal consideration, 
We, by and with the advice of Our Executive 
Council of Ontario and in the exercise of the 
power in US vested in this behalf by the said Act 
or otherwise howsoever, Do, by this Our Royal 
PROCLAMATION hereby Name Saturday, the 
first day of September, 1990 as the day upon which 
the said Act intituled the Courts of Justice Amend- 
ment Act, 1989 (No. 1), S.O. 1989, c. 55, shall 
come into force except sections 23 and 25. 


OF ALL WHICH PREMISES all Our loving 
subjects and all others whom it doth or may in 
anywise concern are hereby required to take notice 
and govern themselves accordingly. 


IN TESTIMONY WHEREOF We have caused 
these Our Letters to be made patent and the Great 
Seal of Our Province of Ontario to be hereunto 
affixed. 


WITNESS: 


THE HONOURABLE LINCOLN M. ALEXAN- 
DER, A Member of Our Privy Council for 
Canada, One of Our Counsel Learned in the 
Law, Bachelor of Arts, Doctor of Laws, LIEU- 
TENANT GOVERNOR OF OUR PROVINCE 
OF ONTARIO, 


at Our City of Toronto in Our said Province this 
twenty-seventh day of July, in the year of Our 
Lord one thousand nine hundred and ninety and in 
the thirty-ninth year of Our Reign. 


BY COMMAND 


CHRIS WARD, 
Minister of Government Services. 
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(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE DE L’ONTARIO 


ELIZABETH DEUX, par la grace de Dieu, Reine 
du Royaume-Uni, du Canada et de ses autres 
royaumes et territoires, Chef du Commonwealth, 
Défenseur de la Foi. 


A TOUS CEUX QUI RECEVRONT LES PRE- 
SENTES, 


Slew Tes 
PROCLAMATION 


ATTENDU QUE dans la Loi intitulée Loi de 
1989 modifiant la Loi sur les tribunaux judiciaires 
(n° 1), L.O. 1989, chap. 55, sauf les articles 23 et 
25, adoptée a la deuxiéme session de la trente-qua- 
triéme Législature de l'Ontario convoquée le vingt- 
cinquiéme jour d’avril 1989, il est décrété que 
ladite loi entrera en vigueur le jour fixé par procla- 
mation du Lieutenant-Gouverneur; 


ET ATTENDU QU’il a semblé opportun qu’une 
proclamation soit rendue visant 4 mettre ladite loi 
en vigueur, sauf les articles 23 et 25, 


QU’IL SOIT PAR CONSEQUENT ENTENDU 
QUE, les prémisses ayant fait l’objet de Notre 
considération royale, suivant l’avis de Notre Con- 
seil des ministres de l’Ontario et dans l’exercice du 
pouvoir 4 NOUS conféré en la matiére par ladite 
loi ou toute autre autorité, par la présente PRO- 
CLAMATION ROYALE, nous fixons le samedi 
premier jour de septembre 1990 comme étant le 
jour ot ladite loi intitulée Loi de 1989 modifiant la 
Loi sur les tribunaux judiciaires (n° 1), L.O. 1989, 
chap. 55, entrera en vigueur, sauf les articles 23 et 
2a: 


DE TOUTES CES PREMISSES tous Nos 
dévoués sujets, et tous les autres qui y sont ou 
pourraient étre intéressés d’une fagon quelconque, 
sont priés de prendre avis et de se comporter en 
conséquence. 


EN FOI DE QUOI nous avons fait des présen- 
tes Nos Lettres patentes et y avons apposé le 
Grand Sceau de Notre Province de |’Ontario. 


TEMOIN : 


L’HONORABLE LINCOLN M. ALEXANDER, 
membre de Notre Conseil privé pour le Canada, 
l'un de Nos conseillers juridiques, Bachelier és 
arts, Docteur en droit, LIEUTENANT-GOU- 
VERNEUR DE NOTRE PROVINCE DE 
L’YONTARIO 


en Notre cité de Toronto, dans ladite Province, ce 
vingt-septiéme jour de juillet de l'année mil neuf 
cent quatre-vingt-dix de notre ére et dans la trente- 
neuviéme année de Notre régne. 


PAR ORDRE 


CHRIS WARD, 
Ministre des Services 


(4511) 34 Gouvernementaux. 
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(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE OF ONTARIO 


ELIZABETH THE SECOND, by the Grace of 
God of the United Kingdom, Canada and Her 
other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


TOVLALL TGS WHOM “THESE (PRESENTS 
SHALL COME, 


GREETING: 
PROCLAMATION 


WHEREAS by an Act passed at the Second Ses- 
sion of the Thirty-fourth Legislature of Ontario— 
convened on the twenty-fifth day of April, 1989, 
intituled the Courts of Justice Act, 1984, as re-— 
enacted by the Courts of Justice Amendment Act, | 
1989 (No. 3), S.O. 1989, c. 70, s. 16, it is enacted 
thereof that subsections 70 (1) and (2) of the 
Courts of Justice Act, 1984, shall be repealed on a- 
day to be named by Our Lieutenant Governor by 
his Proclamation; 


AND WHEREAS it has appeared expedient 
that a Proclamation should now repeal subsections 
70 (1) and (2) of the said Act; 


NOW THEREFORE KNOW YE that, having 
taken the premises into Our Royal consideration, 
We, by and with the advice of Our Executive 
Council of Ontario and in the exercise of the 
power in US vested in this behalf by the said Act 
or otherwise howsoever, Do, by this Our Royal 
PROCLAMATION hereby Name Saturday, the 
first day of September, 1990 as the day upon which 
subsections 70 (1) and (2) of the said Act intituled 
the Courts of Justice Act, 1984, as re-enacted by 
the Courts of Justice Amendment Act, 1989 (No. 
3), S.O. 1989, c. 70, s. 16, shall be repealed. 


OF ALL WHICH PREMISES all Our loving, 
subjects and all others whom it doth or may in 
anywise concern are hereby required to take notice) 
and govern themselves accordingly. | 


IN TESTIMONY WHEREOF We have caused 
these Our Letters to be made patent and the Great 
Seal of Our Province of Ontario to be hereunto 
affixed. 





WITNESS: 


THE HONOURABLE LINCOLN M. ALEXAN- 
DER, A Member of Our Privy Council for 
Canada, One of Our Counsel Learned in the 
Law, Bachelor of Arts, Doctor of Laws, LIEU- 
TENANT GOVERNOR OF OUR PROVINCE) 
OF ONTARIO, 


at Our City of Toronto in Our said Province this) 
twenty-seventh day of July, in the year of Our 
Lord one thousand nine hundred and ninety and in 
the thirty-ninth year of Our Reign. 


BY COMMAND 


CHRIS WARD, 
Minister of Government Services. 


— SS 
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(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE DE L’ONTARIO 


ELIZABETH DEUX, par la grace de Dieu, Reine 
du Royaume-Uni, du Canada et de ses autres 
royaumes et territoires, Chef du Commonwealth, 
Défenseur de la Foi. 


A TOUS CEUX QUI RECEVRONT LES PRE- 
SENTES, 


SALUT : 


PROCLAMATION 


ATTENDU QUE dans la Loi intitulée Loi de 
1984 sur les tribunaux judiciaires, décrétée a nou- 
veau par la Loi de 1989 modifiant la Loi sur les tri- 
bunaux judiciaires (n° 3), L.O. 1989, chap. 70, art. 
16, adoptée a la deuxiéme session de la trente-qua- 
triéme Législature de l’Ontario convoquée le vingt- 
cinquiéme jour d’avril 1989, il est décrété que les 
paragraphes 70 (1) et (2) de la Loi de 1984 sur les 
tribunaux judiciaires seront abrogés a la date fixée 

par proclamation du Lieutenant-Gouverneur; 


ET ATTENDU QU’il a semblé opportun qu’une 
| proclamation soit rendue visant a abroger les para- 
_ graphes 70 (1) et (2) de ladite loi; 


QU’IL SOIT PAR CONSEQUENT ENTENDU 
_ QUE, les prémisses ayant fait l’objet de Notre 
| considération royale, suivant l’avis de Notre Con- 
seil des ministres de |’Ontario et dans l’exercice du 
| pouvoir a NOUS conféré en la matiére par ladite 
_ loi ou toute autre autorité, par la présente PRO- 
, CLAMATION ROYALE, nous fixons le samedi 
| premier jour de septembre 1990 comme étant le 
| jour ou les paragraphes 70 (1) et (2) de ladite loi 
| intitulée Loi de 1984 sur les tribunaux Judiciaires , 
| décrétée a nouveau par la Loi de 1989 modifiant la 
Loi sur les tribunaux judiciaires (n° 3), L.O. 1989, 
! chap. 70, art. 16, seront abrogés. 


DE TOUTES CES PREMISSES tous Nos 
| dévoués sujets, et tous les autres qui y sont ou 
| pourraient étre intéressés d’une facon quelconque, 
| sont priés de prendre avis et de se comporter en 
conséquence. 


EN FOI DE QUOI nous avons fait des présen- 
tes Nos Lettres patentes et y avons apposé le 
_Grand Sceau de Notre Province de |’Ontario. 


membre de Notre Conseil privé pour le Canada, 
Yun de Nos conseillers juridiques, Bachelier és 
arts, Docteur en droit, LIEUTENANT-GOU- 
WERNE UR: (DE; “NOTRE PROVINCE: DE 
L’ONTARIO 


| en Notre cité de Toronto, dans ladite Province, ce 
Vingt-septiéme jour de juillet de l’année mil neuf 
cent quatre-vingt-dix de notre ére et dans la trente- 
} neuviéme année de Notre régne. 
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PAR ORDRE 
CHRIS WARD, 
Ministre des Services 
(4512) 34 Gouvernementaux. 


(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE OF ONTARIO 


ELIZABETH THE SECOND, by the Grace of 
God of the United Kingdom, Canada and Her 
other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


TO, ALL TO WHOM THESE PRESENTS 
SHALL COME, 


GREETING: 
PROCLAMATION 


WHEREAS by an Act passed at the Second Ses- 
sion of the Thirty-fourth Legislature of Ontario 
convened on the twenty-fifth day of April, 1989, 
intituled the Courts of Justice Amendment Act, 
1989 (No. 3), S.O. 1989, c. 70, except section 16, 
it is enacted thereof that the said Act shall come 
into force on a day to be named by Our Lieuten- 
ant Governor by his Proclamation; 


AND WHEREAS it has appeared expedient 
that a Proclamation should now issue bringing the 
said Act into force except section 16; 


NOW THEREFORE KNOW YE that, having 
taken the premises into Our Royal consideration, 
We, by and with the advice of Our Executive 
Council of Ontario and in the exercise of the 
power in US vested in this behalf by the said Act 
or otherwise howsoever, Do, by this Our Royal 
PROCLAMATION hereby Name Saturday, the 
first day of September, 1990 as the day upon which 
the said Act intituled the Courts of Justice Amend- 
ment Act, 1989 (No. 3), S.O. 1989, c. 70, shall 
come into force except section 16. 


OF ALL WHICH PREMISES all Our loving 
subjects and all others whom it doth or may in 
anywise concern are hereby required to take notice 
and govern themselves accordingly. 


IN TESTIMONY WHEREOF We have caused 
these Our Letters to be made patent and the Great 
Seal of Our Province of Ontario to be hereunto 
affixed. 


WITNESS: 


THE HONOURABLE LINCOLN M. ALEXAN- 
DER, A Member of Our Privy Council for 
Canada, One of Our Counsel Learned in the 
Law, Bachelor of Arts, Doctor of Laws, LIEU- 
TENANT GOVERNOR OF OUR PROVINCE 
OF ONTARIO, 


at Our City of Toronto in Our said Province this 
twenty-seventh day of July, in the year of Our 
Lord one thousand nine hundred and ninety and in 
the thirty-ninth year of Our Reign. 
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BY COMMAND 


CHRIS WARD, 
Minister of Government Services. 


(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE DE L’ONTARIO 


ELIZABETH DEUX, par la grace de Dieu, Reine 
du Royaume-Uni, du Canada et de ses autres 
royaumes et territoires, Chef du Commonwealth, 
Défenseur de la Foi. 


A TOUS CEUX QUI RECEVRONT LES PRE- 
SENTES, 
SALUT: 


PROCLAMATION 


ATTENDU QUE dans la Loi intitulée Loi de 
1989 modifiant la Loi sur les tribunaux judiciaires 
(n° 3), L.O. 1989, chap. 70, sauf larticle 16, adop- 
tée a la deuxiéme session de la trente-quatriéme 
Législature de l’Ontario convoquée le vingt-cin- 
quiéme jour d’avril 1989, il est décrété que ladite 
loi entrera en vigueur le jour fixé par proclamation 
du Lieutenant-Gouverneur; 


ET ATTENDU QU’il a semblé opportun qu’une 
proclamation soit rendue visant a mettre ladite loi 
en vigueur, sauf les l’article 16; 


QU'IL SOIT PAR CONSEQUENT ENTENDU 
QUE, les prémisses ayant fait lobjet de Notre 
considération royale, suivant l’avis de Notre Con- 
seil des ministres de |’Ontario et dans l’exercice du 
pouvoir 4 NOUS conféré en la matiére par ladite 
loi ou toute autre autorité, par la présente PRO- 
CLAMATION ROYALE, nous fixons le samedi 
premier jour de septembre 1990 comme étant le 
jour ov ladite loi intitulée Loi de 1989 modifiant la 
Loi sur les tribunaux judiciaires (n° 3), L.O. 1989, 
chap. 70, entrera en vigueur, sauf l’article 16. 


DE TOUTES CES PREMISSES tous Nos 
dévoués sujets, et tous les autres qui y sont ou 
pourraient étre intéressés d’une fagon quelconque, 
sont priés de prendre avis et de se comporter en 
conséquence. 


EN FOI DE QUOI nous avons fait des présen- 
tes Nos Lettres patentes et y avons apposé le 
Grand Sceau de Notre Province de |’Ontario. 


TEMOIN : 


L7’HONORABLE LINCOLN M. ALEXANDER, 
membre de Notre Conseil privé pour le Canada, 
l'un de Nos conseillers juridiques, Bachelier és 
arts, Docteur en droit, LIEUTENANT-GOU- 
VERNEUR DE “NOTRE PROVINCE DE 
L’YONTARIO 


en Notre cité de Toronto, dans ladite Province, ce 
vingt-septi¢éme jour de juillet de l’année mil neuf 
cent quatre-vingt-dix de notre ére et dans la trente- 
neuvieme année de Notre régne. 
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PAR ORDRE 
CHRIS WARD, 
Ministre des Services 
(4513) 34 Gouvernementaux. 


(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE OF ONTARIO 


ELIZABETH THE SECOND, by the Grace of 
God of the United Kingdom, Canada and Her 
other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


TO ALL TO WHOM THESE PRESENTS 
SHALL COME, 


GREETING: 
PROCLAMATION 


WHEREAS by an Act passed at the Second Ses- 
sion of the Thirty-fourth Legislature of Ontario 
convened on the twenty-fifth day of April, 1989, 
intituled the Court Reform Statute Law Amendment 
Act, 1989, S.O. 1989, c. 56, it is enacted thereof 
that the said Act shall come into force on a day to 
be named by Our Lieutenant Governor by his 
Proclamation; 


AND WHEREAS it has appeared expedient 
that a Proclamation should now issue bringing the 
said Act into force; 


NOW THEREFORE KNOW YE that, having 
taken the premises into Our Royal consideration, 
We, by and with the advice of Our Executive 
Council of Ontario and in the exercise of the 
power in US vested in this behalf by the said Act 
or otherwise howsoever, Do, by this Our Royal 
PROCLAMATION hereby Name Saturday, the 
first day of September, 1990 as the day upon which 
the said Act intituled the Court Reform Statute 
Law Amendment Act, 1989, S.O. 1989, c. 56, shall 
come into force. 


OF ALL WHICH PREMISES all Our loving 
subjects and all others whom it doth or may in 
anywise concern are hereby required to take notice 
and govern themselves accordingly. 


IN TESTIMONY WHEREOF We have caused 
these Our Letters to be made patent and the Great | 
Seal of Our Province of Ontario to be hereunto - 
affixed. 


WITNESS: 


THE HONOURABLE LINCOLN M. ALEXAN- 
DER, A Member of Our Privy Council for: 
Canada, One of Our Counsel Learned in the 
Law, Bachelor of Arts, Doctor of Laws, LIEU- 
TENANT GOVERNOR OF OUR PROVINCE 
OF ONTARIO, 


at Our City of Toronto in Our said Province this | 
twenty-seventh day of July, in the year of Our) 
Lord one thousand nine hundred and ninety and in 
the thirty-ninth year of Our Reign. 
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BY COMMAND 


CHRIS WARD, 
Minister of Government Services. 


(Great Seal of Ontario) 
LINCOLN M. ALEXANDER 
PROVINCE DE L’ONTARIO 


ELIZABETH DEUX, par la grace de Dieu, Reine 
du Royaume-Uni, du Canada et de ses autres 
royaumes et territoires, Chef du Commonwealth, 
Défenseur de la Foi. 


A TOUS CEUX QUI RECEVRONT LES PRE- 
SENTES, 


SALUT : 


PROCLAMATION 


ATTENDU QUE dans la Loi intitulée Loi de 
| 1989 modifiant des lois concernant la_ réforme 
| Judiciaire, L.O. 1989, chap. 56, adoptée a la deu- 
| xiéme session de la trente-quatri¢éme Législature de 
_ POntario convoquée le vingt-cinquiéme jour d’avril 
) 1989, il est décrété que ladite loi entrera en 
vigueur le jour fixé par proclamation du Lieute- 
nant-Gouverneur; 


ET ATTENDU QU’il a semblé opportun qu’une 
proclamation soit rendue visant a mettre ladite loi 
en vigueur; 


QU’IL SOIT PAR CONSEQUENT ENTENDU 
| QUE, les prémisses ayant fait l’objet de Notre 
_ considération royale, suivant l’avis de Notre Con- 
seil des ministres de |’Ontario et dans l’exercice du 
/ pouvoir 4 NOUS conféré en la matiére par ladite 
| loi ou toute autre autorité, par la présente PRO- 
/ CLAMATION ROYALE, nous fixons le samedi 
premier jour de septembre 1990 comme étant le 
| jour ot ladite loi intitulée Loi de 1989 modifiant 
| des lois concernant la réforme judiciaire, L.O. 1989, 
chap. 56, entrera en vigueur. 


DE TOUTES CES PREMISSES tous Nos 
_ dévoués sujets, et tous les autres qui y sont ou 
| pourraient étre intéressés d’une fagon quelconque, 
| sont priés de prendre avis et de se comporter en 
; conséquence. 


| EN FOI DE QUOT nous avons fait des présen- 
| tes Nos Lettres patentes et y avons apposé le 
| Grand Sceau de Notre Province de |’Ontario. 


| TEMOIN : 


| LHONORABLE LINCOLN M. ALEXANDER, 
| membre de Notre Conseil privé pour le Canada, 
Yun de Nos conseillers juridiques, Bachelier és 
arts, Docteur en droit, LIEUTENANT-GOU- 
VERNEUR DE NOTRE PROVINCE DE 
L’ONTARIO 


en Notre cité de Toronto, dans ladite Province, ce 
Vingt-septiéme jour de juillet de l’année mil neuf 
cent quatre-vingt-dix de notre ére et dans la trente- 
neuviéme année de Notre régne. 
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PAR ORDRE 
CHRIS WARD, 
Ministre des Services 
(4514) 34 Gouvernementaux. 


MOTOR VEHICLE TRANSPORT 
ACT, 1987 
LO! DE 1987 SUR LES 
TRANSPORTS ROUTIERS 


MOTOR VEHICLE TRANSPORT ACT, 1987, 
PART II TRUCK APPLICATIONS: 


The following are applications for extra-provin- 
cial truck transport operating licences under 
Part II of the Motor Vehicle Transport Act, 1987, 
S.C. 1987, Chapter 35. These Applicants have 
been found to meet the fitness requirements pursu- 
ant to Section 8(2) of that Act and the provincial 
transport board for Ontario proposes to issue the 
licences if no objection is served on the Applicant 
and filed with the Registrar of Motor Vehicles with 
the prescribed filing fee, within twenty-nine days of 
this publication. 


EXTRA-PROVINCIAL APPLICATIONS: 


NOTE: Where the application is for a licence other 
than a corridor operating authority, an 
interested person who serves and files an 
objection must also provide the Ontario 
Highway Transport Board with written evi- 
dence, within thirty-nine days of this publi- 
cation that satisfies that Board that, in the 
absence of evidence to the contrary, the 
operation of the undertaking in respect of 
which the licence is sought would likely be 
detrimental to the public interest. 


* Indicates a person who has applied for licences 
under both Part II and Part III of the Motor 
Vehicle Transport Act, 1987. 


The following applicants have applied for Author- 
ity to offer a transportation service as detailed 
below for extra-provincial movement, between 
(00000) POINTS IN ONTARIO and the: 


ONTARIO/QUEBEC, ONTARIO/MANITOBA, 
ONTARIO/USA BORDER CROSSINGS: 


*ACIER SOLAC LTEE 

4444 STE CATHERINE OUEST 
WESTMOUNT QUE 

H3Z 1R2 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee only maintains a place 
or places of business in locations other than the 
Province of Ontario. 


085575946 
Original 


100251467 
Original 


*C.H. SAWYER LTD. 

L13 C6 TOWNSEND TWP 
WATERFORD R1, ONTARIO 
NOE 1Y0 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
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places of business only at: (12000) 
HALDIMAND-NORFOLK R. 

CALCIUM CHLORIDE SALES INC. 092697466 
713 WEST MAIN ST Amend 


GROVE CITY PA, USA 
16127 
GENERAL FREIGHT; TANK. 


*CANADIAN AMERICAN TRANSPORTATION 
C.A.T. INC. 078901490 

89 ARMAND ST Amend 

VALLEYFIELD QUEBEC 

JOS 4V5 

GENERAL FREIGHT; TANK; HOUSEHOLD 

GOODS, provided that the licensee has a place or 

places of business only at: (21102) MISSISSAUGA 

od 


*CANADIAN NATIONAL 


TRANSPORTATION LTD 031373452 
935 DE LA GAUCHETIERE WEST Amend 
MONTREAL, QUEBEC 
H3B 2M9 
GENERAL FREIGHT. 

*CARGO DIRECT LTD 102622518 
270 ESNA PARK DRIVE UNIT 13 Original 


MARKHAM, ONTARIO 
L3R 1H3 
GENERAL FREIGHT; TANK. 


CELADON TRUCKING SERVICES OF INDIANA 


INC. 095538412 
2995 SOUTH HARDING ST Amend 
INDIANAPOLIS IN, USA 
46225 
GENERAL FREIGHT. 

*COPPOLA, ILARIO 058583295 
1704 SILVERTHORN SOR Original 


PICKERING, ONTARIO 

LIV 5C4 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT; TANK. 


*DASH SYSTEMS LIMITED 
1015 WESTPORT CR 
MISSISSAUGA, ONTARIO 
LS 1ESs 

HOUSEHOLD GOODS, provided that the 
licensee has a place or places of business only at: 
(21102) MISSISSAUGA C. 


086693094 
Amend 


*DURHAM SECURITY SERVICES 
(CANADA) LTD 

99 ‘KIRBY CRES 

WHITBY, ONTARIO 

LIN 5S1 

GENERAL FREIGHT. 


083708137 
Original 


102822798 
Original 


*DUTCHCAMP FARMS INC. 
L10 C9 KINCARDINE TWP 
KINCARDINE RR5, ONTARIO 
N2Z 2X6 

SINGLE SOURCE. 
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*ENTREPRISES DE TRANSPORT I P S 
INC 

460 4E AVENUE 

STE-HEEENE QUEBEC 

JOH 1M0O 

SINGLE SOURCE; GENERAL FREIGHT. 


084471858 
Original 


*GREY MAR TRANSPORT LTD 024493632 
L23:C6 PEBMASP Amend 
ARTHUR RI, ONTARIO 

NOG 1A0 

GENERAL FREIGHT; TANK. 

*IRELAND, WILLIAM, A 078489102 
338 MCEWAN AV Original 


WINDSOR, ONTARIO 
N9B 2E6 
SINGLE SOURCE; GENERAL FREIGHT. 


096582119 
Original 


JOULE YACHT TRANSPORT INC. 
12290 AUTOMOBILE BLVD 
CLEARWATER FLORIDA, USA 
34622 

GENERAL FREIGHT. 


*LA COMPAGNIE GERMAIN 
PROVENCHER LTEE 

8470 19TH AVE 

MONTREAL, QUEBEC 

H1J 7J3 

GENERAL FREIGHT; TANK. 


085404973 
Original 


*LESLIE O SMITH TRANSPORT 
LIMITED 

224 SOUTH SERVICE RD 

STONEY CREEK, ONTARIO 

LSE 2N9 

GENERAL FREIGHT. 


Original 


*NOLAN, GERALD, N 

L10 C3 BECKWITH 

SMITHS FALLS R6, ONTARIO 
K7A 4S7 

GENERAL FREIGHT; TANK. 


Original 


*NORTHERN ALLIED SUPPLY CO 
LTD 

352 RAILWAY ST PO BX90 

TIMMINS, ONTARIO 

P4N 7C8 

GENERAL FREIGHT; TANK. 


060432562 
Original 


*O’C LIQUID WASTE HAULERS OF 
ONTARIO LTD 

TIL SU cE ACTF IC Cite 

MISSISSAUGA, ONTARIO 

LAT 3B5 

GENERAL FREIGHT; TANK. 


037282240 
Original 


052841634 
Original 


*PELLETIER, ROGER, A 
424 ANN AVE 
TIMMINS, ONTARIO 
P4N 4V4 

GENERAL FREIGHT. 


101905060. 


025676803 _ 











| 


| 
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*QUIRION, CLEMENT 
1620 DES MERISIERS 
STE-CATHERINE QC 
BOL 1E0 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee only maintains a place 
or places of business in locations other than the 
Province of Ontario. 


102667106 
Original 


079975636 
Original 


REDBIRD DEVELOPMENT INC. 
1018 WHITLOCK RD 
ROCHESTER NEW YORK, USA 
14609 

GENERAL FREIGHT. 


*REGIS TRANSPORT LTD/ 
TRANSPORT REGIS LTEE 

317 ST-FRANCOIS-XAVIER 

DELSON QC 

JOL 1G0 

SINGLE SOURCE; GENERAL FREIGHT; 

TANK; HOUSEHOLD GOODS, provided that 

the licensee only maintains a place or places of 


102514126 
Original 


| business in locations other than the Province of 
_ Ontario. 


ROWE TRANSPORTATION SERVICES 


INC. 101032662 
1207 LINBROOK ROAD Amend 
OAKVILLE, ONTARIO 
L6J 2L5 
GENERAL FREIGHT. 
-*RYLANCE, KENNETH, R 002969098 
m14 C2 Amend 
| NEWCASTLE R2, ONTARIO 
LOA 1HO0 
-~ GENERAL FREIGHT. 
| *SAGUENAY TRANSIT INC 093246733 
384 RUE SIMARD Original 


ST AMBROISE QUEBEC 
GOV 1RO0 
| SINGLE SOURCE; GENERAL FREIGHT. 


014561557 
Original 


*SALISBURY, JOHN, R 
601 CAMELOT DR 
OSHAWA, ONTARIO 
L1K 1K5 

OWNER DRIVER, exempt from Public Interest 
west; GENERAL FREIGHT. 


*SAMUEL METAL SERVICE LTD 082352099 
7314 44 ST BOX 3597 Original 
LEDUC ALBERTA 

T9E 6M3 

GENERAL FREIGHT. 

SCHALLOCK, ALAN 102546413 
ROUTE 1 BOX 25 Original 


FLOYD IOWA, USA 
50435 
GENERAL FREIGHT. 


*SILVERTHORN, RODERICK 
405 WELLINGTON ST AP7 
ST THOMAS, ONTARIO 
NSR 5T7 
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049440815 
Original 


SINGLE SOURCE; GENERAL FREIGHT. 


*SOTECH TRANSPORT TORONTO 
INC. 

5425 DIXIE ROAD STE16 

MISSISSAUGA, ONTARIO 

LAW 1E6 

SINGLE SOURCE. 


*SPADA, GORDON, C 
641 BALMORAL DR 
BRAMALEA, ONTARIO 
L6T 1W8 

GENERAL FREIGHT. 


*STUBBS, ROBERT, THOMAS 
10 ALLAN ST BX1342 
THEDFORD, ONTARIO 
NOM 2NO 


102700863 
Original 


053387781 
Original 


041890948 
Amend 


OWNER DRIVER, exempt from Public Interest 


Test; GENERAL FREIGHT; TANK. 


VAIL NORTHWEST INC 
85331 HIGHWAY 99 SOUTH 
EUGENE OREGON, USA 
97405 

GENERAL FREIGHT. 


*VALLELUNGA, GIUSEPPE 
259 REGINA AV 
THUNDER BAY, ONTARIO 
P7B 5B4 

GENERAL FREIGHT. 


*VAN-SOELEN, LAURIE, J 

L9 C6 WEST LUTHER TP 
KENILWORTH R4, ONTARIO 
NOJ 2E0 

GENERAL FREIGHT. 


*VAUGHAN, CECIL, L 

282 WELLINGTON ST 

ST THOMAS, ONTARIO 

N5R 2S8 

GENERAL FREIGHT; TANK. 


*VENTURE EQUIPMENT LEASING 
INC. 

505 WILLIAMS DR 

SARNIA, ONTARIO 

N7T 7V8 

SINGLE SOURCE. 


*WOODBURY TRUCKING INC. 
L10-11 C4 BURFORD TWP 
BURFORD RRI1, ONTARIO 
NOE 1A0 

GENERAL FREIGHT. 


098469991 
Original 


018910071 
Amend 


061404604 
Original 


030522986 
Original 


086225133 
Original 


102769958 
Original 
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*168369 CANADA INC 
27 MOREL CP 813 
EVAIN QUEBEC 
JOZ 1YO 

SINGLE SOURCE. 


101217712 
Original 


100502795 
Original 


*2436-9753 QUEBEC INC. 
2614 PLACE BERGERAC 
BOISBRIAND QUEBEC 
J7E 4H4 

SINGLE SOURCE. 


102512121 
Original 


*2622-4121 QUEBEC INC. 
1645 OXFORD ST 
ST-LAURENT QUEBEC 
H4L 1B4 

OWNER DRIVER, exempt from Public Interest 
Test. 


102833162 
Original 


*2627-0264 QUEBEC INC. 
265 CR JONCAIRE 

ILE BIZARD QUEBEC 
H9C 2K2 

SINGLE SOURCE; GENERAL FREIGHT. 


102471299 
Original 


*2752-7860 QUEBEC INC. 

1122 RUE ST-PAUL 

ANCIENNE LORETTE QUEBEC 
2b bYo 

SINGLE SOURCE. 


102513154 
Original 


*2753-0906 QUEBEC INC. 
75 RUE DUMAS 

HUEL QUEBEC 

J&8X 2N2 

SINGLE SOURCE. 


039462989 
Amend 


*376973 ONTARIO LTD 
10 DANSK CRT UNIT8 
REXDALE, ONTARIO 
MOW 5T8 

GENERAL FREIGHT. 


079185177 
Original 


*621908 ONTARIO INC 
Li, Ci8iGREY 
WALTON, ONTARIO 
NOK 1Z0 

GENERAL FREIGHT: 


*632580 ONTARIO LTD 
90 SPARKS ST AP1000 
OTTAWA, ONTARIO 

K1P 5T8 

OWNER DRIVER, exempt from Public Interest 
Test. 


086007455 
Original 


*707892 ONTARIO LTD 
122 CENTRELL AVE 
GRIMSBY, ONTARIO 
L3M 4Y3 

SINGLE SOURCE; GENERAL FREIGHT. 


100873103 
Original 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


*729618 ONTARIO LTD. 102507123 
600 MCMURRAY ROAD Original 
WATERLOO, ONTARIO 

N2V 1Y2 

GENERAL FREIGHT. 

*897657 ONTARIO LIMITED 102826668 — 
356 BALSAM STREET SOUTH Original — 


TIMMINS, ONTARIO 
P4N 2E7 
SINGLE SOURCE; GENERAL FREIGHT. 


ONTARIO/QUEBEC, ONTARIO/USA BORDER 
CROSSINGS: 


J.P. NOONAN TRANSPORTATION | 
102848624 





INC. 

436 WEST ST BX400 Original — 

WEST BRIDGEWATER MASS, USA | 

02379 

GENERAL FREIGHT; TANK. | 

| 

*RAM CONTRACT CARRIERS | 
LIMITED 080308702 

153 LAIRD AVE Original — 

ESSEX, ONTARIO | 

N8M 184 

GENERAL FREIGHT. 

ONTARIO/MANITOBA BORDER CROSSINGS: | 

G. WAKELY CARTAGE LTD. 012938241 

373 WARD ST E Amend — 

PORT HOPE, ONTARIO | 

LIA 4A4 

GENERAL FREIGHT. | 

ONTARIO/USA BORDER CROSSINGS: 

*DRONG, JERRY, JOSEPH 062699043 - 

L12 C5 FLAM Original 

DUNDAS R1, ONTARIO 

LOH 5E1 

GENERAL FREIGHT. 

NSL INC 080165643 | 

2155 WILLOWCREEK RD Original 

PORTAGE INDIANA, USA 

46368 

GENERAL FREIGHT. 

*VAN-ARNHEM, PETER, D 022773425 

3436 MAYFIELD RD Original 


BRAMPTON R2, ONTARIO 
L6V 1Al1 
SINGLE SOURCE; GENERAL FREIGHT. 


102544259 | 
Original { 


*565102 ONTARIO INC. 

1515 LAKESHORE RD E APT 1205 
MISSISSAUGA, ONTARIO 
ISEB3EZ 

OWNER DRIVER, exempt from Public Interest | 
Test; GENERAL FREIGHT. 





| 








| 
| 





1 
| 
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MOTOR VEHICLE TRANSPORT 
ACT, 1987 
LOI DE 1987 SUR LES 
TRANSPORTS ROUTIERS 


INTRA-PROVINCIAL TRUCK APPLICATIONS: 


The following are applications for operating 
licences under Part III of the Motor Vehicle 
Transport Act, 1987, S.C. 1987, Chapter 35. These 


applicants have been found to meet the fitness 


requirement in like manner to section 6 of the 


| Truck Transportation Act, 1988, S.O. 1988, Chap- 


ter 64, and the provincial transport board for 
Ontario proposes to issue the licences unless a per- 
son, within thirty days of this publication, serves 
on the Applicant and files with the Registrar of 


| Motor Vehicles with the prescribed filing fee, a 
_ written request for a fitness hearing or a public 


interest test in like manner to Subsection 7(4) of 


the Truck Transportation Act, 1988, S.O. 1988, 
| Chapter 64. 


| NOTE: A person who requests a public interest 


hearing must, within thirty-nine days of this 
publication, serve on the Ontario Highway 
Transport Board a document that makes 
out a written case to the Board that the 
granting of the operating authority applied 
for would be likely to have a significant 
detrimental effect on the public interest 
using the criteria set out in subsection 10(1) 
of the Truck Transportation Act, 1988, 
S.O. 1988, Chapter 64, and that the 
request is not frivolously made. 


_* Indicates a person who has applied for licences 


under both Part II and Part III of the Motor 
Vehicle Transport Act, 1987. 


The following applicants have applied for Author- 
ity to offer a transportation service as detailed 


below between (00000) POINTS IN ONTARIO: 


085575946 
Original 


*ACIER SOLAC LTEE 

4444 STE CATHERINE OUEST 
WESTMOUNT QUE 

H3Z 1R2 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee only maintains a place 
or places of business in locations other than the 
Province of Ontario. 


100251467 
Original 


*C.H. SAWYER LTD. 

L13 C6 TOWNSEND TWP 
WATERFORD R1, ONTARIO 
NOE 1Y0 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
places of business only at: (12000) 
HALDIMAND-NORFOLK R. 
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*CANADIAN AMERICAN 
TRANSPORTATION C.A.T. INC. 078901490 
89 ARMAND ST Amend 


VALLEYFIELD QUEBEC 

J6S 4V5 

TANK; HOUSEHOLD GOODS, provided that 
the licensee has a place or places of business only 
at: (21102) MISSISSAUGA C. 


*CANADIAN NATIONAL 


TRANSPORTATION LTD 031373452 
935 DE LA GAUCHETIERE WEST Amend 
MONTREAL, QUEBEC 
H3B 2M9 
GENERAL FREIGHT. 

*CARGO DIRECT LTD 102622518 
270 ESNA PARK DRIVE UNIT 13 Original 
MARKHAM, ONTARIO 

L3R 1H3 

GENERAL FREIGHT; TANK. 

*COPPOLA, ILARIO 058583295 
1704 SILVERTHORN SOR Original 


PICKERING, ONTARIO 

ELV S54 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT; TANK. 


*DASH SYSTEMS LIMITED 086693094 
1015 WESTPORT CR Amend 
MISSISSAUGA, ONTARII 

LST 1E8 

HOUSEHOLD GOODS, provided that the 


licensee has a place or places of business only at: 
(21102) MISSISSAUGA C. 


*DRONG, JERRY, JOSEPH 062699043 
L12 C5 FLAM Original 
DUNDAS R1, ONTARIO 
LOH 5E1 
GENERAL FREIGHT. 
*DURHAM SECURITY SERVICES 

(CANADA) LTD 083708137 
99 KIRBY CRES Original 


WHITBY, ONTARIO 
LIN 5S1 
SINGLE SOURCE; GENERAL FREIGHT. 


102822798 
Original 


*DUTCHCAMP FARMS INC. 
L10 C9 KINCARDINE TWP 
KINCARDINE RRS, ONTARIO 
N2Z 2X6 

SINGLE SOURCE; GENERAL FREIGHT. 


*ENTREPRISES DE TRANSPORT I PS 
INC 

460 4E AVENUE 

STE HELENE QUEBEC 

JOH 1MO 

SINGLE SOURCE; GENERAL FREIGHT. 


084471858 
Original 
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*GREY MAR TRANSPORT LTD 024493632 
Le Ce PEEL Tse Amend 
ARTHUR RI, ONTARIO 

NOG 1A0 

GENERAL FREIGHT; TANK. 

*IRELAND, WILLIAM, A 078489102 
338 MCEWAN AV Original 


WINDSOR, ONTARIO 
N9B 2E6 
SINGLE SOURCE; GENERAL FREIGHT. 


*LA COMPAGNIE GERMAIN 
PROVENCHER LTEE 

8470 19TH AVE 

MONTREAL, QUEBEC 

Hil 113 

GENERAL FREIGHT; TANK. 


085404973 
Original 


*LESLIE O SMITH TRANSPORT 
LIMITED 

224 SOUTH SERVICE RD 

STONEY CREEK, ONTARIO 

LSE 2ZN9 

GENERAL FREIGHT. 


101905060 
Original 


*NOLAN, GERALD, N 

L10 C3 BECKWITH 

SMITHS FALLS R6, ONTARIO 
K7A 4S7 

GENERAL FREIGHT; TANK. 


025676803 
Original 


*NORTHERN ALLIED SUPPLY CO 
LTD 

352 RAILWAY ST PO BX90 

TIMMINS, ONTARIO 

P4N 7C8 

GENERAL FREIGHT; TANK. 


060432562 
Original 


*O’C LIQUID WASTE HAULERS OF 
ONTARIO LTD 

TBO0;PACIFIC CIR 

MISSISSAUGA, ONTARIO 

L4T 3B5 

GENERAL FREIGHT; TANK. 


037282240 
Original 


*PELLETIER, ROGER, A 
424 ANN AVE 
TIMMINS, ONTARIO 
P4N 4V4 

GENERAL FREIGHT. 


052841634 
Original 


*QUIRION, CLEMENT 
1620 DES MERISIERS 
STE-CATHERINE QC 
JOL 1E0 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee only maintains a place 
or places of business in locations other than the 
Province of Ontario. 


102667106 
Original 
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*RAM CONTRACT CARRIERS 
LIMITED 

153 LAIRD AVE 

ESSEX, ONTARIO 

N8&M 1S4 

GENERAL FREIGHT. 


080308702 
Original 


*REGIS TRANSPORT LTD/ 
TRANSPORT REGIS LTEE 

317 ST-FRANCOIS-XAVIER 

DELSON QC 

JOL 1G0 

SINGLE SOURCE; GENERAL FREIGHT; 

TANK; HOUSEHOLD GOODS, provided that 

the licensee only maintains a place or places of 

business in locations other than the Province of 

Ontario. 


102514126 | 
Original — 


*RYLANCE, KENNETH, R 002969098 
Li4;C2 Amend 
NEWCASTLE R2, ONTARIO 

LOA 1HO0 

GENERAL FREIGHT. 

*SAGUENAY TRANSIT INC 093246733 
384 RUE SIMARD Original 


ST AMBROISE QUEBEC 
GOV 1R0 
SINGLE SOURCE; GENERAL FREIGHT. 


*SALISBURY, JOHN, R 
601 CAMELOT DR 
OSHAWA, ONTARIO 
LIK 1K5 


Original 


014561557 


OWNER DRIVER, exempt from Public Interest 


Test; GENERAL FREIGHT. 


*SAMUEL METAL SERVICE LTD 082352099 
7314 44 ST BOX 3597 Original 
LEDUC ALBERTA 

TOE 6M3 

GENERAL FREIGHT. 

*SILVERTHORN, RODERICK 049440815 _ 
405 WELLINGTON ST AP7 Original. 


ST THOMAS, ONTARIO 
NoKio)7 
SINGLE SOURCE; GENERAL FREIGHT. 


*SOTECH TRANSPORT TORONTO 


INC. 102700863 © 
5425 DIXIE ROAD STE16 Original 
MISSISSAUGA, ONTARIO 
LAW 1E6 
SINGLE SOURCE. 

*SPADA, GORDON, C 053387781 | 
641 BALMORAL DR Original 


BRAMALEA, ONTARIO 
L6T 1W8 
GENERAL FREIGHT. 
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041890948 
Amend 


_ *STUBBS, ROBERT, THOMAS 
10 ALLAN ST BX1342 
THEDFORD, ONTARIO 
NOM 2N0 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT; TANK. 


*VALLELUNGA, GIUSEPPE 018910071 
259 REGINA AV Amend 
THUNDER BAY, ONTARIO 

P7B 5B4 

GENERAL FREIGHT. 

*VAN-ARNHEM, PETER, D 022773425 
3436 MAYFIELD RD Original 


BRAMPTON R2, ONTARIO 
L6V 1A1 
SINGLE SOURCE; GENERAL FREIGHT. 


*VAN-SOELEN, LAURIE, J 

=) C6 WEST LUTHER TP 
KENILWORTH R4, ONTARIO 
| NOJ 2E0 

» GENERAL FREIGHT. 


061404604 
Original 


030522986 
Original 


_ *VAUGHAN, CECIL, L 

282 WELLINGTON ST 

ST THOMAS, ONTARIO 
N5R 288 

GENERAL FREIGHT; TANK. 


*VENTURE EQUIPMENT LEASING 
ie INC. 
505 WILLIAMS DR 
SARNIA, ONTARIO 
N7T 7V8 
| SINGLE SOURCE. 


086225133 
Original 


*WOODBURY TRUCKING INC. 
L10-11 C4 BURFORD TWP 
-BURFORD RR1, ONTARIO 
NOE 1A0 

| GENERAL FREIGHT. 


102769958 
Original 


*168369 CANADA INC 
27 MOREL CP 813 
EVAIN QUEBEC 
JOZ 1Y0 

SINGLE SOURCE. 


101217712 
Original 






i 


*2436-9753 QUEBEC INC. 
2614 PLACE BERGERAC 
BOISBRIAND QUEBEC 
J7E 4H4 

) SINGLE SOURCE. 

| 


100502795 
Original 








*2622-4121 QUEBEC INC. 
1645 OXFORD ST 
ST-LAURENT QUEBEC 
a 1B4 

OWNER DRIVER, exempt from Public Interest 
Test. 


102512121 
Original 
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*2627-0264 QUEBEC INC. 102833162 
265 CR JONCAIRE Original 


ILE BIZARD QUEBEC 
H9C 2K2 
SINGLE SOURCE; GENERAL FREIGHT. 


*2752-7860 QUEBEC INC. 102471299 
1122 RUE ST-PAUL Original 
ANCIENNE LORETTE QUEBEC 

G2E 1Y3 

SINGLE SOURCE. 

*2753-0906 QUEBEC INC. 102513154 
75 RUE DUMAS Original 
HULL QUEBEC 

J8X 2N2 

SINGLE SOURCE. 

«376973 ONTARIO LTD 039462989 
10 DANSK CRT UNITS Amend 
REXDALE, ONTARIO 

MOW 5T8 

GENERAL FREIGHT. 

*565102 ONTARIO INC. 102544259 
1515 LAKESHORE RD E APT 1205 Original 


MISSISSAUGA, ONTARIO 

LSE 3E2 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


*621908 ONTARIO INC 079185177 
L1 Ci8 GREY Original 
WALTON, ONTARIO 

NOK 1Z0 

GENERAL FREIGHT. 

*632580 ONTARIO LTD 086007455 
90 SPARKS ST AP1000 Original 


OTTAWA, ONTARIO 

K1P 5T8 

OWNER DRIVER, exempt from Public Interest 
Test. 


*707892 ONTARIO LTD 
122 CENTRELL AVE 
GRIMSBY, ONTARIO 
L3M 4Y3 

SINGLE SOURCE; GENERAL FREIGHT. 


100873103 
Original 


*729618 ONTARIO LTD. 102507123 
600 MCMURRAY ROAD Original 
WATERLOO, ONTARIO 

N2V 1Y2 

GENERAL FREIGHT. 

*897657 ONTARIO LIMITED 102826668 
356 BALSAM STREET SOUTH Original 


TIMMINS, ONTARIO 
P4N 2E7 
SINGLE SOURCE; GENERAL FREIGHT. 


CORRIDOR APPLICATIONS: 


NOTE: The Motor Vehicle Transport Act, 1987, 
Regulations SOR 1987-1026, section 9 pro- 
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vides that a corridor operation is exempt 
from the application of subsections 8(3) to 
(5) of the Act (public interest test). 


The following applicants have applied for Author- 
ity to offer a transportation service through 
Ontario, provided there is no pickup or delivery in 
Ontario, utilizing the appropriate border crossings: 


ONTARIO/QUEBEC, ONTARIO/MANITOBA, 
ONTARIO/USA BORDER CROSSINGS: 


ACIER SOLAC LTEE 

4444 STE CATHERINE QUEST 
WESTMOUNT QUE 

HSZ TR2 

GENERAL FREIGHT; HOUSEHOLD GOODS. 


085575946 
Original 


CALCIUM CHLORIDE SALES INC. 092697466 
713 WEST MAIN ST Amend 
GROVE CITY, PA, USA 
16127 
GENERAL FREIGHT; TANK. 
CANADIAN AMERICAN 

TRANSPORTATION C.A.T. INC. 078901490 
89 ARMAND ST Amend 


VALLEYFIELD QUEBEC 

JOS 4V5 

GENERAL FREIGHT; TANK; HOUSEHOLD 
GOODS. 


CANADIAN NATIONAL 


TRANSPORTATION LTD 031373452 
935 DE LA GAUCHETIERE WEST Amend 
MONTREAL, QUEBEC 
H3B 2M9 
GENERAL FREIGHT. 

CELADON TRUCKING SERVICES OF 

INDIANA INC. 095538412 
2995 SOUTH HARDING ST Amend 
INDIANAPOLIS IN, USA 
46225 
GENERAL FREIGHT. 

DASH SYSTEMS LIMITED 086693094 
1015 WESTPORT CR Amend 


MISSISSAUGA, ONTARII 
LO TcLES 
GENERAL FREIGHT; HOUSEHOLD GOODS. 


DURHAM SECURITY SERVICES 


(CANADA) LTD 083708137 
99 KIRBY CRES Original 
WHITBY, ONTARIO 
LIN 5S1 
GENERAL FREIGHT. 

ENTREPRISES DE TRANSPORT I P S 

INC 084471858 

460 4E AVENUE Original 


SLEHELENEWMURBEG 
JOH 1MO 
GENERAL FREIGHT. 
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024493632 
Amend 


GREY MAR TRANSPORT LTD 
Leg REEL TSP 

ARTHUR R1, ONTARIO 
NOG 1A0 

GENERAL FREIGHT; TANK. 


JOULE YACHT TRANSPORT INC. 
12290 AUTOMOBILE BLVD 
CLEARWATER FLORIDA, USA 
34622 

GENERAL FREIGHT. 


LA COMPAGNIE GERMAIN 
PROVENCHER LTEE 

8470 19TH AVE 

MONTREAL, QUEBEC 

His 

GENERAL FREIGHT; TANK. 


Original 


QUIRION, CLEMENT 102667106 
1620 DES MERISIERS 
STE-CATHERINE QC 
JOL 1E0 


GENERAL FREIGHT; HOUSEHOLD GOODS. 


REDBIRD DEVELOPMENT INC. 
1018 WHITLOCK RD 
ROCHESTER NEW YORK, USA 
14609 

GENERAL FREIGHT. 


079975636 


REGIS TRANSPORT LTD/ 
TRANSPORT REGIS LTEE 

317 ST-FRANCOIS-XAVIER 

DELSON QC 

JOL 1G0 

GENERAL FREIGHT; TANK; HOUSEHOLD 

GOODS. 


102514126 


Original | 


096582119 
Original - 


085404973 — 


Original © 


| 
| 
| 
| 


Original | 


| 
. 


{ 
. 
. 
{ 


SAMUEL METAL SERVICE LTD 082352099 | 
7314 44 ST BOX 3597 Original | 
LEDUC ALBERTA 

T9E 6M3 

GENERAL FREIGHT. 

SCHALLOCK, ALAN 102546413 
ROUTE 1 BOX 25 Original 
FLOYD IOWA, USA 

50435 

GENERAL FREIGHT. 

SILVERTHORN, RODERICK 049440815 | 
405 WELLINGTON ST AP7 Original | 
ST THOMAS, ONTARIO 

N5SR 517 

GENERAL FREIGHT. 

VAIL NORTHWEST INC 098469991 | 
85331 HIGHWAY 99 SOUTH Original 


EUGENE OREGON, USA 
97405 
GENERAL FREIGHT. 
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VALLELUNGA, GIUSEPPE 018910071 
259 REGINA AV Amend 
THUNDER BAY, ONTARIO 
P7B 5B4 
GENERAL FREIGHT. 
WOLTERS TRUCKING LTD 034582396 
L14 C9 GOSF N Amend 
COTTAM R1, ONTARIO 
NOR 1B0 
GENERAL FREIGHT. 
WOODBURY TRUCKING INC. 102769958 
L10-11 C4 BURFORD TWP Original 
BURFORD RRI1, ONTARIO 
NOE 1A0 
GENERAL FREIGHT. 
2627-0264 QUEBEC INC. 102833162 
205. CR JONCAIRE Original 
ILE BIZARD QUEBEC 
H9C 2K2 
GENERAL FREIGHT. 
376973 ONTARIO LTD 039462989 
| 10 DANSK CRT UNIT8 Amend 


REXDALE, ONTARIO 
M9OW 5T8 
GENERAL FREIGHT. 


ONTARIO/QUEBEC, ONTARIO/USA BORDER 
CROSSINGS: 


J.P. NOONAN TRANSPORTATION 


INC. 102848624 
436 WEST ST BX400 Original 
WEST BRIDGEWATER MASS, USA 

| 02379 
GENERAL FREIGHT; TANK. 
RAM CONTRACT CARRIERS 

LIMITED 080308702 

| 153 LAIRD AVE Original 


ESSEX, ONTARIO 
N8&M 1S4 
GENERAL FREIGHT. 


TRUCK TRANSPORTATION ACT, 

| 1988 

LOI DE 1988 SUR LE 
CAMIONNAGE 


The following are applications for operating 
licences under the Truck Transportation Act, 1988, 
S.O. 1988, Chapter 64. These Applicants have 
been found to meet the fitness requirements pursu- 
ant to section 6 of that Act and the Registrar of 
Motor Vehicles proposes to issue the licences 
unless a person, within thirty days of this publica- 
tion, serves on the Applicant and files with the 
Registrar of Motor Vehicles with the prescribed fil- 
ing fee, a written request for a fitness hearing or a 
public interest test pursuant to subsection 7(4) of 
the Act. 
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The following applicants have applied for 
Authority to offer a transportation service as 


detailed below between (00000) POINTS IN 
ONTARIO: 


ASMUSSEN, PAUL, ROBERT 058015292 
L22 C5 BLAN/BLEN TP Original 
DRUMBO R2, ONTARIO 

NOJ 1G0 

GENERAL FREIGHT. 

BAILEY, ELDON, JOHN 069573547 
852 EDMOND ST Original 


HAWKESBURY, ONTARIO 

K6A 3E3 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


BECKER, LORNE, ROBERT 
L3'C13 HAY 

DASHWOOD R1, ONTARIO 
NOM 1NO 

GENERAL FREIGHT. 


050392620 
Original 


BOB CAMPBELL FUELS LIMITED 
L!] C4 TSP KINCARDINE BX 26 
KINCARDINE, ONTARIO 

N2Z 2Y6 

GENERAL FREIGHT, TANK. 


004149541 
Original 


038899286 
Original 


BOB REEVES TRUCK SERVICE LTD 
535 GLENGARRY CR 

FERGUS, ONTARIO 

N1M 2W7 

GENERAL FREIGHT. 


031343078 
Original 


CADOTTE, OSCAR, S 

L-P4 Cl CHATHAM GORE TP 
WALLACEBURG R3, ONTARIO 
N8A 4K9 

GENERAL FREIGHT. 


031372756 
Amend 


CANFIELD, GLEN, N 
L12 C6 MELLICK 
KENORA R1, ONTARIO 
PON 3W7 

GENERAL FREIGHT. 


023672716 
Original 


CARRINGTON, TERRANCE 
28 ATERNO DR 
HAMILTON, ONTARIO 
L9C 5S5 

GENERAL FREIGHT. 


050769267 
Original 


CHOMISKY, ROBERT, A 
L33 C4 

WHITBY R2, ONTARIO 
TINS RO 

GENERAL FREIGHT. 


012169841 
Original 


CHUTE CONSTRUCTION LIMITED 
99 JAMES AV 

BRANTFORD, ONTARIO 

N3S 6Y5 

BULK. 


5150 

CORRIGAN, BASIL 062453786 
L20 C10 MARA TP Amend 
ORILLIA R7, ONTARIO 

L3V 6H7 

GENERAL FREIGHT; TANK. 

CRAIG, JEFFREY, E 076791332 
15SA FORESTER CR Original 


NEPEAN, ONTARIO 

K2H 8Y1 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


023909969 
Original 


CUSHMAN, MICHAEL, A 
226 PRINCE ALBERT ST 
CENTRALIA, ONTARIO 
NOM 1K0 

SINGLE SOURCE; GENERAL FREIGHT; 
TANK. 


067814874 
Original 


DAHL, WARREN, S 

L19 C13 WGWILL BX1671 
BRADFORD, ONTARIO 
L323 

GENERAL FREIGHT. 


035505352 
Original 


DALESSANDRO, FILIPPO 
35 CORONATION CIR 
BRAMPTON, ONTARIO 
L6Z 4B1 

GENERAL FREIGHT. 


054845500 
Original 


DAWSON, WILLIAM, A 
1 POTTER DR 
BURFORD, ONTARIO 
NOE 1A0 

GENERAL FREIGHT. 


039423337 
Original 


DELEAVEY, EMERY, E 

103 SLINGER AVENUE 
STONEY CREEK, ONTARIO 
L8G 3X4 

GENERAL FREIGHT. 


DITNER, RICHARD, E 
91 SIMCOE ST 
EXETER, ONTARIO 
NOM 1S1 

SINGLE SOURCE; 
TANK. 


024041965 
Original 


GENERAL FREIGHT; 


DONALDSON, DONALD 
94 SPRUCE AV BX98 
CARDIFF, ONTARIO 
KOL 1MO 

BULK. 


047224999 
Amend 


DONOSO, MANUEL, A 

2871 RICHMOND RD AP907 
OTTAWA, ONTARIO 

K2B 8M5 

OWNER DRIVER, exempt from Public Interest 
Test; GENERAL FREIGHT. 


012481758 
Original 
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DUREPOS, YVON, L 

46 HWY-144 
CHELMSFORD, ONTARIO 
POM 1L0 

GENERAL FREIGHT. 


G & W JELLY TRUCKING INC 
L1 C2 HARRIS BX856 

NEW LISKEARD R3, ONTARIO 
POJ 1P0 

GENERAL FREIGHT. 


GPR CONSTRUCTION LTD 
341 HOPEWELL AVE 
TORONTO, ONTARIO 
M6E 2S1 

BULK. 


GERVAIS, IVAN, O 

399 LAKEVIEW DR BX201 
NORTH COBALT, ONTARIO 
POJ 1RO 

GENERAL FREIGHT. 


GODDING, LLOYD, DOUGLAS 
413 MARLIN PRIV 

OTTAWA, ONTARIO 

RiG 27 


024119797 
Original 


097298905 
Original 


092069068 
Original 


001218791 
Original 


089847044 © 
Original | 


OWNER DRIVER, exempt from Public Interest 


Test; GENERAL FREIGHT. 


GORTER, DOREEN, ISABEL 
32 MAIN ST 
HILLSBURGH, ONTARIO 
NOB 1Z0 


036030689 


Original | 


GENERAL FREIGHT; TANK; HOUSEHOLD | 
GOODS, provided that the licensee has a place or 
places of business only at: (75000) WELLINGTON 


CO: 


GRAHAM, IAN, ROY 

L13 C8 DARLINGTON TP HSE2502 
BOWMANVILLE, ONTARIO 

L1C 3K2 

GENERAL FREIGHT. 


GRECO, SALVATORE, G 
3057 HAROLD SHEARD 
MISSISSAUGA, ONTARIO 
LAT 1V4 

GENERAL FREIGHT. 


GROVER, RONALD, IVAN 
L7 Cl BLEN TWP 
PRINCETON R1, ONTARIO 
NOJ 1V0 

GENERAL FREIGHT. 


GUY, GRANT, LEROY/GUY, WATSON, 


JAMES 
L9 C12 RALEIGH 
MERLIN RS, ONTARIO 
NOP 1WO 
GENERAL FREIGHT. 


085811020 
Original 


059228793 
Original 


036088341 
Original | 


001355355 
Original 


| 


. 
| 


| 


_ 370 SHERWOOD AV 
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GUY, MELVIN, EARL 
L14 C13 RAL 

MERLIN R2, ONTARIO 
NOP 1WO 

GENERAL FREIGHT. 


039964479 
Original 


JAMIESON, G-KEVIN 066336038 
Original 

BELMONT, ONTARIO 

NOL 1B0 


SINGLE SOURCE; GENERAL FREIGHT. 


JOHN ZACK & SONS LTD 
L19 C6 MAIDSTONE TP 
ESSEX R3, ONTARIO 
N8M 2X7 

GENERAL FREIGHT. 


028704302 
Original 


032749304 
Amend 


L A JUNKIN TRUCKING LTD 

ot 7 FR -RGE SOMERVILLETP 
FENELON FALLS R1, ONTARIO 
KOM 1NO 

GENERAL FREIGHT. 


LEBLANC, J,J, ANDRE 

3000 NAVAN RD BX 201 
GLOUCESTER RR9, ONTARIO 
K1G 3N5 

GENERAL FREIGHT; TANK. 


069676180 
Original 


LINTON ROBINSON’S HAULAGE 
(ORILLIA) LTD 

19 GEORGE ST 

ORILLIA, ONTARIO 

| L3V 2V1 

_ GENERAL FREIGHT. 


029019068 
Amend 


052651328 
Original 


| MYERS, PAUL, E 

_ L20 C4 BLAN BLEN 

_ DRUMBO R2, ONTARIO 
NOJ 1G0 

GENERAL FREIGHT. 


| NAGRA, SUKHWINDERJIT, S 
39 DUTCH CRES 
BRAMPTON, ONTARIO 

_ LOY 3W6 

_ SINGLE SOURCE; GENERAL FREIGHT. 


093643253 
Original 


NEUFEGLISE, ELIZABETH 

L17 C1 CARADOC 

MOUNT BRYDGES R1, ONTARIO 
NOL 1W0 

| GENERAL FREIGHT. 


041093529 
Original 


NEVILLE, DONALD, S 

38 PAUL ST 

ST THOMAS, ONTARIO 
INSR 1T3 

GENERAL FREIGHT; TANK. 


033372997 
Original 


010211093 
Original 


NEWMAN, ROY, A 
12056 4th LINE RRS5 

_ BOLTON, ONTARIO 
D7E 5S1 

_ GENERAL FREIGHT. 
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052704086 
Original 


NOLAN, MICHAEL, L 

199 UPPER CANADA DR APT229 
WILLOWDALE, ONTARIO 

M2P 1T2 

GENERAL FREIGHT. 


NUXOLL, WALTER, W 

LA C1 DUNN 

DUNNVILLE R9, ONTARIO 
N1A 2W8 

GENERAL FREIGHT. 


029553204 
Original 


O’NEILL, STEPHEN, E 

231 ALGONQUIN DR 
HURON PARK, ONTARIO 
NOM 1Y0 

GENERAL FREIGHT. 


067313324 
Original 


O’ROURKE, JAMES, MARTIN 

320 DARLINGTON CRESC 
NEWMARKET (YORK), ONTARIO 
L3Y 6N4 

GENERAL FREIGHT. 


033449410 
Original 


OSWEGO RENTALS & ENTERPRISES 
LTD 

L16 C2 CANBORO 

CANFIELD R2, ONTARIO 

NOA 1C0 

GENERAL FREIGHT. 


033457145 
Original 


PACHECO, MICHAEL, L 
46 CORONATION CIR 
BRAMPTON, ONTARIO 
L6Z 2N7 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee has a place or places of 
business only at: (21101) BRAMPTON C. 


014161691 
Original 


048975191 
Amend 


PEDERSEN, KAJ, B 

BOX1291 PT L34 C7 UXBRIDGE TP 
UXBRIDGE R3, ONTARIO 

LOC 1K0 

GENERAL FREIGHT. 


033533460 
Amend 


PEGG, JAMES, DAWAYN 

L8 HWY-48 BX247 

MOUNT ALBERT, ONTARIO 
LOG 1MO 

GENERAL FREIGHT. 


041267208 
Original 


PEREIRA, FULGENCIO, B 

125 WELLINGTON ST N AP514 
HAMILTON, ONTARIO 

L8R 3J4 

BULK. 


010387467 
Amend 


PERRY, RONALD, LESTER 
2 PEDEN BLVD 
BROCKVILLE, ONTARIO 
K6V 3J9 

GENERAL FREIGHT. 
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RAMALHO, EDWARD, M 
296 TULIP CRES 
ORLEANS, ONTARIO 
K1E 2Bl 


045264584 
Original 


OWNER DRIVER, exempt from Public Interest 


Test, GENERAL FREIGHT. 


RHODY, FREDERICK, E 
L26 C7 BRANT 
ELMWOOD R1, ONTARIO 
NOG 1S0 

GENERAL FREIGHT. 


SAMUELS, HERALDO, E 


3765 SHEPPARD AVE E AP125 
SCARBOROUGH, ONTARIO 


MIT 3R7 
GENERAL FREIGHT. 


SGOVIO, ANGELO 

105 ELMWOOD RD AP5 
OAKVILLE, ONTARIO 
L6K 3A2 

BULK. 


SHAW, RONALD, D 

L21 C2 KING TWP 

KING CITY R3, ONTARIO 
LOG 1K0O 

GENERAL FREIGHT. 


SHIRE, DONAVON, C 
2216 FIELDVIEW DR 
CAVAN R2, ONTARIO 
LOA 1C0 

GENERAL FREIGHT. 


SID WILES HAULAGE LTD 
4 ORMA DR 

ORILLIA, ONTARIO 

L3V 4J8 

GENERAL FREIGHT. 


SKIPPER, JOHN, DOUGLAS 
LCs TILBURYTE 
MERLIN R6, ONTARIO 
NOP 1W0 

GENERAL FREIGHT. 


SOL’S DELIVERY SERVICE LTD 


689 WARDEN AV UN2 


029874061 
Original 


060899592 
Original 


037815116 
Original 


060993408 
Original 


006955301 
Original 


086531007 
Amend 


010854596 
Amend 


049516814 
Amend 


SCARBOROUGH, ONTARIO 

MIL 327 

GENERAL FREIGHT; HOUSEHOLD GOODS, 
provided that the licensee has a place or places of 
business only at: (01000) METROPOLITAN 
TORONTO R. 


SPEERS LIVESTOCK LIMITED 
L21 W/H C4 CALEDON TP 
CALEDON R1, ONTARIO 
LON 1C0 

GENERAL FREIGHT. 


087617949 
Original 


STANLEY, OWEN 

47 ROUSE AV 
CAMBRIDGE, ONTARIO 
N1R 4M6 

GENERAL FREIGHT. 


STITT, JOEL, S 

1275 ALDRIDGE CR 
BURLINGTON, ONTARIO 
L7M 1C5 

GENERAL FREIGHT. 


SULLIVAN, KENNETH, H 
70 STOKES CRES 
KANATA, ONTARIO 
K2L 2Z4 

TANK. 


SURTEES, ARNOLD, S 

L21 C13 WATT TP 
UTTERSON R1, ONTARIO 
POB 1M0 

GENERAL FREIGHT. 


010941618 
Original 


049589370 
Original 


018731382 
Original 


068603964 
Original 


T.A. STEWART & SON CONTRACTING 


LIMITED 
251 MCNABB STREET BX522 
SOUTHAMPTON, ONTARIO 
NOH 2L0 
GENERAL FREIGHT. 


THOMPSON, ROBERT, G 
1215 KINGSTON AVE 
OTTAWA, ONTARIO 
K1Z 8K7 


097758059 
Original 


061285162 
Original 


SINGLE SOURCE; GENERAL FREIGHT. 


TONY AHERNE ENTERPRISES INC 


893 COSBURN AVE 
TORONTO, ONTARIO 
M4C 2W5 

GENERAL FREIGHT. 


VANCE, LORNE, KEITH 
NPTL17 C3 SARAWAK TP 
OWEN SOUND R2, ONTARIO 
N4K 5N4 

GENERAL FREIGHT. 


VANDERPOL, A-ROSS 

34 BARRETT CR 

BARRIE, ONTARIO 

LAN 5C8 

GENERAL FREIGHT; TANK. 


W.E.C. HAULAGE INC. 

223 DEAN PARK ROAD 
SCARBOROUGH, ONTARIO 
M1B 3L8 

GENERAL FREIGHT. 


WALKER, PAUL, K 

L226? BAST EUTHER TP 
GRAND VALLEY R3, ONTARIO 
LON 1G0 

GENERAL FREIGHT. 


076822085 
Original 


011192152 
Amend 


042083884 — 
Original © 


102568269 © 
Original © 


022849669 © 
Original ° 
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WALTON, GORDON 

L10 C3 TOWN OF HALD 
CAYUGA R11, ONTARIO 
NOA 1E0 

GENERAL FREIGHT. 


WARD, WARREN, E 

L12 C4 E CALEDON 

CALEDON EAST R2, ONTARIO 
LON 1E0 

GENERAL FREIGHT. 


WATERS, J-REYNOLD 
2145 MILLWAY GATE 

_ MISSISSAUGA, ONTARIO 
LSL 1R2 

_ GENERAL FREIGHT. 


_ WEATHERALL, J-DALE 
| L38 C6 NOTT TP BX2068 
~ COLLINGWOOD, ONTARIO 


mLOY 321 


| GENERAL FREIGHT. 


WEAVER, CLINTON, U 
i111 C9 OPS TP 

~ REABORO, ONTARIO 
KOL 2X0 

GENERAL FREIGHT. 


WEIR, MICHAEL, E 
| 6 JARDINE CR BX416 
| CREEMORE, ONTARIO 
LOM 1G0 
| GENERAL FREIGHT. 


| WELLS, NORMAN, KENNETH 
, L34 CS NOTTAWASAGA TP 

_ STAYNER R4, ONTARIO 
LOM 1S0 

GENERAL FREIGHT. 


WESTCOTT, S-GEORGE 
_ 326 KING ST BX162 
~PORCUPINE, ONTARIO 
PON 1C0 

GENERAL FREIGHT. 


WEVER, CHRISTOPHER, I 
| 110 GRISELDA CR 

_ BRAMPTON, ONTARIO 

_ L6S 1M3 


019001278 
Original 


034450941 
Original 


022877748 
Original 


030611608 
Original 


057639390 
Original 


065372297 
Original 


068265798 
Original 


077510690 
Original 


030640733 
Original 





OWNER DRIVER, exempt from Public Interest 
west; GENERAL FREIGHT; HOUSEHOLD 
GOODS, provided that the licensee has a place or 
_places of business only at: (21101) BRAMPTON 
.. 


011396462 
Original 


WILSON, PETER, N 

L29 C14 SMITH TP 
_LAKEFIELD R3, ONTARIO 
KOL 2HO 

BULK. 


WILSON, WINSTON, B 
7707 DARCEL AV AP24 
MISSISSAUGA, ONTARIO 
LAT 3W9 

GENERAL FREIGHT. 


WONNACOTT CONSTRUCTION 
LTD 

584 CRUMLIN SIDEROAD 

LONDON, ONTARIO 

NSV 1S1 

GENERAL FREIGHT. 


WOOD, GERALD, C 

L4 C10 FENELON 
DUNSFORD R2, ONTARIO 
KOM 1L0 

GENERAL FREIGHT. 


WOOD, JAMES, E 

153 CENTRAL PK N 
OSHAWA, ONTARIO 
L1G SY6 

GENERAL FREIGHT. 


WOODS, ROBERT, STEWART 
96 PINE ST W 

NEW LISKEARD, ONTARIO 
POJ 1P0 

GENERAL FREIGHT. 


WOOLLEY, DALE, H 

L20 C10 SW OXFORD TP 
BROWNSVILLE R1, ONTARIO 
NOL 1C0 

GENERAL FREIGHT. 


YUNGBLUT, DOUGLAS, G 

L14 C6 WALLACE TP 
GOWANSTOWN RI, ONTARIO 
NOG 1Y0 

GENERAL FREIGHT. 


526383 ONTARIO LIMITED 
1048 TOY AVE STE-102 
PICKERING, ONTARIO 
L1W 3P1 

GENERAL FREIGHT. 


635216 ONTARIO LTD 
L2 C2 CLARENCE 


ah Be) 


065453884 
Original 


034585534 
Amend 


046169437 
Original 


076040850 
Original 


050039098 
Amend 


011431179 
Original 


015327933 
Original 


067999145 
Original 


079758630 
Original 


ST PASCHAL DE BAYLON, ONTARIO 


KOA 3NO0 
BULK. 


754644 ONTARIO LTD 

1928 EAGLE ST 
CAMBRIDGE, ONTARIO 
N3H 4R7 

GENERAL FREIGHT; TANK. 


894558 ONTARIO INC. 

L26.G 7; PUSLINCH TWP 
PUSLINCH RR3, ONTARIO 
NOB 2JO0 

GENERAL FREIGHT. 


096490876 
Original 


102699073 
Original 
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899100 ONTARIO INC 102285337 
LOTS1-32 BLK4 N35 ZEALAND TWP Original 
WABIGOON, ONTARIO 
POV 2W0 
GENERAL FREIGHT. 
Michael T. Curtin, 
Manager. 


MOTOR VEHICLE TRANSPORT 
ACT, 1987 


PUBLIC VEHICLES ACT 
BUS APPLICATIONS: 


The following applications for an operating 
licence under Part I of the Motor Vehicle Trans- 
port Act, 1987, S.C. 1987, Chapter 35, or the Pub- 
lic Vehicles Act R.S.O. 1980, Chapter 425 is pub- 
lished pursuant to Section 8, R.R.O. 1980, 
Regulation 716 under the Ontario Highway Trans- 
port Board Act, R.S.O. 1980, Chapter 338. Section 
8 provides that the Board may dispose of this 
application summarily if no objection is served and 
filed in the prescribed manner within twenty-nine 
days of this publication. 


MOTOR VEHICLE TRANSPORT ACT, . 1987, 
PART I APPLICATION: 

Clyde’s Charter Bus Service, Inc. 44376 
(o/a GUNTHER’S CHARTERS) 

7474 Shipley Avenue 

Hanover, Maryland 

U.S.A. 21076 


applies for an extra-provincial operating licence, as 
follows: 


“For the transportation of passengers on a char- 
tered trip from points in the United States of 
America from the Ontario/U.S.A. border cross- 
ings: 
(a) to-points in Ontario and return with the 
same passengers on the same chartered 
trip to point of origin; 


(b) between the Ontario/Manitoba, Ontario/ 
Quebec, Ontario/U.S.A. border crossings 
in transit through the Province of 
Ontario.” 

Crystal Coast Tours, Inc. 44375 
1010 Spring Garden Road 

New Bern, North Carolina 

U.S.A. 28562 


applies for an extra-provincial operating licence, as 
follows: 


“For the transportation of passengers on a char- 
tered trip from points in the United States of 
America from the Ontario/U.S.A border crossings 
to points in the Province of Ontario and the return 
of the same passengers on the same chartered trip 
to point of origin.” 
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Autobus R. Pouliot Inc. 44336 
150 Place Riviere 
Waterville, Quebec 


JOB 3HO 


applies for an extra-provincial operating licence, as 
follows: 


‘For the transportation of passengers on a char- 
tered trip from points in the Province of Quebec 
from the Ontario/Quebec border to points in 
Ontario and return on the same chartered trip with 
the same passengers to point of origin.”’ 
Saskatchewan Transportation Company 44373 
2041 Hamilton Street 

Regina, Saskatchewan 

S4P 2E2 


applies for an extra-provincial operating licence, as 
follows: 


“For the transportation of passengers on a char- 
tered trip from points in the Province of Saskatche- 
wan from the Ontario/Manitoba border crossings to 
points in Ontario and return of the same passen- 
gers on the same chartered trip to point of origin.” 


778543 Ontario Inc. 43494-G 
(o/a SURPRENANT SERVICE D’AUTOBUS) 

18 Cécile Street 

P.O. Box 1073 

Embrun, Ontario 

KOA 1WO 


applies for an extra-provincial operating licence, as 
follows: 


“For the transportation of passengers on a char- 
tered trip from points in the Police Village of 
Embrun to the Ontario/Quebec border for further- 
ance and from such points on the same chartered 
trip and the return of same passengers to point of 
origin.” 


43494-J 


also applies for an extension to extra-provincial 
operating licence X-1397, as follows: 


“For the transportation of passengers who are stu- 
dents, staff and chaperones under the jurisdictin of 
the Prescott-Russell County Roman Catholic Sepa- 
rate School Board on a chartered trip from points 
in the County of Russell to the Ontario/Quebec 
border for furtherance and from such points on the 
same chartered trip and the return of same passen- 
gers to point of origin. 


PROVIDED that: 


1. chartered trips be restricted to school 
purposes only and only for schools under 
the jurisdiction of the aforesaid School — 
Board; | 


2. such chartered trup authority shall termi- | 


nate automatically on the 31st day of | 
December of any year if on that date a ° 
valid contract for home/school route ser- 
vice is not in effect with the said School | 
Board; | 


3. the licensee be restricted to the use of 
school buses as defined in Section 151 (c) 
of the Highway Traffic Act, R.S.O. 
1980, Chapter 198.” 


PUBLIC VEHICLES ACT 


BUS APPLICATION: 


The following applications for an operating 
licence under the Public Vehicles Act R.S.O. 1980, 
Chapter 425 is published pursuant to Section 8, 
R.R.O. 1980, Regulation 716 under the Ontario 
Highway Transport Board Act, R.S.O. 1980, 
Chapter 338. Section 8 provides that the Board 
may dispose of this application summarily if no 
objection is served and filed in the prescribed man- 
ner within twenty-nine days of this publication. 


PUBLIC VEHICLES ACT APPLICATION: 


Minaki Lodge Resort Four Season Hotel 
1165 Leslie Street 

Tornoto, Ontario 

M3C 2K8 


applies for a public vehicle operating licence, as 
follows: 


44370 


“For the transportation of passengers on a char- 
|tered trip to and from Minaki Lodge Resort 
located in the Local Service Board of Minaki in 
the District of Kenora. 


PROVIDED that the licensee be restricted to two 
(2) Class ““D’”’ public vehicles as defined in para- 
graph (a) (iv) of subsection 1 of section 9 of Regu- 
lation 888 uner the Public Vehicles Act, R.S.O. 
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ay 


1980, chapter 425 with a maximum seating capacity 
of nine (9) passengers exclusive of the driver.”’ 


TARIFF OF TOLLS: 
Flat Rate - $10.00 per person 


772314 Ontario Inc. 

(o/a Sookram Bus Lines) 
149 Charlebois Street 
Azilda, Ontario 

POM 1BO0 


applies for an extension to public vehicle operating 
licence PV-2411, as follows: 


Delete: 


“For the carriage of passengers between Onaping 
Falls and the City of Sudbury via King’s Highway 
No. 144. 


PROVIDED that charter trips from the City of 
Sudbury be prohibited.” 


44368 


Substitute: 


‘For the carriage of passengers between Onaping 
Falls and the City of Sudbury via King’s Highway 
No. 144 and Regional Road 35.” 


Explanatory Note: 


Not to form part of the licence. Highway 144 
from the Municipal Boundaries of the City of Sud- 
bury to Regional Road 15 has been changed to the 
designation of Regional Road 35. Highway 144 
now turns south at Regional Road 15 and proceeds 
south until it intersects with Highway 17 and is 
sometimes referred to as the North-West Bypass.”’ 


TARIFF OF TOLLS: 
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778543 Ontario Inc. 43494-H 
(o/a SURPRENANT SERVICE D’AUTOBUS) 

18 Cécile Street 

P.O. Box 1073 

Embrun, Ontario 

KOA 1WO 


applies for a public vehicle operating licence, as 
follows: 


“For the transportation of passengers on a char- 
tered trip from points in the Police Village of 
Embrun.”’ 







TARIFF OF TOLLS: 
.91¢ km 
$11.50 waiting time 
Minimum: $50.00 


43494-K 


also applies for an extension to public vehicle oper- 
ating licence PV-3948, as follows: 


“For the transportation of passengers who are stu- 
| dents, staff or chaperones under the jurisdiction of 

| the Prescott-Russell County Roman Catholic Sepa- 
rate School Board on chartered trips from points in 
| the County of Prescott-Russell. 


PROVIDED that: 


1. chartered trips be restricted to school 
purposes only and only for schools under 
the jurisdiction of the aforesaid School 
Board; 


2. such chartered trip authority shall termi- 
nate automatically on the 31st day of 
December of any year if on that date a 
valid contract for home/school route ser- 
vice is not in effect with the said School 
Board; 


3. each chartered trip must be authorized in 
writing by the School Board or schools 
involved in the charter trip; 





4. that the licensee be restricted to the use 
of school buses as defined in Section 
151(c) of the Highway Traffic Act, 
R.S.O. 1980, Chapter 198.” 


TARIFF OF TOLLS: 


.91¢ km 
_ $11.50 waiting time 
Minimum: $55.00 
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LOI DE 1987 SUR LES 
TRANSPORT ROUTIERS 


LOI SUR LES VEHICULES DE 
TRANSPORT EN COMMUN 


DEMANDES D’EXPLOITATION D’UN 
AUTOBUS : 


Le demande suivante des licences d’exploitation 
ont été présentées en vertu de la partie 1 de la Loi 
de 1987 sur les transports routiers, L.C. de 1987, 
chapitre 35 ou de la Loi sur les véhicules de trans- 
port en commun, L.R.O. de 1980, chapitre 425 et 
sont publiées en vertu de l’article 8, R.R.O. de 
1980, réglement 716 pris en application de la Loi 
sur la Commission des transports routiers de |’On- 
tario, L.R.O. de 1980, chapitre 338. L’article 8 sti- 
pule que la Commission peut traiter ces demandes 
sans autre forme de procs si aucune objection n’est 
soulevée et déposée de la maniére prescrite dans 
les vingt-neuf jours suivant la présente publication. 


DEMANDE PRESENTEE EN VERTU DE LA 
PARTIE I DE LA LOI DE 1987 SUR LES TRANS- 
PORTS ROUTIERS : 
Crystal Coast Tours, Inc. 44375 
1010 Spring Garden Road 

New Bern, North Carolina 

U.S.A. 28562 


présente une demande de licence d’exploitation 
extra-provinciale aux fins suivant : 


“Pour le transport nolisé de passagers aller-retour 
4 partir de divers lieux situés dans les étata unis a 
partir de la frontiére Ontario/E.-U. a divers lieux 
situés dans Ontario et pour le transport entre les- 
dits et le point de depart.” 
Clyde’s Charter Bus Service, Inc. 44376 
(o/a GUNTHER’S CHARTERS) 

7474 Shipley Avenue 

Hanover, Maryland 

U.S.A. 21076 


présente une demande de licence d’exploitation 
extra-provinciale aux fins suivants : 


“Pour le transport nolisé de passagers aller-retour 
4 partir de divers lieux situés dans le états-unis a 
partir de la frontiére Ontario/E.-U. 


(a) a divers lieux situés dans Ontario; 


(b) entre les frontiéres Ontario/E.U., Onta- 
rio/Manitoba, Ontario/Quebec en transit 
A travers la province d’Ontario 


et pour le transport entre lesdits et le point de 
depart.”’ 

Autobus R. Pouliot Inc. 44336 
150 Place Riviere 

Waterville, Quebec 

JOB 3HO 
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présente une demande de licence d’exploitation 
d’extra-provinciale aux fins suivants : 


‘Pour le transport nolisé de passagers aller-retour 
a partir de divers lieux situés dans le Province de 
Québec a partir de la frontiére Ontario/Québec a 
divers lieux situés dans Ontario et pour le trans- 
port entre lesdits lieux et le point de départ.”’ 


Saskatchewan Transportation Company 44373 
2041 Hamilton Street 
Regina, Saskatchewan 


S4P 2E2 


présente une demande de licence d’exploitation 
extra-provinciale aux fins suivants : 


‘Pour le transport nolisé de passagers aller-retour 
a partir de divers lieux situés dans le Province of 
Saskatchewan a partir de la frontiére Onta- 
rio/Manitoba a divers lieux situé dans Ontario et 
pour le transport entre lesdits et le point de 
depart.”’ 


778543 Ontario Inc. 43494-G 
(o/a SURPRENANT SERVICE D’AUTOBUS) 

18 Cécile Street 

P.O. Box 1073 

Embrun, Ontario 

KOA 1W0O 


présent une demande de permis d’exploitation 
extra-provinciale aux fins suivants : 


‘Pour le transport nolisé aller-retour de passagers 
a partir de divers lieux siuté dans le Village Par- 
tiellement automome de Embrun a partir de la 
frontiére Ontario/Québec pour l’avancement et 
pour le transport entre lesdits et le point de 
depart.” 


43494-J 


présent une demande d’extension de permis d’ex- 
ploitation extra-provinciale X-1397 aux fins 
suivants : 


“Pour le transport nolisé de passagers et de per- 
sonnel et chaperons relevant aller-retour de la juri- 
diction de la Commission Scolaire Séparée Catholi- 
ques du Presoctt-Russell a partir de divers lieux 
situés dans the County of Prescott-Russell a la 
frontiére Ontario/Quebec pour l’avancement et 
pour le transport entre lesdits et le point de 
depart. 


Sour réserve : 


1. Les voyages nolisé ne soient effectués 
qu’a des fins scolaires pour les écoles 
relevant de la juridiction desdit conseil 
scolaire; 


2. L’autorisation conférée pour ces voyages 
nolisés prenne fin le 31° jour de décem- 
bre de l’année si a cetté date, aucun con- 
tract valide pour le transport entre le 
domicile et l’école n’a etta signé pas les- 
dit conseil scolaire; 
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3. Chaque véhicule peut étré un autobus 
scolaire au sens de code de la route de 
1980, chapitre 198, l’articule 151(c).” 


LO! SUR LES VEHICULE DE 
TRANSPORT EN COMMUN 
DEMANDE D’EXPLOITATION D’UN AUTOBUS : 


Le demande suivantes de permis d’exploitation 
ont été présentées en vertu de la Loi sur le véhi- 
cule de transport en commun, L.R.O. de 1980, 
chapitre 425 et est publiées en vertu de l’article 8, 
R.R.O. de 1980, réglement 716 pris en application 
de la Loi sur la Commission des transports routiers 
de l'Ontario, L.R.O. de 1980, chapitre 338. L’arti- 
cle 8 stipule que la Commission peut traiter ce 
demande sans autre forme de proces si aucune 
objection n’est soulevée et déposée de la maniére 
prescrite dans les vingt-neuf jours suivant la pré- 
sente publication. 

Minaki Lodge Resort Four Season Hotel 44370 
1165 Leslie Street 

Tornoto, Ontario 

M3C 2K8 


présent une demande de permis d’exploitation d’un 
véhicule de transport en commun aux _ fins 
suivants : 


‘Pour le transport nolisé de passagers a ou a partir 
de Minaki Lodge Resort situé dans réglie locale de 
services publics de Minaki dans le District de 
Kenora. 


Sous reserve que le titulaire ne soit autorisé de 
conduire plus que deux véhicule de transport en 
commun de catégorie ‘‘D” tels que définis a l’ali- 
néa a) iv) du paragraphe 1, article 9 de réglement 
888 pris en application de la loi sur les véhicules 
de transport en commun, L.R.O. de 1980, chaptire 
425 et pouvant transporter au plus 9 passagers 
assis, en sus de conducteur. 


TARIF : 


Taux uniforme - 10,00 $ chaque personne 
772314 Ontario Inc. 44368 | 
(o/a Sookram Bus Lines) 

149 Charlebois Street 

Azilda, Ontario 

POM 1B0 


présent une demande d’exploitation de véhicule de 
transport en commun PV-2411 aux fins suivants : 


Supprimer : 


“Pour le transport de passagers entre Onaping Fall 
et le cité de Sudbury via King’s Highway No. 144. 


Soux réserve que le vovages nolisé a partir de le 
cité de Sudbury soient interdit.” : 


Et Remplacer Par: 


“Pour le transport de passagers entre Onaping | 
Falls et le cité de Sudbury via King’s Highway No. 
144 and Regional Road 35.” | 
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Road 15 et produit jus’que a carrefour Highway 17 


“Ne forme pas une partie de cette permis. High- ith hci ahaha teat da 


way 144 a partir de limite municipal de le cité de 
Sudbury a rue Regionale 15 a changé a Regional 


Road /35. Highway 144 détourner sud a Regional TJARIF: 

? VRE $ ‘fi ra Rigi ' i) oo? ' 
\ Sokal > 3 ? 

en 7 = : eit 2b) Pre ge ee Pit gg ee Cee 
¢ BORER CR TOLLS eer 
TIS RS gta sT Nesta 2a ¢ POD URC ara er ecme ; 
ef c PE SP Re ese Seer ewee ser Vows 
6 Gree fi eteresk trig? SUPE ty C8 Ue Sa) 
mye Ce YF aay Oh es rote 

mir OC G J 4 

Bey es ek ee a eRe year or pes 

Be ce DTRISE BERR Cee OSU EN NEP if 

BP et. Fe CE OLERZTES 








Bece Leveck ene 
Betrs (fttetwet ¢e-e Alreccv an effect Ses eo Re 






















CHELMSFORD 















|SPECIAL FARES 


Children under 5 years ~ free 
Children between 6 to 12 - half fare 














ii he 


Ten Ride Passes: 


Fron 





Azilea 





* Dowling 
- Levack 


Chelmsford 











- .. Gost to Sudbury 
~ $15.00 
sie kT OO 
%e Se 
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778543 Ontario Inc. 43494-H 
(o/a SURPRENANT SERVICE D’AUTOBUS) 

18 Cécile Street 

P.O. Box 1073 

Embrun, Ontario 

KOA 1W0O 


présent une demande de permis d’exploitation d’un 
véhicule de transport en commun aux fins 
suivants : 


“Pour le transport nolisé de passagers a partir de 
divers lieux situé dans le Village Partiellement 
autonome de Embrun.”’ 
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Sous Réserve : 


1. les voyages nolisé ne soient effectués 
qu’a des fins scolaires pas les écoles rele- 
vant de la juridiction desdits conseil sco- 
laire; 


2. Vautorisation conférée pour ces voyages 
nolisés prenne fin le 31° jour de décem- 
bre de l’année a cette date, aucun con- 
trat valide pour le transport entre le 
domicile et I’école n’a etta signé pas les- 
dit conseil scolaire; 


3. chaque voyage nolisé ait été autroisé par 


TARIF : : ee 
écrit par les écoles et le commission sco- 
-91¢ km laire concerné; 
11,50 $ ’heur d’attends 
Prix moyen: 50$ 4. chaque véhicule peut étré un autobus 


scolaire au sens de code de la route de 


43494-K 1980, chapitre 198, l’articule 151(c).” 
présent une demande d’extension du permis d’ex- - TARIF: 
ploitation de véhicule de transport en commun PV- 
3948 aux fins suivants: 1¢ km 


11,50 $ ’heur d’attends 


‘Pour le transport nolisé de passagers et de per- Prix moyen: 55$ 


sonnel et chaperons relevant de la juridiction de la 
Commission Scolaire Séparée Catholiques du 
Prescott-Russell. 


Felix D’Mello, 
Secretary of the Board. 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


| 
Certificates of Incorporation/Certificats de constitution 
Notice Is HEREBY GIVEN that a certificate of incorporation under the Business Corporations Act, 
1982 has been endorsed: : 
| 








Name of Corporation Cee apie ae Registered Office | 

A & L CARIBBEAN FOOD MART CO. INC. 905931 July 26,1990 Scarborough 
A AND S MOBILE SERVICE AND REPAIR } 

LIT DL coccemeand tu cncnctodecnceentngreis temtemerneth ered: 899364 July 12, 1990 Sutton West | 
A.J. CHANDLER & ASSOCIATES LTD. ....... 906230 July 27, 1990 Willowdale ) 
A.O CC ACOMPAN YD UDF scccanese nce reese 906759 Aug. 1, 1990 Toronto | 
ABM MACHINE FABRICATIONS INC. ........ 900962. July 31,1990 Kitchener | 
ABUMA MANUFACTURING LIMITED ....... 895798 Aug. 1, 1990 Mount Brydges : 
ACGER TRAVELING. cic ee Soe ae 906349 July 30,1990 Toronto 
ACCUMAGH. CORD rniemnrmcenninrerrunenrn er 900052 July 26,1990 Cambridge 
ACE PRODUCTIVITY IMPROVERS INC ..... 905982 July 27,1990 Mississauga 
ACROSS CANADA FINANCIAL 

RESOURCES 2) te einer cy een ere 906666 July 31,1990 Toronto 
ACTIVATE CORP 3 28 ec iess cine erenee ac ee aenges 898603 July 30,1990 Gloucester 
ACUITY INVESTMENT MANAGEMENT 

LNG eer Sane ih te cer eet cane 905674 July 24,1990 Toronto 
ADVANTAGE AUTO BROKERAGE LTD. ... 905892 July 26,1990 Toronto 
AEGIS INTERNATIONAL PLACEMENT 

SER VIGESANG:. } exci. ise ae eee. eas 905710 July 25,1990 ‘Toronto | 
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: Ontario Date of 
Name of Corporation Corp. No. _Tcorporation Registered Office 
AFFINITRON BIOSCIENCE 
Bea OR A DIR DEEL IN Cit aco rsd eth ties 1h by 905897 July 26,1990 Scarborough 
Bet ECE FOODS INGi icra dganermnecntetee 905603 July 24,1990 Toronto 
meoni—-TECH INDUSTRIES: INC, ....0inieccc: Bo 906320 July 30,1990 Oakville 
'ALEKSANDAR Z. RADOJCIC SERVICES 
| eh ORR RS a Sela xe ates Sear Oe, 906706 Aug. 1, 1990 Toronto 
ALFA MANAGEMENT GROUP INC. ........... 905602 July 24,1990 Thornhill 
ALL-LOADS TRANSPORTATION INC. ....... 903521 July 18,1990 Cambridge 
ALWAYS SAVINGS TRAVEL LIMITED ....... 895044 July 20,1990 Niagara Falls 
POA UDRENTERPRISESTING: Gites tars lon kde: 905642 July 24,1990 Toronto 
SERED HOLDINGS ING. Sh.ccntilenciee 900044 July 25,1990 Brantford 
APEX INTERNATIONAL SALES LTD. ........ 906756 Aug. 1, 1990 = Thornhill 
ARACAN COMPUTER SYSTEMS CENTRE 
SNCS", MRRP hiiee: ot Sw atta CL et 895762 July 25,1990 London 
, ARCOMM MARKETING SERVICES INC. ..... 905958 July 27,1990 Markham 
ARCTIC VINYL & ALUMINUM INC. ........... 906252 July 30,1990 Caledon East 
ART IN GOLD J & A JEWELLERY 
MANUFAGTURING LEDE ..2%0 sete b ae 900217, = July 30,1990 Sudbury 
_ART WARNER CONTRACTING LTD. ......... 905679 July 24,1990 Lynden 
mB SHTON ENGINEERING INC. .............0.0000 898615 July 31,1990 Ottawa 
ASIAN ELECTRONICS (CANADA) LIMITED = 905962—Ss July)=—s- 27, 1990 ~— Richmond Hill 
/ATCO PROPERTY MANAGEMENT 
Pe VICES INGAie Aime heii Bybee ea 905901 July 26,1990 Woodbridge 
mo 11/TACT COMPANY LIMITED .................. 905839 July 26,1990 Markham 
| AU FILET MIGNON EUROPEAN CUISINE 
UMD CET eee tees ve Mees oes 3 renee he ho seas 903525 July 18,1990 Oakville 
AUBREY LESLIE APPLIANCE SERVICE 
PPEVLL 1D @ Se eee ia ene en A cum Gas 905794 July 31,1990 Aurora 
mee RORA- LIGHTING INGA tiacccteaters 1.28 905947, = July) = 27,1990 Aurora 
me tO WATTESSOUND LTD ©... ae 905979 July 27,1990 Toronto 
Be NUN Cir OR ai AA oct vans eG ee 906733 Aug. 1, 1990 Toronto 
Be PAG LA XI 51) Sit een voritic RER 905877. =July 26,1990 Toronto 
B & M BUILDERS & INDUSTRIAL 
BARD WARTS DD) 92 Gideerotes. .0. BR aave oes 905917. = =July 26,1990 Woodbridge 
mee dc Le TOOL & DIE LIMITED ....285.4..5..205 905689 July 24,1990 Weston 
B. SPREE INISHING INGE ai Sc ei cee 905948 July 27,1990 Holland Landing 
'B. M. Z. IMPORT & EXPORT CO. INC. ....... 906328 July 30,1990 Mississauga 
oe, LANGLEY PLUMBING LID. iei.ccc.0c8 906313 July 30,1990 Brooklin 
BABY BOOM CONNECTION INC. .............. 906360 July 30,1990 Scarborough 
mee NE RHAUSAVEIT LED?) chee ees ie 905868 July 26,1990 Toronto 
BAGGIO SHOE FASHIONS LID. ................ 905919 July 26,1990 Maple 
BASIC TECHNOLOGIES CORPORATION ..... 905910 = July) = 26, 1990 Welland 
BATHURST-BECKWITH (NORTHERN & 
’ EASTERN) HOTEL DEVELOPMENT 
Pero R PORATION GS cc Tie ois 905660 July 24,1990 Perth 
BBD INVESTMENT PROPERTIES INC. ....... 905845 July 26,1990 Toronto 
meee PAGETTE*CORPORATION? 2 ishici cece. 906392 July 31,1990 Don Mills 
es AT TING eee eer he chev ae sete oad ale ities sn deed 906245 July 27,1990 Port Elgin 
mol OF LOC, PRODUCTIONS INC» ..:...23 906651 July 31,1990 Toronto 
BESTEAM GARMENT (CANADA) LIMITED 897440 July 30,1990 Thunder Bay 
BICSHOP PROPERTIES 11D: day corte 906209 July 27,1990 Toronto 
BID TIME SRE DUR LIMIG ED ty. th ico.aht 895771 July 26,1990 London 
fee ECECTRIGLIMITED te... ieccct este ste 900221 July 31, 1990 Iroquois Falls 
BIG KIDS EIT SEES IDS FING isis ctelite ss ssahees 906329 = =July 30,1990 Thornhill 
meee Ss CHUTE SERVICRIET DS «. iateds. 2328S 905866 July 26,1990 Scarborough 
BIRCHWOOD VILLAGE (MEAFORD) LTD. 906305 July 30,1990 Collingwood 
BIZ-NIX SORTABLE ING y pba iiss eb a02' 895767 July 26,1990 London 
Re TRUCKING INGE Sp stetteacsiestis ste teesechons 905930 =July 26,1990 Toronto 
BLAZER BROS. VENTURE GROUP LTD. ... 906303 July 30,1990 Toronto 
BODEGA GOURMET CATERING SERVICES 
BO EL 5,445.4 AUR Boe Sy ks wins ond Ae oe oo ec 906400 July 31,1990 Toronto 
BORYSKO BROS LANDSCAPING INC ........ 903519 July 18,1990 Oakville 
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Name of Corporation 


Ontario 
Corp. No. 


Registered Office 


ee ET 


BRAMPTON VILLAGE CONVENIENCE & 
DELI Inquest Ph I 
BRAND INDUSTRIAL SERVICES OF 
ONTARIO INC. 
BRECKENRIDGE INSTALLATIONS INC. .... 
BROADWAY CLEANERS INC. ......0c:c0cceee 
BROKER TRANSPORT. BID: Me... HL ee 
BROOKHAVEN VILLAGE (CANADA) INC. 
BROOKHAVEN VILLAGE (ONTARIO) INC. 
BROTHERS FOUR INVESTMENTS (1990) 
INC. sss A I. OR MN. 5 OU 
BUSINESS MESSAGE CENTRE INC. .......06+. 
C.M.L. LIMITED 
E.SWsABEAMISHHTD, Ph bo... Mc Oe 
GADLDAT ASINGHURA, MitnE Cece MOL ee 
CALERGENICS INC. 
CAMGUARD MANAGEMENT SERVICES 
ING. 4c. 2 OOOL E  t ee. 
CANADA/JITALY STONE CORP. .......00:c00 
CANADIAN WALL BEDSING. 2.708 2: 
CANAG CONTRACTING ETD ©... 804.....40 
CANED CURRICULUM SERVICES INC. 
CANGLOBE ENTERPRISES LIMITED 
CANIZE INCORPORATED 
CANNINGTON CUSTOM WORK LTD. 
CANTECH HOLDINGS INC. 
CARLETON BLINDS & DRAPES INC. ......... 
CARNAROSS CONSULTING INC. .......:.000 
CARWELL CONTRACTING INC. #i80.....508 
CARWIL INFORMATION SYSTEMS LTD .... 
CHALLENGEOBIUMS IN@OL Ax... tent... EF 
CHAMPARLA ENTERPRISES INC. 
CHECKLIST SYSTEMS LIMITED ................- 
CHER S! GA RING idiD? BROT, fae hoa 
CHENG BEHAVIOR RESEARCH LTD. ....... 
CHIAGHOMDINGS CTD URCL ae. ...wk.. Bee 
CHICKEN DIVINE (ONTARIO) INC. .......05. 
CHISHOLM & STANIFORTH INC. .........006: 
CHUCK’S FRIED CHICKEN & RIBS INC. .... 


Gia 6. e\e, 0006 016 ble @ aime Os 0.6 O1sie Peele e 68.6 6 ue) e Wie we 


ale) S b:-e ule .6 o. 60) © Gaelb (6) ere W wire.e:.0/0) 9) 06:18) 8) 6.0) 8 6 aero are 


Cece rere sees erererreseensseeeereseee 


eee e eee e reer eee ererereeee 


Pee 


were erence eeee 


Cl-COMPUTER INTEGRATIONS INC) ....2". ; 


a <<a | Ramanan ete. are ht ay tenes ie Coane Ot 
CLARK & SNIVELY DISPOSAL LIMITED ... 
CLASSIOQUE-AUTO COLLEGIAN ING Sas 
CLUNY PROPERTY MANAGEMENT 
CORPORATION 
COLE'S FEORTS PENG? aioe uate. nn. seeerinas enone 
COLEEGE BOOKSMING SF hetesncnaw feces vents 
COLORS HAIR DESIGN LIMITED 
COLROB LEASING: & SALESANC ae. citer 
COMPU=SCAN SERVICES ING Fes aes, nee 
COMPUTERIZED PREVENTATIVE 
MAINTENANGBAINCG Perri ianrics cn tener sar tedenet 
CONTRACT MARKETING DEVELOPMENT 
INC Se errs ea tee are ta IM gina. ne 
COOKHILL FARMS LTD. 
CORIANDER DEVELOPMENTS INC. .......... 
CORTELEO: BISTRO LED 2): 22k. o i ieee te tenes 
COVERED WAGON TRANSPORTATION 
TING, a5 s52cn gO bet ed at 3 Seat St ee 
CP GREATIVEFING oer eaeer gs teeta tenanenen te: 
CPF MARINE’ SYSTEMS/SIMITED Ono... 
CREATIONS FROM THE HEART LIMITED . 


Cee mmr reer ers cereesereseseeesseeeerere 


Se a) 


906721 


906323 


905611 


905922 


905621 


893189 


894962 
895785 
905852 
905929 


905647 
906693 
895556 
905692 


Date of 
Incorporation 
Aug. 7.15. 1990 
July 24, 1990 
July 3259 1990 
July 26, 1990 
Aug?) 11559990 
Juty “5305990 
July 30, 1990 
July 24, 1990 
Aug. 1, 1990 
aly? MEALS HOOU 
July 26, 1990 
July | 226, 1990 
July 31, 1990 
July 26, 1990 
July) #2771990 
July 25, 1990 
Aug. 1, 1990 
July 30, 1990 
July 24, 1990 
July 27, 1990 
July 26, 1990 
July 24, 1990 
July 26, 1990 
Julies 31a 990 
Aug: . 1,.1990 
July. -25,21990 
Aug. 1, 1990 
July 24, 1990 
July 26, 1990 
July 30, 1990 
July 26, 1990 
JUYo ae LOD) 
July 4 3021990 
July 23, 1990 
July ~-°31; 1990 
July 30, 1990 
July 26, 1990 
Joly ee267.1990 
July 24, 1990 
July 24, 1990 
July 31, 1990 
July 24, 1990 
July 24, 1990 
July) siQe1900 
July! © “30,1990 
July 25, 1990 
July. «31,4990 
July 30, 1990 
July 726, 1990 
July 26, 1990 
July 24, 1990 
Aug 29 514 1990 
July 23, 1990 
July 24, 1990 


Brampton 


Toronto 
London 
Toronto 
Etobicoke 
Toronto 
Toronto 


Richmond Hill 
Scarborough 
Markham 
Campbellford 
Markham 
Toronto 


Willowdale 
Mississauga 
Nepean 
Maple 
Toronto 
Toronto 
Newmarket 
Cannington 
Mississauga 
Stittsville 
Toronto 
Concord 
Gloucester 
Toronto 
Toronto 
Nepean 
Woodbridge 
North York 
Oakville 
Markham 
Ottawa 
Toronto 
Toronto 
North York 
Kingsville 
Etobicoke 


Toronto 
Grimsby 
Toronto 
Woodbridge 
Whitby 
Oshawa 


Windsor 


Aurora 

Gadshill 
Toronto 
Toronto 


Schomberg 
Scarborough 
Ottawa 
North York 


Name of Corporation 


mROSSINGS BURLINGTON LTD. cia wee te: 
CS ASSOCIATES INC. ARCHITECT AND 
NCS ES ESE Bie. tos badatiinoctarnaetentownaanaton ta ines aceree 
ee FINA NGEn LIMITE Dah. 2 ose td sanedest 
RO SHION STEP FEOORING LTD... sigh. cosndue! 
CYMAT HOLDINGS INC. 
mead. (CANA DASANG TREE deka cte Metres andes 
D. J. HARVIE AND ASSOCIATES LTD. ...... 
mR OLASSOGIATES: TAD ARs... Mak cohen 
DARCARRA PLUMBING & MECHANICAL 
BEADS Wi Sch AERIAL co KMS Rewer ME oct veotan’ 
DARNOC INVESTMENTS LIMITED 


ee 


eer eeeseseee 


DAVID J. BOSLEY ENTERPRISES LIMITED 
| DAVID MOSES HAULAGE LTD. ............6 
DAVID PIPES HOLDINGS LTD. ............0000. 
-DAVRON SYSTEMS INTERNATIONAL INC. 
fer E FASHION CON UTDN ilies. ttre 
/'DDK MANAGEMENT INC. ..........c0ccccceeeeeee: 
| DE JAN CONSULTING LTD. 
_DEAN BROWN ENTERPRISES INC. ............ 
| DEBORAH GLEW & ASSOCIATES INC. 
MDECIBELS (LONDON) INC. .......ccccccceee 
MDELAN CONSULTANTS INC. ......ccc0cccceeeees 
| DENNIS MOON HOLDINGS LIMITED ......... 
_DERIN ENTERPRISES INC. 
| DEZINE INTERNATIONAL CORPORATION 
| DIGITAL LABELLING SERVICES, INC. ...... 
| DISTINCTIVE FLORIST INC. 
Pe EOQUESTIIMINGH :. Akin hi lead. TM 
DIVERSIFIED BUILDING CORPORATION 
B90) TTR ANOLE beth winc Gl 
mrs AUTOMBODY LIMITED |f:.:0ecedse--es0es 
TLR RESEARCH! CORP) iis .edisesstheuseoessstbes 
DMJ INFORMATION SYSTEMS INC. ........... 
-DOMASO INTERNATIONAL TRADING 
URS PART 2 ihe a ee Le een one 7 Ce BO 
'DON PARK LANDSCAPING & GARDENING 
Bar) SM y eles SRA Reh 
‘DONALD I BEACH & ASSOCIATES INC. .... 
| DORIENT ENTERPRISES LIMITED 
-DORY’S CUSTOM BUILT HOMES LTD. ...... 
‘DOUBLE J HOLDINGS CORP. .........000.c000- 
| DRG SELLOTAPE INC. 
-DROST DEBURRING INC. 
re COPJING IRs TORE! FS Sess... ME 
E. JAKOBSON LTD. 
E.HANSEN INVESTMENTS LTD 
‘EAST ASIA CANDLE SPECIALTIES 
eA ATS AVSINED Me Uaaieesataatan.ceew 
EASTVIEW CONSULTING INC. .........c0eee 
EL TERCER MUNDO PRODUCTIONS LTD . 
ELECTRIC DISTRIBUTION INC. .....00..c00000 
ELEGANT ENTRANCE LIMITED ............005: 
SET EMDETATEING ANGIE! snabesncsatboensscdle. 
Se SEC HINGA EER Ce AE RU. 
EPIPHANY SAILBOAT CHARTERS INC. .... 
|EVOLUTION CLEANING LTD. .0.....00..00c00 
MEE CUTIVE:-GUASSHINGE G56... eect 
F & Z CONTRACTORS INC. 
F.D.J. INVESTMENTS INC. 
'FILMAR INVESTMENTS LIMITED .............. 
'FIRE ALARM MAINTENANCE LTD. .......... 
5 
| 
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Ontario 
Corp. No. 


906714 


906631 
894946 
905803 
906314 
906882 
905925 
904862 
906757 
895589 
906226 
895786 
906884 
894957 
905688 
905844 
900062 


906705 


905201 
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Date of 
Incorporation 
Aug. 1, 1990 
July 26, 1990 
July 26, 1990 
July 26, 1990 
July 31, 1990 
July 30, 1990 
July 31, 1990 
July 24, 1990 
July 24, 1990 
July 31, 1990 
July .~ 23), 1990 
July 26, 1990 
July 30, 1990 
Aug. 2, 1990 
July 26, 1990 
July 19, 1990 
Aug. 1, 1990 
July 27, 1990 
July 27, 1990 
July 31, 1990 
Aug. 2, 1990 
July 30, 1990 
July 24, 1990 
July 26, 1990 
July 30, 1990 
July 24, 1990 
July 24, 1990 
July 30, 1990 
July 31, 1990 
July . 27, 1990 
July 23, 1990 
July 26, 1990 
July 24, 1990 
Aug. 1, 1990 
July 31, 1990 
July 23, 1990 
July 26, 1990 
July 26, 1990 
July 31, 1990 
July 27, 1990 
July 24, 1990 
July 26, 1990 
Aug. 1, 1990 
July 26, 1990 
Aug. 1, 1990 
July 24, 1990 
July 31, 1990 
July). 273.1990 
July 26, 1990 
July. 27,.1990 
July 31, 1990 
Aug. , 1990 
July 31, 1990 
Aug. . | 2, 1990 
July 24, 1990 
July 30, 1990 
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Registered Office 


Markham 


Toronto 
Toronto 

St Marys 
Brampton 
Scarborough 
Fenelon Falls 
North York 


Bolton 
Toronto 
Barrie 
Thornhill 
Oakville 
Mississauga 
Toronto 
Oakville 
Brampton 
Ottawa 
Toronto 
London 
Toronto 
Alliston 
Downsview 
Toronto 
Stoney Creek 
Hamilton 
Pickering 


Toronto 
Stittsville 
Scarborough 
Oshawa 


Willowdale 


Richmond Hill 
Greenwood 
Toronto 
Ottawa 
Thornhill 

Don Mills 
Waterloo 
North York 
Willowdale 
Pickering 


Brampton 
Orangeville 
Toronto 
Mississauga 
Toronto 
Woodbridge 
Belleville 
Mississauga 
London 
Brockville 
Kitchener 
Toronto 
Toronto 
Harrow 
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Ontario Date of 


Corp. No. _ Incorporation Registered Office 


Name of Corporation 





FORENSIC COMPUTING OF OTTAWA INC 895593 July 27,1990 Ottawa 


FOUR Es BARMScING, «cloner seen: cetes ees oe 905205. July = 31,1990 Leamington 
FRALE ENTERTAINMENT MANAGEMENT 

INFERNATIONAL: ING ei stan sn sleds sus netet 906611 July 31,1990 Scarborough 
FRANK HOMOLKA ENTERPRISES INC. ..... 905941 July 27,1990 Toronto 
FRANK IACOBELLIS MARKETING LTD .... 906218 July 27, 1990 Bolton 
FRASER GORDON ENTERPRISES INC. ...... 906371 July 31,1990 Oshawa 
FULCRUM CUSTOM FABRICATORS INC. .. 906296 = July 30, 1990 Mississauga 
FURTADO & SALVATORE FOODS LTD. .... 906321 July 30,1990 Mississauga 
FUTACHL GANA DAgING hres. 2220s. oie haere: 905604 July 24,1990 Scarborough 
FWOP. (120-1224 AWID) ENG 2 Siri, co 906317 July 30,1990 Brantford 
EFWOP (185—195sBERKSHIRE SING wal.s.20844 906671 July 31,1990 Brantford 
FWOP (2&4 AVON-1243 QUEENS) INC. ....... 906670 July 31, 1990 Brantford 
FWOP (201-209-217-225-233 CASCADE) INC. 906668 July 31,1990 Brantford 
FWOP (204-204A & 204B HESPELER) INC. ... 905890 July 26,1990 Brantford 
FWOP (225-245 WESTWOOD) INC. .............. 906316 July 30,1990 Brantford 
FWOP: (3-19 BURNS), INGE. 2.3.5 pie 905885 July 26,1990 Brantford 
FWOP (5521 DRUMMOND) ING. ..42:22......388 906669 July 31,1990 Brantford 
FWOP (558-560-562-564 DURHAM) INC. ...... 905886 July 26,1990 Brantford 
EWORP. (66, MOOREGATE)VING?, 5... 8nd cee 906276 July 30,1990 Brantford 
FWOP (855-857-859 JAMES) INC. ................. 905884 July 26,1990 Brantford 
G.G, ADAMS: ENTERPRISES INCs eines <o..29: 906284 July 30,1990 Agincourt 
G.J..GAVANAGHSALESSING wig aes oa Aue 906629 July 31,1990 Etobicoke 
GAMBELLO* PNPERPRISES INC. iii... 77 1a 905893. July = 26,1990 Downsview 
GARY’S RADIATOR (ORLEANS) INC. ....... 895566 July 25,1990 Gloucester 
GELSTFAR HOBDINGS-INGS (2500.2. 30 once 905959 =s- July) = 27, 1990 Toronto 
GENERAL PRACTITIONER RESEARCH 

GROUP JING mead: ox ches. ress. eae ean as eiee 905648 July 24,1990 Toronto 
GENESIS: DIABERGGOnING: Bure We nce 906747 Aug. 1, 1990 Mississauga 
GERALD MOON HOLDINGS LIMITED ....... 894958 July 30,1990 Alliston 
GERRY WHEATON & SON DIESEL INC ..... 903531 July 18,1990 Orangeville 
GERR VVIGINMESTIMENGSOING A soe tere. in seeee 906283 July 30,1990 Mississauga 
GIANOW H@IDINGS INGCR iia: Seite. thos 905720 July 26,1990 Etobicoke 
GIDGETS INCORPORATED 2 os. o.c2 tithe ce 895755 July 25, 1990 London 
GIBT-IMBERIN LANG aheoie matics cee 28 oes 906609 =July 31,1990 Scarborough 
GJ: INVESUMBNIS dcIMEFE DS... <:.8as...008ee 906231 July 27,1990 Toronto 
GLENOAK INTERNATIONAL INC. ............. 906779 Aug. 1, 1990 Mississauga 
GLORIAVPRODRIETIONUBED wants f. 4st scahaey 904981 July 24,1990 Toronto 
GOLDEN: PAINBERS: IN @seh. As: ees ee er cake 895555 July 23,1990 Orleans 
GOLDIE SCHERMANN MANAGEMENT 

CONSULTANTSING. (aes. 2 Sei ae ce 906219 July 27,1990 Toronto 
GOOD. KNIGHISMASONRY. UTD: sites est 906684 Aug. 1, 1990 Toronto 
GOODIES; BAUEWOtUSHOERS! babs seas. cde 905902. July =26, 1990 = Clifford 
GOODY COLOR SEPARATION (CANADA) 

LED ea MRP PR cet cg i Pana PUN nic 906697 Aug. 1, 1990 Bondhead 
GORDONS TRUCKING SERVICES LTD. ..... 895777. July 27,1990 Parkhill 
GRABBACA Berk IMiL RED Werke ec. csc tetra sees 906741 Aug. 1, 1990 Brampton 
GRACE MARBLE CONSTRUCTION LTD. ... 905923 July) = 26, 1990 Toronto 
GRAND DUKES DESIGN UPHOLSTERY 

LINC vaio Ge PR oo RD ce a 906331 July 30,1990 North York 
GRAPHICENTRE DESIGN & PRODUCTION 

LAUD steve ete MOIR Rs ets htc ee wp acne 906758 Aug. 1, 1990 Don Mills 
GREENSTAR LANDSCAPING INC. ............. 895554. July 23,1990 Kanata 
GRIMALDISIMBORTS ING WE as tus is: Petiewen. fone 906772 Aug. 1, 1990 Concord 
GSPC ASSOCTA Tie StI NGO © airs ceed 904999 = July) = 24, 1990 Downsview 
GLAC COBPOR ACTION 1 isso, 2k ass. ies 883564 July 23,1990 Kingston 
GIX-GCANA DAgENG A. ot HHP ctecn us Moen ciate 906280 July 30,1990 Toronto 
GUARDFORCE (GANADA) LID: yes ee 906207 July 27,1990 Scarborough 
GUIDE LIGHSVBHGIO ING) hia, .; wean. t een 905643 July 24,1990 Scarborough 
GUY LORTIE & ASSOCIATES FINANCIAL 

SERV LCBES): Mater bss 5 Gtes ie oe ty ee nc ee 895586 =July = 27, 1990 Gloucester 


H. N. ROSENBERG HOLDINGS LIMITED ... 906375 July 31,1990 Thornhill 
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Name of Corporation ered theor eet Registered Office 
RV ES TERIPHYSIO LING OE. 250125 Bos ke 900059 =July 27,1990 Oakville 
MAVIT CLEANING SERVICES INC. ............ 894952 July 25,1990 Barrie 
BMD POINT IS ee ha Fick sae soins s Pep Rar onsneing 16 905677. = =July 24,1990 Toronto 
ee UL TONINVESTINGAING Bois). pete... a. 906366 July 31,1990 Toronto 
HEADGATE CONTRACTING INC. .............. 906731 Aug. 11,1990 Don Mills 
HEATHER LEWIS MANAGEMENT INC. ..... 906346 July 30,1990 Oakville 
HEWLIN INFORMATION SYSTEMS INC ..... 895791 July 31,1990 London 
Pest POINTE OUIEMEN TO ecto ouiasnassnns 906659 =July 31,1990 Brampton 
HIGH SERENITY DEVELOPMENTS LTD. ... 894959 = July) = 31, 1990 ~—- Collingwood 
mo DGE-AHOUSE HOLDINGS ETD! G2. osetia. 906381 July 31,1990 Cornwall 
ONE Y WOOD WTIBREIL TDi’, oR visccglhesssacke. 900960 = July 31,1990 Stratford 
HOSPITALITY PERFORMANCE 
BPECTALISTSHING 2 eee ec sv bl Minswcdcune 906359 July 30,1990 Toronto 

BOUSTON ING MRE le. ea lance PRL ae de 895778 July 27,1990 London 
HAUDES INVESTMENTS LIMITED ............... 904818 July 31,1990 Willowdale 
HUMAN CHANGE CONSULTANTS INC. ..... 905667 July 24,1990 Toronto 
ee  HOLDINGSHAMITED fy ii... 8etb. ncn dee 895797 = July = 31, 1990 London 

# GABBIANO&RISTORANTE, LID. ¢22k....0ie 905207. = July 31,1990 Windsor 
'IMPRIMERIE VISION PRINTERS LTD. ....... 900209 July 25,1990 Hanmer 
INDONESIA RESTAURANT (1990) LTD. ..... 906720 Aug. 1, 1990 Toronto 
Rees oc INGICOMERANY ETD. Ss Shoat 906775 Aug. 1, 1990 Scarborough 
INNISFIL TOWN & COUNTRY LIMITED ..... 894964 July 31,1990 Stroud 
MINTER METRO FUNDING INC, ..............006 899372 July 24,1990 London 

me PAN SEINE SMEIMIT BD Sicc dice cenoctithbtnassnncks 906281 July 30,1990 Toronto 
BSH RESEA REA CUM TERI ies cca Iscide nner 895585 Aug. 1, 1990 Ottawa 

IJ. V. C. FOODS INC. ou... cece eee eteees 895068 July 31,1990 Port Colborne 
eee TANC ORRRINGE 5. Jaca dawinsnatttilsaecsadeee 906275 July 30,1990 Mississauga 
MEE. MILES HOLDINGS INC. ........00.00cccceee 895799 Aug. 1, 1990 London 
JAMES MEYERS AND ASSOCIATES INC. ... 906203 July =27, 1990 Toronto 

iz eAIMES TRADING CORR: odkensncshenthnncosuane 906832 Aug. 2, 1990 Toronto 
me ENTERPRISES! ING IO cots e sasha twnnenceind 906211 July 27,1990 Toronto 
JEFFREY GEORGE HERRINGTON 

eeN PE RPRISESEOEIDS eee Aiea. SUE ss. nude 900045 July 25,1990 Halton Hills 
\JEM—-MOR INVESTMENTS INC ...............064. 894781 July 31,1990 Oshawa 
JOHN & BRUCE COMBINING LTD. ............ 905911 July 26,1990 Winchester 
JOHN KENNEDY & ASSOCIATES 

| MARKETING COMMUNICATIONS INC. .... 900068 July 31, 1990 Etobicoke 
mOSE LEDO SONS & ASSOCIATES LID. ..... 899371 July 20,1990 Mississauga 
JOUVE RESOURCES CORPORATION ......... 906730 Aug. 1, 1990 Toronto 
mse W. OPTIGALAEIMITED | ciisnnnttp tien .ceccoes 900959 = July = 31,1990 Waterloo 
|K. ek, 1. FUELWOODSUNCG. Bis" .sies.) ued 906332 July 30, 1990 Listowel 
eeCONTRORSIOID s CI ah Oe 906395 July 31,1990 Toronto 
|K-2 IMPORTS Met MiG ED Be Lon. nett 905625 July 24,1990 Pickering 
imARAM MANUFACTURING LID. .............. 905208 July 31, 1990 Windsor 
MAREGAN INTERNATIONAL INC. ............ 906367 = July 31,1990 Toronto 
KAREN E. MONTEITH INTERNATIONAL 

PIMITED ana & OOON URS meet. 58 894963. July 31, 1990 Barrie 
ORES ALD tgs een ono sie sce oe wean 895766 July 26,1990 Port Stanley 
ee UMANVARTSUNG, ESAS ets dot denencieces dene 905943 July 27,1990 Burlington 
me SO Ss SCHAREESSARES LUD. With... 895598 July 30,1990 Nepean 
meil1KO CHILDREN’S WEAR LTD.  .::............ 906270 July 30,1990 North York 
mens WEL CPEATHERIING 2a) Ci acces hd 905846 = July 26,1990 Toronto 
mORCANA DEVELOPMENTS INC. .............. 905616 July 24,1990 Waterloo 
BeORTANNE FARMS LTD?))...28.....88ab 6. 895776 July 27,1990  Denfield 
KOSMOS COMPUTER CONSULTANTS 

GR ee” Be Pe) AP ac ee 906287 July 30,1990 Pickering 
ee) COMPLUTINGIETD Ol) Saas. LR. 905623 July 24,1990 ‘Toronto 
fe RS) SEIOL DINGS) INGA fet: RO... eee 906334 July 30,1990 Bolton 

Pe APPLIANGCESTEED OE a ccdew cca ttt ionsncde as 904982 July 24,1990 Scarborough 
BEN LERPRISESING MIME AS, SEIU ennicdens 905854. July 26, 1990 Woodbridge 
mACBRANT ENTERPRISES INC. ................. 905828 July 26,1990 Brampton 
LADY DI’S HOUSE OF HAIR DESIGN LTD. 905993 July) = 27, 1990 Hamilton 
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Name of Corporation Ciao ies: of Registered Office 
Corp. No. _ Incorporation 
LEADER STAIR & RAILING LTD. .4........ 905807 July 26,1990 Aurora 
LEASE BUSTERS ING eS Linn eainsncst ete erareeaman 905841 July 26,1990 Mississauga 
LEE CUTHBERTSON SALES & SERVICE 

TED oo ake capnse eae 900926 July 25,1990 Guelph 
LENDING LEGAIPHANDSTING 2 62s. 55 ae 900953. July) =31, 1990 _— Kitchener 
LEO SANTERRE & SON CONSTRUCTION 

LAPD, 2 Pe Settee cadence a be Se ers Shae 900210 July 26,1990 Chapleau 
LETTERPERFECT INC. MARKETING, 

PUBLISHING PRINTING Circe iia to aetbe 894961 July 31,1990 Aurora 
LGU HOLDING:CORPORATION 8 iisacacense 906312 July 30,1990 King City 
LGUANVESTMENESIIN GA: dite sanchenmsaneeee 906311 July 30,1990 King City 
KOCATIO- CAPTRALCIN Cite iirc coma: 895772 July 27,1990 London 
LOIS VOLK MORTGAGE SERVICES INC. .... 906282 July 30,1990 Toronto 
LOICONSTRUGCTION) LIMITED ai taiti.s es re 905921 July 26,1990 Downsview 
LOJ HOLDINGS INCORPORATED .............. 905924 July 26,1990 Downsview 
LONDON METROVCINE EIMITED Sittin nncsosts 895747. July 23,1990 Hyde Park 
LONGWOODS GOLF CENTRE LTD. ........... 895789 July 31,1990 London 
M. JACKSON ROOFING CORPORATION ..... 905974 July 27,1990 Brantford 
M.J.C.H. MANAGEMENT LIMITED ............ 905687 July 24,1990 Toronto 
MRS. AINVES EMENIS INCH j..cccadeiacescnae 906739 Aug. 1, 1990 Brampton 
MABROE;PROIEGIS: ING okies cst sus coos 906289 July 30,1990 North York 
MANITOUWADGE TRANSPORT INC. ........ 906345 July 30,1990 Manitouwadge 
MAPLE TECHNOEOGIESUIN GR 25, 0 cca 905976 = July = 27,1990 Toronto 
MAQUILLAGE- ESTHETIOUEMING Wak conus 906702 Aug. 1,1990 Markham 
MARC LANDRY HOLDINGS LTD. .............. 900216 July 27,1990 Val Caron 
MARIDION INTERNATIONAL 

ENTERPRISES ING: 22 se west ede ste 906696 Aug. 1, 1990 Don Mills 
MARIE STROBEAING, cite iicecensse ately deentere 895775 July 27,1990 London 
MARIETTE INVESTMENT CORPORATION . 895794 = July =: 31, 1990 _~—s- London 
MARILYN LOVE HOLDINGS LTD. ............. 906391 July 31,1990 Toronto 
MARITIME ENGINEERED PRODUCTS LTD. 906304 July 30,1990 Markham 
MATHESON ADVERTISING INC. ............... 905646 July 24,1990 Toronto 
MAUR-AL BUILDING MANAGEMENT INC. 905645 = July = 24, 1990 +~=—s- Weston 
MAXCO'E| H HOERDINGSIHNG. | 6... Aish ne 455 906337 July 30,1990 Rexdale 
MAXWELL COUNTRY IN@ tiie c.ctnblo anaes: 906336 July 30,1990 Weston 
MAYSPRING FOOD & SANDWICH 

CORPOR ATIONTE 5 ct Wi tte sheen 905999 = July 27,1990 Mississauga 
MEDI INNOVATIONS INC). 620.5. Satieeace open 905970 =July 27,1990 Terra Cotta 
MERIT REAL ESTATE ENTERPRISES INC. 905636 «July 24,1990 Toronto 
MEXONTA SERMIGES ING) Aazuadterte ss ole. 905657. = July = 24, 1990 ~=—Toronto 
MICRO ACCOUNTING CONCEPTS LTD. 906310 Aug. 1, 1990 Burlington 
MIGRATION 2000 CORPORATION .............. 905908 July 26,1990 Mississauga 
MILLGATE CREST & EMBROIDERY LTD. . 905601 July 24,1990 Aurora 
MINARCO DEVELOPMENTS (1990) 

LIMITED: 3 ORL: ed ed cudceni aaiee 906632 July 31,1990 Etobicoke 
MIRADOR RESEARCH (WD 25.2 is tes ho pasavnes 906210 July 27,1990 ‘Toronto 
MIRATECH: DESIGNGIET DONG) 3 hc. .5 cols. tnsweene 906727 Aug. 1, 1990 Toronto 
MISTY VENTURES & DEVELOPMENTS 

ING i Eos BE. tere 895580 July 26,1990 Ottawa 
MOBILE AUTOGLASS FRANCHISING INC. 900935 July 26,1990 Kitchener 
MODEMCOUNG Hid. Get otto ete eat aaeet 905651 July 24,1990 Mississauga 
MOGUL FINANGIAL CORP! oa oscpmtttine esc dee 900036 July 23,1990 Stoney Creek 
MOLDCRAFT (1990) PLASTICS LTD. .......... 905876 July 26,1990 Guelph 
MORLAND MARKETING UNG, 0.0.20) Kissnseden 905613. July = 24,1990 North York 
MORZARIA HOLDINGS ING. iy vxcsxecterotestaee 906605 July 31,1990 Markham 
MOSQUITO COAST INVESTMENTS INC ..... 893198 July 30,1990 Windsor 
MOTOR FANS AUTO LEASING INC. .......... 906738 Aug. 1, 1990 Scarborough 
MR *é& MRSHMTGtLT Ds atte ta Mieco 895073 Aug. 1, 1990 Niagara Falls 
MR KOOL SH TDi. 3. eee Poe eee 906719 Aug. 1, 1990 Oshawa 
MR: SAVERMHNG A. HEE aL A 906874 Aug. 2, 1990 Toronto 
MSASENTERPRISES*INC Mie) Ae ca nctiebenss, ten 906607 July 31,1990 Markham 
MUIRHEAD CONSTRUCTION LIMITED ..... 900054 July 27,1990  Freelton 
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Name of Corporation 


MUSIC TRENDS TEACHING STUDIOS INC. 
N.S.I. NATIONAL SERVICES 
INCORPORATED re tne... des 
NASCO WOODWORKING & RAILINGS 
MTT), 200i) SOR Se eek. 
NATIONAL DATA NETWORKS INC. .......... 
BOVIMAPHOOR Pa Re ei Ss ccc es 
| NELLA RACO INVESTMENTS LTD. 
NELLIGAN/POWER MANAGEMENT CORP. 
NEW HAMMER CONSTRUCTION CO. INC. 
NEW PRINTING INC. 
BW DSN CARING Cet HL ci berasn tht 
NEWPORT EAST SHORE LTD. ........00ccec0000s 
| NEWPORT HIGH RISE LTD. ..............000.008. 
NEWPORT LOW RISE LTD. 
EWPORT MARINA LTD. .........0..ccc00eccccee0e 
| NEWPORT WEST SHORE LTD. .............0065 
| NIAGARA ROOF ANCHORS INC. 
| NISHAN INTERNATIONAL INC. ......00000 ee 
-NORDOORS INDUSTRIAL SERVICE LTD. .. 
NORMANDY FILMWORKS LIMITED LES 
| FILMS NORMANDY INC. 
| NORTH AMERICAN EQUIPMENT SALES 
AND SERVICE LIMITED 
| 


eee eeeeccee 





POO meee meme eee eee eeeeeeeeeeeeees 


i 


ee eereseesrsoces 


Ce ee eee eeereressereseseroe 


Beemer ee or eereeseseseceee 


NORTHTRON CORPORATION 
| NORTHWEST TRUCKING INC. ..............0665 
BY LE OODSHI ED a ee Laces leben sinatee’ 
| NOVOS DEVELOPMENTS LIMITED 
NPE NATIONAL PARTNERSHIP 
| EXCHANGE LIMITED 
'NRS PHOENIX REALTY INC. ..........00c.00c000- 
| NU-METRICS CANADA INCORPORATED .. 
-OLIVER’S TWIST RESTAURANT INC. 
Peey CHOICE VIDEO LID Ma Li...c8: 
OTTAWA PERFORMANCE CARS INC. 
/OVAL LIGHTING CORPORATION 
-OVERSEERS CORPORATION 
OXLEA HOLDINGS LIMITED ..............00..06- 
HE & ML KELLY PERSONNEL SERVICES 
UG 10 Cr) eae Ad See C7 SO a 
-PALMAS DEVELOPMENT CORPORATION . 
-PAM-LIN-LOR INVESTMENTS LTD. 
/PAN CANADIAN PUBLISHERS LIMITED. ... 
-PARLEVLIET HOLDINGS INC. ...........00000080 
/'PASQUALE PANNUNZIO TRENCHING & 

EXCAVA TINGEBTD ASL. WA sake 
|/PATEL’S WHOLESALE DISTRIBUTORS 
CT IBURERE 1h, 2s SL aid ie a 
PATH II CREATIVE SERVICES INC. ........... 
PATTERNED CONCRETE 
(OAKVILLE-BURLINGTON) INC. ............ 
PD JO’S TRADING CORPORATION 
PEARLS AND SILK COUTURE BY 
MARCELLA INC. 
\}PENJEN INVESTMENTS INC. ...........0..00c00 ee 
Be LIN DRUGS UTD a siecsvstviresieserecncsevars 
. PHILLIPINE TROPICAL FOOD STORE LTD. 
|PIKN’S MOTEL & ROAD HOUSE INC. ........ 
RE TSU ESTING Mig el ea Re cies 
PINES BRANT MANAGEMENT INC. ........... 
PLUMMER & 60 INC. 


| 


| 
. 


Peewee ere ressercoee 


eeeesccsces 


See e eee soc oeeeeeseseveseseson 


eeeereece 


eeccees 


er 


eee ese re eesesecresoes 


wero ee oece 





re 


Seem e eee eee meee eraser eeeeeeeeseeeeee 


Seem e meee eee asso eeerereeeeeeseses 


Ontario 
Corp. No. 


905619 
905972 


906223 


906735 


906744 
906634 
895059 
906224 


900050 
906661 


906608 
906279 


Date of 
Incorporation 
July 24, 1990 
July. 27,.1990 
July 27, 1990 
July 25, 1990 
July 31, 1990 
July 24, 1990 


July 26, 1990 
July 25, 1990 
July 30, 1990 


July 27, 1990 
July 24, 1990 
July 24, 1990 
July 24, 1990 
July 24, 1990 
July 24, 1990 


July 30, 1990 
July 24, 1990 


July 23, 1990 
July 31, 1990 
Aug. 1, 1990 


July 27, 1990 
July 25, 1990 


July 30, 1990 
July 30, 1990 
July 25, 1990 
Aug. 1, 1990 
July 23, 1990 
July 23, 1990 
July 31, 1990 
July 27, 1990 
July 31, 1990 
July 24, 1990 
July 27, 1990 
Aug. 1, 1990 
Aug. 1, 1990 
July 25, 1990 
July 31, 1990 
July 26, 1990 
July 27, 1990 
July 26, 1990 
Aug. 1, 1990 


July 31, 1990 
July 


July... 31, 1990 
July 24, 1990 
July 
Aug. 1, 1990 
July 30, 1990 
July. $31 ,°1990 
July 13, 1990 
July 
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Registered Office 


Scarborough 
Mississauga 


North York 
London 
Oakville 
Brampton 
Ottawa 
Dundas 
Ottawa 
Mississauga 
Richmond Hill 
Richmond Hill 
Richmond Hill 
Richmond Hill 
Richmond Hill 
St Catharines 
Mississauga 
Sudbury 


Etobicoke 


Mississauga 
Rexdale 
Maidstone 
Mississauga 
Hamilton 


Gloucester 
Newmarket 
London 

St Catharines 
Toronto 
Ottawa 
Toronto 
Toronto 
Toronto 


Richmond Hill 
Toronto 
Orillia 

Don Mills 
Niagara Falls 


Toronto 


Burlington 
Oakville 


Mississauga 
Scarborough 


Hamilton 
Bramalea 
Scarborough 
Toronto 
Port Hope 
Waterloo 
Ancaster 
Burlington 








5168 | THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 
Name of Corporation ee (ce net Registered Office 
PORTFOLIO DEVELOPMENT 

CORPORATION Mi ccctine cme stein aneee 900941 July 27,1990 Kitchener 
PRIME‘ TIME: TOURS INCG#i. S02 oekaee te 905938 July 27,1990 Keswick 
PRIORITY FUNDING INGOs ioe eins otaucscee 904980 July 24,1990 Toronto 
PRIORITYtRARTINERS TNGY 2g. ts. oe 905987. = July'~=—s-_- 27, 1990 ~—s- Toronto 
PRO INTERLOCKING & CONSTRUCTION 

3 8 DEINE cory oe ee oe re SRI RN 906274 July 30,1990 Woodbridge 
PRO LEVELSPORTS INGHE et es Ae 905942. «July = 27,1990 Toronto 
PROSEARCH MARKETING & 

MANAGEMEMNERET De ieee 2. aioe ste 906214 July 27,1990 Mississauga 
PURVIS GALLERY AND FRAMING 

LIMITE Dip ee a asics cue 906208 July 27,1990 Pembroke 
MONTARIOoR Diss Oe eo Es Se 905983. = July =27, 1990 = Mississauga 
QUADRUS COMPUTER TECHNOLOGIES 

INGi Rl I A cs 895569 July 25,1990 Nepean 
QUALITY DOG:GROOMING ING, gixt......288 905671 July 24,1990 Downsview 
Ré& YINTERNATIONAD COSING wigt is. 58 906267 July 30,1990 Downsview 
R. Ase “CONSUERTANTS BED Wis onaariels. <.38e 906603. = July 31, 1990 Willowdale 
R:D'G! NASH HOEDINGSUNGS ©: elie... WE 906240 July 27,1990 Oakville 
RK MOULDS. Ch. ai ttle pata 905878 July 26,1990 Bowmanville 
ROW sSCHOISTS ik CRANES ING, cccccseeseattens 906614 July 31,1990 Scarborough 
RANCHDALELESTATES WNC: Wy. eet c.nnde: 906377. = July = 31, 1990 + ~—Concord 
RANDLE PHARMACEUTICALS INC. .......... 906382. July 31,1990 Toronto 
RAPID SAPET SUPPL YSHOUSE LID... ...28 895072 Aug. 1, 1990 St Catharines 
RAX RESTAURANT ST. CATHARINES INC. 906247. —s July = 30, 1990 _~—s Mississauga 
RAY MCKAWMHOCKE YING M ...... sesh... cams 895788 July 31, 1990  Ilderton 
REW: CULETWURALZENTERPRISES ING: ....28 906675 = =July 31,1990 Toronto 
RED/CAM MANUFACTURING INC. ............ 900946 =July 30,1990 Cambridge 
RERHOUPEBSPUBUS ETD tere pete 900220 July 30,1990 Hanmer 
REPRO GRAPHIC TECHNOLOGY 

INTERNAFIONAISLIMITED: %. dace =. 4 ee 900914. July 23,1990 Kitchener 
RETIREMENT LIVING SERVICES 

DEVELOPRMEN TSEN GAP 2s te Ree ce oe 898609 = July 31,1990 Ottawa 
REVELSTOKE DEY ELORMENTS. CORP.. 73 895597 = July = 30, 1990 ~=—s Ottawa 
REVIVISCENCESING) Fee enor wen. ee 897179 July 20,1990 Mississauga 
RICAN INTERNATIONAL INC. ...............005 906249 = July 30,1990 Brampton 
RICGIUTO/;CONSERUCTION BLD: wiek...ivaes 905859 = July = 26,1990 Downsview 
RICHARD J. MARTIN HOLDINGS INC. ...... 900942. =July 27,1990 Wallenstein 
RICHARD LAVOIE TRANSPORT INC. ........ 895578 July 26,1990 Bourget 
RIGHVDORERUGKRING ING? 5.0.6.5 538 Bic 905961 July 27,1990 New Liskeard 
RICK;SEARS VEIRESING Fee .2 io acaree ees. tee 894965 = July) =: 31, 1990 ~— Orrillia 
RIDO*CONTRAGEING ETD), PEs ee an stone 906619 July 31,1990 King City 
RINALDIMH@MESHNG ier Ae ae ee 895066 July 31,1990 Thorold 
RINALDI PROPERTIES (NIAGARA) INC. .... 895067 July 31,1990 St Catharines 
RIPPERSINOLDINGS LD oii.i are cer nase 905904 = July’) = 26, 1990 ~— Burlington 
RIVER:SIDE BURLINGTON UTD... 20eh.:...282 906715 Aug. 1, 1990 Markham 
RIVERWAY INVESTMENTS LIMITED ......... 906765 Aug. 1, 1990 Mississauga 
ROBANN CORPORATION? ? Wil ere hie, 906699 Aug. 1, 1990 Mississauga 
ROBERT K. SPROGIS PRODUCTIONS INC. 906640 July 31,1990 Toronto 
ROBERT SHAPIRO & ASSOCIATES LTD. ... 906290 July 30, 1990 Toronto 
ROBERTS EVENT MANAGEMENT INC. ..... 905977. —s July~=—-- 27, 1990 ~—- Toronto 
ROBIN ING.aes ee ST ee ee 905656 =Aug. 1, 1990 Scarborough 
ROWNTREE DRY CLEANERS & 

LAUNDERMAIEHING 1 15. oo ctteecete 905682. July 24,1990 Etobicoke 
ROYAL BURGER DRIVESIN LTD. viat.....: be: 885198 July 31,1990 Peterborough 
RPM’S COMPUTER CONSULTING GROUP 

INCH .21. SE SEE. Eh cre BS 905981 July» © 927,01990 | ¢EasteYork 
S2AHMADIENTERPRISESSL TD... geeh....cmer 906623. July 31,1990 Unionville 
SiM.BiAs MANUFACTURING UTD jyiee. .. 2.82 903492. = July 13,1990 Madoc 
SADLER’S HAULAGE & EXCAVATING 

LAT De oe ere OT. Ecc: ae sae 905815 July 26,1990 Markham 
SATE COMMUNIGATIONSUNCG, (aah Teeter 895779 July 30, 1990 London 
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Name of Corporation eed ‘cor nnnan Registered Office 

BAMDAR HOLDINGS LIMITED ................0% 906612 July 31,1990 Toronto 
Revivill FOOD MINCE! s, JR SA. tarts. 85 905998 July 27,1990 Woodbridge 
SANDERCOTT HEATING AND SHEET 

ISN StI GNU ES RR. sco runs anes ad sb eiuhis coaldeteed 895075 Aug. 1, 1990 St Catharines 
SANDY SNELGROVE’S GALLERY AND 

SLRAND FINE ART SERVICES ING, ....&:; 895768 July 26, 1990 London 
fey ON OFFIGE SUPPIIES INC? sri... 54: 906701 Aug. 1, 1990 Don Mills 
SCARBOROUGH DIRECT MARKETING 

NG PR eR oe aoe os 6 eee eee oe eee 894784 July 31,1990 Scarborough 
mea 1 7.1 CAPER ALUING Ge (ro ic. SIR sis. Sh 906271 July 30,1990 Toronto 
SECURE FUTURE INSURANCE PLANNERS 

RECUR PG) RAIN RIE SRA aus ces Misa ne san cssde 905629 = July 24,1990 Brampton 
SEVEN SEA’S NATURAL SPONGE CO. LTD. 906774 Aug. 1, 1990 Scarborough 
SEVENTY-FIVE CORPORATE PARK DRIVE 

OE od he ety Ee, ey epee Pere 895045 July 20,1990 St Catharines 
SHAUGHNESSY’S RESTAURANT INC ........ 900214. July 27,1990 Sudbury 
ee DAN INDUSTRIES LID.  4....0.6.:c5c0o.0e cee: 905202. July 31,1990 Kingsville 
SHELEMAY JEWELLERY APPRAISALS 

RSs Leta A Peet os ORE Neos tN sc Oem 906678 July 31,1990 Thornhill 
mee MELUCK HOLDINGSINGE .03.30tesene te 905989. July, -27;)19909 = Doronté 
SHERBURN MOTOR FREIGHT INC. ........... 900916 July 23,1990 Tavistock 
meOOM HOLDINGS LIDS. .g cede om 905963 = July =27, 1990 Woodbridge 
Mee AN HOSTER YeI NGI eiioel....otabapeccs cs wee 905673 July 24,1990 Scarborough 
ISITE SBRVICESHEO SA (LION he. 0... eds se Se 906396 =July 31,1990 Stroud 
SSNOWNORTH PERFORMANCE CENTRE 
ON COIS 2 RR ca, Ry Dare dO es Sh 894949 July 29259, 1990""  Sebright 
fe N+ BWILDERSHING taiate. oy Ses Mapes eters 906000 = July 27,1990 Toronto 
SPARK CANADIAN ENTERPRISES INC. ..... 906235 July 27,1990 Toronto 
SPARK CANADIAN ENTERPRISES LTD. .... 906655 July 31,1990 . Toronto 
SPECTRA-SHADE WINDOW COVERINGS 
| LS ae ory sere mmetelees et CSU Deo SU, orn ie cde ge 905903. = July 26,1990 Kingston 
mee NMAR-ERANSPORT INC, (6)... .ctieavesss es 906683 Aug. 1,1990 Mississauga 
SPORTS SPONS ORGAN Cites Pee cotta te 905817. July 26,1990 West Hill 
SPORTSWORLD TRAVEL (CANADA) LTD. 906766 Aug. 1, 1990 Toronto 
SPURLE MANAGEMENT COMPANY INC. .. 906664 Aug. 1, 1990 Toronto 
ST. JOSEPH ISLAND PICKERING FARM 
| Reet ut eerie ne COREE, oe) epee us ee 882283 July 23,1990 Sault Ste Marie 
STANKAR INVESTMENTS LTD: ef ieh: sat 906394. July 31,1990 Mississauga 
STARCROSS INVESTMENTS 

MOI POR AsliLG)IN gate 4 err 230, pe i ae 906753 Aug. 1, 1990 Mississauga 
STATHAKIS CARPET DISTRIBUTORS INC. 904997, ss July) = 24, 1990 ~—s- Scarborough 
fee ARNCO (LONDON) LIMITED. ..,..........:. 895787 July 31,1990 London 
STEVENSON-DUSOME INSURANCE 

eer NG Yel LIVil doy © AR Ess. ee on A 894954 July 25,1990 Barrie 
ee AN HOLDINGSAINCG oo ios ities senses sceteresi: 906704 Aug. 1, 1990 Burlington 
SeONEAGE ENTERPRISES INC. ................. 902603 July 31,1990 Peterborough 
mernATEGIC DIRECTIONS INC .....3::5:......805 905997 = July = 27,1990 Brampton 
fPeRATEGIES FOR EXCELLENCE INC. ....... 905624 July 24,1990 Toronto 
BERONTIAN HOLDINGS INC. .................008 876736, Julys) 30719909 Petrolia 
STUART CARROLL QUALITY MEATS LTD. 906222 July 27,1990 Brampton 
meee INVITATIONS (ETD.Os....022hhe.o.che 905686 = July 24,1990 Toronto 
SO PERIOR SCAFFOLD SPECIALTIES LTD. 897444 Aug. 1, 1990 Thunder Bay 
mePREME RECOVERY SERVICES LTD. ..... 899355. July, 25,4990) ‘York 
See PACK. SAVERS ED). «fo 050 .cttPass sos Jy 910944. = July = =30, 1990 ~=Guelph 
SWITZER RECREATIONAL PROPERTIES 
SD 2 as ree eR AEN OS 2, ot ioe es ebee 905842 Julys . 26919909" Toronte 
fee Vie VINCORPORATED. ...5.012.0s.ne0 20ers 895047, = July) =: 23, 1990 ~—s- St Catharines 
fee ILLS &sASSOCIATES INC. .4ii1......82 906239 =July 27,1990 Burlington 
fae. GROSSI CONSTRUCTION LTD. .........:. 895057. = July = 26, 1990 ~~—s* Fonthill 
Be Se PN TERPRISES ING 6. Si c5: ete Mrcnr. hs 898614 July 31,1990 Ottawa 
fee VENG: TRADING LIMITED .................. 905949 = July) = 27, 1990 ~—s- Scarborough 

905869 July 26,1990 Toronto 
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Name of Corporation Gain ih. ricer es Registered Office 
TAWA INVESEMENTS ING? .255..2, 58s caer 898606 July 31,1990 Nepean 
TECPA TING RPE Rist dteiestaceasraverk er ntenssees 906776 Aug. 1, 1990 Scarborough 
TECHBUILD CONSTRUCTION LID. ........... 905662 July 24,1990 Mississauga 
TELECOMMUNICATION TRAINING 

SERVICES PD iiaten pitundanetiacteoumerndtett nes 883578 Aug. 1, 1990 Kingston 
TELEPOLIOCANADA: ING # Adieu ester aet oats 906650 July 31,1990 North York 
TELLINGWOOD ENTERPRISES INC. ........«. 905617. July. =—- 24, 1990 ~=—s- Toronto 
TERMAR INTERNATIONAL CONSULTANTS 

EED i eed Ph ld ok a Orting ae ec oeee 906364 July 31,1990 Oakville 
THE ASTROLABE GALEBR Y“INC ies cesates 898605 July 31,1990 Nepean 
THE CANDY STORE WASAGA INC. .......... 905805 July 26,1990 Bradford 
THE ECONOMIC BOOM CREATION 

CORPO RATION A kes eee 905966 July 27, 1990 © Barrie 
THE FURNITURE PADAGE ING.) Sei hitissts 895784 July 30,1990 London 
THE LANDMARK CONSULTING GROUP 

INGE io i iene vis ROY een ties 906306 July 30,1990 Toronto 
THE MASCOM GROUP UNG... eo BiMescess ove 905605 July 24,1990 Toronto 
THE ROBERT ABELSON COMPANY 

(INSURANG@EVGING ) Wah Ir ts as enters 898602. July 30,1990 Ottawa 
THE Si/A DESIGN-GROUPLING s.caiiencmaane 905685 July 24,1990 Toronto 
THE SIFTON CAPITAL CORPORATION ..... 906881 Aug. 2, 1990 Toronto 
THE SINGER AND THE SONG LTD. ........... 895074 Aug. 1, 1990 St Catharines 
THE ULTIMATE LEASING CORPORATION 905644 July 24,1990 Concord 
THE VALLEY GOODS COMPANY INC. ...... 898604 July 31,1990 Ashton 
THE: VISWAL CONNECTION ING MR reccaree 905831 July 26,1990 Toronto 
THOMAS R. BRERETON & ASSOCIATES 

ETDS cde RELA OCR hens ba waders ea 904945 July 23,1990 Mississauga 
THUNDER BAY TUG SERVICES LTD. ....... 897439 July 27,1990 Thunder Bay 
TIAD INTERNATIONAL CONSULTING 

ASSOCTATESUNGe. peeees eee eaeeenne ante 905827. = July = 26,1990 Toronto 
TIDY*UP. ORGANIZERSHING I Cy ich ecce cares 906728 Aug. 1, 1990 Etobicoke 
TIM INFORMATICS LT DIGS. caserts sei caren 898601 July 30,1990 Gloucester 
TIMMINS DRYWALE LTD istics cars 906748 Aug. 1, 1990 Timmins 
TIMMINS TIRB‘SALES PIMIVED * Ao cke, 895592. July)=_- 27, 1990 ~=—s- Timmins 
TNT FOODS INTERNATIONAL INC. ........... 905606 July 24,1990 Newmarket 
TORCON CONST RUCTIONAINC.. 2 cicivaasisetens 905804. July 26,1990 Toronto 
TOTALSIGNSSERVICE ING. Biden. aetesuecanae 906835 Aug. 2, 1990 Thornhill 
TOUCHKEY COMMUNICATIONS INC. ....... 905676 = July 24,1990 Pembroke 
TOY CAPS INTERNATIONAL INC. ............. 900049 July 26,1990 Burlington 
TRACOM CEORHEING LORD 1 undicy tetanic els 905857. July 26,1990 Mississauga 
TRADEAST(GROUBRP ING fiitle nrc 58tek eevnssabee 906301 July 30,1990 Concord 
TRAIGHED HOEDINGSAINGG cies ct tes cascsemn 905847. July 26,1990 Mississauga 
TRI MODERN CLEANING SERVICES LTD. 900224 July 31,1990 Sudbury 
TRICOVENANT HOLDINGS BID wie... 895774 July 27,1990 Ingersoll 
TRUSCO MORTGAGE INVESTMENT 

CORPORATION: DAk.5 Ui aac a Chee heavens 895780 July 30,1990 Toronto 
TWIRE PUBBICATIONS UNG, sisat dere cere a. 895761 July 25,1990 Watford 
"PY REC ING Mes eenes 6 hectens tars Sosawas Cee ins nas Ore 895056 July 25,1990 Stevensville 
UPPER ‘CANADASCATERERS DID ix. 30.4003 906262 July 30,1990 Toronto 
UR’BEN KEEBLESINVESTMENTS LYDix...40 906689 Aug. 1, 1990 North York 
URQUHART, POWELL & ASSOCIATES INC. 906300 July 30,1990 Toronto 
VALU-Q-PONS CANADA INC. ...............008. 905990 = July) = 27, 1990 ~=—s- North York 
VALUES PLUS MARKETING 

INCORPOR AMIE DDR 25 te tors tay ein tee eenia rane 906700 Aug. 1, 1990 Scarborough 
VALVOLINE CANADA LTD. 

VALVOLINE GAMA DA TOT Bina detterck ws teennee 905955 July 27,1990 Mississauga 
VILLAGE OF EVERYTHING’S POSSIBLE, 

INCORPORATED AE eA rcecedotcancd toes tears rates 905968 =July 27,1990 Toronto 
VIREXSING AS A NRONE) A EP blow ta corn tiothe 906606 July 31,1990 Markham 
VISTA PARKING SYSTEMS CORPORATION 906777. —s Aug. _~——1, 1990 ~=—- Toronto 
VOISIN-GABLE & ASSOCIATES 

INSURANCE BROKRERSANGHS 2.0.2. W i ecssahe 906645 July 31,1990 Simcoe 
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SER 





Name of Corporation 


Ontario 
Corp. No. 


Registered Office 





SASHBUCKHERSING, MULuM..el le 
WATERLOX CANADA CHEMICAL & 
COATINGS CORPORATION 
BVAWEL TRAVEL INC. vi.ccscescssesctesseeeeeen 
WELLINGTON RETIREMENT CENTRE 
DEVELOPMENTS UINGIPN sh i8 nas ibbevscth 
WELLINGTON RETIREMENT CENTRE 
Me FINANCIAL SERVICES INC. .....c:cccccceeeee 
| WENTWORTH 2000 LTD. .....0:-sessseesseeeeeees 
_WHISTLEBARE POULTRY FARM LTD. ...... 
BALBECO HOLDINGS ING) wisccccsccscisececeses 
WILBON INVESTMENTS INC. 0.....cscsceccsees 
BRI ZAELECTRONICSITIIN,. Ac. .0ftthesec2: 
| WOJCIESZEK CONSTRUCTION INC. .........- 
BKENOPS ONTARIO INC. ..0....ccccseceteeeeeeees 
YESTERYEAR TOYS & BOOKS INC. «0.2.0.5. 


ee 


j 
YORK TAVERN AND STEAKHOUSE INC. . 
YORK TRILLIUM FINANCE 
| CORPORATION 
IYOUNG DO CORPORATION .......:0-0 eee 
HZEDCON TRAINING INC. ou... eseeeeeees 
| ZEIN MANAGEMENT INC. .........:::c000ceeee 
ZEKOM ELECTRONICS CORP. ...........::000+ 
| ZONE PROTECTION INC. .......:eteteteeies 
Pe VE GROUPSUTD Re) SAAS. AiGh....da 
| 27 KENT LANE LIMITED 
e8 MERTON ST. HOLDINGS INC. ............-+- 
2288 ONTARIO} BIMITED (...45...04bebecsciee 
72289 ONTARIO: LIMITED? 4.05. ..:c.likieeeeesoe 
883565 ONTARIO LTD. 
2568 ONTARIO: LIMITED |... 0: -dohh.orccoles 
mes 0 ONTARIOCING. 00 jcth os .tlthavcncde 
57 ONTARIOOING. .Q7Riah occ. adic. at 
es? ONTARIOANG,. 60) ic. eithescskes 
579 ONPARIOUNG, .200h..)4.ctldlccee 
885194 ONTARIO LTD. 
985197 ONTARIO ING. cists ccceseeneereneeeens 
85199 ONTARIO LIMITED ..........cc.seceeeees 
mi? ONTARIOUSIMITIID be. 15, 0 dtorbeas ack 
1 ONTARIG(UIMITED |...c.c cists 
73199 ONTARIO MIMITED .....-.....40ese eee 
Me 771 ONTARIO:LIMITED' '.........2080ebse-eesc 
mga? ONEARIOSING. 225, Abaindics ile 
894773 ONTARIO INC 
M4 ONTARIOWID .Peththc thank 
780 ONTARIOSMIMITED?), 305... 8s sey 
894944 ONTARIO LTD. 
894945 ONTARIO LIMITED 
ost ONTARIOHNG, 20h.th tht 
Mes ONTARIOUNG (rs. iach Oe 
meO55 ONTARIOIUING. fe hth ictus 
894960 ONTARIO LTD. 
894966 ONTARIO LTD. 
si? ONTARIO dIMITED | .A8...c2itehe nk 
ea ONTARIOMNG ICSE. Ae, coeaeh avid 
| 895048 ONTARIO INC. 
895053 ONTARIO INC. 
5054 ONTARIO*LIMITED  ....)......044:0h ese eehee 
895055 ONTARIO LTD. 
eas ONTARIOUNG: (HUeL Ms... heaak 
MAO) ONTARIGHING) GAN dei. atskl ans d. 
895061 ONTARIO INC. 


er ee ee ee ey 


ee 


Pe 


ee 





seme eee eee ener eeeresseeeseressese 


re ee ee 


Pr 


ee ee ee ee 


Peso een eeeesrereeeeeesesesesese 


weer eee rere ereeseeeseeeeeeessere 


eee e cere er ererereseseseseeserees 


Per a ee 


occ rere eereeereesseeeereeeeeeeees 





906398 


876734 
906389 


898621 


898622 


905816 


Date of 
Incorporation 
July 31, 1990 
July 23, 1990 
July 31, 1990 
Aug. 1, 1990 
Aug. 1, 1990 
July 27, 1990 
July 26, 1990 
July 30, 1990 
July 26, 1990 
Aug. 1, 1990 
July 30, 1990 
July 25, 1990 
July, 26,. 1990 
July . 31,1990 
July 27; 1990 
July 26, 1990 
July 24, 1990 
Aug. 1, 1990 
July 24, 1990 
July 26, 1990 
July 27, 1990 
July 27, 1990 
July, _,30,, 1990 
July 30, 1990 
July. | 31,1990 
July 25, 1990 
July 26, 1990 
July 26, 1990 
July 26, 1990 
July 26, 1990 
Aug. 1, 1990 
July _,.25, 1990 
July 31, 1990 
July. .. 31,1990 
July 20, 1990 
July 26, 1990 
July 30, 1990 
July 25, 1990 
July) 1c 251990 
July .. 25,, 1990 
July 26, 1990 
July 30, 1990 
July . 23,1990 
July, . 23,1990 
July. ..-25,. 1990 
July 25, 1990 
July 26, 1990 
July. 230,, £990 
Aug. 1, 1990 
July 20, 1990 
July 20, 1990 
July 23, 1990 
July . 25, 1990 
Janly. 22851990 
Tilly... 25, 1920 
July . 26, 1990 
July 26, 1990 
July 26, 1990 


Orillia 


Clearwater 
Mississauga 


Ottawa 


Ottawa 
Scarborough 
Cambridge 
Brampton 
Scarborough 
Toronto 
Mississauga 
London 
Brighton 
Toronto 


North York 
North York 
Concord 
Mississauga 
Richmond Hill 
Mississauga 
Toronto 
Scarborough 
Toronto 
Sault Ste Marie 
Blind River 
Gananoque 
Campbellford 
Brockville 
Brockville 
Brockville 
Kingston 
Lindsay 
Cobourg 
Bobcaygeon 
Cottam 
Oldcastle 
Kingsville 
Oshawa 
Hampton 
Orono 
Burlington 
Oshawa 
Bradford 
Thornton 
Barrie 

Orillia 
Orillia 
Collingwood 
Newmarket 
St Catharines 
Niagara Falls 
Port Colborne 
St Catharines 
Niagara Falls 
Smithville 
Niagara Falls 
Welland 
Wainfleet 
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Name of Corporation Cake facortieceet Registered Office 
895062\ONTARIOUNG. DUR isp aden deaseoerceamet 895062 July 26,1990 Waterdown 
805064 ON TA RIOMLIMTT EDs issccsmteee sonia 895064 July 30,1990 Niagara Falls 
895065 (ONTARIGIENG) aia hs Sere cee aenginn es 895065 = July = 31, 1990 Thorold 
S9506% ONTARIOUNG » SSN OATA Ae bxiais one 895069 = July = 31, 1990 ~=— St Catharines 
895070) CONT AIRION ING ye sot ecaerrceectene cr omtontoeesr one 895070 =July 31,1990 Welland 
895071‘ ONTARIO PEIMITED? nbc cst pete aot 895071 July 31,1990 St Catharines 
805550 ONTARIG ING a2 Ueno keane ean 895550 = July) =—s_- 23, 1990 _~—s- Ottawa 
805551, ON FA RIOAING Ores re: tiecosougur an ken Stee 895551 July 23,1990 Ottawa 
89557 DON EARIOIING:. «oie dice teencnncene mts 895571 July 25,1990 Ottawa 
805S7T2ON TA RIG TD. Lae ct ee ene nwrswasions S95572:.. Tulyi 125, 1990) + Ottawa 
B05573: ONTARIO IED Bites. crttcits trent ewcaiee 895573, July = 25, 1990 ~=—§Ottawa 
89557 SON PA RTOSING.) AR hocken ont eel cans Beek 895575; ... July... .26;.19902 * sOttawa 
SOSS TION EA RIOTING, J.B stent cee niceomen 895579 July 26,1990 Ottawa 
895583" ON FARIOMING, (os 55. ia. etter MO ei anntene 895583. July 27, 1990 Gloucester 
895584. ONTARIOSING Ss ainsoece ct: coleeee asad 895584 July 27,1990 Ottawa 
895587 ONTARIOUNG.. .ceiitendecs cues eathlniianatee 895587 July 27,1990 Ottawa 
SOS5SSs ONL ARIGHING. 1 Rape tecxco Ae acca 895588 July 27,1990 Ottawa 
BOSSOOMOIN LAR TOMI SF atectes treed erst oie tncvors 895590 = July) =—s- 27, 1990 ~—s- Cornwall 
895594; ON FARIOMOIMITE DO)... ie iissateatieccicutte 895594 = July = 30,1990 Ottawa 
SO589S1#ON TENRIOGING. SLAG ore. tee vcs geste ain Bae 895595 Aug. 1, 1990 Ottawa 
SOSS9GION TA RIO FENG: 2 Re taht ord. Weed ace ht 895596 Aug. 1, 1990 Ottawa 
S560 ON TARIOGNG? Ee. Minsk tvien voce 895600 July 30,1990 Ottawa 
895/58: ON TARIGMUING , oA. eiscs ene ed. ote ne emer 895758 July 25,1990 Sparta 
SUS TON TA RIOMING:? © saninetacticn chs ieee iets: sale 895759 = July) = 25, 1990 ~—@ London 
895763) GIN TA RIOUNG A « a9 02h cet cds bho ichanen 895763 = July) = 25, 1990 ~—London 
895:/04/ON PARIOIUSED 5 Aas, deacet ore elon aha 895764 July 25,1990 Lambeth 
895763°ON TA RIQMBED i ce ath as akceeatics vais 895765 July 25,1990 St Thomas 
895769" ON TAR LO MESENT TE Wy  otecsats rom enes 5 oe Ste 895769 July 26,1990 Peterborough - 
8957-13 ON BARTON © emt wrrdecin pacteee ies «sheen 895773. July... 27,.1990°) Ingersoll 
8957S VON PARTOCEIMITTE Disc eeiiusttebie anatee 895781 July 30,1990 London 
895790 ON PARIONEIMITE DMs. fms nuntsnehn cao deme 895790 =July 31,1990 London 
895793 °ON PARIOMNG «6. latina ee teas asc dais 895793 July 31,1990 London 
§95800, ON TARTOCEIMIT Bie, ttthws ax eed teak 895800 Aug. 1, 1990 London 
897441, ON TARTOUN Coy ie ea ieee Ee ccerernen 897441 July 31,1990 Lakefield 
SO74Az ONTARIOMGEDY, Fk bns dt ee eae 897442 July 31,1990 Thunder Bay 
S97 AAS. ON LARIOSING | Cy iatngrdc.. cca tte fasten 897443 Aug. 1, 1990 Cochenour 
898608: ON FA RIOCING. —.iiiracuectoes eee aesaeca te 898608 July 31,1990 Ottawa 
898610 ON PARTOCSED Os Gerais. poke et ates cee tee 898610 July 31,1990 Ottawa 
SOSGLIEONTARIOSING: | aoe hs ests veo 898611 July: 315.199) * Gloucester 
898613 ON TARIOCING? LAGE, slit ccce Mecca he 898613 July 31,1990 Ottawa 
898617 ONTARTONIEIMUT BIN, heron ste vseendaete 898617. Aug. 1, 1990 North Gower 
SOBOLS (ON DA RIOSING 7, MM hanes eee ceit a. 898618 Aug. 1, 1990 Arnprior 
890287 (ONTARIO URIMITED! faith. Stees.tichaneds 899287. =July 18,1990 St Catharines 
900085: ON TA RI OSS TDs, aves. ceewscts Wetee ect anche: 900035. July 23,1990 Don Mills 
9000427 ON TARIOUING Goan sudteterim eis <an dene 900042 July 25,1990 Burlington 
900047 ON RARIO@SGING, JRO gieaenctieecrantae 900047 July 26,1990 Waterdown 
900045: ONTARIGHING. (SIs iccloss cont ee tecis tee 900048 July 26,1990 Burlington 
9000S FON TA RI@SBIMIT ED hicelaer aot Meters once 900051 July 26,1990 Hamilton 
9000S S ONTARLOMINGS | 3. Roe anke eater eben: comets 900055 July 27,1990 Oakville 
JOOOSG2 ONT ARR TORING 7 eRe rise atoten. ccs tiene acorns 900056 July 27,1990 Burlington 
900057 ONTARIOCING oJ Roi cies ae aeieee thaw 900057. = July) =27, 1990 Hamilton 
900053.ON PA RS@sING 9 7 Ait sete tapee ier ans see 900058 July 27,1990 Mississauga 
900060. ON TARIOCHNG? SEE etl ances aie aee 900060 July 30,1990 Paris 
90006 LOM PARIGUNG Ae hamlets nancdhalerss s Jeane 900061 July 30,1990 Binbrook 
900063" OIN RA RIOEING JtrRe nla eris an tianesancadat 900063 July 30,1990 Hamilton 
900064 ONTARIO Tal DU WEVA tes. cou Enna 900064. July 30,1990 Burlington 
900066/ONIRARTOVE TID. | Soret. obs. scare er ay omits 900066 = July 30, 1990 Hamilton 
900073. ONFARIORING, shi tisoncawece atone: pane 900073, July =. 31, 1990 ~—s Hamilton 
9000 TAAON TA RIOMING: lendtetasnvanerss MMs ste 900074. July 31,1990 Hamilton 
900211 “ONTARIOSIIMIT BD! Aceess6 Mast vette 900211 July 26,1990 Sudbury 
900213 HON TARIQ ABs sGtene tcticds cc tancie: Mee 900213. - July 26,1990 Hanmer 
900215 ON TA RIQMING » is Wiis end os eee 900215 July 27,1990 Sudbury 
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Ontario Date of ; 
Name of Corporation Corp. No. _ Incorporation Registered Office 
fis ONTARIOGLTD, We) «0h... tien sos toeee 900218 July 30,1990 Sudbury 
fe 19. ONTARICOEIMITEDD tii.2 5.20515. cee 900219 July 30,1990 Sudbury 
mee, ON PARIOUNCG? Gs cs... ot Rabeccrenstees 900222 July 31,1990 Kapuskasing 
223 ONTARIQUNCG. Uh ilies. i Bi neseetees 900223 July 31,1990 Sudbury 
1 ON TARO DD «ek Su rhees oo. MGS cade 900915 July 23,1990 Kitchener 
m1) ONTARIOMMIMITED: hire kati ees 900917. = July = 23,1990 Waterloo 
mmnr24 ONT ARIOUAMITED: (o./. ts S00 Oe 900924 July 25,1990 Kitchener 
rg, ONTARIO UNG. iii. oie ts ENS oacsc dee 900925. July 25,1990 Kitchener 
900929 ONTARIO CORPORATION ............... 900929 July 26,1990 Nepean 
900930 ONTARIO INCORPORATED ............. 900930 July 26,1990 Nepean 
ys) ONT ARIOMING  Siitos. adawnned: eeteltsscsaeaes 900931 July 26,1990 Nepean 
32 ONTARIOMGT DD: Cie i icceas Rant octane 900932 July 26,1990 Nepean 
935 ONTARIOMIMITED sPr325. YOR siete 900933. July 26,1990 Nepean 
ers CONNOR RIOUENG |) BPS oh onus aM ae coset oe 900934 July 26,1990 Kenilworth 
oo30 ONTARIO LIMITED oni Beis 900936 =July 26,1990 Waterloo 
mn9s8 ONTARIO LIMITED! 2r..0 i Ms bat 900938 July 26,1990 Guelph 
39 ONTARIOUENG | hii k. bien eco. eins foe pte 900939 = July = 27,1990  Sebringville 
043: ONE ARIOUEIMITRED 25.5.5: Qaee sts. Pies 900943, July) = 27,1990 Brantford 
m4] ONTARIOUUMITED: 2220... 0 on. 900947. July 30,1990 Waterloo 
men 8 ONT ARIOUNG: 8t site, AaB eat 900948 =July 30,1990 Kitchener 
200949 ONTARIO LIMITED ............0.. cece 900949 = July =: 30, 1990 _-~—s Stratford 
00950 ONTARIO LIMITED .................. cece 900950 = July = 30, 1990 _~—— Stratford 
eo | ON LA RIOMING oer a Soares acu eed te ence Sens 900951 July 30,1990 Kitchener 
900952 ONTARIO INC. ..00... sees eeeeeec eee eeereeees 900952. July 30,1990 Kitchener 
meo54 ON LARTIOMEIMIPED: wimr. ioc etic odes 900954. =July 31, 1990 Waterloo 
oT ON TARTOOING Cire bs Ste. wise eetos sans tees 900957 July 31, 1990 Cambridge 
mnvool ONTARIOCEIMITED: occs....222eeo. :... shen 900961 July 31,1990 Kitchener 
00) ONTARTOUNG oie tacit. ssc tunbonscs eke 902601 July 31,1990 Bobcaygeon 
m002 ONTARIO EIMITED! 25%. 02.0 902602 July 31,1990 Peterborough 
me40t ONTARTONNG 5 Oi... 22 ete oat aioe 903491 July 13, 1990 \)Deer Lake 
| 505 ON TARIGIING & tip rh cline 5 Meer ncks ene 903505 July 17,1990 Kincardine 
| 506 ONTARIOMNG. (NN iic85-. ues. eons 903506 =July 17,1990 Scarborough 
oso) ONTARIOANG. le... 2iicvs iii sa eee 903517. =July 18,1990 Toronto 
ess 18 ONTARIOUNG, (000h).02s..c.. Mae ieee 903518 July. 418; 1090; Teetorento 
903526 ONTARIO INC. ....... esses eeeeeeeetettttteees 903526 July 18,1990 Caledonia 
m508 ONTARIOUNG [EVN ie cl MER ase 903528 July 18,1990 Ottawa 
O84 ONTARIOMIT DD, tar oiies.ics Wirt eanaare 904984 July 24,1990 Scarborough 
mos) ON TAIROMNG: Biirtoaitecs.sceidtee ones aeeet 904985 July 24,1990 Rexdale 
meeso ONTAIROWMNG ii sii. os ein oes 904986 July 24,1990 Rexdale 
Ss ONTARIO MEIMITED cata. eii isnt 904988 July 24,1990 Toronto 
mer00 ONTARIOUING (Ri Ra. ii Soret: onde uae 904990 =July 24,1990 Milton 
904998 ONTARIO LIMITED ....................200 904998 July 24,1990 Toronto 
m0), ONEARIOMING | Feet iio ease os kaaes 905000 July 24,1990 Pickering 
203 ONTARTOMGD 3 rei ieee. st eee Sete ees 905203 July 31,1990 Harrow 
m4 ON PARRI@ aT ye hades. ssc ceeerens vetoes 905204 July 31,1990 Kingsville 
0p ON TARTOMELD "Ure, 5. chess. ssn caso tenes 905206 July 31,1990 Windsor 
710 ONTARTOMUNCG 2 Oi ror-ahtecss shiek tede sao taco 905210 July 31,1990 Windsor 
fests ONTARIOMUAIMITEDY oorren ssh tin 5 ose 905213 Aug. 1,1990 St Clair Beach 
By, ON TA RTORMING ie its vthos: ccepeene ens scnetaee 905607 July 24,1990 Toronto 
mso08 ONTARIOMNSMITED oii cee ea ests Sete 905608 July 24,1990 Downsview 
eo) ONTARIOIOID, (Rei ios: a eee 905609 July 24,1990 Mississauga 
mci) ONUTARIOUNC. 481..i6 0.8 oie 905610 July 24,1990 ‘Toronto 
| Mel? ONT ARIOMOTD ei ceies. eave onder 905612 July 24,1990 Richmond Hill 
1 905614 ONTARIO LIMITED .....................0005 905614 July 24,1990 Downsview 
020 ONTARIOMIMITED (225... 2eds. occ seen 905620 July 24,1990 Toronto 
| 905622 ONTARIO LIMITED ................:...0000 905622. July 24,1990 Toronto 
feo? ONTARIOVEIMITED se. eis. se aden 905627. = July = 24,1990 Don Mills 
ny CON LT APTI REE oii Ran ca AG 905628 July 24,1990 Markham 
ers) ONTARIOMIMITED: (is... cette nes stut es 905630 July 24, 1990 Toronto 
ees | ONTARIOUMUMITED. 28... ce... Se 905631 July 24,1990 Toronto 
fs. ONTARIOMCIMITEL® “ataec. setts tec-te se 905632 July 24,1990 Toronto 
Mss ONTARIOCIIMI RED. e023. Badan. ea Fece 905633 =July 24,1990 Toronto 
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Ontario Date of 


Corp. No. _ Incorporation Registered Office 


Name of Corporation 








905639: ONTARTOTING. 020 adinerix tii ancedkeneees 905639 =July 24,1990 Willowdale 
905649 ONTARIGHNG] JE bala Daa arebes 905649 = July = 24,1990 Toronto 
905653. ON DARIO TED «itil cae cecvermnds ends tact 905653. July = 24, 1990 ~—- Scarborough 
905654:-ON FA RIOUING,. Sei abies: a geenisets B23 905654 = July = 24,1990 Toronto 
905655. ON TARIOUNG ».... UN laukinecssrtutehs ccs foseyee 905655 July 24,1990 Toronto 
005658. ONTARICNDIMITTED. «5.5. sus etencrsas toe 905658 July 24, 1990 Hamilton 
905659 ONTARIOVLIMITED: iss wai teatnaen.cdeure 905659 —s July) =. 24, 1990 ~—s Hamilton 
90566T ONTARIOUISIMITIEDY (20h .sanreilen rex tower 905661 July 24,1990 Scarborough 
905663. ON PARIOSPEIMTVEDD: ios ince ities tor ecto 905663 July 24,1990 Toronto 
905665. ONTARIOSING, 2m bewtarcss So Peiecsataem 905665. July 24,1990 Brampton 
905668: ON DA RIOGE TD. Sve tase sccuralgdhass tvwwalene 905668 July 24,1990 Etobicoke 
905669. ON DARIO WeIMIVED: Shs c.0Rteliecas voter 905669 =July 24,1990 Toronto 
905670 ONTARIO TEIMITIEED «ives sctenttee ses vanteme 905670 =July 24,1990 Scarborough 
905675. ONTARIOMEIMITED: (ahh. sine teens ct. cbtee 905675 July 24,1990 Scarborough 
905678 ON FARIOSEIMITEDD «citi cacetitervas cattos 905678 July 24,1990 Kirkland Lake 
905680 ‘ONTARIOMEIMITED: ..iccssatiathe cote: Gees 905680 July 24,1990 Etobicoke 
905683. ON BAR IG#E ED ..Cee bs nesiccagubten es eve ndets 905683 July = 24,1990 Toronto 
905684 ONTARIOIINCG. Re eae Mev Mle ices caw 905684. =July 24,1990 Scarborough 
905806:ONFARIOMEIMITED.: . Oke sc0. lh. cooce nates 905806 July 26,1990 Aurora 
O05818. ONTARIOUNG, FRA th ose hi navescter 905818 July 26,1990 Thornhill 
905819 ONTARIOSBED «ie hie sus Sine des seoe ee 905819 July 26, 1990 Richmond Hill 
905834: ONTARIONPIMITED) hic ia edivast ster 905834. July 26,1990 Toronto 
905835 .ONTARIOJEIMITED) 22th ccisideer 905835. July 26,1990 Toronto 
905836. ON TARIOSING .. (a2. silts i402 Mader ecuador 905836 = July 26,1990 Aurora 
905837. ON TA REOPLT D i SAGE vwaees 235 saeteaons cantare 905837. = July =26, 1990 Scarborough 
905838 -ONTARIONLIMITED. «22. cca 3s sso ster 905838 July 26,1990 Thornhill 
G05840: ONTAIRIOGING. DME Lint Gecvee Beene oe 905840 July 26,1990 Hamilton 
OOS849 ON TARIOOUNG pV h: Abert comeaccnosaates 905849 July 26,1990 Aurora 
GUS8S0: ONGARIOUIGUD Ae as tareraccatdewtenencansaee 905850 July 26,1990 Toronto 
905851 ONTARIGSEIMITED. «0.2 s1s Ween ccs: alee 905851 July 26, 1990 Concord 
905853 ON TARIOMSEMIIVEDD alo bancetttts t051 05 Ale 905853 July = 26,1990 Toronto 
905856: ONIBARIOSIZED... Wiies escheat Mad hy ovr atone 905856 July 26,1990 Toronto 
905858. ONTARTOME TD Maths at iets .c ee saer vane Fe 905858 July 26,1990 Richmond Hill 
905860 .ONTARIOSPIMIPED) 20) .satibienatestes 5 905860 July 26,1990 Tecumseh 
90586) ONTARIOSING.. 40h. gidieeves Mee: 905861 July 26,1990 Ajax 
905862. ONTARIOVINCG |. 2 oie lias Bindbossvevtnate 905862 July 26,1990 Mississauga 
905863. ONTARIO CEIMITED) .iieccss Mads cecemaee 905863 July 26,1990 Windsor 
905864. ONTARIOMEEMIPED «io ev essa tittbens vas hore 905864 July 26,1990 Windsor 
905867 ONTARIOVEIMI TED) Fa.1 51 Wla crest 905867. = July 26,1990 Ajax 
905870. ONTARIO EIMI REDS 4 25.002. PM woos saeare 905870 =July 26,1990 Toronto 
905871 ONTARIOSING: CO! diicracc Wt heads eee 905871 July 26,1990 ‘Toronto 
905873. ONTARIGHING.. (G4 Mocs Bhadaeon corer 905873 July 26,1990 Gormley 
905374 ONTARIGRICUD, GRAN i hocascs WR cleans 905874 July 26,1990 Willowdale 
9U5375:.ON TARIRAING .. SIR asthe convene ose ese aree 905875. July 26,1990 Bowmanville 
905879 -ONTARIOSING .. QUE cdf scam anca cette 905879 July 26,1990 Woodstock 
908880 ON FARIOSRING.. GRAN cc dirsa ele iviee neste 905880 July 26,1990 Don Mills 
905881 ONTARIOSING SRN. sae errs octese saws eke 905881 July 26,1990 Thornhill 
905882. ON BA RIOCUIMITE DY nc.casesspadnrnrs ane 905882 July 26, 1990 Windsor 
905883. ONTARIGREIMITEDY setae sz cctedeae anes hiee 905883 July 26,1990 Windsor 
05887 ONTPARIOMNG .. S08 5 Maces:<tontevciess ret 905887. July 27,1990 Seaforth 
905888. ON FARIQWUNCG « GUS). 2ikkscccotaeden santo 905888 July 26,1990 Nobel 
905889. ONTARIO EIMITE DY <n ssc Riba cs ecko 905889 July 31,1990 Scarborough 
9053898 ONTARIOGNG , Gur ccPecdiactetarors noun 905898 July 26,1990 Ignace 
905900 ON PARIOMELED . Tth .dharsssa tld esveseueee 905900 =July 26,1990 Markham 
905905: ONTARIO DIMITED) dim ccs vtedineroass omen 905905 July 26,1990 Maple 
905906-ONTARIGHEIMITED: .25..01 Bbc ccstee 905906 =July 26,1990 Markham 
905907 ONTARTOMEIMITEDY Pike sce dl bes vies taver 905907. = July) = 26, 1990 += Markham 
905909 ONTARIO EIMI TED) cies ccc Eilers scott 905909 =s July) =: 26, 1990 +~—s Brampton 
905913 ONTARIOCINCG, 10881, oienccan. eetaracvaauiert 905913, July = 26,1990 Brampton 
905914. ON PARI@QUING 5 Wag SFist eer 905914 July 26,1990 Aurora 
O035916:ONTARIOCING, 0A) cctias cee Rite cvcasoeet 905916 July 26,1990 Stratford 


905926. ONTARIO LIMIFED: .2ii50.2,0aldtes.csckeee 905926 =July 26,1990 Thornhill 
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Name of Corporation Eon eh 

£5927 ONTARIOMAMITED! .....008eeecd ht 905927 
m9 28 ONTARIO LIMITED! i iecstiaibaercccoun 905928 
Beesvoe ONTARIOMUNG. Sea eerie etl 905932 
eS CON WARTOMING A ites. abi irevessaen 905933 
Bevo) GIN PARI VIEEMITEIO? 20a wecebaneed deasstes 905935 
£5936 ONTARIO: LIMITED) wc neccedeitioeee snd 905936 
oS)? ONTARIO EIMITED 1 nicotene 905937 
mood ON EARIOVING <. OMG liccotmiccis) Ome 905940 
044 ONTARIOIEIMITED) | .54..5... et beens se 905944 
! 94) ON TARTOSRIMITE DY 7 8.6 0.50.8ebacenaeteet 905945 
946 ONTARIONIED. 22h. ddics sis ittles. cactoee 905946 
90 ONTARIGIEIMITED® 5.0... :08ievseldes 905950 
fe | ONGARIO SSD sting ned goniirers Melee: 905951 
mo. ON BARTOFING , Wyola wosties i> Stow vnne vee 905952 
mS -ONTARIOMUNG. Shae. oie. PUR vie 905953 
as) 7) ONTARIO R AVE [ED i. fei. WNaless oa 905957 
000 ON TAR IORE TIS Gee... ates. os Wace ae eee 905960 
904 ONTARIO ANG! ee ihn cn We es eee 905964 
mes 00 ON TARIOMNG  Cttet baccee cscs Gales vacreane 905969 
fee 1 -ONTARIOMNG: 2ie... cc bar.c tual cc. sasteae 905971 
med? ONTARIO LIMITED boii eed ev sseetas 905975 
ment ONTARIO IMI 0 aie cst Riiace ison 905978 
905980 ONTARIO LIMITED ..................00000ee 905980 
5984 ONTARIO LIMITED .......... 055..000 000 905984 
es 92 ON PA RIOMNG AE i riaseses is teeta c ss ete 905992 
fee SD HON TART OSEINE TED btie ccc tess Reon 905994 
| 5995 ONTARIOOHIMITEDE, 00.2... 9eiens2. P58 905995 
59960 ONTARIO UIMITED © ..26.....decdiee. 20 905996 
mo20l ONTARIO JEIMITED © ..600..6.. UM eis 906201 
| mee 202 ONT ARIOSRIMUTED bo cik vin. ciate ss. vateles 906202 
mee20S°ONBARIOUNG:. Whale ahi the 906205 
ms 200 ONTARIO IIED | 220i. ics. cooks 906206 
e212 ONTARIQ@SING | Roi ctecnc a ern ns snseeet 906212 
met ON TA RIGRING§) unas Siac: Stas ona ee 906213 
906215 ONTARIO LIMITED ..............-:0 seers 906215 
fo 16 ONTARIO VEIMITED (ors. cite sas oadtes 906216 
mo221 ONTARIO: LIMITED ‘|... .c0ih..05 0008 906221 
eS ON TARIOMNG | Riad ices aatewsnice, 906228 
| 906229 ONTARIOUNG Seve bss wscoihieentsctees 906229 
m2 36 ON TARIOILIMITED ©. 0 oo0..5 itivnes sco tkbe 906236 
m4) ONTARIOMNG, Ei fone es BE 906241 
mea ONTARIOMSD. i wd ccctiis ik 906242 
m4 ONTARIOOLIMITED 1.3... Bc. sc. 906246 
f25> ONTARTO*EIMITED | i055. Ries... .ncncts 906253 
906254 ONTVARIOVEIMI TED ie. oe bas shies 906254 
fe) ONTARIO MIMITED 9 nbc Rvs 906255 
76256 ONTARIO: LIMITED ..........c0805s...008002 906256 
fo) ONTARIO MIMITED (04.05... 858 eos e.e 906257 
meel8 ONTARIOMEIMITED ik. occu Bliss ccd 906258 
mee cO0 ONTARIONUNG (28! Js cos cBihtew. nbs 906260 
Bes (ONTARIO UNG 5 eb evens Mes ects 906263 
208 ONTARIO LIMITED fhe Boon 906268 
fe 2 ON DARIO GERD, TN is char cbeitenscs 20s 906272 
fee) ONTARIQGUNG. TES hance Bern aie. senhe 906277 
BOS CONTA LORIN FEA doreea sh tetilees sven tele 906288 
mod ON DARIOHNG, JE U1 o.:.-RI.... 906294 
mm G ONTARIOMUNG . HVS ss ass. .  sbittvenccisue 906298 
feo? ONTARIOUMMITED Tn. coe, 906299 
mo) ONTARIOUN DY Wi eli se 906309 
fs) ONTARIOOAMITED®. 2.8. 5.000 30de. asst. 906315 
lS ONTARIOGMMITED ®. o.0..0.. 0.03. ae 906318 
fl) ONTARIONNG (AR. oe cee i caren 906319 


Date of 
Incorporation 
July 26, 1990 
July 26, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
Aug. 1, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July” ~ 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July. «27,1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July. e272, 1990 
Sulys eed 1990 
July 27, 1990 
July 27, 1990 
July. , 27, 1990 
July 27, 1990 
July. 27, 1990 
July 27,1990 
July. 27, 1990 
July 27, 1990 
July — 27,1990 
July 27, 1990 
July. +27, 1990 
July: . 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 27, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July. 30; 1990 
July _ 30, 1990 
July 30, 1990 
Aug. 1, 1990 
July. _ 30,1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 
July 30, 1990 


Registered Office 


Toronto 
Thornhill 
Markham 
Brampton 
Oshawa 
Oakville 
Oakville 
Oakville 
Scarborough 
Scarborough 
Scarborough 
Downsview 
Weston 
Don Mills 
North York 
Don Mills 
Guelph 
Guelph 
Toronto 
Toronto 
Toronto 
Scarborough 
Toronto 
Toronto 
Toronto 
Mississauga 
Brampton 
Mississauga 
Scarborough 
Don Mills 
Clinton 
Mississauga 
Burlington 
Burlington 
Toronto 
Toronto 
Toronto 
Toronto 
Toronto 
Brampton 
Toronto 
Toronto 
North York 
Toronto 
Toronto 
Toronto 
Toronto 
Toronto 
Toronto 
Toronto 
North York 
Don Mills 
Brampton 
Toronto 
Etobicoke 
Scarborough 
Vermilion Bay 
Mississauga 
Cornwall 
Kitchener 
Mississauga 
Oakville 
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906322 ON TA RAG TER DDS SA. ibys cn sane seen anaes 906322 July 30,1990 Rexdale 
906325: ON TARIOAING,, Sorivn. teed station es sects 906325 July 30,1990 Scarborough 
906326 ON FARIONINC. SEMIN secs Bae es fcceomean 906326 July 30,1990 Don Mills 
906327 ONT AIRIOIENG . AER En ceascsn.Qeithen ctoneeen 906327 =July 30,1990 Downsview 
006330 ONTA RIOuBIMEP BIOS ia. 1s. Metecesinn soaen 906330 =July 30,1990 Toronto 
906333 ON TARIOU ISITE RD) doe: ve teats cs. eee 906333. = July 30,1990 Huntsville 
906348 ON EA RIG) AEIMT TENT. ses eanenibensy never 906348 July 30,1990 Toronto 
906369 ONTA RICAN Gree eee x sets Bi San ve vestes 906369 July 31,1990  Kettleby 
906370 ONPARIGHING. ARSE... Sia.ccssgeteeoss sont 906370 July 31,1990  Kettleby 
006374 ON GARTO UNG. AWARE: Sox. ccs tenet ao ean 906374 July 31,1990 Mississauga 
906380 ON TA RIG ING pL. . snnss cctetstanes a kane 906380 July 31, 1990 Richmond Hill 
906390 ON EAR IOWING pb cAPe eb iad cout nanetees.scastin® 906390 July 31,1990 Burlington 
906393 ON TA RIOUIN Cote kite oso Rhete «<0 acter 906393 = July = 31, 1990 Scarborough 
906604 ONTARIONEED ry Gags. onoss crc Pet heed scaler 906604. July 31,1990 North York 
906610 ONTARI@OHING Weed cdctecsesdNaiee cas otros 906610 July 31,1990 Weston 
906615 ONTARIOUCEIMITED | Bac Sia hs co asec 906615 July 31,1990 Don Mills 
906617 ONTARIO AGEMIT BD 2.50.0 Wie omens 906617 July 31,1990 Downsview 
906620: ONTARIGMEINMIT EDS one. osc Riles <2 cana 906620 July 31,1990 Downsview 
006625 ONTARI@BING. SOAs. Sacwss cede ox ce MONS 906625. July 31,1990 Thornhill 
906626 ONTARIO“:GORPORATION diis......2055 906626 July 31,1990 Toronto 
906630 ON TA RISING wae Ec domine an Bes vcs weshens 906630 July 31,1990 Toronto 
906635 ONGRAIR TOR IIN Cop PS ahd os ett coca! 906635 July 31,1990 Ajax 
906636 ONTARIOsEIMITBD! 25.52.00. okie 906636 = =July 31,1990 Toronto 
906637 ONTARI@sLIMITED okie... Wei cnceceees 906637 = July 31,1990 Markham 
906638 ONTA REOSING ow eos wnat xs ASB oi stone 906638 July 31,1990 Willowdale 
906639 ON TARIOIUING., FONE foc nv ee ibcsssceres 906639 = July 31,1990 Owen Sound 
906644 ONTARI@GING, AIRY sais. 5. ce pbmeen sete 906644. July 31,1990 Toronto 
906646 ON TARIOUEIMITEDS 5c. endo to scene 906646 July 31,1990 Oakville 
906648 ONTARI@SEIMETED , pecs ccs Ried. ss aes 906648 July 31,1990 Mississauga 
906653 ‘ONTARIO TING ri? oct csr ete sees es 906653. July = 31,1990 Toronto 
906656 ONTARIOMEIMITED? ira... citencyss coum 906656 July 31,1990 North York 
9066073 ONPARIOUNG, ASW a ghte es oet iors aoe 906673. = July = 31,1990 Toronto 
900674 ONTARIOUING vet) cfs cs ad te ow' scans 906674 July 31,1990 Etobicoke 
906676 ON DARIOIUNG eee bs ec lay caciewtiees 906676 July 31,1990 Toronto 
906087 ON TA RIOMEIMA TED | ate csicv. MAb Seen in vente 906687 July 31,1990 Toronto 
906693 ON TA RISING pai os jon cx teseetnes cs-cetree 906691 Aug. 1, 1990 Don Mills 
906094 ON PARIO@pieIVILTED fois cor ite sens aes 906694 Aug. 1, 1990 Toronto 
906708: ON TARI@nleIMPPED), ooo... Maer 2. Reon 906708 Aug. 1, 1990 Mississauga 
906709 ONTARIO) RIMITE DS . ia hn-c, Sher. <ooMees 906709 Aug. 1, 1990 Brampton 
906710 QNTARIOWB ED, Me Fhe: evs Reta coca bes 906710 Aug. 1, 1990 Gravenhurst 
O06701 ONTARIOAING,. “CARE ickews. oRidacew. ucares 906711 Aug. 1, 1990 Toronto 
906713: ON TEA RIG De AIRE cela aiea otis cco ums 906713 Aug. 1, 1990 Rexdale 
906716: ON GABRIGUING. 2AY a cnci ts conse beltvses ston 906716 Aug. 1, 1990 Toronto 
906718 ONTA RIOtMIMIT ED 1.2%. <5. etnssectees 906718 Aug. 1, 1990 Toronto 
906724 ON PA RIOUING.. 22. 5. ons, Bearer atea 906724 Aug. 1, 1990 Mississauga 
906729 ONTARTOTEIMITED 1.40. 20th: cnet 906729 Aug. 1, 1990 North York 
906736:ON FA RIOUGIM ERED © oh be secs Reh eiccse dere 906736 Aug. 1,1990 Toronto 
906737 ON TA RIOREN Cap es Ae bid teen k54 MRE es oe cane 906737 Aug. 1, 1990 Richmond Hill 
906746 ONTARIOMSIMITED 330.2 2. tptncssosere 906746 Aug. 1, 1990 Weston 
906/50 ONTARIOSING. “Sx ak.asc, Stee nonce 906750 Aug. 1, 1990 Brampton 
906752. ON TART OMEIVITPE DS 1S eiscs5c8 ites e a. cae ee 906752 Aug. 1, 1990 Owen Sound 
906754 ONTARIO SENG. Sib costed coos Oe 906754 Aug. 1, 1990 Toronto 
906755, ONTARIOMING, 2205. Atty cane ANG aga es 906755 Aug. 1, 1990 North York 
906762) ON TA RIG TING 5 eh 80 oc Bebe sca tone 906762 Aug. 1, 1990 Owen Sound 
9067632 GNTARIOMSUINIDCE DY foi acc. ctddes «4 toe 906763 Aug. 1, 1990 Islington 
906704 ON TA RIOUING 2 edged sabthc co na thie ven cittes 906764 Aug. 1, 1990 North York 
9N6767 ONTARIO NENG rae) Stee 4 iat rs ce 906767 Aug. 1, 1990 Toronto 
906768 ON TARIGMUNG. | LOeES tt, ix SRERE carn. wees 906768 Aug. 1, 1990 Gormley 
90677] ONTARI@>bIMITED: © oh... ctlss..c2ee 906771 Aug. 1, 1990 Toronto 
906818 ONTARIOTING. 232th cs ba ctnae 906778 Aug. 1, 1990 Toronto 
96780 ON DA RIG ING sch AG od co behbw 22. ens 906780 Aug. 1, 1990 Toronto 
906781 ONTARIOMING. | tie l) Ais. ees. Se 906781 Aug. 1, 1990 Scarborough 
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Ontario 
Name of Corporation Corp. No. 

POS SS HONG A RIO VUNG Gee PATS Hiro iad Ransns eee 906833 
BUOSSSION TAR IOUIING , Ai iad ucaciveresnedstacnernaees 906834 
BOSS TON TART OS ING ie fis cecedncdansadann snes Bee 906837 
0670) ON DARIO ONGOING. .. den theres vheeeieee 906873 
UOC i ON BARI WaIMIME IO We oven ouscedsenen sean’ 906875 
DUGESS ONTARIO NC INATED 855. patenaevs eters 906883 
BOSS HON DA RI OWING Meteo: vsieoedecdneyaedion cess sae 906886 
OS 0) IN Maen, PRIMES PLD Poth cg esses ceide es alan ees 906887 


34/90 


Incorporation 


Aug. 
Aug. 
Aug. 
Aug. 
Aug. 
Aug. 
Aug. 
Aug. 


of 


Date of 


. . - 


. 


- 


NNNNNNN WV 


. 


Registered Office 


1990 Willowdale 
1990 = Mississauga 
1990 Hamilton 

1990 Hamilton 

1990 Willowdale 
1990 Richmond Hill 
1990 Mississauga 
1990 =Mississauga 


DIANE S. NAGEL, 


Director, Companies Branch. 


Certificates of Amalgamation/Certificats de fusion 


Notice Is HEREBY GIVEN that a certificate of amalgamation under the Business Corporations Act, 


1982 has been endorsed: 










Name of Amalgamated Ontario 
Corporation Corp. No. 
AEROCOM INSPECTION SERVICE 
| IV ie een ra nea yao hcase Su vebes 906616 
| 
ALEX MCDONALD REAL ESTATE 
ee NP AN YA MIE DA cacti ice. wctwes 906266 
| ALOETTE COSMETICS OF 
KITCHENER/WATERLOO INC. ....... 900969 
ALOUETTE TRANSPORTATION LTD. 906344 
! ATOMA INTERNATIONAL INC. ........ 906663 
| AVENUE TRAVEL SERVICE 
OUMIET TST Pee ara Sek i cn ca ekeadleles 906717 
|B & D INSULATION LIMITED ........... 876737 
BERTLINTO CONSTRUCTION 
mC OMPAN Yc EIMETB Dire... Se alls... 906622 
|THE BRANDY TREE SHOPPES INC. .. 895792 
| BRUNSWICK MANUFACTURING 
eC OMPAN Y°LIMITED P28)... ccc eccnveiene. 906265 


Effective 
Date 
July 31, 1990 
July 31, 1990 
Aug. 1, 1990 
July 31, 1990 
Aug. 1, 1990 
Aug. 1, 1990 
July 31, 1990 
July 31, 1990 
July 31, 1990 
July 31, 1990 


Names of Amalgamating 
Corporations 


883113 Ontario Ltd. 
Aerocom Insspection Service 
Limited 


Alex McDonald Real Estate 
Company Limited 

Alex McDonald Construction 
Services Ltd. 


Aloette Cosmetics of 
Kitchener/Waterloo Inc. 
900952 Ontario Inc. 
Alouette Transportation Ltd. 
Bourre Bus Lines Ltd. 
Atoma International Inc. 
Modu-Tronics Inc. 
Dominion Spring Industries 
Inc. 
Poulsen Industries Inc. 
836114 Ontario Inc. 
BCL Magnetics Limited 
836113 Ontario Inc. 
Invotek Instruments Inc. 


Stelytod Inc. 

“Avenue Travel Service 
Limited 

B & D Insulation Limited 

338471 Ontario Limited 


Bertlinto Construction 
Company Limited 

Sorpaul Trading Limited 

865542 Ontario Limited 

The Brandy Tree Shoppes 
Inc. 


Brunswick Manufacturing 
Company Limited 
Brunswick Marketing Inc. 
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Name of Amalgamated Ontario Effective Names of Amalgamating 
Corporation Corp. No. Date Corporations 

C. & T. H. INVESTMENTS LIMITED .. 906387 = July = 31, 1990: 101368 Ontario Limited 

C. & T. H. Investments 
Limited 

GANADMIN.DIMIPEBD AO... 898619 Aug. 1, 1990  Rideauship Group Limited 
Canadmin Limited 

CAND YMFENFERPRISESVETD: ...caises 904811 Aug. 1, 1990 Candym Enterprises Ltd. 


534601 Ontario Limited 
534602 Ontario Limited 
COMMERCIAL TOOL & DIE LTD. .... 906649 Aug. 1, 1990 Commercial Tool & Die Ltd. 
863733 Ontario Limited 
THE DAIRY CASE CONVENIENCE 
STORES TSUIVE UE Deca eeene etneane 895795 July 31, 1990 = 825152 Ontario Limited 
Wilro Limited 
Charturk Inc. 
The Dairy Case Convenience 
Stores Limited 


DIEMAGCO“G984) ING? temeteirreres 906291 Aug. 1, 1990 Diemaco (1984) Inc. 
Hermes IV Limited 
DATAPORTEIMPPED a jiescksregscs sy 906642. July 31, 1990 Dataport Limited 


Milnis Investments Limited 
863445 Ontario Limited 
DIEOMATIC METAL PRODUCTS 


DEMUETE DY 27 trt a, See <5 ss se retievese. 906613 July 31, 1990 Dieomatic Metal Products 
Limited 
730146 Ontario Inc. 
DOW’S AUTO ELECTRIC LIMITED ... 897438 July 31, 1990 ~Dow’s Auto Electric Limited 


Kim Harrison Equipment 
Services Ltd. 


ERIN MEADOWS TRAVEL LTD. ....... 905751 Aug. 1, 1990 Erin Meadows Travel Ltd. 
Hesson Travel Limited 

FIELDGATE PHARMACY LIMITED .. 906787 Aug. 2, 1990  Fieldgate Pharmacy Limited 
905609 Ontario Ltd. . 

FINAMORONT HOLDINGS INC. ........ 906654 July 31,1990 Finamoront Holdings Inc. 


Sandalion Investments Ltd. 
FRONTENAC LEASEHOLDS LIMITED — 883576 July 30, 1990 561913 Ontario Ltd. 
561839 Ontario Ltd. 
Frontenac Leaseholds 
Limited 
G, As HARDIECICOREIMITED ou. 906399 July 31,1990 Argand Holdings Ltd. 
G. A. Hardie & Co., Limited 
685144 Ontario Limited 
653361 Ontario Limited 


GAALCO INVESTMENTS LIMITED .... 906386 Aug. 1, 1990 Gaalco Investments Limited 
559015 Ontario Inc. 
GEORGE W. TINDALL LIMITED ...... 905707 Aug. 1, 1990  Bel-Ray Canada Inc. 


H & D Holdings Ltd. 
George W. Tindall Limited 
GREGORY’S OF STRATHROY 


LIME Dine aceasta ehtnd: 900405 Aug. 1, 1990  Gregory’s of Strathroy 
Limited 
848059 Ontario Limited 
GROWEEIGE RUNG ony 2198)... Aina neeas 906243 July 30, 1990 Growltiger Inc. 


M & B Financial Corporation 
HARDCRAFT INDUSTRIES LIMITED 905985. July 31,1990 Hardcraft Industries Limited 
Three Point Enterprises Ltd. 
HAY MANAGEMENT CONSULTANTS 
LIMITED HAY, CONSEILLERS EN 
ADMINISTRATION LIMITEE .......... 906679 July 31,1990 Hay Group (Canada) Ltd. 
Hay Management Consultant: 
Limited 
Hay, Conseillers en 
Administration Limitee 
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Name of Amalgamated Ontario Effective Names of Amalgamating 
Corporation Corp. No. Date Corporations 
HERONBROOK FARM LIMITED ....... 895749 July 31,1990 Heronbrook Farm Limited 
555255 Ontario Limited 
ea LTE PSV es Pee scnte beetaadenss 900067. July 30, 1990 843894 Ontario Limited 


Hi-Lift Limited 
HUNT INSURANCE BROKERS 
UOT A RS a at a eee Oe 906308 Aug. 1, 1990 Hunt Insurance Brokers 
Limited 
Elizabeth Warner Insurance 
Brokers Inc. 
SSD EA SUS Ren Us (G30 2 4h) a 49 er ee 906698 Aug. 1, 1990 = Interfast Inc. 
Toronto Fastener Industries 
Inc. 
IRWIN HARDWARE CO. LIMITED .... 904967. July = 31, 1990 _~—s Irwin Hardware Co. Limited 
LZRK Investments Ltd. 
868023 Ontario Inc. 
HEDRON SOFTWARE INC. ............006 906703 Aug. 1, 1990 Jedron Software Inc. 
Weldpak Inc. 
mi OORBPAULTYSGROUPETD & 2.55004 906376 Aug. 1, 1990  Jilco Realty Group Ltd. 
632010 Ontario Limited 
JOHNKAREL INVESTMENTS INC. ..... 905209 Aug. 1, 1990 Johnkarel Investments Inc. 
Forbys Managements Limited 
Bee yore EMIT ED Bark oleic. ev avenis 894787 Aug. 1, 1990 546881 Ontario Limited 
| 584997 Ontario Limited 
Joyti Enterprises Limited 
KAIMAN FOOD SERVICES LTD. ....... 906682 Aug. 1, 1990 Kaiman Food Services Ltd. 
Kaiman Publishing Inc. 
| Lucky Diversions Ltd. 
KENNEY CONSULTANTS INC. .......... 906641 July 31,1990 Kenney Consultants Inc. 
828787 Ontario Limited 
| 824324 Ontario Limited 
~KOOLRAD DESIGN AND 
MANUFACTURING COMPANY INC. — 894785 Aug. 1, 1990 Koolrad Design and 
Manufacturing Company 
Inc. 
| Koolrad Holdings Limited 
i.O.C. FOODS INCORPORATED ....... 900070 July 31,1990 L.O.C. Foods Incorporated 
| 516374 Ontario Inc. 
LAWRENCE A. BRENZEL LIMITED .. 906379 July 31, 1990 Lawrence A. Brenzel Limited 
| L. A. Brenzel Securities 
| Limited 
me ISUREWAYS BTDVae. fcce Nera tees? 906657 Aug. 1, 1990  Leisureways Business 
| Corporation 
| | Leisureways Ltd. 


. 


LISAN CONSTRUCTION COMPANY 
| (8 SOROS et See Se bees ey ee eee 906602 July 31, 1990 _Lisan Construction Company 
Ltd. 
Landway Developments 
Limited 
LRB-SOUTHWESTERN GRAPHIC 
SUPP IES INC: Se Pirie acietekety exntens 895782. July 31, 1990 LRB-Southwestern Graphic 
Supplies Inc. 
829863 Ontario Limited 


mUXOR EXPLORATIONS INC. ........... 905912 Aug. 1, 1990 Luxor Explorations Inc. 
Bluestack Resources Limited 
MCRICHTAG HOLDINGS LIMITED ... 895527 July 31, 1990 579110 Ontario Limited 
McRichtag Holdings Limited 
ee CANADATING | ite sccstitentstatenes 906302 July 31, 1990 Moco Canada Inc. 


Moco Calgary Inc. 
Moco SW Ontario Inc. 
Moco Toronto Inc. 
Moco Vancouver 
Communications Inc. 
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Name of Amalgamated Ontario Effective Names of Amalgamating 
Corporation Corp. No. Date Corporations 





Logicomm Inc. 
MOTION PICTURE VIDEO 
CORPORA TIQNNS. BEG iamit Ais feacs 906677 =July 31, 1990 Motion Picture Video 
Corporation 
CAV Productions 
Incorporated 
NEEDHAMS SPORTS AND MARINE 
CEN URE TIM EP ete aa -aarane ne 876739 Aug. 1, 1990 Needhams Sports and Marine 
Centre Limited 
Thornbroom Limited 
NE WDSNCGASIINGH 5 Surat BAe ates erenass 906726 Aug. 1, 1990 Newdsnca, Inc. 
S: W.D. Sine: 
NOR-AM PATIENT CARE PRODUCTS 
LIME © entree. patted caesoatse evaarcone 906869 Aug. 2 1990 871920 Ontario Limited 
Nor-Am Patient Care 
Products Limited 


NORSTAR RELEASINGIUNC, «.5..00.080 905988 July 31,1990 Norstar Releasing Inc. 
Norstar Home Video Inc. 

NUCAN TRAVEL CORPORATION ..... 906769 Aug. 1, 1990 Nucan Travel Corporation 
Randle Travel Services Ltd. 

ORILLIANPHARMACY:EIMITED ........ 900403 Aug. 1, 1990 895661 Ontario Inc. 


Orillia Pharmacy Limited 
P.S. SHOP AT HOME FOOD SERVICE 
INGA rE aheser indies 906385 Aug. 1, 1990 635070 Ontario Limited 
635071 Ontario Limited 
833767 Ontario Inc. 
883627 Ontario Inc. 
P.S. Shop At Home Food 
Service Inc. 
PARKWAY REAISLY SGIMITED: 22.26.25. 906783 Aug. 1, 1990 Parkway Realty Limited 
a Duncanwood Manor Limited 
Hillock Investments Limited © 
PAUL’S JEWELLERY COMPANY 


IMIEE ED eee caries Seas nee 906621 July 31, 1990 Paul’s Jewellery Company 
Limited 
Jara Investments Limited 
PEELCO INDUSURIES INC ofeach Gwe, 906782 Aug. 1, 1990  Peelco Industries Inc. 


Newcomp Solutions Inc. 
Keldco Machine Works 
Limited 
PETLEY=HARE HEIMIVED | .... Set cohoe. 894783 Aug. 1, 1990  Petley-Hare Limited 
Roger D. Richard Insurance 
Inc. 
PINE RIDGE PACKERS 
INCORPORATED DE Andon tae & weir 894786 Aug. 1, 1990 Nor-Har Holdings Limited 
Pine Ridge Packers 
Incorporated 
PLACIDO GRI COMPANY LIMITED .. 906652. July = 31, 1990 __— Placido Gri Company 
Limited 
Lakeshore Plaza Limited 
PRO-TECH INDUSTRIAL GROUP 


TN CARI I ae sista treme clonal 900963 Aug. 1, 1990  Pro-Tech Industrial Services 
Inc. 
A & I Inspection Services 
Limited 
R.D. NICHOLSON HOLDINGS 
LIMITE Digit Ateneo en hte Bt ws 904593 Aug. 1, 1990 R.D. Nicholson Holdings 
Limited 


535694 Ontario Limited 


_RYBERG HOLDINGS LIMITED 


SCAN ELECTRIC LIMITED 


1 
| 


| 











SIPCO OIL LIMITED 


| SOUTHERN SANITATION INC. 


_ STOMPIN’ TOM LIMITED 
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Name of Amalgamated 
Corporation 


R.J. BURNSIDE & ASSOCIATES 
ENMECE De. GL SI Asi cise enc 


RAMPAGE BUILDING INC. 


REBANTA HOLDINGS INC. 


i 


Cy 


re rs 


ROYCE METAL PRODUCTS LIMITED 


eee eeeeee 


Pe ee 


SERVEX COMPUTERS INC. 
ORDINATEURS SERVEX INC. 


ee eeene 


SILVER MAPLE HOLDINGS LIMITED 


Se ay 


SKLAR-PEPPLER FURNITURE 
CORPORATION 


i 


SORRENTO JEWELLERS LIMITED .... 


STEPHENSON’S RENT-ALL INC. 


eeeeees 


i 


T.&K. INVESTMENTS LIMITED 


ee eee enee 


ees HOLDINGSUING®. vai stake ve odes. 


Peery SHOES TIMITED Ore. crevet 


Ontario 
Corp. No. 


906350 


906749 


906662 


906292 


906378 


906365 


900945 


906373 


906732 


906601 


906707 


906681 


906643 


906773 


906680 


903173 
906624 


898607 


898612 


Effective 


July 


Aug. 


Aug. 


July 


Aug. 


July 


July 


Aug. 


July 


July 


Aug. 


July 


July 
July 


July 


Aug. 
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Names of Amalgamating 


Date Corporations 


31, 1990 RJ. Burnside & Associates 
Limited 

Uderstadt Burnside Ltd. 

Rampage Building Inc. 

Peps Hardware Limited 

Rebanta Holdings Inc. 

Uxbridge Golf Course 
Limited 

Tavian Estates Ltd. 

Retail Media Inc. 

Media Cube Inc. 

Rosny Holdings Limited 

Champion Road Machinery 
Group Limited 

Champion Road Machinery 
Marketing Ltd. 

Royce Metal Products 
Limited 

Aero-Spin Inc. 

532491 Ontario Limited 

Ryberg Holdings Limited 

462214 Ontario Inc. 

Scan Electric Limited 

Nacs Electric Limited 

Ranchdale Estates Limited 


Paes) 


TL ooy) 


a1 1990 


(Foye deal) 


31,1990 


1, 1990 


1521990 


1, 1990 Servex Computers Inc. 
Ordinateurs Servex Inc. 

©. I. C. Research Inc. 

Silver Maple Holdings 
Limited 

Centrocan Investments 
Limited 

Sipco Oil Limited 

319355 Ontario Limited 


31, £990 


tl 290 


903060 Ontario Limited 
Sklar-Peppler Inc. 
Sorrento Jewellers Limited 
Karaud Management & 
Holdings Limited 
Southern Sanitation Inc. 
559288 Ontario Limited 
Deniz Freire Disposal 
Services Inc. 
903061 Ontario Limited 
901600 Ontario Inc. 
Stephenson’s Rent-All Inc. 
Stompin’ Tom Limited 
Crown-Vetch Music Limited 
Tifrow Enterprises Limited 
T.&K. Investments Limited 
T.T.S. Holdings Inc. 
Boilmart Holdings (Timmins) 
eid. 
Timmins Tire Sales Ltd. 
I.J. Wolfe Holdings Ltd. 
Ted Wolfe Holdings Ltd. 
Tacey Shoes Limited 


3151990 


ou ou 


1 990 


Sil) 


othe Hey 
391990 


S10) 


1, 1990 
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Name of Amalgamated Ontario Effective Names of Amalgamating 
Corporation Corp. No. Date Corporations 
RG 
TIMMINS TIRE SALES LIMITED ....... 898620 Aug. 1, 1990 Timmins Tire Sales Limited 


Timmins Tire Sales Retread 
Division Ltd. 
TRADEWINDS MOTOR HOTELS INC. 881783 Aug. 1, 1990 Tradewinds Motor Hotels 
Inc. 
Pioneer Park Investments 
Limited 
TRENTWA Y-WAGAR (PROPERTIES) 
ENG) cocci ae A eee 906672 July 31, 1990 866733 Ontario Inc. 
Trentway-Wagar (Properties) — 
Inc. 
UNIMAC MACHINE & 
MANUFACTURING LIMITED ......... 876738 Aug. 1, 1990 Unimac Machine & 
Manufacturing Limited 
726598 Ontario Inc. 
VENTURE CARPETS (ONTARIO) 


LIMITED by Sears esis os secvesn 906383 July 31,1990 Venture Carpets (Ontario) 
Limited 
Cross Can Agencies Inc. 
VIRK POULTRY PARMSAINCG,. oc cstaes 906307. July 31,1990  Virk Poultry Farms Inc. 
609970 Ontario Ltd. 
W.B. HARESHORNE AINGiF. 3... Ae be peves 906826 Aug. 2, 1990 W.B. Hartshorne Inc. 


High Precision Brass Limited 
WATERLOO MEDICAL BUILDING 
(1990) As MEE Dpeth foRYs, oops cece es 900964 Aug. 1, 1990 900890 Ontario Inc. 
Waterloo Medical Building 
Limited 
WINWEST ENTERPRISES LTD. .......... 893200 Aug. 1, 1990 Winwest Enterprises Ltd. 
Tecumseh Lumber Square 
Inc. 
Windsor Drywall (Windsor) 
Inc. 
YORKWOODS MOTORS LIMITED ..... 906286 Aug. 1, 1990 373878 Ontario Limited 
Yorkwoods Motors Limited 
YUBA AMERICAN GOLD, LTD. ....... 906734 Aug. 1, 1990 Yuba American Gold, Ltd. 
895299 Ontario Limited 
883577 ONTARIO CORPORATION ...... 883577 July 31, 1990 548039 Ontario Corporation 
Ron McAdoo Piano & Organ 
Co. Limited 
McAdoo Piano & Organ Co. 
(Belleville) Ltd. 


895591 ON PARIO IMUTED bccn davenn cats 895591 July 27,1990 National News Company 
Limited 
Daughterco Limited 
900013 ONTRA RIOSING, ste08, ccsssancstieas 900013. Aug. 1, 1990 121615 Ontario Inc. 
574162 Ontario Inc. 
900955 QNTARIO RIMITED? 1. Ae) natn 900955. July 31,1990 510126 Ontario Limited 
Hoppy Copy Centres Inc. 
00636 ION TARIO II MELE ocgsccacsssows 906361 Aug. 1, 1990 901866 Ontario Inc. 
350064 Ontario Limited 
9063621 ON TA RIOLINGH se 2 Ee: 906368 July 31, 1990 785556 Ontario Inc. 
Custance Funeral Home 
Limited 
906692, ONTARIOUNCG 2%, 0.0 AMae. eh 906692 Aug. 1, 1990 878786 Ontario Inc. 


878785 Ontario Inc. 
878784 Ontario Inc. 
824256 Ontario Inc. 
847246 Ontario Inc. 
632247 Ontario Inc. 
632248 Ontario Inc. 
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Name of Amalgamated Ontario Effective Names of Amalgamating 
Corporation Corp. No. Date Corporations 


632249 Ontario Inc. 


DIANE S. NAGEL, 
34/90 Director, Companies Branch. 


Certificates of Continuance/Certificats de prorogation 


NotIcE Is HEREBY GIVEN that a certificate of continuance under the Business Corporations Act, 1982 
has been endorsed: 


Name of Corporation Be ae Registered Office 
CARWOOD DEVELOPMENTS LTD. .........5.: 906031 July 31,1990 Waterloo 
mARWOOD, LEASEHOLDS INC © oi5...:.:25sceses8 906030 July 31,1990 Waterloo 
HARDCRAFT INDUSTRIES LIMITED ......... 396746 July 23,1990 Markham 
HERMES IV LIMITED (formerly Hermes 
milectronies Aamited) Mrs ct s..eGast dette tyes 906261 July 31, 1990 Toronto 
ee OC ARIAS AR VGA Sree eh ik tds eae 906006 July 26,1990 Pickering 
MOCO VANCOUVER COMMUNICATIONS 
TN CARs, cagh seer fine: Pn diianehs P2k Oo, 906007 July 26,1990 Pickering 
Bemmles © e RESEARCHING 6 xeric cc ccenteancenes 662328 July 31,1990 Oakville 
| DIANE S. NAGEL, 
— 34/90 Director, Companies Branch. 








Transfer of Ontario Corporations 
Transfert de compagnies ontariennes 


| Notice Is HEREBY GIVEN that, under the Business Corporations Act, 1982, an authorization to make 
an application for an instrument of continuance outside Ontario, has been given to: 








incense a yeiin tombs Ontario Effective Jurisdiction 
AP Corp. No. Date Where Applying 
KILIAN MANUFACTURING LIMITED ........ 116558 July 31,1990 Canada 
| CENTRALIZED INSURANCE 
ime MANAGEMENT LIMITED .................200000 137019 July 31,1990 Canada 


DIANE S. NAGEL, 


— 34/90 Director, Companies Branch. 


Amendments to Articles/Modifications aux statuts 


Notice Is HEREBY GIVEN that, under the Business Corporations Act, 1982, amendments to articles 


| have been effected as follows: 








Name of Corporation Eten asa 
BE ONS ONY CIMT ED etree eat de cti tet itte de tiers cee 91709 Aug. 2, 1990 
ALMORE TRADING & MANUFACTURING COMPANY LIMITED .... 137084 =July 31, 1990 
SAP EOP RON IC TENG Ey Sere etre poo assl a rieter ee mers esenergeras 541546 Aug. 2, 1990 
eye] Fee tee A ALL Eat ote cere) ee aida oes hs a eganins Cannot 125843 Aug. 2, 1990 
Rte OUI PODS ING. ee eS OR SEV GV eivtegecarent es 584840 Aug. 1, 1990 
ASTRA CANADA LIMITED (formerly Astra Pyrotechnics Canada 
PR IRAC EC Ren ct ee ee tah NS LAMA AL TANNER ARA Cad Te eRra ay cry trate eter een e ee 640901 Aug. 1, 1990 
AUSTIN, JONES INSURANCE BROKERS LTD. (formerly John J. 
IES ON ELIE Petre Re ei eee tae ot tI I AL) SDE LES) lo trenane tare Nes 101391 July 31, 1990 
eet eC H RESPIRATORY SYSTEMS ING? ce. ies oeccdeeseanee eee tea ee 904749 = July 31, 1990 
RTE? FE As TING: choca ese teed oes Se etic aes oes deans coetec een ker epeees 499582 July 31, 1990 


og BERS LIA BS eR 894401 July 31, 1990 


5184 THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 











Ontario Effective 
Name of Corporation Corp. No. Bate 
BROWNCO INVESTMENTS INC. (formerly 884076 Ontario Limited) ..... 884076 July 31, 1990 
BRYANT RAIDERSER VICES ING ce ctow ner scv ase eueaw tanerensacena eee 558902 ~=—s- Aug. , 1990 
CADOGAN CORPORATION (formerly Cadogan Capital Corporation) .. 816494 July 31, 1990 
CAERAN - CARING AND ENVIRONMENTALLY RESPONSIBLE 

AND NUTURING INCORPORATED (formerly Kids Ware Inc.) ........ 757784 July 31, 1990 
CAMPBELL AND MOORE INSURANCE BROKERS LTD. ................ 858121 «qJuly 27; 1990 
CANADMIN PROPERTIES: LUVIE EY osciaz cascrccpans smeent Waar cone amiss ane tees 866533 Aug. 1, 1990 
GASLINGTOM HHOLDINGSAING? 1298 u POR eU OTe. ce Riderts ted deedaeenn 281170™ ' \ Aug. 17-199¢ 
CENTURY CIRCUITS INC. (formerly Camptech Circuits Inc.) ............... 454776 Aug. 1, 1990 
CHAMPION ROAD MACHINERY MARKETING LTD. ...............0.008. 429674 July 31, 1990 
CHAMPION ROAD MACHINERY GROUP LIMITED ..................0000 429675 July 31, 1990 
CHATEAU :‘CANADATINC, (fofmerly 903793"OntartouInc.) ..ccssesciceso 903793 ~=July 31, 1990 
GCHERMNISHCER UCKINGTEIMELE Ds ret cetcan tc ooram leas rename amermeecinnas 213422- 9 July 27, 1998 
COALITION MERCHANDISING LIMITED (formerly Wolf Hassel 

Productions W4HMnitGd) « .<..cecok ek oe cites eitreins. avers ee | ca Peseennn Ronee Tar dae fanete 714422 Aug: ~ 1, 1990 
COLLINGWOODLANDS DEVELOPMENTS INC. Gonscely 569763 

Ontario Limited) ges eet uscen crn inv hss ose eaten ate teens «Ore aaa ne oe 569763 = July 31, 1990 
CUTTING TECHNOLOGY INC. (formerly Kuris (Canada) Limited) ....... 845931 Aug. 2, 1990 
THE DANCIN S’KOOL INC. (formerly 878168 Ontario Inc.) ..............64. 878168 Aug. 1, 1990 
DECO*AUTOMOTIVESING Kies cscs inconeccnu strate rewsce sat te” Seana a eeenan ne er 710728 Aug. 1, 1990 
DEEM CONTROESMNCORPO RA TE Dh snc votes tec SORIA Ot caayE Mian? ee 533212) > July .31,/1998 
DMB INVESTMENTSIEIMPRE Dita... Sib. teens meee a ne ansn se ences 62400 Aug. 2, 1990 
DOMINIONSMASONRAES YSTEMS ING@3 6.5 cxcsehecro ass gec gee eet enarew once renee 677954." July’ “31; 199@ 
EDWARDSGARSONIPRODUGHIONS ING? cissingacbi.is pecten cess 0s eb rense ec 766859 Aug. 1, 1990 
EMPRESS PROVIDENTIAL CORPORATION (formerly 903181 Ontario 

Tine s) Wiese aa ee ee a, cn neti ee as orton coe ates a amtniotue rie eancomme reas 903181 Aug. 1, 1990 
FAIRBANK PARK INC. (formerly 837620 Ontario Limited) .................. 837620 Aug. 1, 1990 
PINCH=EMAIN ‘GARDENS (WEST) LIMITED 2 0.22. cc scestaenoncsnpien netate og 6-2 112476" Auge), 1998 
FITZGERALD HOLDINGS EIMPERD? it ntti neue ibe t.6 Rete Rte oe Royce nee 131099 July 30, 1990 
FORMOSA INVESTMENTS INC. (formerly 639552 Ontario Ltd.) .......... 639552 July 31, 1990m 
FRANK'S JEWELLERS. LUMILD EID ce. etgeerrgent ae eines ae cere ates 534961 July 31, 1990 
GUORY—G: MAINA GE MIB NCO) aa eas ieee ate 695793 Aug. 2, 1990. 
GOSS. GILRO Vida ASSOCIAIESIEUD:., cc ccctecey saat et ane eaankene accs 486804 July 27, 1990 
GRACIOUS LIVING INDUSTRIES INC. (formerly 831775 Ontario 

JGvaath Cc) PO Re Mert, Neen LD POR RCO Mes ie ta 5 SDR oc ETRE er onan 831775 Aug... 2, 1990 
GREEN-ISLE PROPERTY MANAGEMENT LIMITED (formerly 765288 

Cont ari: Tile) E iehocet ne oe Sec aa ave tesla Soenionyc ee dak Sees Por RN chet on ee 765288 «July Siyios 
GREENSTRIPEWVHOEDINGSsINGs goa .i rarer sotsak te ape seek eenntee neg 829536 Aug... 1, 1996 
GUARDIAN AMERICAN EQUITY FUND LTD. FONDS D’ACTIONS 

AMERICAINES GUARDIAN LTEE (formerly Guardian American 

jaro Le Lh g fd Givi 0 (0 bd IE 26 pa hese enna Penne er renter creer Fog erie nis Go ce 584230 Aug. 1, 1990 
HAMMERSON PROPERTIES INC. (formerly Hammerson Mississauga 

TAG) tain matey oe etnias eee ee a i a eg eae 752957 =: July 31, 1998 
HANSA FINANCIAL & CORPORATE MANAGEMENT INC. ............. 288675 Aug. 1, 1994 
HAZCON SERVICES INC. (formerly 804601 Ontario Inc.) .................0.. 804601 July 31, 1990 
HIGHLINE: PRODUCE EIMIVEID \..taccscvan steers tov tnauone tore eruetere ent eee 114281 July 30, 1990 
HOMEOWNERS EMERGENCY LIST OF PROFESSIONALS INC. 

(forimeriveCars’ 2 -Cleanaliion): 25.4. oo ahaks aos er apeaties kd a enema cae erie 888805 Aug. 2, 1990 
HURLEY -GARRAIGE HOLDINGS: LIMITEDOSs ..va.teeeeenste nes ctee wee tees 453150 Aug. 1, 199% 
HYDRO: SILICA BOUTR MENTE ee a ere ocean colnet letdiadtereeties cette 122417 July S24 
IDEAMDRAINCTILESSIMETED, acs sestew cc Merete 5 ee faceted eee 490849 = July 31, 1990 
IMAGE INVESTMENTS INC. (formerly Brad’s Leasing Inc.) ..............4.. 495148 July 30, 1990 
INTERTECHNIQUE HAIR SALONS FOR MEN INC. ...0.........0.00000000. 521763. July = 31, 1998 
Ge FITZGERALD: & SONS LIMITED: «0 2 rans ak ngtoansedka vee reane es 109207. =July 30, 1990 
FADECORP RESTABBRANTS LIMIT ED tetra ee crests ee eee S15 151 July 30, 1990 
JEFFREY M. WHITE HOLDINGS INC. (formerly 874272 Ontario Inc.) . 874272 Aug... 2, 199% 
JM: PRINTING LTD (formerly 900003 Ontario Inc.) «00.2... ccc cones ccngeen ess 900003. July 31, 1990 
KARLOU ING, yiciisiis teenies ure anoet agg nd aaeiriep ad <a eA ee ee ee eee 275397 =~» July. 31, 199% 
KEANWN ING, | (formerin¢ 85698 ‘Ontario Ltd.) osc recea eas ccseeruetaten cs eee ce 785698 Aug. 1, 1990 
KELSEY’S RESTAURANT (BURLINGTON) LIMITED (formerly 

Kelsey’s Road HousemtBurlingion) Ltd) tices erate etn cocina 839930 =July_ 31, 1990 
KEMTEK METALSSPROCESS ING. 2 ccgiphs recac aenne area tecaees eects 837313. July 31, 1998 
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Name of Corporation 


KODY ELECTRIC LTD. (formerly Kody Management Consultants Ltd.) . 
KOSTUCH COMMUNICATIONS INC. (formerly 833123 Ontario Inc.) ... 
L & OD PUBLISHING INC. (formerly 904790 Ontario Limited) ............. 
ey GaP ERS ASS Oa 1, ee eh Ul aa eel ee ec el eather aE Rea Na 
EEISUREW AYSSLE Dc be Sastre Saeko PN 
LISCO DESIGN GRAPHICS INC. (formerly R.R.S. Design Graphics Inc.) 
HiT OV CHIKEINDUSTRIES «dN Gs sits siete tice o) ar erstO Ey aes 
EAN ADD ARS IVIL ED teak od. cee reenter Sy. coher nen seee eh oc threes te oie 
Bl Va ROUPINGCORPORATED 2.2 .ferertt cade entre oe Rees 
mek Wes IN ON’ SSR IMA De en gt cto. gash eo bp a,ches eam giod eante aera caneenter 
THE MARSHALL PLAN TELEVISION INC. (formerly The Marshall 
NALIN Vc GOT DOTAULOMME strait, stots core voce sien wanarctcecud cogieinn's st eebcen eat 
PAS TROMONACO*PHO TOGRAPHY ING. ong ianchaclocu qa outcast pea ees 
THE MICHA GROUP INC. (formerly Tibor Antal Holdings Inc) ............ 
PLE R SAU TOVRBGY CLING: INC. -..500sts soe a ee ee ee 
MR. HANDY CONSTRUCTION INC. (formerly 745347 Ontario Inc.) ..... 
mir. RECYCLING ING, (formerly: 735244 Ontario Inc. )'0:42;. aint dec: 
NATIONAL NEWS CO. LTD. (formerly 904972 Ontario Limited) .......... 
ReW.WAYSANTIBATION PRODUGTS ANG iyc5i ot cys Feira bees ee eae 
Pires ROCKHOMSESROAD LIMITED: Sap iie.vacadiee, tectees deere 
NOVA BAIN DECOR INC (formerly 816545 Ontario Limited) ............... 
er AAR MIA GOYAL IMIEPED) fo. ncseaneettcte.<52 teap meme eees ok ete es 
OOS SNA ATE SEMA ED ov acectleeonp ssiee decors nsas insane Sea RO eee Actress 


PROFESSIONAL BUILDING SYSTEMS INC. (formerly 898996 Ontario 





| 


—————— — 


et a — OL 


Ric 2) ee een Suis cag Me cas RO Ms on he ees 
QUATIC TECHNICAL SERVICES INC. (formerly Quatic International 

heh ee ere et Mee As cs sce ting 0a auy's span Rote no sane OR ets 
Ses ROK MAN CEUISUIBOSE INC. vip cscucs ee eee. sore aeee een rons 
R. LAROCQUE (NIAGARA SOUTH) LTD. (formerly Larocque and 

Pie VOOM ted) POR i ois onda ssciie vee MS oan +2 » MU eae see 
RALNA PARENTCORP INC. (formerly Ralna Investments Limited) ....... 
RE/MAX VISTA REALTY INC. (formerly 893885 Ontario Limited) ....... 
Pie AR Deby AROGOW EH, LIMUERED 065 bi sccehee recs yy hae ho as. a pea ous 
RMN INVESTMENT COUNSEL INC. (formerly Reed Monahan 

Nichvolishena investment Counsel Inc:) (2) -9e.5 esses won evausesd ew at eee! 
RIDEAU COMMUNICATIONS LIMITED (formerly 850071 Ontario 

BB rte) acs tteser ra PENI ct nes es Beats Js nis es cas 2 v2 550s) SARE SARS: PROT 
RIGHT CHOICE REALTY INC. (formerly Homelife/Right Choice Realty 

BA) eee See tae, 2. Seneca she's ootlogton das aed Ieee ms sua eamatns seahaunG jhe Pin hy 
Bea EGAN eTabs OAL Ds Ss IN te sr cae sens it SRR ems «ds am Pome tts Bhempa aed Pe als ts 
ROYAL LASER TECH CORPORATION (formerly 702344 Ontario 

PNT Ne ieee levees SRW oy ano eect a os ERS co 0 Aces aren teas sch, 
Pe AUDESHOUDINGS AIMIT Ete 2. oa at nan hee 
Pe EA RRB LL yO Nie tie’ De ore ea eee een icnel amartenerte hana 
SAFETY HOUSE INC. (formerly Shellcrest Investments Inc.) ................. 
SAINSBURY & COMPANY LTD. SAINSBURY & COMPAGNIE LTEE 
SARNIA WOLVERINE MANUFACTURING LTD. (formerly Sarnia 

Pupiwenne Sc Manimactiring Ltd.) 405.0500... asasigtecs. «ado manadadMesckeassh vee ae 
Beet Ash HOON S AUN GS iets cae aan iacs CAO eS os alata nae aw aete » 
NABH ERSTE 2 BFA Sd QS ner ce wine a ont ene eee oe re ee 
Beret MB XT IM ET Eds soto Sa cc onate an tiriaseas nc tetas) ot Eis bak tetun'e tes 
Se iO) WEG IER. A NING? IG DD) 5 acy ates sos vel chacdenavsuclkatedumpdveslss 
SSI SYSTEM STRATEGIES INC. (formerly 891680 Ontario Limited) ...... 
fy Neuve RC UR YESALES LIMITED: varuicenatscs pra Arn sniuis carsans ete: 
meNoE.L INNS. INC. (formerly Sikt Sunset Mall Inc.) cnsscssetmngess ens vesetirene 
aN ARVIN LNG face eer and Seep iic aah ascsm anole muha Pugs einai 
Bs rt TNCs ING ee ee a at here oo ain ae ee ee es a 
TED BOLDT CONSTRUCTION INC. (formerly 743425 Ontario Limited) 
Mee R NOL INTERNATIONAL ING 27 im geass ics eae oupuinaeenei nw Sad 
ee A cL LE) he Re cat ek Gap td Svea: (jen ok oh aie ona tee 
TORNET ELECTRIC ELECTRICAL SERVICES LTD. (formerly Toronto 

REP WONK Ee ACeLIIC Ale DCEV ICES LACS)” reese coter mere aot d cs cay erect nas gs 


Ontario 
Corp. No. 


412869 
833123 
904790 
345693 
365553 
716066 
660943 
290006 
378661 
547884 


829520 
624782 
793474 
593369 
745347 
735244 
904972 
799452 
120983 
816545 
PN PSEA 
155192 


898996 


415184 
429237 


774786 
903314 
893885 
262576 


505392 
850071 


716353 
329596 


702344 
568150 
404349 
903278 
767592 


854804 
537896 
AISOL2 
319212 
840864 
891680 
213675 
539593 
677394 
534530 
743425 
823082 
759887 


815785 


5185 


Effective 


Aug. 


July 


Aug. 


July 
July 


Aug. 
Aug. 
Aug. 
Aug. 


July 


July 
July 
July 
July 
July 


Aug. 
Aug. 
Aug. 
Aug. 
Aug. 
Aug. 
Aug. 


July 


July 
July 


July 
July 


Aug. 


July 


July 


Aug. 


Aug. 
Aug. 


July 
July 


Aug. 


July 
July 


July 
July 
July 


Aug. 
Aug. 
Aug. 


July 
July 
July 
July 
July 
July 


Aug. 


July 


Date 


1990 
1990 
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Name of Corporation Bay es ae 

TOTAL TOURING LIMITED (formerly Raw Touring Systems Inc.) ....... 713681 Aug. 1, 1990 
TRI-MAX REAL ESTATE LTD. (formerly Century 21 Tri-Max Real 

Pistelte EtG) sic eics these cat oc eineee eect Nona tee each: Pear e ree eater eas aee aenec sree: 5359261 ~~ July” “31, 1990 
TRILON LEASE COUING tre ee or vos te it ica ee ash eee ee reetitnl, Sates 692827 Aug. 1, 1990 
TROESTER ENTERPRISES LIMITED (formerly Millbank Builders 

Stioply:- Limited } Ve. S.s...:225 Seer ieee Serer e aon tered uae dentin eer eden corn a on 230830 ~ July 30,1999 
UNICORN UNIVERSAL WOODS (1990) LTD. (formerly 872401 Ontario 

Ey) MR Croke Pars nt SREP Ca cere ry ee eT aS oY Ny oe ha es LE a 872401 July” 27, 199¢ 
VENTURE TRUSCO INC. (formerly Venture Truss Limited) ................. 674358 July 30, 1990 
VY TALBDASE INGO ics cont terete ee eee teen tt SON ane meet css 801780 July 31, 1990 
WALDEC OF CANADA LCEMITER Sree. oe. eratiiny tte duddlnds thaneet: ceeae stone 108296. ‘July’ 31, 199@ 
WATERCOLOURF BATH PRODUCTION G Hier cin rat aitiev ees ehhen nhs 691512" “July Sl; 1996 
WATERLOO: GLASS*<o MIRROR’ LIMITED: or. 200.205 ek ere tines te cate 221787 Aug. 2, 1990 
WATERLOO MEDICAL BUILDING (1990) LIMITED ..............:cccsceees 900964 = Aug. 1, 1990 
WESTERN INTERNATIONAL CONSULTANTS INC. 1.0.0... .ccceceeeeeeeeees 863198 Aug. 1, 1990 
WILDIAM IKROPP EIMITED (nile reset cn cent vias tee nt aes arenes ct tae 105010 — July’ 31, 199@ 
WINFERBURN HARDWARE LIMITED wel. Sit. Riser ateasrateieresenteer: 209816 ‘July 27, 199@ 
{FOR 1 PIZZA*LIMITED Gormeriy Perr isPizza Limited) so. castes 895448 July 31, 1990 
379610 ONTARIO INC. (formerly Shortwave Marine Electronics Limited) 379610 ~ July ©31, 1996 
403809 ONTARIOFEIMITED Sanco eis enue een eat vecete oes es eka 403809 July 30, 1990 
517836 ONTARIO INC. (formerly Wallenstein General Store Inc.) .......... 517836 Aug. 1, 1990 
51961.) ONTARIO SING 3 Ane Goer Son iene ON hau hea eM URN ane 519617 =July 31, 1990 
552491 ONTARIO He IVAN ED iarcr eters ec amen VETS OI eR ean iia 532491. * July « 31, 199@ 
566232 ONTARIO LIMITED oe Oise ce eel iden an iecas a Pee yee 566232 4July~~3i-1998 
PU2Z56O"ONTARIO ING is steer eink Re vate bone e tee ent bs ceases eg ers ob seaay vee 702560. July 30,1999 
815286 ONTARIO; LIMITED? <.2e ee eS eo na tee et iees tan aoteaae rete 815286 Aug. 1, 1990 
8352024 (ONEARIOVUING oo rere ct ate erence cenit erence eaten yee 832024 Aug. 1, 1990 
R599 14 ON PARIO ING ot eicet ene Seca rtetd resem IRINA a aR A. cates at 833914 July  31,°1990 
851250 ONTARIO! ING: ie, 220 Sees earny eae eaten ns tao Det gee Ge Ntee earn 851250’ = July “31,1998 
860041. ONTARIO ING. (formerly: Easy Mail ‘Inc: ) 2.5.25. ete a tie eaccaees 860041 July 31, 1990 
866733 ONFARIOCING § 2 Nr cb G cee ecard tes CT eMee mann eebaneNeenads 866733 = July = 31, 1990 
865270 "ONEARIO" EEMETED oa. cae reson, vec eee nds dunn ee tom ene cine 868270 July 30, 1990 
B71 740 ONTARIO IVETE Deas cea eet ee Ue eS ae tae eee 871740 July 31, 1990 
B71 956 ONTARIO TR oii e re natate. oe erent DR TOE NOR ett 871956 = July = 31, 1999 
872578 ONTARIO ING Hees i einecee vee ss aaa tee ne Os Sans eee 872578 July 31, 1990) 
883387 ONTARIO INC. (formerly 883387 Ontario Ltd.) ..........c cece eee eeee 883387 July 31, 1990 
892590 ON FARIO ‘LIMETED ih cesses bearers eee ee han ts eee 892890 Aug. 1, 1990 | 
901153 ONTARIO INC. (formerly Austin, Jones Insurance Brokers Inc.) .. 901153 July 31, 19909) 

DIANE S. NAGEL, 

34/90 Director, Companies Branch. 


Articles of Revival/Statuts de reconstitution 


NotIcE Is HEREBY GIVEN that certificates of revival under the Business Corporations Act, 1982 have 
been endorsed reviving the following corporations: 





Ontario Effective 


Name of Corporation Corp. No. Date 





SIMBA GROUP DEVELOPMENTS LIMITED (formerly Simbagroup 
Developments’ Limited). sc srrchis iy aeata eter eves peiansthas omer 223735’ July’ 27, 199s 
DIANE S. NAGEL, 
34/90 Director, Companies Branch. 
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Notice of Default in Complying with the Corporations Tax Act 
Avis de défaut d’observer la 
Loi sur l’imposition des personnes morales 


The Director has been notified by the Minister of Revenue that the following corporations are in 
default in complying with the Corporations Tax Act. 


Notice Is HEREBY GIVEN under subsection 240 (1) of the Business Corporations Act, 1982 that 
unless the corporations listed hereunder comply with the requirements of the Corporations Tax Act within 
90 days of this notice, Orders will be made dissolving the defaulting corporations. All enquiries concern- 
ing this notice are to be directed to Corporations Tax Branch, Ministry of Revenue, 33 King Street West, 


~ Oshawa, Ontario L1H 8H6. 





Ontario Ontario 
Name of Corporation Corp. No. Name of Corporation Corp. No. 
Ada/M Building Systems Inc. .............. 684074 Esalen Developments Limited ............. 678658 
mirporn Productions Inc, 2.025) ..s..:0. 6. 629886  Etnalpal Associates Limited ................ 489486 
mriomiaa wi(airview)Metd jo cos.:.0srae eee 635081 Fairmount Canada Limited ................. 471898 
Pecos WoDer/anGiee. - scr tats soneseae seein: Ossiot? Fantasy ProitWViarket Ltd 2: io... ..ces se 669087 
Area Maintenance Systems Inc. .......... OVes7G; ‘“PareveShopssltde asides tees ae ste ees 458152 
m= Aredel Security Systems Limited ......... 413611  Fel-Co Polybag Equipment Limited ..... 628677 
| Atlas Property Management Inc. ......... Gsi771. First Time: Investments Ine... 5. ccs 570897 
ONUIND CABG T goat | £612) Ui Ce Nee aaa inp NRE Ee 682523: Hollies. Restaurants Inte sai... a9 c >: 492684 
hol CITE I Te scape iar i ce eee ne 676758 G. Maletich Wood Products Ltd. ........ 565095 
EEVOUMUCTASCNCIES ANIC. cao.siwtacuesssasaunees 599107. Garlin Design & Manufacturing Limited 295181 
m Awesome Promotions Inc. .............00+. 670103. Gary Beech Enterprises Ride 20.2... 347899 
Bee SADOTATOMIES ANC. ets Gcca nace cus cnses- 491434 Gerald M. Johnston Holdings Inc. ....... 492712 
Bentley Tanning Salon Inc ................. BOLIZ7 wanes Pizzarel Oso) Inge ae teats teens 679914 
Beren Manufacturing & Distributing Gino’s Sports Car Accessories Ltd. ...... 246935 
a ge re refusing en ae G08)  " GIDDETS SPOrtS FUD LIG” o7. 0.0. se esucc sos 564879 
Bectwixt @ Between Inc.. tic. a een: 683730 Glengarry Meat Packing Ltd. .............. 295176 
BC OLDOLALOM cia tiay ven utarase conten ane APO mi COAL VEC tec ec cad wet tae Mie ates ed clestae Gee une nee 663760 
Bamont Transportation Ltd. oon. 1.-.-s.m S29150" ‘Goldcrest Bakery Limited. 1... cscs ss. 466707 
BISUCMCE PYINS UNC. o.- sn sin csabee cop mate nes 682911  ‘Guycean MinesoLimited” <i... i... .5.00 es 678270 
Brink Mining & Resources Limited ..... 640583 H. W. Cowan Canada Ltd. ................ 409486 
meeamrose Holdings Inc: 2... ise csececsse ns 603786 Hanna Bridal Fashions Ince. ................ 679598 
Canadian Classic Breeders Limited ...... 138717. Heinz Jahn’s Farms Limited ............... 407208 
manwornd Resources: [a 0 ips crcu dts acm AS30015 “ienitage Vineyards Inc. Fost sc4. cnr os neon 432651 
Capricorn International Machine Sales Hollywood Yacht Charters Ltd. .......... 678096 
RS en en Se cus uate ata oe BS eile EES: CCG ee ala scoala lee see Care a nasi ocieies 292677 
Carib-Chinese Food Limited ............... 682030 International Consultants Inc. ............. 682175 
_ Cay Management Consultants Ltd. ...... 683726 International Distribution & Design Inc. 682772 
_ Cherryhill Investments Limited ........... 313195 J. A. Harvey Investments Limited ....... yeh a 
hing Ng Investments Ltd. .....2-..ucie<s 680369 J.M. Transportation Specialists Ltd. ..... 683765 
Clans Community Link and Network J.R. Charlebois Construction Inc. ........ 681297 
Systems International Corporation .... 681694 Jabasa Holdings Limited ................... 221726 
Conners Brewing Enterprises Limited .. 682209 James Jewer Construction Ltd. ........... 365945 
meonstruction Systems Ltd. ...............0. 504377 Jaymar Management Services Limited .. 310468 
mcore Realty Management Ltd. ............ 702790 Jemi Traders International Inc. ........... 639068 
morsianos & Lepen Limited .... iucd:..0s- 334948 Jopell Wholesale Catering Ltd. ........... 404067 
montu Laundromat IMC. Qivisite.ssant wtess A20459 -JSPSstmport/Export Ltd cor cg.acecyswseneses 639106 
meeveretech lrading Midli04... cu 683251 “KH. Butt’ Reali Estate: Limited :-.:....... 362920 
_ Cyril Knight Engineering Limited ........ 295474" . (Kama: Electronics Co vltds ic eecscksos 683674 
MOS LAMNION 25 cance covarnas sbpastpept Saasoes 305161  Kamaro Investments:Inc.. .1.2..0c¢00 a4, 398811 
David Fine Management Inc. .............. 687034 ° Kathleen’s Holdings Ltd. i nccpjanaiacndes 599163 
mavid Synthesizer Limited .3..0...00Fqn200. 302653 ~—=Kiff Construction Group Ltd. ............. ‘ 683770 
mDelbic Investments Limited ................ 273162 Kirsch Group Industries Limited ......... 491767 
UT rs ee eee en See rene mee 663122 eo. ssMane Investments. (nC oiijncsssx orn 555578 
Dial Cleaning Services Limited ........... 152036 Letitia Heights Development Limited ... 260496 
Rmrtetack TACs 3, i where eis car g Alek, Hine yes 594220 Linrose Driver Services INC) ... 00. .assese 596874 
mec Enterorisés Inc. © ..:..2...--)harteaeeem Su4s67  Julebalnvestments Inc... :..dgmseanpr8s anne oe 491257 
Doer Painting & Drywall Ltd ............. 675861 Log and Lantern Park Limited ............ 557578 
mrames Inflatable Ine: 2 2.5.¢04>..ays-aseess 621306 kologSports: Inc.” . 2, ....<4..taserren dori ietees 635061 





| E. Thomson Associates Inc. ............... 609174 Longview Forming Limited ................. 248072 
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Name of Corporation 


Lorraine Manufacturing Ltd. .............. 
Lucky Food Products Limited ............. 
M.J.Berger and Associates Ine. ........... 
Marenka TGs 2 63iso3 eo seeeanes mre ate 
Market Behaviour Limited ................. 
Marlet Pools Incorporated .................. 
McCamus Miner’s Inn Limited ............ 
MetGiie Farms CUniteG oo. os ecagrcat sen sptnns 
Meriit. Veneers tC. Grenier cue sears. 
Meteor Management Corporation ........ 
Metro Instrument Service Inc. ............ 
Michaud’s Fine Furniture & Broadloom 
PUMAEG GO) oe ccs nag senate aoa sats toy. Altea: 
Mikon Management Limited ............... 
Mississauga Plaza Town Centre Corp ... 
Mostty Whites Lida. 0a oyseqens Ss eccnsome <3 
Motivational Marketing Publishing Inc. 
Mstree Productions Ltd... nce... satde sn 
Miisics MERCH LNG cipetat es goers tence cud corks 
Nimpex International Limited ............. 
Warwood, Lease INC arses wee tore: 
Olympic Gold Corporation ................. 
Ontario Sheepskin House Limited ....... 
PatksSquate, Investments INC, coer osce 
|2EN G8 10 Bras na bs emamen en ceemere ye Bie a hcntar fee ter 3 
PateOtaSUMOn LCs 2c wet oogize snap Goemeb ete us 
Paul ROL CONCEDts ING gigs ccc antares hac 
Bebiyco. LANE eg comets eae aces uae 
Pixie’s Domestic Personnel Ltd. .......... 
R.D. Conceptual Marketing Inc. ......... 


Reach For A Peach Investments Limited 


Rheal & Son Excavations Ltd. ............ 
Risim, liternational InC.s ae, agen co eh ag as 
Risto’s Aluminum Products Ltd. ......... 
Roe-Hoiles Motors Limited ................ 
Roicewin Imports & Exports 
INCOrPOKale dawn. Mes ereem caesar enna tis 
Romacs Fine hOOdS ING. sei. ccniisnersinnnste 
RS. Realty Advisors: INCi pi ccccccasacer ses 
S Bevis SIGNS LA 5 ose oa nn teem ete dee 
Sally bes 20 IVESUMENL ENC: fo. a utes 
Sal Monace Produce Lice ccs, sc oonenn 
Saray. Investments Limited i... sce dunn 
Serv-All Food Equipment Services Inc. 
Silva. Investments Timited ooo si. ow erent 
Smokey Hollow Farms Ltd. ................ 
South Eastern Realty Investments 
ETTORE oo eee aeraeae dee des ee oa cre 
Southern Multicorp: Limited (.22%-27-.05. 
Steel City Construction: td or cee 
Storeshares: INGi. 3) ecetsa.c sees ieee tee 2 3% 
Summit Property Management 
THCOTPOTALE oie .a en ates ie aee ese cae ae 
Superstars Mississauga Inc. ...............5. 
Tall Pines: Foods ines Toss oncuiser te. 
Tara Hill Developers IC. ocean ee cec cas te 
Terrace Beauty Centre Limited :.......... 
Tetrasearch Pngmeerme (id. o2..7..5-.<0 
The’ Print Palace Ines etter ee ane 
‘Traron: Markets: lamutedesc.., cert ee cee: 
Tinney Auto Wholesale Limited .......... 
Trinim, Cleaners Lamited 35 .2:2.220..: 
Tubbs Pool/Spa Supplies Limited ......... 


Ontario 
Corp. No. 


454881 
680036 
692289 
276100 
490413 
670494 
529760 
345350 
SIOSTS 
679545 
295250 


364315 
493429 
682339 
298773 
609957 
366474 
607490 
546684 
500146 
681521 
330964 
637153 
625384 
438775 


682054 


354683 
597635 
594885 
346077 
454166 
382093 
683622 

86065 


683843 
576053 
642001 
638145 
643580 
448182 
488555 
563264 
681519 
592881 


232220 
265581 
363272 
681504 


524382 
679963 
633275 
682316 
686161 
673159 
684002 
348708 
518298 
341090 
669519 
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Name of Corporation 


Tung Wah Trading Company Limited .. 
Valleydown Apartments Limited ......... 
Via, tia Shoes, Cow Ltdicact cas -erregge 
W. C. McLeod Heating and Ventilating 
Supplies Limited <. . cateee teen 
WaltOt ENter prises INC... cigcsecnscssncesesss 
Wel Realty UANILCO: cn cteeserie ser een 
Win Wa Seafood & BBQ Restaurant 
| 4 agli ah ga artnet Ment ney Pe Ast 
Wolters Sun Systems International 
Lamited sii eee ete re es 
Woodiniartels "Incr 05. tatoo ee 
Xytel Communications Inc. ................ 
Morlype Graphics Ltd. ge eee 
7B GaAssociates’ Travel) Ett cco. 
Feven, Construction INC. 22.2.4. fucenedet 
Zipchen’s Wholesale Warehousing 
CGOTERTIO J es ore aaa Ie ars 
jh | rena Re eel ei Oe Same neae S. nk 
OADTS Ontario Wilt G ea cee ee 
21st Century Demolition & Salvage Inc. 
28 oie Ontario Minited, =... acces 
291893 Ontario Limited, cc cccesea cence 
BN MEE MterPriSeS LINC earch ches as 
396092 Ontano Limited: 2. co uce- eaeance 
A187 is Ontano Limited 2c... cane ures ee 
ADV2IA Ontanio oimite Cait eect eee 
421997 Ontario eimiteds ne neces 
445119 Ontario Inc. ......... A RE PID aa fet. 
464499 Ontario Incorporated .............. 
ASSSSs Ontario LAMIlCd wasaecaneee eae 
491657 Ontario Corporation ............... 
ZO S85 ONtANO UNC. ae eee 
AOD TR Ontario. Leds ae ne couceg eee ees 
516370 Ontario: Gime, a. sea anaes oes 
SIR LSS sOitarlo LIMILed) senneeaee seer ee 
ST S900 Ontario, DiniteGn cane oe a. tae ne 
52027 > OMtaniO TAMIL C> nam. cee torre ae 
SA lA? s Ontano Llmiueds . 2, an, cee eee 
52742) Ontano limited .2.t. ne eee 
$5545 LsOntario Inet eee rece te nee 
5629055 Ontario, Limited, .a.-acn ss cn ence. 
564876 Ontario oimited acca ete 
§66509: Ontario Limited ses oat e ss a ecees 
SSO lko Ontario INCy a. sees ches ee eran 
50435) Ontario Limited —oc-c.c eee 
596062 Ontanorincr conte cetecie teen 
600230: Ontarig: Limited. ee 
GUL 4 Ontang tds fades eee ces 
GOSS35 CONtatiO OC.) ate eee en ee 
606703: Ontario bimited assctesssecet oc cares 
606704 Ontario Limited 4-2-2... -% wea. 
612697 Ontario ‘Limited? 73-0. 
62958) Oorariotineie en eer een 
630229, Ontario" Limited. .c- eect 
650230. Ontario imitedmest eee es 
631428 Ontario Limited seit: 
635272 Ontario: Limited es Gove ae ees 
637142: Ontario * Lids eee 
637155. Ontario Ine: aerate 
637385 Ontario Limited 2.05 425 es: 
638936 Ontario Ine: «sciisi2ece.cee tee 
638986 Ontario Inc) ac. Se are 


Ontario 
Corp. No. 


679570 
243669 
681661 


120780 
599690 
260366 


592042 


682212 
601580 
591073 
457480 
361822 
684129 


684042 


204215 
680582 
281519 
291893 
676674 
396092 
418718 
421213 
421297 
445119 
464499 
488888 
491657 
492385 
492783 
516370 | 
518185 
518960 
529273 
541425 | 
547327 
555481 
562953 
564876 
566509» 
586182 | 
594352 | 
596062 
600230. 
601174 | 
605835. 
606703 
606704 
612697 © 
S020 





630229 
630230 | 
631428 | 
635272 
637142 | 
637155 
637385 | 
638936 | 
638986. 
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Ontario Ontario 

Name of Corporation Corp. No. Name of Corporation Corp. No. 
oF FF COMEATION TIC eek oak nee iene ooees O97 th | stace SOMEATION LAG, loses eee ye gang aie 681322 
P0505: Ontarig shag) oe odes viene. 640505 8.651552 Oniterio, Tics nase Sauce occec dena: 681552 
B40564 Ontario, Limited” fon icc. usaesd-an es 640584 681564 Ontario Limited ..................... 681564 
HacOso Ontanierines ft. oe. 265 e. See eed: 654086 681576 Ontario Limited ..................0.. 681576 
Boy oGe \ntario Limited | 41 assis kt eee Os e -OS1GlU: Cmeario Ltde meesete. ot. oe 681610 
049 Ontario Lite ws euceduee ee exy onss 658497 681675 Ontario Limited ..................... 681675 
LeU DCALIO ULL ts, ese econ ane 670522 681748 Ontario Limited ..................... 681748 
eo Ss CONEATIO CAIBIIED Ai cin deers cieeeen 673593 682342 Ontario Limited ..................... 682342 
Res voiOntariowines! hf: se eve vee? ens 675980 682811 Ontario Limited ..................... 682811 
BOOS Ontario lnc) at ence, 26s) beet 676668 682817 Ontario Limited ..................... 682817 
e161 Ontanto Limited in. 3c2.03s0 5. ieee aires GIS1S 1s E6828 Ou@nitario Ltda eae oasateo.n8 682836 
peso Ontario Limited 5, sisa..s00ss cscs ©7856 Te x6829G3<Ontanio. LG. ve: desk 2. eee. 250s 682963 
res 7 OC NTANOUNICy Sake ooiea meen ed cesntes 678876 683619 Ontario Limited ..................... 683619 
By9402- Ontario Limited. .5..acsas scusenenoee 679402 683851 Ontario Limited ..................... 683851 
BS WE CONTATIO’ LNCS asi ocd. ce ans te caeen ae 679541 684053 Ontario Limited ..................... 684053 
579840 Ontario Limited ..........2.0ce0e000s 679840 684139 Ontario Limited ..................... 684139 
Bes Ontario LAG. 22.2 ..20esedeee claw exnkta 680128 684908 Ontario Limited ..................... 684908 
st 97 Ontario-Limitedwis i cid.a.ce. ant: 68019 e-70207-7 Oitario Lid). Je Se Ue 702977 
Bs0265: Ontario: Limited-ae ..scsr92.9eeh as 680265 
681243 Ontario Limited ..... ices seca eae 681243 DIANE S. NAGEL, 
el 54 OntariGi Lad, epg. cog Sepsecce copa 681254 34/90 Director, Companies Branch. 


Certificates of Amendment of Articles Issued 
| Certificats de modification des statuts 


Notice Is HEREBY GIVEN that, under the Credit Unions and Caisses Populaires Act, amendments to 
_ articles have been effected as follows: 


AVIS EST PAR LES PRESENTES DONNE QUE, vertu de la Loi sur les caisses populaires et les credit 
| unions, les modifications des statuts ont été apportées comme suit: 





Ne ona eine Date of Effective Type of Certificate 
Pp Incorporation Date Issued 

Nom de la compagnie Date de Date de prise Genre de certificat 
| constitution deffet délivré 
\ 
_ CREDIT UNION CENTRAL OF 





ONTARIO LIMITED (formerly Ontario 
me Credit Union League Limited) .............. 1942-06-27 1990-06-14 Articles of Amendment 
VME EMPLOYEES’ (ST. THOMAS) 
| CREDIT UNION LIMITED (formerly 
Canadian Clark Employees’ (St. Thomas) 
Meerit MON Minited) eta ek theses 1964-11-05 1990-06-27 Articles of Amendment 


C. N. H. WILSON, 

Director, Credit Unions and Co-operatives Services Branch, Ministry of Financial Institutions. 

Directeur, Direction des Caisses populaires et des coopératives, 

34/90 Ministére des Institutions financiéres. 


ee 
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Applications to Provincial Parliament—Private Bills 
Demandes au Parlement provincial—Projets de loi d’intérét prive 


PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for Private Bills are set out in the 
Standing Orders of the Legislative Assembly. Copies of the Standing Orders may be obtained from: 


The Office of the Clerk of the Legislative Assembly 
Room 1521, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/963-1300 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private Bills that are received after the first 
day of September in any calendar year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 
(8699) T.F.N. Clerk of the Legislative Assembly. 


Petitions to Provincial Parliament/Pétitions au Parlement provincial 


Extract from the Standing Orders respecting petitions 


35. (c) Every petition shall: 
(i) be addressed to the Parliament, Legislature or Legislative Assembly of Ontario, 


(ii) contain a clear, proper and respectful request that the House take some action within its 
authority; 


(iii) be written, typewritten or printed, without erasures or insertions; 


(iv) have its request appear at the top of every sheet, if it consists of more than one sheet of 
signatures; and 


(v) contain the names, addresses and original signatures written directly on the face of the 
petition and not pasted thereon or otherwise transferred to it. 


(d) Every member presenting a petition shall ensure that the petition conforms with the Standing 
Orders. 


(e) The signature of every member presenting a petition shall be affixed to the petition. 





Further information with respect to petitions may be obtained from: 


Journals Branch 

Room 110, Legislative Building 
Queen’s Park 

Toronto, Ontario 

M7A 1A2 


Telephone: 416/965-1406 
(Collect calls will be accepted.) 











| 
| 





; 
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SAMPLE FORM FOR PETITIONS 


PETITION 


TO The Parliament/Legislature/ Legislative Assembly (choose one) of Ontario:— 


WHEREAS (preamble if required) 


WHEREAS (preamble if required) 


I/We the undersigned petition the Parliament/Legislature/Legislative Assembly (choose one) of Ontario as 


follows:— 


(Text of Petition) 


Name (printed) 


(4268) T.E.N. 


Applications to Provincial 
Parliament 
Demandes au Parlement 
Provincial 
GILFORD LAND DEVELOPMENT CO. LIMITED 


Notice Is HEREBY GIVEN that on behalf of 
Gilford Land Development Co. Limited application 
will be made to the Legislative Assembly of the 
Province of Ontario for an Act reviving the corpo- 


} ration. 


The application will be considered by a Standing 
Committee on Regulations and Private Bills. Any 
person who has an interest in the application and 
who wishes to make submissions, for or against the 


_ application, to the Standing Committee on Regula- 


tions and Private Bills should notify, in writing, the 


_ Clerk of the Legislative Assembly, Queen’s Park, 


Toronto, Ontario M7A 1A2. 
Dated at Toronto, this Ist day of July, 1990. 


BRIAN MCDONOUGH, 

on behalf of the Applicant, 

Gilford Land Development Co. 
Limited 


CITY OF YORK 


NOTICE OF APPLICATION FOR SPECIAL 
LEGISLATION 


Notice Is HEREBY GIVEN that on behalf of The 


(6855) 31 to 34 


| Corporation of the City of York, application will 


be made to the Legislative Assembly of the Prov- 
ince of Ontario for an Act granting the Corpora- 


tion of the City of York certain powers and impos- _ 


_ ing certain duties regarding its Board of Health as 
+ follows: 


| 


Address (printed) 


Signature 


CLAUDE L. DESROSIERS, 
Clerk of the Legislative Assembly. 


1. the Council of the City of York shall stand in 
the place of its Board of Health in respect of the 
appointment, reappointment and dismissal of the 
Medical Officer of Health; and 


2. the Council of the City of York shall provide 
to its Board of Health such employees of the City 
including public health nurses that it considers nec- 
essary to carry out the functions of the Board of 
Health; and 


3. the Council of the City of York shall appoint 
the auditor of its Board of Health. 


This application will be considered by the Stand- 
ing Committee on Regulations and Private Bills. 
Any person who has an interest in the application 
and who wishes to make submissions, for or 
against the application, to the Standing Committee 
of Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, 
Queen’s Park, Toronto, Ontario M7A 1A2. 


Dated at Toronto, this 2nd day of August, 1990. 


THE CORPORATION OF 
THE CITY OF YORK, 


GEORGE McQ. BARTLETT, 


(6896) 32to 35 City Solicitor. 


SIKH CULTURAL SOCIETY OF 
METROPOLITAN WINDSOR 


Notice Is HEREBY GIVEN that on behalf of 
Autar Singh Sidhu application will be made to the 
Legislative Assembly of the Province of Ontario 
for an Act to revive Sikh Cultural Society of Met- 
ropolitan Windsor, a religious and charitable (non- 
profit) organization. 


The application will be considered by the Stand- 
ing Committee on Regulations and Private Bills. 
Any person who has an interest in the application 
and who wishes to make submissions, for or 
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against the application, to the Standing Committee 
on Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, 
Queen’s Park, Toronto, Ontario M7A 1A2. 


Dated at Windsor, Ontario, this 8th day of 
August, 1990. 


(6971) 34 to 37 AUTAR SINGH SIDHU. 


Corporation Notices 
Avis relatifs aux compagnies 


HOBBYLAND LIMITED 


Notice Is HEREBY GIVEN that Hobbyland Lim- 
ited intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated this 3rd day of August, 1990. 
WILLIAM WILLIAMS, 


(6972) 34 President. 


AMEUBLEMENT CYRVILLE FURNITURE 
LIMITED 


Notice Is HEREBY GIVEN that Ameublement 
Cyrville Furniture Limited intends to dissolve pur- 
suant to the Business Corporations Act, 1982. 

DAVID SIMPSON, 


(6973) 34 President. 


EARL PARKES CONSTRUCTION LTD. 


Notice Is HEREBY GIVEN that Earl Parkes Con- 
struction Ltd. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 

Dated this 9th day of July, 1990. 

(6974) 34 


SETO TRADING CORPORATION 


Notice Is HEREBY GIVEN that Seto Trading 
Corporation intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Scarborough, this 8th day of August, 
1990. 
(6975) 34 


ASTRA MARKETING CANADA INC 


Notice Is HEREBY GIVEN that Astra Marketing 
Canada Inc intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Toronto, this 19th day of July, 1990. 


MARK STEELE, 


(6976) 34 President. 


PATERSON AUTO REPAIR LIMITED 


Notice Is HEREBY GIVEN that Paterson Auto 
Repair Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 
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Dated at Niagara Falls, this 3rd day of August, 
1990. 
KEVIN LEE KENYERES, 


(6977) 34 President. 


686648 ONTARIO LIMITED 


Notice Is HEREBY GIVEN that 686648 Ontario 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Mississauga, this 23rd day of July, 
1990. 
RUDOLPH HOCHREIN, 


(6978) 34 Treasurer. 


T. DEJOURNO SR. HOLDINGS INC. 


Notice Is HEREBY GIVEN that T. DeJourno Sr. 
Holdings Inc. intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 7th day of August, 1990. 
THOMAS DEJOURNO, SR., 


(6979) 34 President. 


THOMAS ADAMS DISTILLERS (ONTARIO) 
LIMITED 


NoTIcE Is HEREBY GIVEN that Thomas Adams 
Distillers (Ontario) Limited intends to dissolve pur- 
suant to the Business Corporations Act, 1982. 


Dated this 21st day of June, 1990. 
LAURA SCOTT, 


(6980) 34 Secretary. 


JERAPPLE MANAGEMENT INC, 


Notice Is HEREBY GIVEN that Jerapple Manage- 
ment Inc. intends to dissolve pursuant to the \ 
Business Corporations Act, 1982. 


Dated at Renfrew, this 10th day of August, | 
1990. 
(6981) 34 





670137 ONTARIO LIMITED | 
{ 


Notice Is HEREBY GIVEN that 670137 Ontario | 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. | 


Dated at Windsor, this 8th day of August, 1990. 


| 
(6982) 34 TERRANCE JOSEPH BACHMEIER. | 


449647 ONTARIO LIMITED 
| 


Notice Is HEREBY GIVEN that 449647 Ontario) 
Limited intends to dissolve pursuant to the’ 


| 


Business Corporations Act, 1982. | 


Dated this 3rd day of June, 1990. 


DARRELL HERAUS, 
President. — 


(6983) 34 
| 


/ 
| 
| 
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BILL DELINE LIMITED 


Notice Is HEREBY GIVEN that Bill Deline Lim- 
ited intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated at Belleville, this 8th day of August, 1990. 


GLENN A. DELINE, 


(6984) 34 Director. 


LOUIS DAVID DECORATING LIMITED 


NotTicE Is HEREBY GIVEN that Louis David 
Decorating Limited intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated at Markham, this 15th day of August, 
1990. 
Louis DAVID, 
(6985) 34 President. 


DELTA DECORATING LIMITED 


Notice Is HEREBY GIVEN that Delta Decorating 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


_ Dated at Markham, this 15th day of August, 
1990. 

| Louis DAVID, 
(6986) 34 President. 


| TREBOR HOLDINGS INC. 


Notice Is HEREBY GIVEN that Trebor Holdings 
‘Inc. intends to dissolve pursuant to the Business 
| Corporations Act, 1982. 


Dated at London, this 10th day of August, 1990. 


HELEN MARY Hoaa, 
6987) 34 Secretary. 
( ry 


788864 ONTARIO LIMITED 


| 

| Notice Is HEREBY GIVEN that 788864 Ontario 
‘Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


| Dated this 15th day of August, 1990. 


PAUL DAVOUD, 


(6988) 34 President. 


H 
| K.J. GRAY FINANCIAL CONSULTING INC. 
Notice Is HEREBY GIVEN that K.J. Gray Finan- 


cial Consulting Inc. intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


| Dated at Toronto, this 13th day of August, 1990. 


! KENNETH J. GRAY, 
fee 34 Secretary. 





| 345588 ONTARIO LIMITED 


Notice Is HEREBY GIVEN that 345588 Ontario 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 

Dated at Kitchener, this 31st day of July, 1990. 
6990) 34 


nig eT 
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FARRELL’S PHARMACY LIMITED 


Notice Is HEREBY GIVEN that Farrell’s Phar- 
macy Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Windsor, this 1st day of August, 1990. 


LAWRENCE V. FARRELL, 
President, 
ZENA FARRELL, 


(6991) 34 Secretary. 


E. WEIGHTMAN & SONS LIMITED 


NoTIcE Is HEREBY GIVEN that E. Weightman & 
Sons Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated at Toronto, this 12th day of June, 1990. 


J. CLINTON HOSKINS, 


(6992) 34 Secretary. 


MARBRANT DEVELOPMENTS LIMITED 


Notice Is HEREBY GIVEN that Marbrant Devel- 
opments Limited intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated at Burlington, this 26th day of July, 1990. 


CATHARINE SCOTT, 


(6993) 34 Secretary. 


AQUA TERRA LIMITED 


Notice Is HEREBY GIVEN that Aqua Terra Lim- 
ited intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated this Ist day of August, 1990. 


GORDON N. DEMPSEY, 


(6994) 34 Secretary-Treasurer. 


DOUG’S SERVICE CENTRE CAMBRIDGE INC. 


Notice Is HEREBY GIVEN that Doug’s Service 
Centre Cambridge Inc. intends to dissolve pursuant 
to the Business Corporations Act, 1982. 


Dated at Cambridge, this 9th day of August, 
1990. 
DOUGLAS JOHN Horst, 


(6995) 34 President. 


NORCOIL TECHNOLOGY LIMITED 


Notice Is HEREBY GIVEN that Norcoil Tech- 
nology Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 


Dated this 7th day of August, 1990. 


FRASER REID, 


(6996) 34 President. 


810423 ONTARIO LIMITED 


Notice Is HEREBY GIVEN that 810423 Ontario 
Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 
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Dated at Toronto, this 13th day of August, 1990. 


By its solicitor herein, 


(6997) 34 ROBERT W. WILSON. 


MAXIM HEALTHCARE SERVICES LIMITED 


Notice Is HEREBY GIVEN that Maxim Health- 
care Services Limited intends to dissolve pursuant 
to the Business Corporations Act, 1982. 


Dated at Toronto, this 20th day of August, 1990. 


JULIA Y. CHAN, 
(6998) 34 Secretary. 


HANG-A-PLANT 


Notice Is HEREBY GIVEN that Hang-A-Plant 
intends to dissolve pursuant to the Business Corpo- 
rations Act, 1982. 


Dated this 31st day of May, 1990. 


MARGUERITE LACELLE, 
(6999) 34 President. 


GENKAR INCORPORATED 


Notice Is HEREBY GIVEN that Genkar Incorpo- 
rated intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated this 25th day of July, 1990. 


GERALD J. SPROUL, 
(7000) 34 President. 


603869 ONTARIO INC. 


Notice Is HEREBY GIVEN that 603869 Ontario 
Inc. intends to dissolve pursuant to the Business 
Corporations Act, 1982. 


Dated this lst day of August, 1990. 


LEE CAROLYN WOOD, 


(7001) 34 President. 


M G L CORRUGATED CONTAINERS LTD. 


Notice Is HEREBY GiVEN that M G L Corru- 
gated Containers Ltd. intends to dissolve pursuant 
to the Business Corporations Act, 1982. 


Dated this 14th day of August, 1990. 


WILLIAM J. LINDO, 


(7002) 34 Exec. Vice-President. 


CDS MECHANICAL CONTRACTORS LIMITED 


Notice Is HEREBY GIVEN that CDS Mechanical 
Contractors Limited intends to dissolve pursuant to 
the Business Corporations Act, 1982. 


Dated at Toronto, this 18th day of May, 1990. 


PAUL E. CARNEY, 
(7003) 34 Secretary. 


KAIDAR INVESTMENTS LIMITED 


Notice Is HEREBY GIVEN that Kaidar Invest- 
ments Limited intends to dissolve pursuant to the 
Business Corporations Act, 1982. 
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Dated this 31st day of July, 1990. 


JEAN ERNESTINE WANT, 


(7004) 34 Secretary. 


KRIPALU YOGA CENTRE 
Ontario Corporation #0346322 


Notice Is HEREBY GIVEN that the number of 
directors of the Toronto Kripalu Yoga Centre has 
increased from 5 to 9 by a special resolution which 
was confirmed by the members of the Corporation 
on the 29th day of July, 1990. 


Dated this 8th day of August, 1990. 


Lori HORLEY, 


(7005) 34 Secretary. 


LINDA SMITH DAY CARE SERVICES INC. 


Notice Is HEREBY GIVEN that the number of 
directors of the Linda Smith Day Care Services 
Inc. was increased from three to seven by a special 
resolution which was confirmed by the members of 
the Corporation as of the 18th day of July, 1990. 


Dated this 18th day of July, 1990. 


LINDA JANE SMITH, 


(7006) 34 President. 


THE CONCERNED KIDS CHARITY OF 
TORONTO 


Notice Is HEREBY GIVEN that the number of 
directors of The Concerned Kids Charity of 
Toronto was increased from 3 to 8 by a special res- 
olution which was confirmed by the members of 
the Corporation on June 20th, 1990. 


JoYceE ATTIS, 


(7007) 34 Executive Director. 


THE MANUEL ROTH FAMILY FOUNDAITON 
INC. 


Notice Is HEREBY GIVEN that effective June 26, 
1990 the head office of the Corporation was 
changed from 21 Vaughan Road, Suite 114, 
Toronto, Ontario M6G2N2 to 19 York Ridge 
Road, North York, Ontario M2P 1R8 by special 
resolution which was confirmed by the members on 
June 26, 1990. 


Dated at Toronto, this 11th day of July, 1990. 


MILLARD ROTH, 
President. 





(7008) 34 


SENIORS’ OUTREACH SERVICES 
HAGERSVILLE AND AREA INC. 


Notice Is HEREBY GIVEN that Seniors’ Outreach 
Services Hagersville and Area Inc., Ontario Corpo- 
ration #780813, intends to apply for surrender of 
charter/termination of corporate existence. 


Dated this 13th day of August, 1990. 


F. DEVRIES, 
Chairman, 


(7009) 34 Board of Directors. 
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CANDELL CO. LTD. 


Notice Is HEREBY GIVEN that Candell Co. Ltd. 
intends to dissolve pursuant to the Business Corpo- 
rations Act, 1982. 


Dated this 7th day of August, 1990. 


JUDITH E. BETTs, 


(7019) 34 President. 


Notice to Creditors 
Avis aux créanciers 


| IN THE ESTATE OF HAROLD 
BLATHERWICK, DECEASED 


All claims against the Estate of Harold Blather- 
_ wick, late of the City of Toronto in the Municipal- 
ity of Metropolitan Toronto, who died on or about 
April 30, 1990, must be filed with the undersigned 
personal representative on or before October 1, 
1990, thereafter the undersigned will distribute the 
assets of the Estate having regard only to the 
claims then filed. 


Dated at Toronto, this 3rd day of August, 1990. 


ALICE HAZEL BLATHERWICK, 
LEONARD BLATHERWICK, 

Administrators by their 
solicitor, 

Willa Joan Corse, 

78 Shields Avenue, 

| (6964) 33 to 35 Toronto, Ontario MSN 2K4. 


| IN THE ESTATE OF ROBERT FRANCIS 
{ BORLAND COOLEY, DECEASED 


_ All claims against the Estate of Robert Francis 
| Borland Cooley, late of the City of Toronto in the 
| Municipality of Metropolitan Toronto, who died on 
or about April 24, 1990, must be filed with the 
| undersigned on or before October 1, 1990, there- 

after the undersigned will distribute the assets of 
| the Estate having regard only to the claims then 
k filed. 


Dated at Toronto, this 3rd day of August, 1990. 


rr O_o 





: FRANCES JANE COOLEY, 
MARGARET ANN COOLEY, 
MARY LOUISE OAKES, 
Trustees by their solicitor, 
Willa Joan Corse, 
78 Shields Avenue, 
| (6965) 33 to 35 Toronto, Ontario M5N 2K4. 


| 
_ Dissolutions of Partnership 
Dissolution de sociétés 


RAFAEL + BIGAUSKAS ARCHITECTS 


TAKE NOotIce that as of July 31, 1990 Howard 
| Rafael Architects Inc. is no longer a member of 
the partnership known as Rafael + Bigauskas 
| Architects, operating at and from 45 Bridgeland 
, Avenue, Toronto, Ontario. 
| 


| 
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Howard Rafael Architect Inc. and its principal, 
Howard Rafael, will not be responsible for any 
debts or obligations of such partnership after that 
date. 


Dated this 31st day of July, 1990. 


ANDREW BIGAUSKAS, 

Authorized Signing Officer 
of RAFAEL + BIGAUSKAS 
ARCHITECTS. 


HOWARD RAFAEL ARCHITECT 
INC. 
Per: HOWARD RAFAEL, 


(7010) 34 Authorized Signing Officer. 


Miscellaneous Notices 
Avis divers 
ICG UTILITIES (ONTARIO) LTD 
RATES AND GAS COSTS 
NOTICE OF APPLICATION 


TAKE Notice that ICG Utilities (Ontario) Ltd 
(“ICG”) has filed with the Ontario Energy Board 
(‘the Board”) a rate Application dated August 
3rd, 1990, pursuant to sections 15 and 19 of the 
Ontario Energy Board Act, R.S.O. 1980, chapter 
332. ICG requests approval of new rates and other 
charges for the sale, transportation and storage of 
gas for the period January 1st, 1991 to December 
31st, 1991 following a public hearing. ICG has also 
applied for an order or orders approving the gas 
cost consequences of the gas pricing agreement 
between ICG and Western Gas Marketing Limited 
with respect to certain pricing and related matters 
for the period from November 1st, 1990 to Octo- 
ber 31st, 1993. 


This notice does not constitute service but is 
published as a matter of record only. 


Dated at Toronto, this 13th day of August, 1990. 
ONTARIO ENERGY BOARD: 


S. A. C. THOMAS 


(7011) 34 Board Secretary. 


ICG UTILITIES (ONTARIO) LTD 
TARIFS ET COUTS LIES AU GAZ 
AVIS DE PRESENTATION D’UNE DEMANDE 


IL EST PAR LES PRESENTES ANNONCE QU'ICG Util- 
ities (Ontario) Ltd (“ICG”) a déposé auprés de la 
Commission de l’énergie de |’Ontario (‘‘la Commis- 
sion’) une demande de modification de ses tarifs 
datée du 3 aotit 1990, en vertu des Article 15 et 19 
de la Loi sur la Commission de Ilénergie de 
l’Ontario, L.R.O. 1980, c. 332. ICG demande que 
de nouveaux tarifs et autres cotits pour la vente, le 
transport et le stockage de gaz soient approuvés 
pour la période comprise entre le 1° janvier et le 
31 décembre 1991, aprés la tenue d’une audience 
publique. ICG a également demandé |’adoption 
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d’une ou plusieurs ordonnances approuvant les 
conséquences sur le cotit du gaz de l’Accord de fix- 
ation du prix du gas conclu entre ICG et Western 
Gas Marketing Limited pour ce qui est de cer- 
taines questions de fixation des prix et aspects con- 
nexes pour la période comprise entre le 1*' novem- 
bre 1990 et le 1° octobre 1993. 


Le présent avis n’est publié qu’a titre de fait 
enregistré, et son contenu ne doit pas étre consi- 
déré comme ayant été signifié. 


Fait 4 Toronto le 13 aout 1990. 


COMMISSION DE L’ENERGIE DE L’ONTARIO : 


S. A. C. THOMAS, 


(7012) 34 Secrétaire de la Commission. 


NATURAL RESOURCE GAS LIMITED 
NOTICE OF RATE APPLICATION 


TAKE NoTICcE that Natural Resource Gas Lim- 
ited (‘NRG’) has filed with the Ontario Energy 
Board a main rate Application dated June Ist, 
1990 under section 19 of the Ontario Energy Board 

ct, R.S.O. 1980, chapter 332 (“the Act’). NRG 
requests approval of new rates and other charges 
for the sale of gas following a public hearing. 


AND FURTHER TAKE NOTICE that NRG has also 
applied for such interim order or orders, pursuant 
to sections 15 (8) and 19 of the Act, as may be 
necessary to amend or increase NRG’s existing 
rates pending final disposition of the Application. 


This notice does not constitute service but is 
published as a matter of record only. 


Dated at Toronto. this 8th day of August, 1990. 
ONTARIO ENERGY BOARD: 


S. A. C. THOMAS 


(7013) 34 Board Secretary. 


Sheriffs’ Sales of Lands 
Ventes de terrains par le sherif 


UNDER AND By VIRTUE OF a Writ of Seizure 
and Sale issued out of the Supreme Court of 
Ontario, to me directed, against the real and per- 
sonal property of James Bereznick, also known as 
Jim Bereznick, at the suit of Irene Woodruff, I 
have seized and taken in execution all the right, 
title, interest and equity of redemption of Jim Ber- 
eznick, In Trust, in and to the following property: 


All and singular that certain parcel or tract of 
land and premises located in the following munici- 
pality, namely, in the Township of Puslinch, in the 
County of Wellington and Province of Ontario, 
and being composed of Lot 20, Plan 684, Township 
of Puslinch, County of Wellington Land Registry 
Office for the Registry Division of Wellington 
South (No. 61) known municipally as R.R. #3 
Guelph, Ontario. 
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All of which said right, title, interest and equity 
of redemption of the said Jim Bereznick, In Trust, 
in the said real property, I shall offer for sale by 
public auction at my office in the Court House, 74 
Woolwich Street, Guelph, Ontario, on Wednesday, 
the 26th day of September, 1990, at 11.00 a.m. 


TERMS: Cash or certified cheque made payable to 
the Sheriff, County of Wellington. 
10% deposit of bid price at time of sale. 
Ten days to arrange financing. 
Delivery only on payment in full, failing 
which all payments are forfeited. 
Other conditions as announced. 


This sale is subject to cancellation up to time of 
sale without further notice. 


Dated at Guelph, this 9th day of August, 1990. 


Note: No employee of the Ministry of the Attor- 
ney General may purchase any goods, chattels, 
lands or tenements exposed by a Sheriff for sale 
under legal process, either directly or indirectly. 


KATHLEEN A. CROSS, 
Deputy Sheriff, 
(7015) 34 County of Wellington. 


JUDICIAL DISTRICT OF HALTON 


UNDER AND By VIRTUE OF a Writ of Seizure 
and Sale issued out of the Supreme Court of) 
Ontario in an action wherein Kiril Glavanov is 
Plaintiff and Montreal Trust Company of Canada, 
Pink Flamingo Homes Ltd., Charles Currie, Ori- 
ana Currie, Bonnie Currie and David Currie are 
Defendants, I have seized and taken in execution 
the undivided one third share or interest and all 
other right, title, interest and equity of redemption 
of the said Charles Currie in land described as fol- 
lows: 


All and singular that certain parcel or tract of 


land and premises situate, lying and being in the | 
Town of Milton, formerly in the Township of | 


Nassagaweya, 
formerly County of Halton, Province of Ontario 
and being composed of Part of the North Easterly | 


Regional Municipality of Halton, 


| 


Half of Lot 3 in the Third Concession of the said | 
Town of Milton and which said parcel may be | 


more particularly described as follows: 


Premising the Road Allowance between Conces- 


| 
sions 3 and 4, known as the Guelph Line to have a 


bearing of North 45 degrees, 00 minutes West and 
relating all bearings herein thereto; 


Commencing at a Standard Iron Bar planted i 
the North Easterly limit of the North Easterly Half) 
of the said Lot 3 being also the South Westerly 
limit of the Road Allowance between Concessions 
3 and 4 where the same is intersected by the South | 
Easterly limit of the Given Road through the said 
Concession 3 as set out in Deposit Number 178272 | 
and which said Standard Iron Bar is distant 20.08) 
feet measured South Easterly along the North 
Easterly limit of the North Easterly Half of the! 
said Lot 3 from the Northerly angle of the said Lot’ 
3; 


} 
! 
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Thence South 45 degrees, 00 minutes, East along 
the North Easterly limit of the North Easterly Half 
of the said Lot 3, a distance of 220.03 feet to an 
Iron Bar in the line of a post and wire fence run- 
ning South Westerly therefrom; 


Thence South 39 degrees, 14 minutes, 00 seconds 
West along the line of the said post and wire 
fence, a distance of 212.60 feet to an Iron Bar in 
the line of a post and wire fence running North 
Westerly ad South Easterly therefrom; 


Thence North 45 degrees, 08 minutes, 10 sec- 
onds West along the line of the said post and wire 
fence, a distance of 222.86 feet to an Iron Bar 
planted in the South Easterly limit of the said 
Given Road; 


Thence North 40 degrees, 00 minutes East there- 
along, a distance of 212.85 feet to the point of 
commencement. 


The herein described parcel to contain by 
-admeasurement 1.077 acres to be the same more 
or less. 


_ The subject property is municipally known as 
8460 Guelph Line, R.R. #2, Campbellville, 
Ontario. 


Situated on the property is a house and structure 
used as a warehouse. 





f 
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All of which said undivided one third share or 
interest and all other right, title, interest and 
equity of redemption of the said Charles Currie in 
the said lands and tenements, I shall offer for sale 
by public auction in my office in the Court House, 
491 Steeles Avenue East, in the Town of Milton 
on Friday, the 5th day of October, 1990 at the 
hour of 11.00 o’clock in the afternoon. 


No persons working for the Ministry of the 
Attorndy General, or officials of the Provincial 
Court (Civil Division) or persons working for them 
shall purchase either directly or indirectly, any 
goods, chattels, lands or tenements exposed by a 
Sheriff for sale under legal process. 


TERMS: Cash. 
Deposit 10% of bid price at time of sale. 
Ten days to arrange financing on balance. 
Deed only on payment in full. 


This sale is subject to cancellation up to time of 
sale without further notice. 


Dated at the Town of Milton, this 8th day of 
August, 1990. 


ROBERT M. SPROWL, 
Sheriff, 


(7016) 34 Judicial District of Halton. 


| Sales of Lands for Tax Arrears by Public Tender 
| Ventes de terrains par appel d’offres pour arriérée d‘impdot 


‘Board Office, New Liskeard, Ontario. 


} 


; Description of Land(s) 


| MUNICIPAL TAX SALES ACT, 1984 
THE TIMISKAMING BOARD OF EDUCATION 


| TAKE NOTICE that tenders are invited for the purchase of the land(s) described below and will be 
‘received until 3.00 p.m. local time on September 20th, 1990, at River Road (off Golf Course Road), The 


The tenders will then be opened in public on the same day at River Road (off Golf Course Road). 


Minimum 
Tender Amount 


A. Parcel 8598 NND, Concession 2, Part Lot 21, Coleman Township, 39.90 acres, sur- 





Bere eT OY tee eee agente ecto RO, se tnic ac as Sass aces greta agrath rakes basis umaaieaveagae ee $.° 320-67 
B. Parcel 7767 NND, Concession 2, Part Lot 22, Coleman Township, 25.50 acres, sur- 

SG TEES RCT MARS, ONE id Niele een URN ea Ree Pa POC ReL Te tore ee $ 286.85 
\C. Parcel 16569 SST, Concession 5, North Part Lot 12, Henwood Township, 67.28 

EPS (OR Ae ALE COR a perk Ae a Ae i RO er eee eae $1,247.61 
‘Dz. Parcel 12395 SST, Concession 2, North Part Lot 8, Ingram Township, 159.50 acres . SATS252 
|E. Parcel 21453 SST, Concession 2, North Part Lot 2, Tudhome Township, surface 
merights only, being Mining Claim No. M.R. 18571, 39.75 acres .....0.....:.ccscseeesceeeeeeees $ 240.45 


Tenders must be submitted in the prescribed form and must be accompanied by a deposit in the form 
of a money order or of a bank draft or cheque certified by a bank, trust company or Province of Ontario 
Savings Office payable to the municipality (or board) and representing at least 20 per cent of the tender 
amount. 
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The municipality makes no representation regarding the title to or any other matters relating to the 
land to be sold. Responsibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Tax Sales Act, 1984, being chapter 48 of the Statutes of 
Ontario, 1984 and the Municipal Tax Sales Rules made under that Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the relevant land transfer tax. 


For further information regarding this sale and a copy of the prescribed form of tender contact: 


C. F. SHEPHERDSON, 
Treasurer, 
THE TIMISKAMING BOARD OF 
EDUCATION, 
Box 40, 
(7017) 34 New Liskeard, Ontario POJ 1P0. 


MUNICIPAL TAX SALES ACT, 1984 


THE CORPORATION OF THE TOWN OF RIDGETOWN 


TAKE NOTICE that tenders are invited for the purchase of the land(s) described below and will be 
received until 3.00 p.m. local time on Friday, the 14th day of September, 1990 at 45 Main Street East, 
Ridgetown, Ontario NOP 2C0. 


Minimum 
Description of Land(s) Tender Amount 
20 Marsh Street, Ridgetown, Ontario, being the southwesterly 132 feet in even perpen- 
dicular width of Lot 2, Block “‘C’’, Registered Plan 63, in the Town of Ridgetown, in 
$6,059.44 


the County of Kents. cacipigsnv iis tire Soon sls Dasa aoe rgnvesy pada eae Rep Rb ert ceeas te seen: 


Tenders must be submitted in the prescribed form and must be accompanied by a deposit in the form 
of a money order or of a bank draft or cheque certified by a bank, trust company or Province of Ontario 
Savings Office payable to the municipality and representing at least 20 per cent of the tender amount. 


The municipality makes no representation regarding the title to or any other matters relating to the 
land to be sold. Responsibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Tax Sales Act, 1984, being chapter 48 of the Statutes of 
Ontario, 1984 and the Municipal Tax Sales Rules made under that Act. The successful purchaser will be | 
required to pay the amount tendered plus accumulated taxes and the relevant land transfer tax. | 


For further information regarding this sale and a copy of the prescribed form of tender contact: 


GERALD P. SECORD, 
Administrator, Clerk-Treasurer, 
CORPORATION OF THE TOWN OF 
RIDGETOWN, 
45 Main Street East, | 
(7018) 34 Ridgetown, Ontario NOP 2C0. | 


| 
| 
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Publications under the Regulations Act 


Publications en vertu de la Loi sur les reglements 





aA. 


22, 





L. 


>. 


1990—08—25 
HEALTH INSURANCE ACT Ontario Regulation 447/89, are revoked 
and the following substituted: 
O. Reg. 414/90. 
General. (h) by a person who has one dependant, where 
Made—July 27th, 1990. the aggregate estimated incomes of the per- 
Filed—July 30th, 1990. son and the person’s dependant do not 
exceed $2,480; 
(i) by a person who has two dependants, where 
the aggregate estimated incomes of the per- 
d th ’s d dants d t 
REGULATION TO AMEND ao 204 Meo 
REGULATION 452 OF 
REVISED REGULATIONS (j) by a person who has three dependants, 
OF ONTARIO, 1980 where the aggregate estimated incomes of 
MADE UNDER THE the person and the person’s dependants do 
HEALTH INSURANCE ACT not exceed $3,157; 
or: (k) by a person who has four or more depend- 
Clauses 37 (9) (h), (i), (j) and (k) of Reg- ants, where the aggregate estimated 
ulation 452 of Revised Regulations of incomes of the person and the person’s 
Ontario, 1980, as remade by section 1 of dependants do not exceed $3,446. 


Item 21 of Table 1B of the Regulation, as made by section 1 of Ontario Regulation 255/90, is 
revoked and the following substituted: 


On or after the 1st day of 
May, 1990, but before the 


1st day of August, 1990.... 721.90 25.13 bet hee 2 36.74 1,839.22 60.47 
On or after the 1st day of 

PAAURUSE L990 cece itn 732.41 24.08 1,106.81 36.39 1,839.22 60.47 
Items 7zm, 13zm, 19zm, 25zm, 31zm and 76 of Table 2 of the Regulation, as made by section 


2 of Ontario Regulation 209/90, are revoked and the following substituted: 


1741 





O. Reg. 414/90) 
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O. Reg. 415/90 


O. Reg. 415/90. 
General. 


40. Onor after the 1st day of May, 1990, 
but before the Ist day of August, 1990. 


41. Onor after the Ist day of August, 1990. 


34/90 


ENVIRONMENTAL PROTECTION ACT 


O. Reg. 416/90. 

Effluent Monitoring—Organic Chemical 
Manufacturing Sector. 

Made—July 27th, 1990. 

Filed—July 30th, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 209/89 
MADE UNDER THE 
ENVIRONMENTAL PROTECTION ACT 


1.—(1) Subsection 3 (2) of Ontario Regulation 
209/89, as remade by section 1 of Ontario 





2.—(1) Section 17 of the Regulation, as 
amended by section 6 of Ontario Regula- 
tion 532/89 and section 2 of Ontario Regu- 
lation 45/90, is further amended by add- 
ing the following subsection: 


| (ic) Each direct discharger whose plant is in Cate- 
gory 4 shall, by the 1st day of August, 1990, submit a 
report to the Director in respect of that discharger’s 
\plant, containing the information specified in subsec- 
‘tion 7 (1) of the General Effluent Monitoring 


(Regulation. O. Reg. 416/90, s. 2 (1). 


THE ONTARIO GAZETTE 
NURSING HOMES ACT 


O. Reg. 416/90 5201 


Made—July 27th, 1990. 
Filed—July 30th, 1990. 


REGULATION TO AMEND 
REGULATION 690 OF REVISED REGULATIONS OF ONTARIO, 1980 
MADE UNDER THE 
NURSING HOMES ACT 


1. Item 40 of Table 1 of Regulation 690 of Revised Regulations of Ontario, 1980, as made by 
section 1 of Ontario Regulation 210/90, is revoked and the following substituted: 


$721.90 $23.73 


$732.41 $24.08 


Regulation 45/90, is revoked and the fol- 
lowing substituted: 


(2) For the purposes of this Regulation, the plants 
listed in Table 1 of subsection (2a) are in Category 1, 
the plants listed in Table 2 of subsection (2a) are in 
Category 2, the plants listed in Table 3 of subsection 
(2a) are in Category 3 and the plant listed in Table 4 
of subsection (2a) is in Category 4. O. Reg. 416/90, 
s. 1 (1). 


(2) Subsection 3 (2a) of the Regulation, as 
made by section 2 of Ontario Regulation 
532/89 and amended by section 1 of 
Ontario Regulation 45/90, is further 
amended by striking out item 2 in Table 1 
and by adding the following Table: 


TABLE 4 


| Item 
| CATEGORY 4 
4} 1 | Arnprior Site Arnprior BASF Fibres Inc. 















Site-Speatic 
Owner as of Monitoring 
June 18, 1990 Schedule 







(2) Subsection 17 (2) of the Regulation, as 
remade by section 2 of Ontario Regula- 
tion 45/90, is amended by striking out 
‘for (1b)’’ in the third line and substitut- 
ing ‘‘(1b) or (1c)’’. 


(3) Section 17 of the Regulation, as amended 
by section 6 of Ontario Regulation 532/89 
and section 2 of Ontario Regulation 
45/90, is further amended by adding the 
following subsections: 
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(6c) Each direct discharger whose plant is in 
Category 4 shall, with respect to each flow measuring 
device used in meeting the requirements of this Reg- 
ulation, submit to the Director documentation of any 
calibration or certification of accuracy required by 
subsections 16 (7) to (10) of this Regulation and sub- 
section 6 (2) of the General Effluent Monitoring 
Regulation, by the 1st day of September, 1990. 
O. Reg. 416/90, s. 2 (3), part. 


(7c) Subject to subsection (8c), each direct dis- 
charger whose plant is in Category 4 shall, with 
respect to each method, device or calculation for flow 
measurement or estimation used in meeting the 
requirements of this Regulation, submit to the Direc- 
tor, no later than thirty days after the first use of the 
method, device or calculation for the purposes of this 
Regulation, documentation sufficient to satisfy the 
Director that the method, device or calculation com- 
plies with the accuracy requirements of subsections 
6 (3) and (6) of the General Effluent Monitoring 
Regulation. O. Reg. 416/90, s. 2 (3), part. 


(8c) Each direct discharger whose plant is in 
Category 4 shall, no later than the 1st day of Septem- 
ber, 1990, submit to the Director a description of the 
methods and calculations to be used in measuring or 
estimating the volume of discharge of storm water 
under subsection 16 (5), together with an assessment 
of the accuracy of those methods and calculations. 
O. Reg. 416/90, s. 2 (3), part. 


(11b) Each direct discharger whose plant is in 
Category 4 shall report to the Director the date, 
approximate duration and amount of rainfall of each 
storm event that occurs during the period beginning 
on the Ist day of August, 1990 and ending on the 31st 
day of July, 1991. O. Reg. 416/90, s. 2 (3), part. 


(13b) Each direct discharger whose plant is in 
Category 4 shall report to the Director the date, 
duration and approximate volume of each discharge 
of waste disposal site effluent that occurs during the 
period beginning on the Ist day of August, 1990 and 
ending on the 3ist day of July, 1991. O. Reg. 
416/90, s. 2 (3), part. 


(14b) Each direct discharger whose plant is in 
Category 4 shall report to the Director the date, loca- 
tion, duration and approximate volume of effluent 
discharged during each emergency overflow that 
occurs on or after the Ist day of August, 1990. 
O. Reg. 416/90, s. 2 (3), part. 


(4) Subsection 17 (16a) of the Regulation, as 
remade by section 2 of Ontario Regula- 
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tion 45/90, is revoked and the following — 
substituted: | 


(16a) Subsection (16) does not apply with respect 
to a plant in Category 4 in respect of sampling done 
in the months of August and September, 1990. — 
O. Reg. 416/90, s. 2 (4). 


(5) Section 17 of the Regulation, as amended | 
by section 6 of Ontario Regulation 532/89 
and section 2 of Ontario Regulation | 
45/90, is further amended by adding the > 
following subsection: | 





(19b) Subject to subsection 3 (6) of the General 
Effluent Monitoring Regulation, each direct dischar- 
ger whose plant is in Category 4 shall, no later than 
the 1st day of August, 1991, submit a report to the 
Director describing the variation in daily flow for a 
period of six months beginning on or after the 1st day 
of August, 1990 and ending on or before the 31st day 
of July, 1991 for each process effluent stream from 
which samples are collected other than by means of 
an automatic flow proportional composite sampling | 
device. O. Reg. 416/90, s. 2 (5). 





3.—(1) Subsection 18 (2a) of the Regulation, . 
as made by section 3 of Ontario Regula- 
tion 45/90, is revoked and the following | 

substituted: 

: 


(2a) Sections 5 to 16 do not apply with respect toa 
plant in Category 4 before the lst day of August, 
1990. O. Reg. 416/90, s. 3 (1). 


(2) Section 18 of the Regulation, as amended 
by section 7 of Ontario Regulation 532/89 ' 
and section 3 of Ontario Regulation : 
45/90, is further amended by adding the: 
following subsection: 





(3b) Sections 5, 7 to 13 and 15 do not apply with 
respect to a plant in Category 4 after the 1st day of ' 
August, 1991. O. Reg. 416/90, s. 3 (2). 


4. The heading to the legend immediately 
preceding Schedule A to the Regulation, 
as amended by section 8 of Ontario Regu- 
lation 532/89 and section 4 of Ontario 
Regulation 45/90, is further amended by 
striking out ‘‘A to ZA’’ and substituting 
‘*A to ZB’’. 


—e OO oe ees Eee 


5. Schedule B to the Regulation, as remade: 
by section 9 of Ontario Regulation’ 
532/89, is revoked. | 


6. Schedules I and Q to the Regulation, as) 
remade by section 6 of Ontario Regula-) 
tion 45/90, are revoked and the following) 
substituted: 
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Schedule W, X, Y and Z to the Regulation, as made by section 8 of Ontario 


are revoked and the following substituted 
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_ ENVIRONMENTAL ASSESSMENT ACT DESIGNATION—ST. LAWRENCE CEMENT 
INC. 
O. Reg. 417/90. 1, The accepting and processing of residential 
Designation—St. Lawrence Cement Inc. waste and other non-hazardous solid waste in order. 
Made—July 27th, 1990. to recover refuse-derived fuel and the use of refuse- 
Filed—July 30th, 1990. derived fuel in the manufacture of cement at the St. 


Lawrence Cement Inc. plant, located on part of lots 
33 and 34 in Concession III, south of Dundas Street 
in the City of Mississauga, in The Regional Munici- 
pality of Peel is designated as an undertaking to 
which the Act applies. O. Reg. 417/90,s. 1. 
REGULATION MADE UNDER THE 
ENVIRONMENTAL ASSESSMENT ACT 34/90 


ENVIRONMENTAL PROTECTION ACT 





O. Reg. 418/90. 

Effluent Monitoring—Inorganic Chemical 
Sector. 

Made—July 27th, 1990. 

Filed—July 30th, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 395/89 
MADE UNDER THE 
ENVIRONMENTAL PROTECTION ACT 


1. Schedule H to Ontario Regulation 395/89, as remade by section 11 of Ontario Regulation 
649/89, is revoked and the following substituted: 
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2. Schedule J to the Regulation is revoked and the following substituted 
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ENVIRONMENTAL PROTECTION ACT 2. Section 12 of the Regulation is amended 
by adding the following subsection: 
O. Reg. 419/90. 
Effluent Monitoring—Metal Casting Sector. (18) For the purposes of subsections (1), (3) and 
Made—July 27th, 1990. (6), where a direct discharger collects a composite 
Filed—July 30th, 1990. sample using an automatic composite sampling 
device, the discharger may, instead of collecting a 
duplicate sample, remove an aliquot from each sam- 
ple container used to collect the sample, in which 
case the discharger shall analyze the aliquots as if 
PR hb nee ay LG pant they were duplicate samples. O. Reg. 419/90, s. 2. 
MADE UNDER THE . 
ENVIRONMENTAL PROTECTION ACT 3. Schedules B and E to the Regulation are 
revoked. 
1. The Table to subsection 3 (2) of Ontario 4. Schedules G and J to the Regulation, as 
Regulation 648/89, as amended by section remade by section 6 of Ontario Regula- 
1 of Ontario Regulation 232/90, is further tion 232/90, are revoked and the follow- — 
amended by striking out items 2 and 5. ing substituted: 
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O. Reg. 420/90 
COURTS OF JUSTICE ACT, 1984 


O. Reg. 420/90. 

Salaries and Benefits of Masters. 
Made—July 27th, 1990. 
Filed—July 30th, 1990. 


REGULATION TO AMEND 
REGULATION 539 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
COURTS OF JUSTICE ACT, 1984 


1. Section 1 of Regulation 539 of Revised 
Regulations of Ontario, 1980, as remade 
by section 1 of Ontario Regulation 
336/89, is revoked and the following sub- 
stituted: 


1. For service on and after the 1st day of April, 
1990, the annual salary of a master in a position 
referred to in Column 1 of the Schedule is the salary 
set out opposite to the position in Column 2. 
O. Reg. 420/90, s. 1. 


2. Schedule 1, as remade by section 2 of 
Ontario Regulation 336/89, and Sched- 
ules 2 and 3, as made by section 2 of 
Ontario Regulation 336/89, to the Regu- 
lation are revoked and the following sub- 
stituted: 


Schedule 


COLUMN 2 


$120,980 
110,460 


COLUMN | 


Senior Master 
Master 





O. Reg. 420/90, s. 2, part. 
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COURTS OF JUSTICE ACT, 1984 


O. Reg. 421/90. 

Salaries and Benefits of Provincial Judges. 
Made—July 27th, 1990. 

Filed—July 30th, 1990. 


REGULATION TO AMEND 
REGULATION 811 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
AND ONTARIO REGULATION 287/90 
MADE UNDER THE 
COURTS OF JUSTICE ACT, 1984 
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1. Section 2 of Regulation 811 of Revised 
Regulations of Ontario, 1980, as remade 
by section 1 of Ontario Regulation 
337/89, is revoked and the following sub- 
stituted: 


2.—({1) For service on and after the Ist day of 
April, 1990 up to and inciuding the day immediately 
preceding the day on which section 2 of the Courts of 
Justice Amendment Act, 1989 (chapter 55) comes into 
force, the annual salary of a judge in a position 
referred to in Column 1 of Schedule 1 is the salary set 
out opposite to the position in Column 2. 


(2) For service on and after the day on which sec- 
tion 2 of the Courts of Justice Amendment Act, 1989 
(chapter 55) comes into force, the annual salary of a 
judge in a position referred to in Column 1 of Sched- 
ule 2 is the salary set out opposite to the position in 
Column2. O. Reg. 421/90,s. 1. 


2. Schedule 1, as remade by section 2 of 
Ontario Regulation 337/89, and Sched- 
ules 2 and 3, as made by section 2 of 
Ontario Regulation 337/89, to the Regu- 
lation are revoked and the following sub- 
stituted: 


Schedule 1 
COLUMN 1 


$126,240 


Chief Judge of the Provincial 
Court 


Associate Chief Judge of the 


Provincial Court 120,980 


Co-ordinator of Justices of the 


Peace 120,980 


Senior Judge of the Provincial 
Court 


117,824 


Provincial Judge 110,460 


O. Reg. 421/90, s. 2, part. 


Schedule 2 










$126,240 


COLUMN 1 





Chief Judge of the Provincial 
Division 










Regional senior judge of the 
Provincial Division 








120,980 








Co-ordinator of Justices of the 
Peace 






120,980 
Any other provincial judge 110,460 
O. Reg. 421/90, s. 2, part. 


3. Section 6 of Ontario Regulation 287/90 is 
revoked. 


34/90 
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INSURANCE ACT 


O. Reg. 422/90. 
Automobile Insurance. 
Made—July 27th, 1990. 
Filed—July 31st, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 275/90 
MADE UNDER THE 
INSURANCE ACT 


1. Ontario Regulation 275/90 is amended by 
adding the following section: 


9e. A person who applies under section 242f of 
the Act to vary or revoke an order shall pay a fee of 
$100 when the application is made. O. Reg. 422/90, 
Sankt 


34/90 


INSURANCE ACT 


O. Reg. 423/90. 

Assessment under Section 6h of the Act. 
Made—July 27th, 1990. 

Filed—July 31st, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 386/90 
MADE UNDER THE 
INSURANCE ACT 


1. Section 1 of Ontario Regulation 386/90 is 
amended by adding the following subsec- 
tion: 


(3) Each insurer that is a party to an application 
- under section 242f of the Act to vary or revoke an 
order shall be assessed $500 in respect of the 
application. O. Reg. 423/90,s. 1. 


34/90 


MUNICIPAL AND SCHOOL BOARD 
PAYMENTS ADJUSTMENT ACT, 1989 


O. Reg. 424/90. 
General. 

Made—July 27th, 1990. 
Filed—July 31st, 1990. 
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O. Reg. 424/90 


REGULATION MADE UNDER THE 
MUNICIPAL AND SCHOOL BOARD 
PAYMENTS ADJUSTMENT ACT, 1989 


GENERAL 


1. The lands and premises having the assessment 
roll numbers set out in Schedule 1 are prescribed for 
the purposes of the definition of ‘defence property” 
in section 1 of the Act. O. Reg. 424/90, s. 1. 


2.—({1) The municipalities set out in Column 1 of 
Schedule 2 are prescribed for the purposes of the 
Act. 


(2) A municipality set out in Column 1 of Sched- 
ule 2 that receives a payment or grant in lieu of taxes 
in respect of defence property for elementary school 
purposes shall allocate, for those purposes, the por- 
tion set out in Column 2 to the boards that have juris- 
diction in the municipality. 


(3) A municipality set out in Column 1 of Sched- 
ule 2 that receives a payment or grant in lieu of taxes 
in respect of defence property for secondary school 
purposes shall allocate, for those purposes, the por- 
tion set out in Column 3 to the boards that have juris- 
diction in the municipality. 


(4) A municipality set out in Column 1 of Sched- 
ule 2 that receives a payment or grant in lieu of taxes — 
in respect of defence property for elementary and 
secondary school purposes shall allocate, for those 
purposes, the portion set out in Column 4 to the 
boards that have jurisdiction in the municipality. 
O. Reg. 424/90, s. 2. 


3. This Regulation shall be deemed to have come 
into force on the Ist day of January, 1988. 


Schedule 1 
City of Gloucester 


06 06 000 030 002 

06 06 000 030 003 

06 06 000 030 021 00 
06 06 000 030 019 00 
06 06 000 030 010 00 
06 06 000 030 028 00 
06 06 000 030 014 01 
06 06 000 030 014 00 
06 06 000 030 013 01 
06 06 000 030 013 00 
06 06 000 030 015 00 
06 06 000 030 016 00 
06 06 000 030 068 02 
06 06 000 030 042 00 
06 06 000 030 012 00 
06 06 000 030 001 01 
06 06 000 030 017 00 
06 06 000 030 010 01 
06 06 000 030 038 00 
06 06 000 030 039 00 
06 06 000 030 018 00 
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06 06 000 030 005 00 
06 06 000 030 008 00 
06 06 000 030 043 00 
06 06 000 030 028 01 
06 06 000 030 010 03 
06 06 000 030 018 01 
06 06 000 030 004 00 
06 06 000 030 007 02 
06 06 000 030 007 03 
06 06 000 030 068 01 
06 06 000 030 007 01 
06 06 000 030 005 01 
06 06 000 030 001 10 
06 06 000 030 069 00 0010 
06 06 000 030 069 00 0020 
06 06 000 030 069 00 0030 
06 06 000 030 069 03 
06 06 000 030 004 01 
06 06 000 030 003 00 
06 06 000 030 010 04 
06 06 000 030 008 01 
06 06 000 030 008 02 
06 06 000 030 028 02 
06 06 000 030 010 02 
06 06 000 030 040 00 
06 06 000 030 006 00 
06 06 000 035 001 00 to 
06 06 000 035 032 00 
06 06 000 040 001 00 to 
06 06 000 040 038 00 
06 06 000 045 001 00 to 
06 06 000 045 006 00 
06 06 000 045 006 01 
06 06 000 045 007 00 to 
06 06 000 045 012 00 
06 06 000 045 014 00 to 
06 06 000 045 045 00 


City of Ottawa 


06 14 001 040 2 490 01 to 
06 14 001 040 2 490 05 
06 14 001 040 2 490 10 to 
06 14 001 040 2 490 12 
06 14 001 040 2 491 00 
06 14 001 040 2 492 00 
06 14 001 040 2 493 00 
06 14 001 040 2 494 01 
06 14 001 040 2 496 00 
06 14 001 040 2 497 00 
06 14 001 040 2 497 01 
06 14 001 040 2 499 00 
06 14 001 040 2 503 00 
06 14 001 040 2 504 00 
06 14 001 040 2 505 00 
06 14 001 040 2 506 00 
06 14 001 040 2 507 01 
06 14 001 040 2 508 00 
06 14 001 040 2 510 00 
06 14 001 040 2 512 00 
06 14 001 040 2 514 00 to 
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06 14 001 040 2 516 00 
06 14 001 040 2 518 00 to 
06 14 001 040 2 521 00 
06 14 001 040 2 526 01 
06 14 001 040 2 526 02 
06 14 001 040 2 530 00 to 
06 14 001 040 2 538 00 
06 14 001 040 2 545 00 
06 14 001 040 2 549 00 
06 14 001 040 2 550 00 
06 14 001 040 2 552 00 to 
06 14 001 040 2 558 00 
06 14 001 040 2 561 00 
06 14 001 040 2 563 00 
06 14 001 040 2 566 00 to 
06 14 001 040 2 576 00 
06 14 001 040 2 578 00 to 
06 14 001 040 2 580 00 
06 14 001 040 2 580 01 
06 14 001 040 2 581 00 
06 14 001 040 2 583 00 
06 14 001 040 2 585 00 to 
06 14 001 040 2 596 00 


06 14 001 040 2 596 01 0010 
06 14 001 040 2 596 01 0020 


06 14 001 040 2 598 00 
06 14 001 040 2 700 00 
06 14 011 640 1 900-00 


Township of Pittsburgh 


10 06 001 090 011-00 
10 06 001 090 271-00 
10 06 001 090 272-00 
10 06 001 090 273-00 
10 06 001 090 275-00 


Township of Sidney 
12 11 000 085 750-00 
12 11 000 085 751-00 
12 11 000 085 752-00 

City of North York 
19 08 031 580 001-00 

City of London 

39 36 003 150 134-00 
39 36 003 430 486-00 
39 36 003 250 213-00 

City of North Bay 
48 44 050 075 524-00 


48 44 050 076 500-00 
48 44 050 076 520-00 
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Schedule 2 


Allocation of payments or grants to boards 


















City of Gloucester 
City of London 
City of North Bay 
City of North York 
City of Ottawa 
Township of Pittsburgh 
Township of Sidney 
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HIGHWAY TRAFFIC ACT 


O. Reg. 425/90. 

Stopping of Vehicles on Parts of the King’s 
Highway. 

Made—July 29th, 1990. 

Filed—July 31st, 1990. 


REGULATION MADE UNDER THE 
HIGHWAY TRAFFIC ACT 


STOPPING OF VEHICLES ON PARTS OF THE 
KING’S HIGHWAY 


1.—(1) No person shall stop a vehicle on a part of 
the King’s Highway described in a Schedule to 
Appendix A. 


(2) No person shall stop a vehicle on a part of the 
King’s Highway described in Column 1 of a Schedule 
to Appendix B between the limits set out in Column 
2 during the period set out in Column 3 for a longer 
period of time than that set out in Column 4. 
O. Reg. 425/90, s. 1. 


2. Where a highway is referred to in a Schedule by 
number or name, the reference is to that part of the 
King’s Highway known by it. O. Reg. 425/90, s. 2. 


3. Regulation 492 of Revised Regulations of 
Ontario, 1980 and Ontario Regulations 201/81, 
707/81, 804/81, 520/83, 790/84, 460/87, 544/87, 208/88 
and 676/89 are revoked. 


Elementary 
Elementary Secondary and Secondary 
Municipality Purposes Purposes Purposes 
% % % 






















O. Reg. 424/90, Sched. 2. 


APPENDIX A 
Schedule 1 
HIGHWAY NO. 58 


1. That part of the King’s Highway known as No. 
58 in the Town of Thorold in The Regional Munici- 
pality of Niagara beginning at a point situate 150 
metres measured northerly from its intersection with 
the roadway known as Regional Road No. 553 and 
extending southerly along it for a distance of 457 
metres. O. Reg. 425/90, App. A, Sched. 1. 


Schedule 2 


1. On the west side of that part of the King’s High- 
way known as No. 11 in the Village of Sundridge in 
the Territorial District of Parry Sound beginning at a 
point situate 91 metres measured southerly from its 
intersection with the southerly limit of the roadway 
known as Albert Street and extending northerly 
along it for a distance of 188 metres. 


2. On the east side of that part of the King’s High- 
way known as No. 11 in the Village of Sundridge in 
the Territorial District of Parry Sound lying between 
a point situate 85 metres measured northerly from its 
intersection with the centre line of the roadway 
known as John Street and a point situate 200 metres 
measured northerly from its intersection with the 
centre line of the roadway known as Paget Street. 


3. On the west side of that part of the King’s High- 
way known as No. 11 in the Village of Sundridge in 
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the Territorial District of Parry Sound lying between 
a point situate 100 metres measured southerly from 
its intersection with the centre line of the roadway 
known as John Street and a point situate 230 metres 
measured northerly from its intersection with the 
centre line of the roadway known as Paget Street. 


4. On the east side of that part of the King’s High- 
way known as No. 11 in the Village of Sundridge in 
the Territorial District of Parry Sound lying between 
a point situate at its intersection with the northerly 
limit of the roadway known as Albert Street and a 
point situate at its intersection with the southerly 
limit of the roadway known as Mill Street. O. Reg. 
425/90, App. A, Sched. 2. 


| Schedule 3 
| HIGHWAY NO. 511 


| 1. On the east side of that part of the King’s High- 
_ way known as No. 511 in the Village of Lanark in the 
County of Lanark beginning at a point situate at its 
intersection with the roadway known as Hillier Street 
and extending northerly along it for a distance of 100 
| metres. O. Reg. 425/90, App. A, Sched. 3. 



















Schedule 4 
AURORA ROAD (YORK ROAD 15) 


1. That part of the King’s Highway known as 
_ Aurora Road (York Road 15) in the Town of Whit- 
church-Stouffville in The Regional Municipality of 
York lying between a point situate at its intersection 
_ with the freeway off-ramp known as Highway 404 
| northbound and a point situate 360 metres measured 
| easterly from the easterly limit of its intersection and 
the freeway off-ramp known as Highway 404 
/ northbound. O. Reg. 425/90, App. A, Sched. 4. 








COLUMN 1 


1. Highway No. 8 in the 














Hamilton-Wentworth 





Dated at Toronto, this 29th day of July, 1990. 
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Between a point situate at 


City of Stoney Creek its intersection with the 
in The Regional roadway known as Green 
Municipality of Road and extending easterly 


for a distance of 230 metres 
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Schedule 5 
HIGHWAY NO. 16 


1. That part of the King’s Highway known as No. 
16 in the City of Nepean in The Regional Municipal- 
ity of Ottawa-Carleton lying between a point situate 
at its intersection with the southerly limit of the road- 
way known as MacFarlane Road and a point situate 
at its intersection with the northerly limit of the road- 
way known as Amberwood Crescent. O. Reg. 
425/90, App. A, Sched. 5. 


Schedule 6 
HIGHWAY NO. 2 


1. That part of the King’s Highway known as No. 
2 in the Township of Sidney in the County of Hast- 
ings lying between a point situate at its intersection 
with the easterly limit of the roadway known as Hast- 
ings County Road 21 and a point situate at its inter- 
section with the westerly limit of the roadway known 
as Quinte View Road. O. Reg. 425/90, App. A, 
Sched. 6. 


Schedule 7 
DAVIS DRIVE (YORK ROAD 31) 


1. That part of the King’s Highway known as 
Davis Drive (York Road 31) in the towns of New- 
market and Whitchurch-Stouffville in The Regional 
Municipality of York beginning at a point situate 472 
metres measured westerly from its intersection with 
the centre line of the bridge over the King’s Highway 
known as No. 404 and extending easterly for a dis- 
tance of 1,438 metres. O. Reg. 425/90, App. A, 
Sched: /. 


APPENDIX B 
Schedule 1 


HIGHWAY NO. 8 


COLUMN 2 COLUMN 3 COLUMN 4 


Maximum 
| Highway Limits Period Period 





From 8 a.m. to 4 p.m. Mon- 
day to Friday inclusive 


No stopping at 
any time 












O. Reg. 425/90, App. B, Sched. 1. 


WILLIAM WRYE 
Minister of Transportation 
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1. 


Wellingt 


Twp. of 
Puslinch 


2. 


Hastings— 


Twp. of 
Mayo 


a: 


O. Reg. 426/90 
HIGHWAY TRAFFIC ACT 


O. Reg. 426/90. 

Speed Limits. 
Made—July 29th, 1990. 
Filed—July 31st, 1990. 


REGULATION TO AMEND 
REGULATION 490 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
HIGHWAY TRAFFIC ACT 


Paragraph 11 of Part 5 of Schedule 5 to 
Regulation 490 of Revised Regulations of 
Ontario, 1980, as remade by section 3 of 
Ontario Regulation 374/84, is revoked 
and the following substituted: 


11. That part of the King’s Highway 
on— known as No. 6 in the Township of 
Puslinch in the County of Wellington 
lying between a point situate 550 
metres measured southerly from its 
intersection with the northerly limit of 
the roadway known as Wellington 
County Road No. 36 and a point situ- 
ate 350 metres measured northerly 

from that intersection. 


Paragraph 6 of Part 5 of Schedule 38 to 
the Regulation, as made by section 4 of 
Ontario Regulation 278/90, is revoked 
and the following substituted: 


6. That part of the King’s Highway 
known as No. 28 in the Township of 
Mayo in the County of Hastings lying 
between a point situate 300 metres 
measured easterly from its intersection 
with the bridge structure known as the 
Little Mississippi River Bridge in the 
hamlet of McArthur Mills and a point 
situate 800 metres measured westerly 
from that intersection. 


Part 5 of Schedule 233 to the Regulation, 
as made by section 2 of Ontario Regula- 
tion 109/81, is amended by adding the fol- 
lowing paragraph: 


2. That part of the King’s Highway 


District of known as No. 621 in the Township of 

Rainy River— Morson in the Territorial District of 
Rainy River lying between a point sit- 

Twp. of 

pina uate 80 metres measured southerly 


from its intersection with the roadway 
known as Wally’s Road (also known 
locally as Roger’s Road) and a point 
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situate 25 metres measured northerly 
from its intersection with the Govern- 
ment Dock access point (end of high- 


way). 


WILLIAM WRYE 
Minister of Transportation 


Dated at Toronto, this 29th day of July, 1990. 
34/90 


HIGHWAY TRAFFIC ACT 


O. Reg. 427/90. 
Parking. 

Made—July 29th, 1990. 
Filed—July 31st, 1990. 


REGULATION TO AMEND 
REGULATION 477 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
HIGHWAY TRAFFIC ACT 


1. Schedule 5 of Appendix A to Regulation 
477 of Revised Regulations of Ontario, 
1980, as amended by section 1 of Ontario 
Regulation 455/81, section 2 of Ontario 
Regulation 661/81, section 2 of Ontario 
Regulation 14/82 and section 1 of Ontario 
Regulation 189/83, is further amended by 
adding the following paragraph: 


6. That part of the King’s Highway known as No. 
6 in the Township of Albemarle in the County of 
Bruce beginning at a point situate 300 metres mea- 
sured southerly from its intersection with the centre 
line of the roadway known as Albemarle Sideroad 25 
and extending southerly for a distance of 500 metres. 


2. Schedule 9 of Appendix A to the Regula- 
tion, as amended by section 2 of Ontario 
Regulation 189/83, is further amended by 
adding the following paragraph: 


7. The east side of that part of the King’s High- 
way known as No. 10 and 24 in the Town of Caledon 
in The Regional Municipality of Peel beginning at a 
point situate at its intersection with the northerly 
limit of the roadway known as Peel Regional Road 11 
and extending northerly for a distance of 440 metres. 


3. Schedule 16 of Appendix A to the Regula- 
tion, as amended by section 2 of Ontario 
Regulation 631/86 and section 1 of 
Ontario Regulation 505/88, is further 
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6. The east side of that part of the King’s High- 


amended by adding the following para- 


graph: 


way known as No. 10 and 24 in the Town of Caledon 


in The Regional Municipality of Peel beginning at a 


point situate at its intersection with the northerly 
limit of the roadway known as Peel Regional Road 11 
and extending northerly for a distance of 440 metres. 





iv 


D9, 


| 
) 60. 
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WILLIAM WRYE 
Minister of Transportation 


Dated at Toronto, this 29th day of July, 1990. 


CHARITABLE INSTITUTIONS ACT 


O. Reg. 428/90. 


General. 


Made—July 27th, 1990. 
Filed—July 31st, 1990. 


REGULATION TO AMEND 
REGULATION 95 OF REVISED REGULATIONS OF ONTARIO, 1980 


MADE UNDER THE 


CHARITABLE INSTITUTIONS ACT 


Item 59 of Table 1 of Regulation 95 of Revised Regulations of Ontario, 1980, as remade by 
section 1 of Ontario Regulation 256/90, is revoked and the following substituted: 


From and including the Ist day 
of May, 1990 up to and includ- 
ing the 31st day of July, 1990.... 


From and including the Ist day 
OP AUCUSL: 1990 2, cancteneeca ces 


FAMILY BENEFITS ACT 


O. Reg. 429/90. 
General. 

Made—July 27th, 1990. 
Filed—July 31st, 1990. 


REGULATION TO AMEND 


REGULATION 318 OF 


REVISED REGULATIONS 


OF ONTARIO, 1980 
MADE UNDER THE 


FAMILY BENEFITS ACT 


23713 66.24 40.47 100.00 41.49 
24.08 66.24 40.82 100.00 41.49 
1. Subclause 12 (5) (e) (i) of Regulation 318 
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of Revised Regulations of Ontario, 1980, 
as remade by section 1 of Ontario Regu- 
lation 213/90, is revoked and the follow- 
ing substituted: 


(i) $24.08 a day, or 


This Regulation comes into force on the 
Ist day of August, 1990. 
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GENERAL WELFARE ASSISTANCE ACT 


O. Reg. 430/90. 
General. 

Made—July 27th, 1990. 
Filed—July 31st, 1990. 


REGULATION TO AMEND 
REGULATION 441 OF REVISED REGULATIONS OF ONTARIO, 1980 
MADE UNDER THE 
GENERAL WELFARE ASSISTANCE ACT 


1. Item 39 of Schedule E to Regulation 441 of Revised Regulations of Ontario, 1980, as made by 
section 1 of Ontario Regulation 257/90, is revoked and the following substituted: 


39. From and including the Ist day of May, 1990 
up to and including the 31st day of July, 1990 $2500 C1213 100.00 55:34 


40. From and including the 1st day of August, 1990 $24.08 Grat3 100.00 58.33 
34/90 


HOMES FOR THE AGED AND REST HOMES ACT 


O. Reg. 431/90. 
General. 

Made—July 27th, 1990. 
Filed—July 31st, 1990. 


REGULATION TO AMEND 
REGULATION 502 OF REVISED REGULATIONS OF ONTARIO, 1980 
MADE UNDER THE 
HOMES FOR THE AGED AND REST HOMES ACT 


1. Item 58 of Table 1 of Regulation 502 of Revised Regulations of Ontario, 1980, as made by | 
section 1 of Ontario Regulation 258/90, is revoked and the following substituted: 


58. From and including the Ist day of May, 1990 
up to and including the 31st day of July, 1990... PS 20s a 40.47 100.00 


59. From and including the Ist day of August, 1990 24.08 56.71 40.82 100.00 
34/90 
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O. Reg. 432/90 


MUNICIPAL FREEDOM OF INFORMATION 
AND PROTECTION OF PRIVACY ACT, 1989 


O. Reg. 432/90. 
Institutions. 
Made—July 27th, 1990. 
Filed—July 31st, 1990. 


REGULATION MADE UNDER THE 
MUNICIPAL FREEDOM OF INFORMATION 
AND PROTECTION OF PRIVACY ACT, 1989 


Institutions 


1. The following bodies are designated as institu- 
tions: 


1. Board of Management of the Guild. 


2. Joint committees of management estab- 
lished under the Community Recreation 
Centres Act, all such committees. 


3. Metropolitan Licensing Commission. 


4. The Board of Governors of Exhibition 
Place. 


5. The Board of Management of the O’Keefe 
Centre. 


6. The Hamilton Entertainment and Conven- 
tion Facilities Inc. O. Reg. 432/90, s. 1. 


34/90 


OCCUPATIONAL HEALTH AND SAFETY 
ACT 


O. Reg. 433/90. 

Industrial Establishments. 
Made—July 11th, 1990. 
Filed—August Ist, 1990. 





REGULATION TO AMEND 
REGULATION 692 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
OCCUPATIONAL HEALTH AND SAFETY 
ACT 





1. Section 1 of Regulation 692 of Revised 
Regulations of Ontario, 1980 is amended 
by adding the following clauses: 
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(ba) “Building Code” means Ontario Regulation 
419/86 made under the Building Code Act; 


(ma) ‘‘service room’ means, in relation to a 
building, a room that accommodates build- 
ing services and includes a boiler room, fur- 
nace room, incinerator room, garbage 
room, elevator machine room and a room 
that accommodates air conditioning or heat- 
ing appliances, pumps, compressors or elec- 
trical services; 


2.—(1) Clause 7 (1) (a) of the Regulation is 
amended by renumbering subclause (i) as 
(ia) and by adding the following sub- 
clause: 


(i) a building of unknown occupancy, 


(2) Clauses 7 (1) (c) and (d) of the Regulation 
are revoked. 


(3) Subclause 7 (2) (b) (viii) of the Regula- 
tion is revoked and the following substi- 
tuted: 


(viii) details of equipment, machinery or 
devices to be used in the processing 
of designated substances or flamma- 
ble or toxic substances; 


(4) Clause 7 (2) (e) of the Regulation is 
revoked and the following substituted: 


(e) be signed and sealed by a professional engi- 
neer or architect if the drawings are of, 


(i) anarena, 


(ii) a building or structure that is more 
than three storeys in height, or 


(iii) a building or structure that is more 
than 600 square metres in gross area 
within the meaning of the Building 
Code; and 


3.—(1) Clauses 8 (1) (a) and (b) of the Regu- 
lation are revoked and the following sub- 
stituted: 


(a) not more than $10,000, $10; and 


(b) more than $10,000, $2 for each $1,000 or 
fraction thereof. 


(2) Subsection 8 (2) of the Regulation is 
revoked and the following substituted: 
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(2) No fee greater than $20,000 is payable for any 
one building or structure. O. Reg. 433/90, s. 3 (2). 


4. Section 11 of the Regulation is revoked. 


5. Section 15 of the Regulation is revoked 
and the following substituted: 


15.—{1) A guardrail shall, 

(a) have a top rail located not less than 91 and 
not more than 107 centimetres above the 
surface to be guarded; 

(b) have a mid rail; 

(c) if tools or other objects may fall on a 
worker, have a toe-board that extends from 
the surface to be guarded to a height of at 
least 125 millimetres; and 

(d) be free of splinters and protruding nails. 

(2) A guardrail shall be constructed to meet the 


structural requirements for guards as set out in the 
Building Code. O. Reg. 433/90,s. 5S. 


6. Clause 16 (b) of the Regulation is revoked 
and the following substituted: 


(b) constructed to meet the structural require- 


ments for loads due to the use of floors and 
roofs as set out in the Building Code. 


7. Section 22 of the Regulation is revoked. 


8. Sections 24 and 25 of the Regulation are 
revoked. 


9. Sections 121 to 127 of the Regulation are 
revoked and the following substituted: 


121. Except as prescribed in this Part, the Build- 
ing Code applies to all industrial establishments with 
respect to, 

(a) access to an exit; 
(b) exit from a floor area; 
(c) structural adequacy; 


(d) washrooms; 


(e) service rooms; 
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(f) the fire resistance rating of a separation for 
an access to an exit, service room and a pro- 
cess room that contains a flammable sub- 
stance; 


(g) the fire protection rating of a closure. 
O. Reg. 433/90, s. 9, part. 


122. In this Part, ‘hazardous room”’ means, with 
respect to an industrial establishment, a room con- 
taining a substance which, because of its chemical 
nature, the form in which the substance exists or its 
handling or processing, may explode or become eas- 
ily ignited creating a condition of imminent hazard to 
a person’s health or safety. O. Reg. 433/90, s. 9, 
part. 


123.—(1) This section applies with respect to a 
hazardous room, 


(a) with an area greater than fifteen square 
metres; or 


(b) requiring a distance of travel greater than 
4.5 metres from any point in the room to an 
egress doorway. 


(2) A hazardous room shall be located in a floor 
area that has at least two exits. 


(3) A hazardous room shall have at least two 
egress doorways that are at least three-quarters of the 
length of the diagonal distance of the room from each 
other. 


(4) One egress doorway must be located within a 
maximum distance of twenty-three metres from any 
point in a hazardous room. O. Reg. 433/90, s. 9, 
part. 


124.—(1) The requirements of the Fire Code 
respecting fire extinguishers apply at industrial estab- 
lishments. 


(2) The requirements of the Fire Code respecting 
keeping egress doorways, public corridors and exits 
free from obstruction apply at industrial establish- 
ments. 


(3) In this section, ‘“‘Fire Code” means Ontario 


Regulation 67/87 made under the Fire Marshals Act. 
O. Reg. 433/90, s. 9, part. 


10. Section 136 of the Regulation is revoked. 


34/90 
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GAME AND FISH ACT 


O. Reg. 434/90. 

Open Seasons—Moose and Deer. 
Made—July 27th, 1990. 
Filed—August Ist, 1990. 


REGULATION TO AMEND 
REGULATION 428 OF REVISED REGULATIONS OF ONTARIO, 1980 
MADE UNDER THE 
GAME AND FISH ACT 


1. Schedule 1 to Regulation 428 of Revised Regulations of Ontario, 1980, as remade by section 1 
of Ontario Regulation 53/89, is revoked and the following substituted: 


Schedule 1 


COLUMN 1 COLUMN 2 COLUMN 3 
ITEM 


Wildlife 
Management Open Seasons Open Seasons 
Units Residents Non-Residents 


ae 1A, 1C, 1D, 16A, 16B, 16C, September 15 to December 15 September 17 to November 15 
1], 408325 


2, 3,4, 5, 6, 8, 9A, 12A, 15A, October 6 to December 15 October 8 to November 15 
15B, 18A. 19, 21A, 21B 


& 7B, 9B, 11A, 11B, 12B, 13, 14 October 6 to December 15 pee 7,” i 


CLI IE Pi! SIE Phd FASE EUR 8 October 6 to November 15 October 8 to November 15 
B20 33).134,359 50237408. os 
40. 41, 42 


ra ccatae al coches | September 22 to October 31 September 24 to October 31 


46, 47, 48, 49, 50, 53, 54, 55A, October 15 to October 20 
S55. 56, 57, 58, 59, 60A, 61, 62, 
63 





O. Reg. 434/90, s. 1. 


2. Schedule 2 to the Regulation, as remade by section 2 of Ontario Regulation 53/89, is revoked 
and the following substituted: 


















Schedule 2 
Wildlife 
Management Open Seasons Open Seasons 









Units Residents Non-Residents Conditions 













October 8 to 
November 15 


October 6 to 
December 15 


Only bows and arrows or 
flint-lock or percussion 

cap muzzle-loading guns 
may be used. 
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Wildlife 
Management Open Seasons Open Seasons 
Units Residents Non-Residents Conditions 





















Only bows and arrows 
may be used. 





pe We I oe September 15 to 
12A, 15A,15B,18A, | October 5 

19 220A. 2168: 23, 29. 
38 


7B, 9B, 12B, 13, 14 September 15 to 
October 5 


September 15 to 
October 5 














Only bows and arrows 
may be used. 





O. Reg. 434/90, s. 2. 
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GAME AND FISH ACT 1. Ontario Regulation 526/86 is amended by 
adding the following section: 

O. Reg. 435/90. 

Fishing Licences. 

Made—July 27th, 1990. 1la.—(1) A Non-Resident/Canadian Resident 

Filed—August Ist, 1990. Angling Licence issued in Form 13 to a person who is 
not a Canadian resident is not valid for angling in 
Lake St. Joseph, located at latitude 51° 05’ north and 
longitude 90° 35’ west, unless a tag in Form 27 is 
attached to the reverse side of the licence. 


REGULATION TO AMEND 
ONTARIO REGULATION 526/86 
MADE UNDER THE (2) There is no fee for a tag in Form 27. O. Reg. 
GAME AND FISH ACT 435/90, s. 1. 


2. The Regulation is further amended by adding the following Form: 


Ministry of Ministére des Serial No. 
Natural Richesses N° de série 
Resources naturelles 


Form 27 — Formule 27 
Game and Fish Act 
Loi sur la chasse et la péche 
Lake St. Joseph Angling Validation Tag 


Vignette de validation pour la péche a la ligne dans le lac St. Joseph 


1900 
Valid for 7 consecutive days from Valide pendant 7 jours consécutifs du 
year month day year month day 
année mois jour année mois jour 


Sebo tet geal 


O. Reg. 435/90, s. 2. 
34/90 
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O. Reg. 436/90 
MILK ACT 


O. Reg. 436/90. 

Industrial Milk—Marketing. 
Made—July 31st, 1990. 
Filed—August Ist, 1990. 


REGULATION TO AMEND 
REGULATION 623 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
MILK ACT 


1.—(1) Subsection 13 (1) of Regulation 623 of 
Revised Regulations of Ontario, 1980, as 
remade by section 1 of Ontario Regula- 
tion 465/89, is revoked and the following 
substituted: 


(1) All Class 3 milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $46.98 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 436/90, s. 1 (1). 


(2) Subsection 13 (2) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 465/89, is revoked and the following 
substituted: 


(2) All Class 4 milk supplied to a processor shall 


/ be sold by the marketing board and bought by the 


processor for not less than a minimum price of $46.64 


_ per hectolitre for milk containing 3.6 kilograms of 


milk-fat per hectolitre. O. Reg. 436/90, s. 1 (2). 


(3) Subsection 13 (3) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 465/89, is revoked and the following 
substituted: 


(3) All Class 4a milk supplied to a processor shall 


| be sold by the marketing board and bought by the 


processor for not less than a minimum price of $44.47 


_ per hectolitre for milk containing 3.6 kilograms of 


milk-fat per hectolitre. O. Reg. 436/90,s. 1 (3). 


(4) Subsection 13 (4) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 465/89, is revoked and the following 
substituted: 


(4) All Class 4b milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $44.47 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 436/90,s. 1 (4). 
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(5) Subsection 13 (4a) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 465/89, is revoked and the following 
substituted: 


(4a) All Class 4c milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $46.64 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 436/90, s. 1 (5). 


(6) Subsection 13 (5) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 465/89, is revoked and the following 
substituted: 


(5) All Class 5 milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $42.33 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 436/90, s. 1 (6). 


(7) Subsection 13 (7) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 465/89, is revoked and the following 
substituted: 


(7) All Class 6 milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $42.33 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 436/90, s. 1 (7). 


(8) Subsection 13 (8) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 465/89, is revoked and the following 
substituted: 


(8) The minimum prices that apply under subsec- 
tions (1), (2), (3), (4), (4a), (5), (6) and (7) shall be 
increased or decreased at the rate of $0.6720 for each 
0.10 kilograms of milk-fat above or below 3.6 kilo- 
grams of milk-fat in each hectolitre of milk. 
O. Reg. 436/90, s. 1 (8). 


2. Paragraph 1 of subsection 20 (1) of the 
Regulation, as remade by section 2 of 
Ontario Regulation 465/89, is revoked 
and the following substituted: 


1. A payment on account at the rate of $27.52 
per hectolitre, not later than the 14th day of 
the next following month or, where a holi- 
day falls within the first twelve days of that 
month, not later than the 15th day of that 
month. 


3.—(1) This Regulation, except subsections 
1 (3) and (4), comes into force on the Ist 
day of August, 1990. 
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(2) Subsections 1 (3) and (4) come into force 
on the 15th day of August, 1990. 


THE ONTARIO MILK MARKETING 
BOARD: 


JOHN CORE 
Chairman 


HARRY PARKER 
Secretary 


Dated at Mississauga, this 31st day of July, 1990. 
34/90 


MILK ACT 


O. Reg. 437/90. 

Marketing of Milk to Fluid Milk Processors. 
Made—July 31st, 1990. 

Filed—August Ist, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 541/81 
MADE UNDER THE 
MILK ACT 


1.—{1) Subsection 15 (4) of Ontario Regula- 
tion 541/81, as remade by section 1 of 
Ontario Regulation 464/89, is revoked 
and the following substituted: 


(4) All Class 3 milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $46.98 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 437/90,s. 1 (1). 


(2) Subsection 15 (5) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 464/89, is revoked and the following 
substituted: 


(5) All Class 4 milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $46.64 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 437/90,s. 1 (2). 


(3) Subsection 15 (6) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 464/89, is revoked and the following 
substituted: 


(6) All Class 4a milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $44.47 


per hectolitre for milk containing 3.6 kilograms of 


milk-fat per hectolitre. O. Reg. 437/90, s. 1 (3). 
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(4) Subsection 15 (7) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 464/89, is revoked and the following 
substituted: 


(7) All Class 4b milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $44.47 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 437/90,s. 1 (4). 


(5) Subsection 15 (8) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 464/89, is revoked and the following 
substituted: 


(8) All Class 4c milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $46.64 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 437/90,s. 1 (5). 


(6) Subsection 15 (9) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 464/89, is revoked and the following 
substituted: 


(9) All Class 5 milk supplied to a processor shall 
be sold by the marketing board and bought by the. 
processor for not less than a minimum price of $42.33 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 437/90,s. 1 (6). 


(7) Subsection 15 (11) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 464/89, is revoked and the following 
substituted: 


(11) All Class 6 milk supplied to a processor shall 
be sold by the marketing board and bought by the 
processor for not less than a minimum price of $42.33 
per hectolitre for milk containing 3.6 kilograms of 
milk-fat per hectolitre. O. Reg. 437/90,s. 1 (7). 


(8) Subsection 15 (12) of the Regulation, as 
remade by section 1 of Ontario Regula- 
tion 464/89, is revoked and the following 
substituted: 


(12) The minimum prices that apply under subsec- 
tions (1) to (11) shall be increased or decreased at the 
rate of $0.6720 for each 0.10 kilograms of milk-fat 
above or below 3.6 kilograms of milk-fat in each 
hectolitre of milk. O. Reg. 437/90,s. 1 (8). 


2. Paragraph 1 of subsection 20 (1) of the 
Regulation, as remade by section 2 of | 
Ontario Regulation 464/89, is revoked 
and the following substituted: 


1. A payment on account at the rate of $34.76 
per hectolitre, not later than the 14th day of 
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the next following month or, where a holi- PROVINCIAL OFFENCES ACT 
day falls within the first twelve days of that 
month, not later than the 15th day of that O. Reg. 438/90. 
month. Proceedings Commenced by Certificate of 
Offence. 
3.—_({1) This Regulation, except subsections Made—July 27th, 1990. 
1 (3) and (4), comes into force on the Ist Filed—August Ist, 1990. 
day of August, 1990. 
@) Sanat 1) and came nto force | REGULATION TO AMEND 
| 2 REGULATION 817 OF 
THE ONTARIO MILK MARKETING REVISED REGULATIONS 
BOARD: OF ONTARIO, 1980 
MADE UNDER THE 
JOHN CORE PROVINCIAL OFFENCES ACT 
Chairman 
| 1. Items 18, 19, 20 and 21 of Schedule 79 to 
| H P 9 9 
| RTS Regulation 817 of Revised Regulations of 
Ontario, 1980, as remade by section 1 of 
Dated at Mississauga, this 31st day of July, 1990. Ontario Regulation 250/88, are revoked. 
34/90 34/90 


PROVINCIAL OFFENCES ACT 


O. Reg. 439/90. 

Proceedings Commenced by Certificate of 
Offence. 

Made—July 27th, 1990. 

Filed—August Ist, 1990. 


REGULATION TO AMEND 
REGULATION 817 OF REVISED REGULATIONS OF ONTARIO, 1980 
MADE UNDER THE 
PROVINCIAL OFFENCES ACT 


1. The Table to section 7 of Regulation 817 of Revised Regulations of Ontario, 1980, as made by 
section 1 of Ontario Regulation 366/89, is amended by adding the following items: 


Ja. 623/89 Ganaraska Region Conservation Authority 
17a. 115/88 Lower Trent Region Conservation Authority 
19a. 593/88 Metropolitan Toronto Region Conservation 

Authority 
30a. 545/89 Saugeen Valley Conservation Authority 


34/90 
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ADMINISTRATION OF JUSTICE ACT 1. Section 1 of Ontario Regulation 612/85, 
as amended by section 1 of Ontario Regu- 

O. Reg. 440/90. a: lation 692/87 and section 1 of Ontario 
Fees Payable to Provincial Court (Civil Regulation 709/88, is further amended by 
eon terers striking out ‘‘$15.75”’ in the second line 


Made—July 27th, 1990. 


Filed —Aueust'1st, 1990 and substituting ‘‘$16.75”’. 
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REGULATION TO AMEND 
ONTARIO REGULATION 612/85 
MADE UNDER THE 
ADMINISTRATION OF JUSTICE ACT 


COURTS OF JUSTICE ACT, 1984 


O. Reg. 441/90. 

Rules of Civil Procedure. 
Made—June 20th, 1990. 
Approved—July 27th, 1990. 
Filed—August Ist, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 560/84 
MADE UNDER THE 
COURTS OF JUSTICE ACT, 1984 


1. This Regulation amends the Rules of Civil Procedure, as set out in the Schedule to Ontario 
Regulation 560/84, as most recently amended by Ontario Regulation 328/90. 


2. Paragraph 2 of subrule 1.02(1) is revoked and the following substituted: 


2. They apply to proceedings under the Estates Act only in respect of matters for which Regulation 925 
of Revised Regulations of Ontario, 1980 makes no provision. 


3. Subrule 7.08(4) is revoked. 


4. Rule 7.08 is amended by adding the following subrule: 
Notice of Official Guardian or Public Trustee 


(6) On a motion or application for the approval of a judge under this rule, the judge may direct that the 
material referred to in subrule (5) be served on the Official Guardian or on the Public Trustee as the commit- 
tee of the estate or litigation guardian of the party under disability and may direct the Official Guardian or the 
Public Trustee, as the case may be, to make an oral or written report stating any objections he or she has to the 
proposed settlement and making recommendations, with reasons, in connection with the proposed settlement. 
O. Reg. 441/90, s. 4. 


5. The English version of subrule 16.03(6) is amended by inserting after ‘‘head office’’ in the 
first line ‘‘registered office’’. 


6. Rule 16.09 is amended by adding the following subrule: 
Proof of Service on Document 


(5) The affidavit or certificate of service may be printed on the backsheet or on a stamp or sticker affixed 
to the backsheet of the document served. O. Reg. 441/90,s. 6. 
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7. Subrule 31.06(4) is revoked and the following substituted: 
Insurance Policies 
(4) A party may on an Sata for discovery obtain disclosure of, 

(a) the existence and contents of any insurance policy under which an insurer may be liable to sat- 
isfy all or part of a judgment in the action or to indemnify or reimburse a party for money paid 
in satisfaction of all or part of the judgment; and 

(b) the amount of money available under the policy, and any conditions affecting its availabilty. 

(4a) No information concerning the insurance policy is admissible in evidence unless it is relevant to an 


issue in the action. O. Reg. 441/90, s. 7. 


8. Clause 33.04(2)(b) is amended by adding at the end ‘‘other than a document made in prepa- 
ration for contemplated or pending litigation and for no other purpose, and in respect of 
which the party to be examined undertakes not to call evidence at the hearing’’. 


9. Rule 34.18 is amended by adding the following subrule: 


(2a) The party may file a copy of a portion of the transcript if the other parties consent. O. Reg. 441/90, 
s. 9. 


10. Rule 50 is amended by adding the following rule: 


PRE-TRIAL CONFERENCE BY CONFERENCE TELEPHONE 
50.08 Where all counsel and parties not represented by counsel participating in the pre-trial conference 


and the judge or other officer of the court conducting it consent, the pre-trial conference may be conducted by 
means of a conference telephone call. O. Reg. 441/90, s. 10. 


11. Rule 60.08 is revoked and the following substituted: 


GARNISHMENT 
Where Available 


60.08 (1) A creditor under an order for the payment or recovery of money may enforce it by garnishment 
of debts payable to the debtor by other persons. 


Where Leave Required 


(2) If six years or more have elapsed since the date of the order, or if its enforcement is subject to a condi- 
tion, a notice of garnishment shall not be issued unless leave of the court is first obtained. 


(3) An order granting leave to issue a notice of garnishment ceases to have effect if the notice is not 
issued within one year after the date of the order granting leave, but the court may grant leave again on a sub- 
_ sequent motion. 


Obtaining Notice of Garnishment 


(4) A creditor under an order for the payment or recovery of money who seeks to enforce it by garnish- 
ment shall file with the registrar where the proceeding was commenced a requisition for garnishment (Form 
60FA) together with a copy of the order as entered, any other evidence necessary to establish the amount 
awarded and the creditor’s entitlement, and an affidavit stating, 





(a) the date and amount of any payment received since the order was made; 
(b) the amount owing, including postjudgment interest; 


(c) details of how the amount owing and the postjudgment interest are calculated, 
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(d) the name and address of each person to whom a notice of garnishment is to be directed; 


(e) that the creditor believes that those persons are or will become indebted to the debtor and the 
grounds for the belief; 


(f) such particulars of the debts as are known to the creditor, 


(g) where a person to whom a notice of garnishment is to be directed is not in Ontario, that the 
debtor is entitled to sue that person in Ontario to recover the debt, and the basis of entitle- 
ment to sue in Ontario; and 


(h) where a person to whom a notice of garnishment is to be directed is not then indebted but will 
become indebted to the debtor, such particulars of the date on and the circumstances under 
which the debt will arise as are known to the creditor. 


(5) The affidavit required by subrule (4) may contain statements of the deponent’s information and 
belief, if the source of the information and the fact of the belief are specified in the affidavit. ! 


(6) On the filing of the requisition and affidavit required by subrule (4), the registrar shall issue notices of 
garnishment (Form 60G) naming as garnishees the persons named in the affidavit and shall send a copy of each 
notice of garnishment to the sheriff of the county in which the debtor resides or, if the debtor resides outside 
Ontario, to the sheriff of the county in which the proceeding was commenced. 


Service of Notice of Garnishment 


(7) The creditor shall serve the notice of garnishment, 
(a) onthe debtor, together with a copy of the affidavit required by subrule (4); and 
(b) onthe garnishee, with a blank garnishee’s statement (Form 60H) attached. 


(8) The notice of garnishment shall be served by ordinary mail, or by personal service or an alternative to 
personal service under rule 16.03. 


(9) A notice of garnishment may be served outside Ontario if the debtor would be entitled to sue the gar- 
nishee in Ontario to recover the debt. 


(10) Where the garnishee is a bank, loan or trust corporation, credit union, caisse populaire or the Pro- 
vince of Ontario Savings Office, the garnishee shall be served at the branch at which the debt is payable. 


Garnishee Liable from Time of Service 


(11) The garnishee is liable to pay to the sheriff any debt of the garnishee to the debtor, up to the amount 
shown in the notice of garnishment or supplementary notice of garnishment, less $10 for the cost of making 
each payment, within ten days after service on the garnishee or ten days after the debt becomes payable, 
whichever is later. 


(12) For the purposes of subrule (11), a debt of the garnishee to the debtor includes a debt payable at the 
time the notice of garnishment is served and a debt, 


(a) payable within six years after the notice is served; or 
(b) payable on the fulfilment of a condition within six years after the notice is served. 
(13) For the purposes of subrule (11), a debt of the garnishee to the debtor does not include, 
(a) if the garnishee is a bank, loan or trust corporation, credit union, caisse populaire or the Pro- 
vince of Ontario Savings Office, money in an account opened after the notice of garnishment 


is served; 


(b) if the garnishee is an employer, a debt arising out of employment that commences after the 
notice is served; or 


(c) if the garnishee is an insurer, a debt payable under an insurance policy that is entered into 
after the notice is served. 
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Payment by Garnishee to Sheriff 


(14) A garnishee who admits owing a debt to the debtor shall pay it to the sheriff in the manner prescri- 
bed by the notice of garnishment, subject to section 7 of the Wages Act. 


Garnishee Must Serve Statement to Dispute Garnishment 
(15) A garnishee who wishes for any reason to dispute the garnishment or who pays to the sheriff less 
than the amount set out in the notice of garnishment as owing by the garnishee to the debtor shall, within ten 


days after service of the notice of garnishment, serve on the creditor and the debtor and file with the court a 
garnishee’s statement (Form 60H) setting out the particulars. 


Garnishment Hearing 
(16) On motion by a creditor, debtor, garnishee or any other interested person, the court may, 


(a) where it is alleged that the debt of the garnishee to the debtor has been assigned or encum- 
bered, order the assignee or encumbrancer to appear and state the nature and particulars of 
his or her claim; 


(b) determine the rights and liabilities of the garnishee, the debtor and any assignee or encum- 
brancer; 


(c) vary or suspend periodic payments under a notice of garnishment; or 
(d) determine any other matter in relation to a notice of garnishment, 


and the court may proceed in a summary manner, but where the motion is made to a master and raises a 
genuine issue of fact or of law, it shall be adjourned to be heard by a judge. 


Enforcement against Garnishee 


(17) Where the garnishee does not pay to the sheriff the amount set out in the notice of garnishment as 
owing by the garnishee to the debtor and does not serve and file a garnishee’s statement, the creditor is entit- 
led on motion to the court, on notice to the garnishee, to an order against the garnishee for payment of the 
amount that the court finds is payable to the debtor by the garnishee, or the amount set out in the notice, 
whichever is less. 


Payment by Garnishee to Person other than Sheriff 


(18) Where, after service of a notice of garnishment, the garnishee pays a debt attached by the notice to a 
person other than the sheriff, the garnishee remains liable to pay the debt in accordance with the notice. 


Payment to Sheriff Discharges Garnishee 


(19) Payment of a debt by a garnishee in accordance with a notice of garnishment is a valid discharge of 
the debt, as between the garnishee and the debtor, to the extent of the payment, including the amount deduc- 
ted for the cost of making payment under subrule (11). 


Creditor to Give Notice when Order Satisfied 


(20) When the amount owing under an order that is enforced by garnishment has been paid, the credi- 
tor shall forthwith serve a notice of termination of garnishment (Form 601) on the garnishee and on the sheriff. 
O. Reg. 441/90, s. 11. 


12. Subclause 61.03(2)(a)(iv) is amended by adding at the end ‘‘with a further typed or printed 
copy if the reasons are handwritten’’. 


13. Clause 61.09(1)(d) is amended by adding at the end ‘‘with a further typed or printed copy if 
the reasons are handwritten’’. 


14. Clause 62.01(7)(c) is amended by adding at the end ‘‘as well as a further typed or printed 
copy of the reasons if they are handwritten’’. 
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15. Clause 62.02(5a)(b) is amended by adding at the end ‘‘as well as a further typed or printed 
copy of the reasons if they are handwritten’’. 


16. Clause 71.09(4)(c) is amended by adding at the end ‘‘as well as a further typed or printed 
copy of the reasons if they are handwritten’’. 


17. Clause 72.02(5)(c) is amended by adding at the end ‘‘as well as a further typed or printed 
copy of the reasons if they are handwritten’’. 


18. Form 16B is amended by striking out ‘‘(General heading)’’ in the second line and substituting 
“(If a separate document insert general heading)’’. 


19. Form 16C is amended by striking out ‘‘(General heading)’’ in the second line and substituting 
“*(If a separate document insert general heading)’’. 


20. The following Form is added: 


Form 60FA 
REQUISITION FOR GARNISHMENT 
(General heading) 
REQUISITION FOR GARNISHMENT 
TO: the local registrar at (place) 


I REQUIRE a notice of garnishment to be issued in this proceeding, in accordance with the attached draft 


Form 60G. The total amount to be shown in the notice of garnishment is $.................. , made up as follows: 
» aoe ance stint nae mincee for principal owing under the judgment or order, including prejudgment interest. 
eee Tree. , in accordance with the regulations under the Administration of Justice Act and Tariff A, for 


issuing, renewing and filing with the sheriff a writ of execution or notice of garnishment. 


spl a Mase ken , for disbursements paid to a sheriff, registrar, official examiner, court reporter or other public 
officer and to which the creditor is entitled under subrule 60.19(1). (Attach copies of all receipts.) 


back cee, , for the minimum amount prescribed in Tariff A for conducting an examination in aid of execu- 
tion. (Attach affidavit confirming that examination was conducted.) 


Serle Go ap , for any other costs to which the creditor is entitled under subrule 60.19(1). (Attach certificate 
of assessment.) 


hiss td cca , for postjudgment interest to today’s date. (Calculate by counting the number of days that the 
principal sum has been owing, multiplying that number by the annual rate of interest, then multiplying by the 
principal sum owing and dividing by 365.) 


Datel icc oo. kal SAU Le eee Denne ob a aos aaa Dignature, L.t ed. NE ee AER ae eee ee 


(Name, address and telephone no. of 
creditor or creditor’s solicitor) 


O. Reg. 441/90, s. 20. 


21. Form 60G is amended by inserting after ‘‘exceed $.......... ..ee. in the third line after clause 
(b) on the first page ‘‘less $10 for your costs of making each payment’’, and by inserting after 
‘“*TOTAL AMOUNT OF § ...............cc000e ”’ in the sixth line after clause (b) on the first page 
‘*‘LESS $10 FOR YOUR COSTS OF MAKING EACH PAYMENT”. 
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22. Form 60H is amended by striking out ‘‘each notice of garnishment’’ in the second and third 
lines and substituting ‘‘the notice of garnishment to be served on the garnishee’’. 


23.—({1) This Regulation, except section 2, comes into force on the 1st day of September, 1990. 


(2) Section 2 comes into force on the day section 2 of the Courts of Justice Amendment Act, 1989, 
being chapter 55, comes into force. 


LOI DE 1984 SUR LES TRIBUNAUX JUDICIAIRES 


Régl. de l’Ont. 441/90 
| Régles de procédure civile 
| pris—le 20 juin 1990 
approuvé—le 27 juillet 1990 
déposé—le 1*" aout 1990 


REGLEMENT PORTANT MODIFICATION 
DU REGLEMENT DE L’ONTARIO 560/84 
PRIS EN APPLICATION DE LA 
LOI DE 1984 SUR LES TRIBUNAUX JUDICIAIRES 


1 Le présent réglement modifie les Régles de procédure civile, telles qu’elles sont enoncées a 
l’annexe du Réglement de |’Ontario 560/84 et telles qu’elles ont été modifiées le plus récem- 
ment par le Réglement de I’ Ontario 328/90. 


2 La disposition 2 du paragraphe 1.02(1) est abrogée et remplacée par ce qui suit : 


2. Elles ne s’appliquent aux instances intentées en vertu de la Loi sur les successions qu’a l’égard des 
questions dont ne traite pas le Réglement 925 des Réglements refondus de |’Ontario de 1980. 


3 Le paragraphe 7.08(4) est abrogé. 
4 La régle 7.08 est modifiée par adjonction du paragraphe qui suit : 


Avis au Tuteur public ou au Curateur public 


(6) Sur une motion ou une requéte visant l’obtention de l’approbation d’un juge aux termes de la pre- 
sente régle, le juge peut ordonner que les documents mentionnés au paragraphe (5) soient signifiés au Tuteur 
public ou au Curateur public a titre de curateur aux biens ou de tuteur a l’instance de la partie incapable. Il 
peut ordonner au Tuteur public ou au Curateur public, selon le cas, de présenter un rapport sous forme orale 
ou écrite qui énonce ses objections, le cas échéant, relativement a la transaction proposée, et qui donne des 
recommandations motivées relativement a la transaction proposée. Régl. de l’Ont. 441/90, art. 4. 


5 La version anglaise du paragraphe 16.03(6) est modifiée par adjonction, aprés les mots «head 
office» 4 la premiere ligne, des mots «registered office». 





6 Larégle 16.09 est modifiée par adjonction du paragraphe qui suit : 
Preuve de la signification sur le document 


(5) L’affidavit ou le certificat de signification peut étre imprimé sur la feuille arriére du document signifié, 
ou sur une estampille ou une vignette apposée sur la feuille arriere. Régl. de l’Ont. 441/90, art. 6. 


7 Le paragraphe 31.06(4) est abrogé et remplacé par ce qui suit : 
1887 








5346 THE ONTARIO GAZETTE O. Reg. 441/90 


Polices d’ assurance 
(4) Une partie qui interroge au préalable peut obtenir la divulgation : 

a) de l’existence et de la teneur d’une police d’assurance en vertu de laquelle un assureur peu 
tétre tenu, soit de payer, en tout ou en partie, un jugement rendu dans l’action, soit d’indem- 
niser ou de rembourser une partie des sommes qu'elle a payées a la suite de l’exécution, en 
tout ou en partie, du jugement; 

b) le montant disponible en vertu de la police, ainsi que les conditions éventuelles portant sur sa 


disponibilité. 


(4a) Un renseignement concernant la police d’assurance n’est admissible en preuve que s’il est pertinent a 
une question en litige dans l’action. Régl. de Ont. 441/90, art. 7. 


8 L’alinéa 33.04(2)b) est modifié par adjonction des mots «a l’exception des documents dressés 
uniquement en prévision d’une poursuite envisagée ou en instance, la partie devant étre exa- 
minée s’engageant a ne pas présenter de preuve a |’audience relativement a ces documents». 


9 La régle 34.18 est modifiée par adjonction du paragraphe qui suit : 


(2a) La partie peut déposer une copie d’une partie de la transcription si les autres parties y donnent leur 
consentement. Régl. de ]’Ont. 441/90, art. 9. 


10 La régle 50 est modifiée par adjonction de la régle qui suit : 


CONFERENCE TELEPHONIQUE 
50.08 Si tous les procureurs et les parties agissant en leur propre nom qui participent a la conférence 


préparatoire au procés ainsi que le juge ou l’autre officier de justice qui la préside y consentent, la conférence 
préparatoire au proceés peut se faire par conférence téléphonique. Régl. de l’Ont. 441/90, art. 10. 


11 La régle 60.08 est abrogée et remplacée par ce qui suit : 


SAISIE-ARRET 
Obtention 


60.08 (1) Le créancier qui a obtenu une ordonnance de paiement ou de recouvrement d’une somme 
d’argent peut l’exécuter au moyen d’une saisie-arrét des créances du débiteur contre des tiers. 


Autorisation du tribunal 


(2) Si six ans ou plus se sont écoulés depuis la date de l’ordonnance ou si son exécution forcée est subor- 
donnée a une condition, l’avis de saisie-arrét n’est délivré qu’avec l’autorisation préalable du tribunal. 


(3) L’ordonnance autorisant la délivrance de l’avis de saisie-arrét cesse d’avoir. effet si cet avis n’est pas 
délivré dans l’année qui suit la date de l’ordonnance. Le tribunal peut toutefois, sur une motion subéquente, 
accorder une nouvelle autorisation. 


Obtention d’un avis de saisie-arrét 

(4) Le créancier qui a obtenu une ordonnance de paiement ou de recouvrement d’une somme d’argent 
qu’il cherche a exécuter au moyen d’une saise-arrét dépose auprés du greffier, au lieu ot l’instance a été intro- 
duite, une réquisition en ce sens (formule 60FA), accompagnée d’une copie de l’ordonnance qui a été inscrite, 
des preuves qui sont nécessaires pour établir le montant adjugé et le droit du créancier, et d’un affidavit - 
énoncant : 


a) la date et le montant des paiements recus depuis que l’ordonnance at été rendue; 


b) le montant qui reste di, y compris les intéréts postérieurs au jugement; 
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c) des renseignements sur la fagon de calculer le montant qui reste dd et les intéréts postérieurs 
au jugement; 


d) le nom et l’adresse de chacune des personnes auxquelles l’avis de saisie-arrét doit étre adressé; 


e) le fait que le créancier croit que ces personnes sont ou seront redevables d’une dette au débi- 
teur, ainsi que ses raisons de le croire; 


f) des précisions sur les créances que le créancier connait; 


g) siun tiers a qui un avis de saisie-arrét doit étre adressé ne se trouve pas en Ontario, le fait que 
le débiteur a le droit de le poursuivre en Ontario pour recouvrer sa créance, ainsi que le fonde- 
ment de son droit de le poursuivre en Ontario; 


h) siun tiers a qui un avis de saisie-arrét doit étre adressé n’est pas encore redevable d’une dette 
au débiteur mais doit le devenir, les précisions que connait le créancier sur la date a laquelle la 
créance doit naitre et les circonstances dans lesquelles elle doit naitre. 


(5) L’affidavit visé au paragraphe (4) peut faire état des éléments que le déposant tient pour véridiques 
sur la foi de renseignements, pourvu que la source de ces renseignements et le fait qu’ils sont tenus pour véridi- 
ques soient indiqués. 

(6) Aprés le dépdt de la réquisition et de l’affidavit visés au paragraphe (4), le greffier délivre des avis de 
saisie-arrét (formule 60G) qui désignent 4 titre de tiers saisis les tiers dont les noms figurent 4 l’affidavit. II 
envoie une copie de chaque avis au shérif du comté ou réside le débiteur ou, si le débiteur réside a l’extérieur 
de l’Ontario, au shérif du comté ot l’instance a été introduite. 

Signification de l’avis de saisie-arrét 

(7) Le créancier signifie avis de saisie-arrét : 

a) d’une part, au débiteur, avec une copie de l’affidavit visé au paragraphe (4); 


b) d’autre part, au tiers saisi, en y joignant une déclaration du tiers saisi (formule 60H) en blanc. 


(8) L’avis de saisie-arrét est signifié par courrier ordinaire, ou par voie de signification a personne ou par 
un autre mode de signification directe prévu 4a la régle 16.03. 


(9) L’avis de saisie-arrét peut étre signifié en dehors de !’Ontario si le débiteur avait le droit de poursuivre 
le tiers saisien Ontario en vue de recouvrer sa créance. 


(10) Si le tiers saisi est une banque, une compagnie de prét ou de fiducie, une credit union, une caisse 
populaire ou la Caisse d’épargne de |’Ontario, la signification au tiers saisi se fait a la succursale ou la créance 
est exigible. 


Obligations du tiers saisi a compter de la signification 


(11) Le tiers saisi est tenu de payer au shérif la dette dont il est redevable au débiteur, jusqu’a concur- 
rence du montant indiqué dans I’avis de saisie-arrét ou dans l’avis supplémentaire de saisie-arrét, moins 10 $ 
pour les frais du tiers saisi relativement a chaque paiement, dans les dix jours qui suivent la date a laquelle ila 
recu signification de I’avis ou dans les dix jours qui suivent la date a laquelle la créance devient exigible, selon 
la derniére de ces dates. 


(12) Pour lapplication du paragraphe (11), constituent une dette dont le tiers saisi est redevable au débi- 
teur, la dette échue au moment de la signification de I’avis de saisie-arrét et celle a échoir : 


a) soit dans les six ans suivant la signification de l’avis; 
b) soit a la réalisation d’une condition dans les six ans suivant la signification de I’avis. 


(13) Pour l’application du paragraphe (11), sont exclus de la dette dont le tiers saisi est redevable au 
debiteur : 
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a) si le tiers saisi est une banque, une compagnie de prét ou de fiducie, une credit union, une 
caisse populaire ou la Caisse d’épargne de |’Ontario, les sommes dans un compte qui a été 
ouvert aprés la signification de l’avis de saisie-arrét; 


b) si le tiers saisi est un employeur, la dette naissant d’un emploi qui commence aprés la significa- 
tion de l’avis; 


c) si le tiers saisi est un assureur, la dette payable en vertu d’une police d’assurance souscrite 
aprés la signification de l’avis. 


Paiement au shérif 


(14) Le tiers saisi qui reconnait étre redevable d’une dette au débiteur la paie au shérif de la fagon prévue 
dans l’avis de saisie-arrét, sous réserve de l’article 7 de la Loi sur les salaires. 


Déclaration du tiers saisi 


(15) Le tiers saisi qui entend contester la saisie-arrét ou qui verse au shérif un montant inférieur a celui 
que l’avis de saisie-arrét indique comme étant le montant dt par le tiers saisi au débiteur, signifie au créancier 
et au débiteur, dans les dix jours suivant la signification de l’avis de saisie-arrét, et dépose auprés du tribunal, 
une déclaration du tiers saisi (formule 60H) donnant les précisions nécessaires. 


Audience sur la saisie-arrét 
(16) Sur une motion présentée par un créancier, un débiteur, un tiers saisi ou un autre intéressé, le tribu- 
nal peut : 


a) s'il est allégué que la dette du tiers saisi envers le débiteur a été cédée ou grevée d’une surete, 
ordonner au cessionnaire ou au titulaire de la sireté de comparaitre pour exposer la nature et 
les précisions de sa demande, 


b) déterminer les droits et les responsabilitiés du tiers saisi, du débiteur et du cessionnaire ou du 
titulaire de la sireté; 


c) modifier ou suspendre les versements effectués en exécution de I’avis de saisie-arret; 
d) décider les autres questions relatives a l’avis de saisie-arrét. 


Le tribunal peut rendre un jugement sommaire. La motion présentée a un protonotaire qui souléve une vérita- 
ble question de fait ou de droit est déférée a un juge. 


Exécution forcée contre le tiers saist 


(17) Si le tiers saisi ne verse pas au shérif le montant que l’avis de saisie-arrét indique comme étant le 
montant di par le tiers saisi au débiteur et qu’il ne signifie ni ne dépose de déclaration du tiers saisi, le créan- 
cier a droit, A la suite d’une motion présentée au tribunal et sur préavis au tiers saisi, 4 une ordonnance enjoi- 
gnant au tiers saisi de payer le montant que le tribunal estime qu’il doit au débiteur ou celui qui est indiqué 
dans I’avis, selon le moins élevé de ces deux montants. 


Paiement par le tiers saisi a une autre personne que le shérif 


(18) Le tiers saisi qui paie la dette visée par l’avis 4 une autre personne que le shérif aprés avoir regu 
signification de l’avis de saisie-arrét, demeure redevable de la dette conformément a l’avis. 


Paiement libératoire au shérif 


(19) Le paiement d’une dette par le tiers saisi conformément 4 l’avis de saisie-arrét le libére de sa dette 
envers le débiteur jusqu’a concurrence du paiement, y compris le montant qui est déduit en vertu du paragra- 
phe (11) afin de couvrir les frais de paiement. 


Avis requis du créancier 


(20) Lorsque le montant dd aux termes d’une ordonnance exécutée au moyen d’une saisie-arrét a été 
payé, le créancier signifie sans délai au tiers saisi et au shérif un avis de mainlevée de la saisie-arrét (formule 
601). Régl. de ’Ont. 441/90, art. 11. 
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12 Le sous-alinéa 61.03(2)a)(iv) est modifié par adjonction des mots «et, si les motifs se présen- 
tent sous forme manuscrite, une copie supplémentaire tapée ou imprimée». 


13 L’alinéa 61.09(1)d) est modifié par adjonction des mots «et, si les motifs se présentent sous 
forme manuscrite, une copie supplémentaire tapée ou imprimée». 


14 L’alinéa 62.01(7)c) est modifié par adjonction des mots «ainsi qu’une copie supplémentaire 
tapée ou imprimée des motifs, si ces derniers se présentent sous forme manuscrite». 


15 L’alinéa 62.02(5a)b) est modifié par adjonction des mots «ainsi qu’une copie supplémentaire 
tapée ou imprimée des motifs, si ces derniers se présentent sous forme manuscrite». 





16 L’alinéa 71.09(4)c) est modifié par adjonction des mots «ainsi qu’une copie supplémentaire 
tapée ou imprimée des motifs, si ces derniers se présentent sous forme manuscrite». 


17. L’alinéa 72.02(5)c) est modifié par adjonction des mots «ainsi qu’une copie supplémentaire 
tapée ou imprimée des motifs, si ces derniers se présentent sous forme manuscrite». 


18 La formule 16B est modifiée par substitution, au mot «(ditre)» a la deuxiéme ligne, des mots 
«(insérer le titre s’il s’agit d’un document indépendant)». 


19 La formule 16C est modifiée par substitution, au mot «(¢itre)» a la deuxiéme ligne, des mots 
«(insérer le titre s’il s’agit d’un document indépendant)». 


20 La formule suivante est ajoutée : 


Formule 60FA 
REQUISITION DE SAISIE-ARRET 
(titre) 
REQUISITION DE SAISIE-ARRET 


AU : greffier local a/au (lieu) 


JE REQUIERS qu’un avis de saisie-arrét soit délivré dans la présente instance, conformément au projet de 
formule 60G joint a la présente réquisition. Le montant total qui doit figurer a l’avis de saisie-arrét est de 


eee $. Ce montant se répartit comme suit : 


Prat acten nen Sau $ pour le principal qui reste dfi aux termes du jugement ou de l’ordonnance, y compris les inté- 
réts antérieurs au jugement. 


Pie dete eas ene $, conformément aux réglements pris en application de la Loi sur l’administration de la justice et 
au tarif A, relativement a la délivrance, au renouvellement et au dépét auprés du shérif d’un bref d’exécution 
forcée ou d’un avis de saisie-arrét. 


Rep exer yep tack pe $ pour les débours versés a un shérif, un greffier, un auditeur officiel, un sténographe judiciaire 
ou un autre fonctionnaire et auxquels le créancier a droit en vertu du paragraphe 60.19(1). (Joindre des copies 
de toutes les quittances.) 


eR sea share nh $ pour le montant minimal prescrit au tarif A pour un interrogatoire a l’appui de l’exécution for- 
cée. (Joindre un affidavit confirmant que l’interrogatoire a eu lieu.) 


SSR tee eeeoe $ pour les autres dépens auxquels le créancier a droit en vertu du paragraphe 60.19(1). (Joindre 
le certificat de liquidation des dépens.) 


fo apchaeer $ pour les intéréts postérieurs au jugement et courus jusqu’a la date du présent document. (Aux 
fins de calculer les intéréts, compter le nombre de jours que la somme principale est échue, multiplier ce nombre 
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par le taux d’intérét annuel, multiplier alors le produit par la somme échue en principal et diviser ce produit par 
365.) 


Gated sven 2 Brains) ads etnies Be ad chee aac SA OU ASIT Sv so tut he nanan dean! PPA oes OE as re. 
(nom, adresse et numéro de téléphone du 

créancier ou du procureur du créancier) 

Régl. de Ont. 441/90, art. 20. 

21 La formule 60G est modifiée par adjonction, aprés les mots «dépasser.............+0 $» ala 


troisiéme ligne aprés l’alinéa b) a la premiére page, des mots «moins 10 $ pour vos frais rela- 
tivement 4 chaque paiement», et par adjonction, apres les mots «MONTANT TOTAL DE 
eieepaceusteonecs $» a la premiere ligne de la deuxiéme page, des mots «MOINS 10 $ POUR VOS 
FRAIS RELATIVEMENT A CHAQUE PAIEMENT>. 


22 La formule 60H est modifiée par substitution, aux mots chaque avis de saisie-arrét> a la 
deuxiéme ligne, des mots « /’avis de saisie-arrét qui doit étre signifié au tiers saisi». 


23 (1) Le présent réglement, a l’exception de l’article 2, entre en vigueur le 1°" septembre 1990. 


(2) L/’article 2 entre en vigueur le jour de l’entrée en vigueur de l’article 2 de la Loi de 1989 modi- 
fiant la Loi sur les tribunaux judiciaires, qui constitue le chapitre 55. 
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COURTS OF JUSTICE ACT, 1984 
O. Reg. 442/90. 
District of Algoma Civil Case Management 
Rules. 
Made—June 20th, 1990. 


Approved—July 27th, 1990. 
Filed—August Ist, 1990. 


REGULATION MADE UNDER THE 
COURTS OF JUSTICE ACT, 1984 


DISTRICT OF ALGOMA CIVIL CASE MANAGEMENT RULES 
APPLICATION OF RULES 
These rules 
1.—(1) These rules apply to civil and family proceedings commenced in the District of Algoma. 
Rules of Civil Procedure 


(2) The Rules of Civil Procedure also apply to proceedings to which these rules apply, but in the event of 
a conflict between these rules and the Rules of Civil Procedure, these rules prevail. 


Time for defence 


(3) The time for delivery of a statement of defence is, subject to the provisions of any Act, the shorter of 
the time provided by these rules and the time provided by the Rules of Civil Procedure. 


Default procedures 


(4) Nothing in these rules prevents a plaintiff from signing default judgment or taking other measures on 
default by a party in accordance with the Rules of Civil Procedure or the Act under which an originating pro- 
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cess is issued, even if the time periods in these rules are longer than those provided in the Rules of Civil Proce- 
dure or the Act. 


Dispensing with these rules 

(5) The court may dispense with compliance with any of these rules where it is just and necessary to do 
so. O. Reg. 442/90, r. 1. 
INTERPRETATION 


2.—(1) These rules shall be liberally interpreted to effect the just, expeditious and least expensive deter- 
mination on its merits of every proceeding to which they apply. 


(2) Where a procedure is not provided for in these rules, the practice shall be determined in accordance 
with the principles set out in subrule (1). O. Reg. 442/90, r. 2. 
DEFINITIONS 


3. In these rules, 


“case management judge” means the judge assigned to a proceeding under rule 12; (‘‘juge responsable de la 
gestion des causes’’) 


“Day 1” means the day on which a proceeding is commenced; (‘‘jour premier’’) 

“defendant” includes a respondent in a divorce action or an application; (‘‘défendeur’’) 

“plaintiff” includes a petitioner in a divorce action and an applicant; (‘““demandeur’’) 

“responding affidavit” means an affidavit filed in response to an application; (‘‘affidavit de défense’) 
‘statement of claim”’ includes any originating process; (‘‘déclaration’’) 


‘‘statement of defence” includes an answer, a responding affidavit, a counterclaim, a counterpetition and a 
counter-application; (“‘exposé de la défense’’) 


“trial” includes the hearing of an application. (“‘procés”) O. Reg. 442/90, r. 3. 


_ CASE INFORMATION STATEMENT 


| Plaintiff files on commencement 


4.—(1) The plaintiff shall file a case information statement (Form 1) with the statement of claim when 


_ commencing a proceeding. 


| Choice of track 


(2) In the case information statement, the plaintiff shall select the expedited track, the standard track or 


the complex track provided under rules 7 to 9. 


Change of track 


(3) The plaintiff may change the track selection before service of the statement of claim by filing an 


amended case information statement. 


' Service 


(4) The plaintiff shall serve the case information statement in duplicate on every defendant with the state- 


| ment ofclaim. O. Reg. 442/90, r. 4. 
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RESPONSE TO CASE INFORMATION STATEMENT 
Defendant completes, serves and files 

5.—(1) Every defendant shall complete the defendant’s portion of the case information statement served 


on him or her, showing the defendant’s response to the information and time estimates provided and the track 
selected by the plaintiff, and shall serve the completed case information statement on the plaintiff and file it. 


No dispute 


(2) Where no defendant disputes the track selected by the plaintiff, the proceeding shall be on the track 
selected by the plaintiff. 


Dispute followed by agreement 

(3) Where a defendant disputes the information or time estimates provided or the track selected by the 
plaintiff, the parties shall confer and attempt to agree on the information, time estimates and track selection 
and, if the parties reach agreement, they shall jointly file an amended case information statement. 


Dispute procedure where no agreement 


(4) Where the parties are unable to agree on the information, time estimates or track selection, the case 
management judge, on request of a party, shall hold a case conference and determine the information, time 
estimates and track for the proceeding. O. Reg. 442/90, r. 5. 

TIME 

6.—(1) The parties may by agreement abridge any time on the case information statement. 

(2) The case management judge may at a case conference change the track of a proceeding or abridge or | 
extend the time within which a step is to be taken. O. Reg. 442/90, r. 6. 
EXPEDITED TRACK 

7.—(1) Ina proceeding on the expedited track, 


(a) the plaintiff shall file proof of service of the statement of claim and case information statement within 
forty days after Day 1; 


(b) the defendant shall file the statement of defence with proof of service not later than seventy days 
after Day 1, unless subrule 1 (3) prescribes an earlier time; 


(c) the registrar shall fix the date of the pre-trial conference within 100 days after Day 1; 


(d) the pre-trial conference shall be held not more than 160 days after Day 1, but at least thirty days after 
the fixing of its date; and 


(e) the trial shall begin not more than 220 days after Day 1, but at least thirty days after the pre-trial con- 
ference. 


(2) If a party to an expedited track proceeding serves an affidavit of documents, every other party shall 
serve an affidavit of documents within ten days. O. Reg. 442/90, r. 7. 


STANDARD TRACK 
8. Ina proceeding on the standard track, 


(a) the plaintiff shall file proof of service of the statement of claim and case information statement within 
forty days after Day 1; 


(b) the defendant shall file the statement of defence with proof of service not later than 100 days after 
Day 1, unless subrule 1 (3) prescribes an earlier time; 


(c) the registrar shall fix the date of the pre-trial conference within 130 days after Day 1; 
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(d) the pre-trial conference shall be held not more than 250 days after Day 1, but at least thirty days after 
the fixing of its date; and 


(e) the trial shall begin not more than 340 days after OES 1, but at least thirty days after the pre-trial 
conference. O. Reg. 442/90, r. 8. 


COMPLEX TRACK 
9. Ina proceeding on the complex track, 


(a) the plaintiff shall file proof of service of the statement of claim and case information statement within 
forty days after Day 1; 


(b) the defendant shall file the statement of defence with proof of service not later than 100 days after 
Day 1, unless subrule 1 (3) prescribes an earlier time; 


(c) the case management judge shall hold a case conference within thirty days after the filing of the state- 
ment of defence and shall set the estimated times for the holding of the pre-trial conference and the 
trial; and 


(d) the trial shall begin within three years after Day 1. O. Reg. 442/90, r. 9. 


PROVISIONS APPLICABLE TO ALL TRACKS 
Defendant outside Ontario 

10.—({1) Where a defendant is served with the statement of claim outside Ontario, the period for filing 
the statement of defence is extended by twenty days in the case of service elsewhere in Canada or the United 
States, or by forty days in the case of service anywhere else. 


Notice of action and notice of intent to defend 


(2) The times prescribed in these rules are not extended if a notice of action or notice of intent to defend 
is used. 


Discovery and cross-examinations 


(3) Discovery or cross-examinations shall be held and undertakings arising from them shall be completed 
_ before the date of the pre-trial conference. 


| Trial record 
(4) A trial record shall be served and filed before the date of the pre-trial conference. 
| Listing for trial 


(5) It is not necessary to serve or file a notice of readiness for trial or a notice of listing for trial, and the 
registrar shall automatically list a proceeding for trial on the filing of the trial record. 


| Pre-trial brief 

(6) Each party shall serve and file a pre-trial brief at least one week before the pre-trial conference. 
| Family proceedings 

(7) Ina family proceeding, 

(a) each party shall serve and file a one-page summary of the issues with the pre-trial brief; and 


(b) where equalization of net family property is in issue, each party shall serve and file a statement of net 
family property with the pre-trial brief. O. Reg. 442/90, r. 10. 
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COUNTERCLAIM, CROSSCLAIM OR THIRD PARTY CLAIM 
Same track as main action 

11.—{1) Acounterclaim, crossclaim or third party claim shall be on the same track as the main action. 
Postponement of pre-trial and trial in main action 

(2) If a counterclaim is made against a person who is not already a party to the main action or if a third 
party claim is issued, the pre-trial conference and trial in the main action shall be postponed in order that they 
may be held at the same time as the pre-trial conference and trial in the counterclaim or third party claim 
unless the case management judge directs otherwise. 


Defence of main action by third party 


(3) A third party who defends in the main action may do so within the time for defence of the third party 
claim. 


Reply and defence to counterclaim 


(4) A reply and defence to counterclaim, if any, shall be served within twenty days after delivery of the 
statement of defence and counterclaim. O. Reg. 442/90,r. 11. 


CASE MANAGEMENT JUDGE 
Assignment 


12._(1) A case management judge shall be assigned to a proceeding when the statement of claim is filed 
and the registrar shall note the judge’s name on the case information statement. 


Duties 


(2) The case management judge is responsible for the management and general supervision of the pro- 
ceeding and may make any orders necessary for the orderly disposition of the proceeding. 


Duty judge 


(3) The case management judge shall preside over all case conferences and the pre-trial conference in the 
proceeding, but if the case management judge is absent, the duty judge may preside. 


Powers 

(4) If a party does not comply with a time limit in these rules or with an order of the case management 
judge, the case management judge may, on notice to the party and the party’s solicitor, in addition to any 
other remedies, 

(a) where the non-compliance is on the part of a plaintiff, dismiss the plaintiff's proceeding; 

(b) where the non-compliance is on the part of a defendant, strike out the statement of defence. 
Not to preside at trial 

(5) The case management judge shall not preside at the trial of the proceeding. O. Reg. 442/90, r. 12. 
CASE CONFERENCES 
When held 


13.—({1) A case conference may be held at any time at the request of a party or the case management 
judge. 


Complex track 


(2) Where a party selects the complex track in a case information statement, a case conference shall be 
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held within thirty days after the filing of the statement of defence to discuss a plan of case management, to fix 
estimated completion dates and to resolve preliminary issues in the proceeding where possible. 


Attendance of parties 


(3) The case management judge may require the parties in addition to their solicitors to attend case con- 
ferences to facilitate the expeditious and orderly disposition of the proceeding. 


By telephone 


(4) A case conference may, with the consent of the case management judge, be held by means of a con- 
ference telephone call. 


Documents not required 


(5) No documentation need be filed by a party at a case conference unless the case management judge 
directs otherwise. 


Costs 


(6) The case management judge may award costs of a case conference and, if the judge awards costs, he 
or she shall fixthem. O. Reg. 442/90. r. 13. 


TRANSITIONAL 
General 


14._{1) A proceeding commenced before the 4th day of September, 1990 becomes subject to these rules 
on the filing of any document after that date, and for the purpose, 


(a) acase management judge shall be assigned immediately; 


(b) the proceeding shall be deemed to be on the standard track; and 


(c) the time periods for the standard track apply, running from the date of the most recent event referred 
to in rule 8 that has occurred in the proceeding. 


Parties may adopt timetable 


(2) The parties may agree to adopt a specific timetable for the disposition of an action started before the 
4th day of September, 1990. O. Reg. 442/90, r. 14. 


CIVIL CASE MANAGEMENT COMMITTEE 
Composition 
15.—(1) There shall be a Civil Case Management Committee composed of, 


(a) two members of the Algoma District Law Association chosen by that Association to represent the 
civil bar and two members similarly chosen to represent the family bar; 


(b) the local registrar, the deputy registrar and the Regional Director of Courts Administration or his or 
her designate; and 


(c) the judges of the Ontario Court (General Division) who reside in the District of Algoma and the 
regional senior judge or his or her designate. 


Rule amendments 


| (2) The Civil Case Management Committee shall consider proposals for amendments to these rules that 
are submitted to it and may present recommendations for amendment to the Civil Rules Committee. 
O. Reg. 442/90, r. 15. 
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ALTERNATIVE DISPUTE RESOLUTION 
Civil case panel and family case panel 

16.—(1) There shall be two alternative dispute resolution panels, one for civil proceedings and one for 


family proceedings, which shall consist of volunteer members of the Algoma District Law Association who are 
prepared to serve or any other persons agreed upon by the parties. 


Duties of panel members 


(2) Panel members shall hear and give opinions on issues that the parties ask them to determine in accor- 
dance with subrules (3) and (4). 


Parties may agree to alternative dispute resolution 


(3) The parties to a proceeding may agree at any time that, in addition to any other form of pre-trial con- 
ference. any issues in the proceeding be considered by one or two members of a dispute resolution panel. 


Recommendation 


(4) One or two members of the appropriate panel who are agreed to by the parties shall hear the issues — 


and shall make a recommendation for the resolution of the issues. 


Parties not bound by recommendation 


(5) A recommendation of a panel member is not binding on the parties unless the parties agree otherwise 
in advance. 


No disclosure to the court 


(6) No communication shall be made to the judge or officer presiding at the hearing of the proceeding or 
a motion or reference in the proceeding with respect to any statement made at the alternative dispute resolu- 
tion hearing, unless the parties and the panel members consent. O. Reg. 442/90, r. 16. 


SHORT TITLE 


17. These rules may be cited as the Algoma Civil Case Management Rules. 


COMMENCEMENT 


18. These rules come into force on the 4th day of September, 1990. 


REVOCATION 


19. These rules are revoked on the 7th day of September, 1992. 
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3 Remeaeeae a mre rior pacar eter vie com rt one anc eta 


ry 


ay 


eee ee ee ee ee ee ee ee a? 


ee) 
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Solicitor’s name Solicitor’s name 


Pee meee eee eee eee eee HEE eH ee EEEE ES EHH EEE SHE HH EEE SEE EERE EEE HEHEHE HS fF $$ COHEEEEH HEHEHE HH Eee ee H EEE EHH EH EEE EEE OEE EEE EHH EHH OOH EH HEE EEE EE OED OE OD 


eee m eee meee eee eee Hee eee HEE SEH EHEHEEHEH HEE EEE H EHH EEE EHH HEHEHE EHS jf = CoH HEHEHE HEH eee HOHE EHH HEHEHE EEE EEE EHO EE HEHEHE HEHEHE EEE EE EEE EOE ES 





Category of Case (check as many as apply) 





Torts: Contracts: Other: Family: 









Motorvenicle jos a ciansse Real propertya) sew yascecs BankiUptcy ecw otras Divorce me iay Sends: 






Professional Construction lien _........ Landlord/tenant _........ Propenty: ~\ SAlosest 

MMGIDLAChCS ) enna: COUCCUOM =). 9 saahet. BréachOf trust sis ac-- SUDPOrE®” § ofacieet 
Othernegligence: cna. Wrongful dismissal ........ Estates.s yO Avec Custody * © sidieecs 
CUE AOI Ge) _o-k.h sc Other breach Oihen ss hashes Namation’ a .ikas, 






Obcontiactay efi: Ser Orhen™ idee beets 








Due dates 





Completion times: 
. File statement of claim with proof of service 






Beem meme ewer sere eer eeeeeeseeeseeerese 






. File statement of defence with proof of service 


er 


. Set pre-trial date after statement of defence filed 






Ome e eee ee reer ererereseeeeeesessoeee 







. When ready for pre-trial after defence filed? 


eee m meee ewer eee reese reese eeeeeeeeeses 


. When ready for trial? 


ALTERNATIVE DISPUTE MECHANISM 
SAAR CUS TC teh tone Bre aie Palanan cae rereach Aneto uanantns mabavebne tag (Do A.D.R. request form) 


| beste ef bee on | Bs Se Go Git) Se aad? au nied), Aenaaee are 


_ | CASE MANAGEMENT JUDGE 
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RESPONSE OF DEFENDANT TO THE CASE INFORMATION STATEMENT 


Name of defendant 


Name of solicitor 


I disagree with the following information, track selection or completion times given by the plaintiff on the 
case information statement on the reverse and ask that it be amended as shown: (Give full details of matters 
in dispute, including track preferred.) 


Is:acase conference rec nested? /sectets errgee eterna 


I consent to the defendant’s amendment. 


solicitor for the plaintiff 


DISPOSITION OF CASE MANAGEMENT JUDGE: 





O. Reg. 442/90, Form 1. 
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LOI DE 1984 SUR LES TRIBUNAUX JUDICIAIRES 


Régl. de l’Ont. 442/90 

Régles de gestion des causes civiles du 
district d’ Algoma 

pris—le 20 juin 1990 

approuvé—le 27 juillet 1990 

déposé—le 1*' aotit 1990 


REGLEMENT PRIS EN APPLICATION 
DE LA LOI DE 1984 SUR LES TRIBUNAUX JUDICIAIRES 


REGLES DE GESTION DES CAUSES CIVILES DU DISTRICT D’ALGOMA 


| CHAMP D’ APPLICATION DES REGLES 
| Présentes régles 


1 (1) Les présentes régles s’appliquent aux instances civiles et aux instances en droit de la famille intro- 
duites dans le district d’ Algoma. 


_ Regles de procédure civile 


(2) Les Régles de procédure civile s’appliquent également aux instances auxquelles s’appliquent les pré- 
sentes régles. Toutefois, en cas d’incompatibilité entre les présentes régles et les Régles de procédure civile, 
les premiéres |’emportent. 


 Délai de remise d’une défense 


(3) Sous réserve des dispositions de toute loi, le délai de remise d’un exposé de défense correspond au 
_ délai prévu par les présentes régles ou a celui prévu par les Régles de procédure civile, si ce dernier est plus 
court. 


| Procédure en cas de défaut 

(4) Les présentes régles n’ont pas pour effet d’empécher un demandeur de consigner un jugement par 
défaut ou de prendre d’autres mesures en cas de défaut d’une partie, conformément aux Régles de procédure 
civile ou a la Loi aux termes de laquelle un acte introductif d’instance est délivré, méme si les délais impartis 
_ dans les présentes régles sont plus longs que ceux prévus par les Régles de procédure civile ou la Loi. 


Dispense d’ observation des présentes régles 


(5) Le tribunal peut dispenser les parties de l’observation de n’importe laquelle des présentes régles s'il 
estime cela juste et nécessaire. Régl. de l’Ont. 442/90, régle 1. 






INTERPRETATION 


2 (1) Les présentes régles doivent recevoir une interprétation large afin d’assurer la résolution equitable 
‘sur le fond, d’une facon expéditive et de la fagon la moins onéreuse, des instances auxquelles elles s’appli- 
| quent. 


| 


(2) Si une procédure n’est pas prévue par les présentes régles, la pratique applicable est déterminée con- 
formément aux principes énoncés au paragraphe (1). Régl. de ’Ont. 442/90, régle 2. 


DEFINITIONS 
3 Les définitions qui suivent s’appliquent aux présentes régles. 
«affidavit de défense» S’entend d’un affidavit déposé en réponse 4 une requéte. («responding affidavit») 


| «déclaration» S’entend notamment d’un acte introductif d’instance. («statement of claim») 
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«défendeur» S’entend en outre de l’intimé dans une action en divorce ou dans une requéte. («defendant») 


«demandeur» S’entend en outre d’un requérant, et notamment d’un requérant dans une action en divorce. 
(«plaintiff») 


«exposé de la défense» S’entend en outre d’une défense a la requéte en divorce, d’un affidavit de défense, 
d’une demande reconventionnelle, d’une requéte reconventionnelle, ainsi que d’une requéte reconvention- 
nelle en divorce. («statement of defence») 


«jour premier» Le jour auquel une instance est introduite. («Day |») 


«juge responsable de la gestion des causes» Le juge affecté a une instance aux termes de la regle 12. («case 
management judge») 


«procés» S’entend en outre de l’audition d’une requéte. («trial») Régl. de l’Ont. 442/90, regle 3. 


EXPOSE INFORMATIF DE CAUSE 
Dépot des documents par le demandeur a l’introduction 


4 (1) Le demandeur dépose, avec sa déclaration, un exposé informatif de cause (formule 1) au moment 
de l’introduction de l’instance. 


Choix d’une voie 


(2) Le demandeur indique dans l’exposé informatif de cause son choix entre la voie accélérée, la voie 
ordinaire ou la voie des causes complexes prévues aux régles 7 a 9. 


Changement de voie 


(3) Le demandeur peut modifier son choix de voie avant de signifier sa déclaration en déposant a cette fin’ 
un exposé informatif de cause modifié. 


Signification 


(4) Le demandeur signifie 4 chaque défendeur I’exposé informatif de cause en double exemplaire, accom- 
pagné de la déclaration. Reégl. de Ont. 442/90, régle 4. 


REPONSE A L’EXPOSE INFORMATIF DE CAUSE 
Signification et dépot par le défendeur de l’exposé ddment rempli 


5 (1) Chaque défendeur remplit la partie qui lui est réservée de l’exposé informatif de cause qui lui a été 
signifié, en indiquant sa réponse a l’égard des renseignements fournis, des délais envisagés et de la voie choisie 
par le demandeur. Aprés l’avoir diment rempli, il signifie cet exposé au demandeur et le dépose. 


Absence de contestation 


(2) Si aucun défendeur ne conteste la voie choisie par le demandeur, l’instance est placée dans la voie 
choisie par ce dernier. ; 


Contestation suivie d’un accord 


(3) Si un défendeur conteste les renseignements fournis, les délais envisagés ou la voie choisie par le 
demandeur, les parties conférent et tentent de s’entendre sur les renseignements, les délais envisagés et le 
choix d’une voie. Si elles parviennent a un accord, les parties déposent conjointement un exposé informatif de 
cause modifié. ) 


Procédure de résolution du differend a défaut d’accord 


(4) Si les parties ne peuvent se mettre d’accord sur les renseignements, les délais envisagés ou le choix 
dune voie, le juge responsable de la gestion des causes, sur demande d’une partie, tient une étude de cause en 
groupe et rend une décision sur les renseignements, les délais envisagés et la voie en ce qui concerne 
Vinstance. Régl. de ?Ont. 442/90, régle 5. 
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DELAIS 

6 (1) Les parties peuvent, par accord, abréger tout délai indiqué sur l’exposé informatif de cause. 

(2) Le juge responsable de la gestion des causes peut, lors d’une étude de cause en groupe, changer la 
voie d’une instance ou abréger ou proroger le délai dans lequel une mesure doit étre prise. Régl. de l’Ont. 
442/90, régle 6. 

VOIE ACCELEREE 


7 (1) Dans une instance placée dans la voie accélérée : 


a) le demandeur dépose une preuve de signification de la déclaration et de l’exposé informatif de cause 
dans les quarante jours suivant le jour premier; 


b) le défendeur dépose l’exposé de la défense avec une preuve de sa signification au plus tard soixante- 
dix jours apres le jour premier, a moins que le paragraphe | (3) ne prescrive une date plus rappro- 
chee: 


c) le greffier fixe la date de la conférence préparatoire au procés dans les 100 jours suivant le jour pre- 
mier; 


d) la conférence préparatoire au procés se tient au plus 160 jours aprés le jour premier, mais suit d’au 
moins trente jours la date de fixation de cette date; 


e) le procés débute au plus 220 jours apres le jour premier, mais au moins trente jours apres la confé- 
rence préparatoire au proces. 


(2) Si une partie a une instance placée dans la voie accélérée signifie un affidavit de documents, chacune 
des autres parties signifie un affidavit de documents dans les dix jours. Regl. de l’Ont. 442/90, régle 7. 


_ VOTE ORDINAIRE 
8 Dans une instance placée dans la voie ordinaire : 


a) le demandeur dépose une preuve de signification de la déclaration et de l’exposé informatif de cause 
dans les quarante jours suivant le jour premier; 


b) le défendeur dépose l’exposé de la défense avec une preuve de sa signification au plus tard 100 jours 
aprés le jour premier, a moins que le paragraphe | (3) ne prescrive une date plus rapprochée; 


c) le greffier fixe la date de la conférence préparatoire au proceés dans les 130 jours suivant le jour pre- 
mier; 


d) la conférence préparatoire au proces se tient au plus 250 jours apres le jour premier, mais au moins 
trente jours apres la date de fixation de cette date; 


e) le procés débute au plus 340 jours aprés le jour premier, mais au moins trente jours apres la confé- 
rence préparatoire au proces. Régl. de l’Ont. 442/90, regle 8. 


_ VOIE DES CAUSES COMPLEXES 





9 Dans une instance placée dans la voie des causes complexes : 


a) le demandeur dépose une preuve de signification de la déclaration et de l’exposé informatif de cause 
dans les quarante jours suivant le jour premier; 


b) le défendeur dépose l’exposé de la défense avec une preuve de sa signification au plus tard 100 jours 
aprés le jour premier, 4 moins que le paragraphe | (3) ne prescrive une date plus rapprochée; 


c) le juge responsable de la gestion des causes tient une étude de cause en groupe dans les trente jours 
suivant le dépét de l’exposé de la défense et fixe les dates prévues pour la tenue de la conférence 
préparatoire au proces et du proces; 


d) le procés débute dans les trois ans suivant le jour premier. Regl. de l’Ont. 442/90, regle 9. 
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DISPOSITIONS APPLICABLES A TOUTES LES VOIES 
Défendeur en dehors de |’Ontario 

10 (1) Sila déclaration est signifiée 4 un défendeur en dehors de l'Ontario, le délai imparti pour déposer 
l’exposé de la défense est prorogé de vingt jours dans le cas d’une signification faite ailleurs au Canada ou aux 
Etats-Unis, ou de quarante jours dans le cas d’une signification faite n’importe ov ailleurs. 


Avis d’action et avis d’intention de présenter une défense 


(2) Les délais prescrits par les présentes régles ne sont pas prorogés dans le cas d’un recours a un avis 
d’action ou a un avis d’intention de présenter une défense. 


Enquéte préalable et contre-interrogatoires 


(3) L’enquéte préalable est menée ou les contre-interrogatoires sont effectués et les engagements en 
découlant sont remplis avant la date de la conférence préparatoire au proces. 


Dossier d’instruction 
(4) Un dossier d’instruction est signifié et déposé avant la date de la conférence préparatoire au procés. 
Inscription pour instruction 


(5) Il n’est pas nécessaire de signifier ou de déposer un avis de mise en état, ni un avis d’inscription au 
role. Le greffier inscrit d’office l’instance pour instruction dés que le dossier d’instruction est déposé. 


Mémoire préparatoire au proces 


(6) Chaque partie signifie et dépose un mémoire préparatoire au procés au moins une semaine avant la 
conférence préparatoire au proces. 


Instances en droit de la famille 
(7) Dans une instance en droit de la famille : 


a) d’une part, chaque partie signifie et dépose un résumé d’une page des questions en litige avec le 
mémoire préparatoire au proces; 


b) d’autre part, si l’égalisation des biens familiaux nets constitue une question en litige, chaque partie 


signifie et dépose une déclaration des biens familiaux nets avec le mémoire préparatoire au proces. 
Régl. de ’Ont. 442/90, régle 10. 


DEMANDES RECONVENTIONNELLES, DEMANDES ENTRE DEFENDEURS OU MISES EN CAUSE 
Méme voie que pour |’action principale 


11 (1) Une demande reconventionnelle, une demande entre défendeurs ou une mise en cause sont pla- 
cées dans la méme voie que l’action principale. 


Report de la conférence préparatoire au proces et du procés relatifs a l’action principale 


(2) Si une demande reconventionnelle est présentée contre une personne qui n’est pas déja partie a 
l’action principale ou si une mise en cause est délivrée, la conférence préparatoire au procés et le procés rela- 
tifs a l’action principale sont reportés a plus tard afin qu’ils puissent avoir lieu en méme temps que la confé- 
rence préparatoire au proces et que le procés relatifs 4 la demande reconventionnelle ou a la mise en cause, 
sauf ordonnance contraire du juge responsable de la gestion des causes. 


Contestation de l’action principale par un tiers mis en cause 


(3) Un tiers mis en cause qui veut présenter une défense dans I’action principale peut le faire dans le délai 
imparti pour présenter une défense a la mise en cause. 
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Réponse et défense a la demande reconventionnelle 

(4) Toute réponse et défense a la demande reconventionnelle est signifiée dans les vingt jours suivant la 
remise de l’exposé de la défense et demande reconventionnelle. Régl. de l’Ont. 442/90, régle 11. 
JUGE RESPONSABLE DE LA GESTION DES CAUSES 
Affectation 


12 (1) Lorsque la déclaration est déposée, un juge responsable de la gestion des causes est affecté a 
instance et le greffier indique le nom du juge sur l’exposé informatif de cause. 


Fonctions 

(2) Le juge responsable de la gestion des causes est chargé de I|’administration et de la surveillance géné- 
rale de l’instance et peut rendre toute ordonnance nécessaire pour assurer son réglement en bonne et due 
forme. 
Juge de service 

(3) Le juge responsable de la gestion des causes préside toutes les études de cause en groupe, ainsi que la 
conférence préparatoire au procés dans l’instance. Toutefois, en cas d’absence du juge responsable de la ges- 
tion des causes, le juge de service peut assurer la présidence. 
Pouvoirs 

(4) Si une partie n’observe pas un délai prévu par les présentes régles ou une ordonnance rendue par le 
juge responsable de la gestion des causes, ce dernier peut, sur préavis adressé a la partie et au procureur de 
celle-ci, en plus de recourir a toute autre mesure : 

a) rejeter l’instance du demandeur, si l’inobservation est le fait du demandeur; 

b) radier l’exposé de la défense, si ’inobservation est le fait du défendeur. 


Interdiction de présider le proces 
(5) Le juge responsable de la gestion des causes ne doit pas présider le procés. Reégl. de l’Ont. 442/90, 
reple-1 2: 
ETUDES DE CAUSE EN GROUPE 
Moment de la tenue de |’étude de cause en groupe 


13 (1) Sur demande d’une partie ou du juge responsable de la gestion des causes, une étude de cause en 
groupe peut avoir lieu a n’importe quel moment. 


Voie des causes complexes 


(2) Si une partie indique qu’elle choisit la voie des causes complexes dans |’exposé informatif de cause, 
une étude de cause en groupe a lieu dans les trente jours suivant le dépdt de l’exposé de la défense pour discu- 
ter d’un plan de gestion de la cause, fixer les dates d’exécution prévues et résoudre, dans la mesure du possi- 
ble, les questions en litige préalables qui font l’objet de l’instance. 


Présence des parties 

(3) Le juge responsable de la gestion des causes peut exiger des parties qu’elles assistent, comme y sont 
tenus leurs procureurs, A des études de cause en groupe en vue de favoriser le réglement expéditif et en bonne 
et due forme de I’instance. 


Conférence téléphonique 


(4) Une étude de cause en groupe peut se faire par conférence téléphonique, si le juge responsable de la 
gestion des causes y consent. 
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Documents non requis 


(5) Sauf ordonnance contraire du juge responsable de la gestion des causes, les parties ne sont pas tenues 
de déposer des documents lors d’une étude de cause en groupe. 


Dépens 


(6) Le juge responsable de la gestion des causes peut adjuger les dépens d’une étude de cause en groupe. 
S’il adjuge les dépens, il en fixe également le montant. Regl. de l’Ont. 442/90, régle 13. 


DISPOSITIONS TRANSITOIRES 
Dispositions générales 


14 (1) Toute instance introduite avant le 4 septembre 1990 devient assujettie aux présentes régles si un 
document est déposé apres cette date. A cette fin : 


a) un juge responsable de la gestion des causes est immédiatement affecté a l’instance; 
b) Vinstance est réputée placée dans la voie ordinaire; 


c) les délais relatifs a la voie ordinaire s’appliquent, et ce 4 compter de la date de l’événement le plus 
récent visé a la régle 8 qui est survenu au cours de I’instance. 


Adoption possible d’un calendrier par les parties 


(2) Les parties peuvent convenir d’adopter un calendrier particulier aux fins du réglement d’une action 
commencee avant le 4 septembre 1990. Régl. de l’Ont. 442/90, régle 14. 


COMITE DE GESTION DES CAUSES CIVILES 
Composition 


15 (1) Est constitué un comité appelé Comité de gestion des causes civiles qui se compose des membres 
suivants : 
a) deux membres de l’association des avocats du district d’Algoma, choisis par cette association pour 
representer les avocats exercant en droit civil, et deux membres choisis d’une fagon similaire pour 
représenter les avocats exercant en droit de la famille; 


b) le greffier local, le greffier adjoint et le directeur régional de l’administration des tribunaux ou la per- 
sonne désignée a cette fin par ce dernier; 


c) les juges de la Cour de l'Ontario (Division générale) qui résident dans le district d’ Algoma et le juge 
principal régional ou la personne désignée a cette fin par ce dernier. 


Modification des présentes régles 
(2) Le Comité de gestion des causes civiles examine les propositions de modification des présentes régles 


qui lui sont soumises et peut soumettre des recommandations de modification au Comité des régles en matiére 
civile. Reégl. de ’Ont. 442/90, régle 15. 


REGLEMENT PARALLELE DES DIFFERENDS 
Comité des causes civiles et comité des causes en droit de la famille 


16 (1) Sont constitués deux comités de réglement paralléle des différends, l’un chargé du réglement des 
instances civiles et l'autre de celui des instances en droit de la famille. Ces comités se composent de membres 
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de l’association des avocats du district d’ Algoma qui se portent volontaires et sont disposés a offrir leurs servi- 
ces ou de toute autre personne dont sont convenues les parties. 


Fonctions des membres des comités 


(2) Les membres des comités entendent les questions en litige que les parties leur demandent de trancher 
conformément aux paragaphes (3) et (4), et émettent des avis sur ces questions. 


Possibilité pour les parties de convenir d’un autre mode de réglement du différend 
(3) Les parties a une instance peuvent convenir en tout temps qu’en plus de toute autre forme de confeé- 


rence préparatoire au procés, toute question en litige faisant l’objet de l’instance soit examinée par un ou deux 
membres d’un comité de réglement des différends. 


Recommandation 


(4) Le membre ou les deux membres du comité approprié dont sont convenues les parties entendent les 
questions en litige et font une recommandation aux parties en vue de les résoudre. 


Parties non liées par la recommandation 


(5) La recommandation d’un membre d’un comité ne lie pas les parties, sauf si elles en ont convenu 
d’avance. 


Non-divulgation au tribunal 


(6) Sauf du consentement des parties et des membres du comité, aucune communication touchant toute 
déclaration faite lors d’une audience aux fins d’un réglement paralléle du différend ne doit étre faite au juge ou 
a l’officier de justice qui préside l’audition de instance, ou d’une motion ou d’un renvoi dans l'instance. 
Régl. de l’Ont. 442/90, régle 16. 


TITRE ABREGE 


17 Le titre abrégé des présentes régles est Régles de gestion des causes civiles d’Algoma. 


ENTREE EN VIGUEUR 


18 Les présentes régles entrent en vigueur le 4 septembre 1990. 


ABROGATION 


19 Les présentes régles sont abrogées le 7 septembre 1992. 
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EXPOSE INFORMATIF DE CAUSE (Formule 1) Modifié ( ) Dossier neaiweess!) Si 


Date : 


COCO eH eS HAEHE HEHEHE ORME EHEC USH CECE HO HHS OH EER BES HHEHEES 


CeCe ee eo eee eo eee e eee EEE HEHEHE HEHE HEE HEE SESE HEE ESHEETS HES EEE EEE EES 


Cem me eee eee ee ee eee eee eeeseeee ee eeeeeHeeEHeeesesesesEEEEESoSES EEO? 


Pee e meee eee meee sees ee Heese eee eeeeseEeeseeeeeeeEeFesereeeseeeresere 





Nom du procureur 








Nom du procureur 
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Catégorie de cause (cocher toute catégorie applicable) : 





Délits civils : Contrats : Autre : Famille : 

Véhicule Biensamimeubles =< 22...-. Pauter 9 6°. eeereer Divorce, ee 
amtemobile: 9 saasr Privilége dans Propriétaire/ Bi€nS pS vena 

Négligence l'industrie de locataire 0 ate. Alimentsea) a4i8 
professionnelle: « (gan... la COnstructiOnwunsskian Abus de Garde 

Autre RECOUVFEMENt matey. 23.4 conttance:s: estagabss an: diénfantsa | @1,.7% 
négligence | Va dass: Congédiement SUCCESSIONS=) See uence Modification 

Autre délity vmeaeiness.ie, LE IUStIEIC hes WA yi be dene UIC A Deceere dealt cco: d’ordonnance........ 

Autre inexécution PULTE oe upp ite Decent 
de.contraty dynis deta fe; 


Délais d’exécution : Echéances 


1. Dépdt de la déclaration avec une preuve 
de sa signification 


. Dépdt de l’exposé de la défense avec une 
preuve de sa signification 


. Fixation de la date de la conférence préparatoire au 
procés aprés le dépdt de l’exposé de la défense 


. Date ot la conférence préparatoire sera en état 


aprés le dépdt de la défense 


. Date ou le procés sera en état 


MECANISME DE REGLEMENT PARALLELE DES DIFFERENDS 
Un réglement paralléle du différend est-il demandé? .......... (Remplir la formule de demande 
de réglement paralléle du différend) 





SAGIT-IL DUNE CAUSE DEVANT IU RY roa atanai ine 


JUGE RESPONSABLE DE LA GESTION DES CAUSES 
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REPONSE DU DEFENDEUR A L’EXPOSE INFORMATIF DE CAUSE 





Passer ND, CE EN TN oh as a ee rae nn Rk a ia eel Acero Pasinaih calc meng er amde eden karen omexnete ay 


INOMi GG PEOCUTCUI SS ee ccs cae ecto sa on sn amiga ate Hee atest aaa ae cee anon vende Sesavpe Cha en nay haat 


Je ne suis pas d’accord avec les renseignements fournis, la voie choisie ou les délais d’exécution donnés par 
le demandeur dans |’exposé informatif de cause figurant au recto et je demande qu'il soit modifié tel 
qu’indiqué : (Donner tous les détails sur les questions en litige, y compris la voie préférée.) 


Une étude de cause en groupe est-elle demandée? .............::::eeeeee 


Je consens a la modification proposée par le défendeur. 


procureur du demandeur 





DECISION DU JUGE RESPONSABLE DE LA GESTION DES CAUSES : 





Régl. de l’Ont. 442/90, formule 1. 


34/90 
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COURTS OF JUSTICE ACT, 1984 


O. Reg. 443/90. 

Essex Civil Case Management Rules. 
Made—June 20th, 1990. 
Approved—July 27th, 1990. 
Filed—August Ist, 1990. 


REGULATION MADE UNDER THE 
COURTS OF JUSTICE ACT, 1984 


ESSEX CIVIL CASE MANAGEMENT RULES 


TABLE OF CONTENTS 


Rule 1 Scope 
Rule 2 Rules of Civil Procedure 
Rule 3 Interpretation 
Rule 4 Definitions 
Rule 5 Case information statement and case management order 
Rule 6 Fast track 
Rule 7 Standard track 
Rule 8 Family track 
9 


Fast lien track 


Rule 10 Complex track 

Rule 11 Transfers from one track to another 

Rule 12 Counterclaims, crossclaims and third party claims 
Rule 13 Family variation applications 

Rule 14 Actions commenced before January 1, 1985 

Rule 15 Actions commenced on or after January 1, 1985 and before September 4, 1990 
Rule 16 Short title 

Rule 17 Commencement 

Form 1 Case information statement 

Form 2 Case management order (fast track) 

Form 3 Case management order (standard track) 

Form 4 Case management order (family track) 

Form 5 Case management order (fast lien track) 

Form 6 Case management order (complex track) 

Form 7 Case management order (family variation track) 
SCOPE 


1.—(1) These rules apply to proceedings commenced in the County of Essex. 


Exception, applications 


(2) Except as provided in subrule 13 (1) (family variation track), these rules do not apply to applications, 
even if they are to be treated as actions under subrule 38.11 (2) or (3) of the Rules of Civil Procedure. 
O. Reg. 443/90, r. 1. 
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RULES OF CIVIL PROCEDURE 

2. The Rules of Civil Procedure also apply to proceedings to which these rules apply, but these rules pre- 
vail in the event of conflict. O. Reg. 443/90, r. 2. 
INTERPRETATION 


3.—(1) These rules shall be liberally interpreted to secure the just, most expeditious and least expensive 
determination, on the merits, of proceedings to which they apply. 


Matters not provided for 
(2) If matters are not provided for in these rules, the practice shall be determined by analogy to them. 
Dispensing with compliance 


(3) The court may dispense with compliance with any provision of these rules if it is just and necessary to 
doso. O. Reg. 443/90, r. 3. 


DEFINITIONS 

4. Inthese rules, 
‘Day 1” means the day on which a proceeding is commenced; (“‘jour premier’) 
“defendant” includes the respondent in a divorce action; (‘‘défendeur’’) 


‘plaintiff’ includes the petitioner in a divorce action. (‘‘demandeur’”’) O. Reg. 443/90, r. 4. 


ACTIONS COMMENCED ON OR AFTER SEPTEMBER 4, 1990 
CASE INFORMATION STATEMENT 


5.—(1) When a divorce petition, statement of claim or notice of action is issued on or after the 4th day of 
September, 1990, the plaintiff shall file a case information statement (Form 1) selecting, 


(a) the family track, in the case of an action under the Divorce Act, the Family Law Act, 1986 or the 
Children’s Law Reform Act, an action respecting a domestic contract, or an action in constructive 
trust between spouses or persons who have cohabited; 

(b) the fast lien track, in the case of a construction lien action; or 

(c) the fast track or the standard track, in the case of any other action. 

Case management order 
(2) When the plaintiff files the case information statement, the court shall make a case management order 


in Form 2 (fast track), Form 3 (standard track), Form 4 (family track) or Form 5 (fast lien track). O. Reg. 
443/90, r. 5. 


FAST TRACK 
6. The following provisions apply to an action on the fast track: 
Statement of claim 


1. The plaintiff shall serve the statement of claim, together with the plaintiff's affidavit of documents, 
the case information statement and the case management order, within thirty days after Day 1, and 
file them with proof of service within forty days after Day 1. Copies of the documents referred to in 
Schedule A of the plaintiff's affidavit of documents shall be served with the statement of claim and 
other documents, but shall not be filed. 
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Default 


2. If the plaintiff does not comply with paragraph 1 and remains in default on the forty-fifth day after 


| 


Day 1, the registrar shall immediately serve on the plaintiff a notice that the action will be dismissed if _ 


the default is not cured within fifteen days after service of the notice. If the plaintiff does not cure the 
default within that time, the registrar shall dismiss the action, with costs payable by the plaintiff to all 
defendants who have delivered a defence. 


Statement of defence 


3. The defendant shall serve the statement of defence, together with the defendant’s affidavit of docu- 
ments, within thirty days after the date of service of the statement of claim, and shall file them with 
proof of service within forty days after that date. Copies of the documents referred to in Schedule A 
of the defendant’s affidavit of documents shall be served with the statement of defence and affidavit 
of documents, but shall not be filed. 


Default 


4. On the forty-fifth day after the date of service of the statement of claim, the registrar shall note in 
default a defendant who has not yet complied with paragraph 3. 


Service outside Ontario 


5. Ifthe defendant is served with the statement of claim outside Ontario, the periods for serving and fil- _ 


ing the statement of defence are extended (by twenty days, in the case of service elsewhere in Canada _ 


or in the United States, or by forty days, in the case of service anywhere else) and the other time peri- 
ods applicable to the action shall be adjusted accordingly. 


Notice of action, notice of intent to defend 


6. The time periods applicable to the action are not extended if a notice of action or notice of intent to 
defend is used. 


Reply 


7. The reply, if any, shall be delivered within ten days after delivery of the statement of defence. No © 


reply shall be delivered after that time without leave of the court. 


Leave for motions 


8. No motion may be made without leave, except a motion referred to in paragraph 11 (examinations 
for discovery) or subrule 11 (2) (timely transfers). 


Refusal of leave 
9. If leave for a motion is refused, the moving party shall, unless the court orders otherwise, pay costs in 
an amount determined in accordance with paragraph 10, immediately and regardless of the outcome 
of the proceeding. 
Costs 
10. When a party is required to pay costs under paragraph 9, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $200. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


Examinations for discovery 


11. No party may conduct examinations for discovery lasting more than three hours in total without 
leave. The motion for leave may itself be made without leave. 


Notices of readiness 


12. It is not necessary to serve notices of readiness for trial. 
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Listing for trial 


13. The plaintiff shall serve and file the record and list the action for trial within forty-five days after the 
close of pleadings, failing which the registrar shall immediately serve on the plaintiff a notice that the 
action will be dismissed if the default is not cured within fifteen days after service of the notice. If the 
plaintiff does not cure the default within that time, the registrar shall dismiss the action, with costs 
payable by the plaintiff to all defendants who have delivered a defence. 


Date and time of pre-trial conference, fast track list 
14. As soon as the action is listed for trial, the registrar shall place it on the fast track list, fix the date and 
time for the pre-trial conference and fix a date by which all parties shall file pre-trial conference 
briefs. The date fixed for filing pre-trial conference briefs shall be at least fourteen days before the 
day fixed for the pre-trial conference. 
Failure to file pre-trial conference brief 
15. If a party does not file a pre-trial conference brief by the date fixed by the registrar, the registrar 
shall, unless the court orders otherwise, make an order requiring the party to pay costs in an amount 
determined in accordance with paragraph 16, immediately and regardless of the outcome of the pro- 
ceeding, and fixing a date on which the party shall appear with counsel to explain the default to the 
court. 
Costs 
16. When a party is required to pay costs under paragraph 15, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $300. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 
No further examinations for discovery without leave 
17. After the date fixed for the pre-trial conference, no party may examine for discovery without leave. 


Pre-trial conference 


18. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Trial date 
19. At the pre-trial conference, the judge shall fix a trial date. 
Trial 


20. The trial shall begin within six months after Day 1. O. Reg. 443/90, r. 6. 


STANDARD TRACK 
7. The following provisions apply to an action on the standard track: 


Statement of claim 


1. The plaintiff shall serve the statement of claim, together with the case information statement and the 
case management order, within thirty days after Day 1, and file them with proof of service within 
forty days after Day 1. 


Default 


2. If the plaintiff does not comply with paragraph 1 and remains in default on the forty-fifth day after 
Day 1, the registrar shall immediately serve on the plaintiff a notice that the action will be dismissed if 
the default is not cured within fifteen days after service of the notice. If the plaintiff does not cure the 
default within that time, the registrar shall dismiss the action, with costs payable by the plaintiff to all 
defendants who have delivered a defence. 
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Statement of defence 


3. The defendant shall serve the statement of defence within thirty days after the date of service of the 
statement of claim and shall file it with proof of service within forty days after that date. 


Default 


4. On the forty-fifth day after the date of service of the statement of claim, the registrar shall note in 
default a defendant who has not yet complied with paragraph 3. 


Service outside Ontario 


5. Ifthe defendant is served with the statement of claim outside Ontario, the periods for serving and fil- 
ing the statement of defence are extended (by twenty days, in the case of service elsewhere in Canada 
or in the United States, or by forty days, in the case of service anywhere else) and the other time peri- 
ods applicable to the action shall be adjusted accordingly. 


Notice of action, notice of intent to defend 


6. The time periods applicable to the action are not extended if a notice of action or notice of intent to 
defend is used. 


Reply 


7. The reply, if any, shail be delivered within ten days after delivery of the statement of defence. No 
reply shall be delivered after that time without leave of the court. 


Notices of readiness 


8. It is not necessary to serve notices of readiness for trial. 


Listing for trial 


9. The plaintiff shall serve and file the record and list the action for trial within seventy-five days after 
the close of pleadings, failing which the registrar shall immeidately serve on the plaintiff a notice that 
the action will be dismissed if the default is not cured within fifteen days after service of the notice. If 
the plaintiff does not cure the default within that time, the registrar shall dismiss the action, with costs 
payable by the plaintiff to all defendants who have delivered a defence. 


Date and time of pre-trial conference, standard track list 


10. As soon as the action is listed for trial, the registrar shall place it on the standard track list, fix the 
date and time for the pre-trial conference and fix a date by which all parties shall file pre-trial confer- 
ence briefs. The date fixed for the pre-trial conference shall be at least eight months after the day the 
action is listed for trial (unless an earlier date is available and the parties consent), and the date fixed 
for filing pre-trial conference briefs shall be at least thirty days before the day fixed for the pre-trial 
conference. 


Failure to file pre-trial conference brief 


11. If a party does not file a pre-trial conference brief by the date fixed by the registrar, the registrar 
shall, unless the court orders otherwise, make an order requiring the party to pay costs in an amount _ 
determined in accordance with paragraph 12, immediately and regardless of the outcome of the pro- 
ceeding, and fixing a date on which the party shall appear with counsel to explain the default to the 
court. 


Costs 


12. When a party is required to pay costs under paragraph 11, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $300. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 
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No further examinations for discovery or motions without leave 


13. After the date fixed for the pre-trial conference, no party may examine for discovery or make a 
motion without leaye. 


Refusal of leave 
14. If leave for a motion requiring leave is refused, the moving party shall, unless the court orders other- 


wise, pay costs in an amount determined in accordance with paragraph 15, immediately and regard- 
less of the outcome of the proceeding. 


15. When a party is required to pay costs under paragraph 14, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $200. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 

Pre-trial conference 


16. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Trial date 


17. At the pre-trial conference, the judge shall fix a trial date, which shall be at least thirty days after the 
pre-trial conference. 


Trial 


18. The trial shall begin within eighteen months after Day 1. O. Reg. 443/90, r. 7. 


FAMILY TRACK 
8. The following provisions apply to an action on the family track: 
Date of management conference 


1. At the time of making the case management order, the court shall fix a date for a management con- 
ference, to take place at least ninety days but not more than 120 days after Day 1. 


Petition or statement of claim 


2. The plaintiff shall serve the petition or statement of claim, together with the financial statement if 
required, the case information statement and the case management order, within thirty days after 
Day 1, and file them with proof of service within forty days after Day 1. 


Default 


3. If the plaintiff does not comply with paragraph 2 and remains in default on the forty-fifth day after 
Day 1, the registrar shall immediately serve on the plaintiff a notice that the action will be dismissed if 
the default is not cured within fifteen days after service of the notice. If the plaintiff does not cure the 
default within that time, the registrar shall dismiss the action, with costs payable by the plaintiff to all 
defendants who have delivered a defence. 


Answer or statement of defence 


4. The defendant shall serve the answer or statement of defence, together with the financial statement if 
required, within thirty days after the date of service of the petition or statement of claim, and shall 
file them with proof of service within forty days after that date. 


Default 


5. On the forty-fifth day after the date of service of the petition or statement of claim, the registrar shall 
note in default a defendant who has not yet complied with paragraph 4. 
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Service outside Ontario 


6. If the defendant is served with the petition or statement of claim outside Ontario, the periods for 
serving and filing the answer or statement of defence are extended (by twenty days, in the case of ser- 
vice elsewhere in Canada or in the United States, or by forty days, in the case of service anywhere 
else) and the other time periods applicable to the action shall be adjusted accordingly. 


Notice of action, notice of intent to defend 
7. The time periods applicable to the action are not extended if a notice of action or notice of intent to 
defend is used. 
Reply 


8. The reply, if any, shall be delivered within twenty days after delivery of the answer or statement of 
defence. No reply shall be delivered after that time without leave of the court. 


Notices of readiness 


9. It is not necessary to serve notices of readiness for trial. 


Listing for trial 


10. The plaintiff shall serve and file the record and list the action for trial within forty-five days after the 
close of pleadings, failing which the registrar shall immediately serve on the plaintiff a notice that the 
action will be dismissed if the default is not cured within fifteen days after service of the notice. If the 
plaintiff does not cure the default within that time, the registrar shall dismiss the action, with costs 
payable by the plaintiff to all defendants who have delivered a defence. 


Family track 


11. As soon as the action is listed for trial, the registrar shall place it on the family track list. 


Rescheduling management conference 


12. The court may, on a party’s motion, reschedule the management conference for an eariler date. The 
motion does not require supporting written material and may be heard by means of a conference tele- 
phone call. 


Documents for management conference 


13. At least seven days before the date of the management conference, every party shall serve on every 
other party and file with proof of service a one-page summary of the issues in the action, a net family 
property statement, if required, with copies of documents substantiating the calculations, and a list of 
documents still to be obtained. 


Failure to file documents 


14. Ifa party does not file the documents within the prescribed time period, the registrar shall, unless the 
court orders otherwise, make an order requiring the party to pay costs in an amount determined in 
accordance with paragraph 15, immediately and regardless of the outcome of the proceeding, and fix- 
ing a date on which the party shall appear with counsel to explain the default to the court. 


Costs 


15. When a party is required to pay costs under paragraph 14, 18 or 20, every opposing party who is sepa- 
rately represented by counsel is entitled to costs in the amount of $300. Two or more opposing parties 
who are represented by the same counsel are jointly entitled to costs in that amount. 


Management conference 


16. A\ll parties, as well as counsel, shall attend the management conference, unless an order excusing a 
party is made before the date fixed for the management conference. 
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17. A judge, a master or a person designated by the regional senior judge shall preside at the manage- 
ment conference, shall discuss with the parties the possibility of settlement and may give all necessary 
directions, including a direction for the immediate trial of an issue. 


Failure to comply with direction 


18. Ifa party fails to comply with a direction given at the management conference, the registrar shall, 
unless the court orders otherwise, make an order requiring the party to pay costs in an amount deter- 
mined in accordance with paragraph 15, immediately and regardless of the outcome of the proceed- 
ing, and fixing a date on which the party shall appear with counsel to explain the default to the court. 


Date and time of pre-trial conference 


19. At the management conference, the person presiding shall also fix the date and time for the pre-trial 
conference and fix a date by which all parties shall file pre-trial conference briefs. The date fixed for 
filing pre-trial conference briefs shall be at least thirty days before the date fixed for the pre-trial con- 
ference. 


Failure to file pre-trial conference brief 


20. Ifa party does not file a pre-trial conference brief by the date fixed under paragraph 19, the registrar 
shall, unless the court orders otherwise, make an order requiring the party to pay costs in an amount 
determined in accordance with paragraph 15, immediately and regardless of the outcome of the pro- 
ceeding, and fixing a date on which the party shall appear with counsel to explain the default to the 
court. 


No further examinations for discovery or motions without leave 


21. After the date fixed for the pre-trial conference, no party may examine for discovery or make a 
motion without leave. 


Refusal of leave 


22. If leave for a motion requiring leave is refused, the moving party shall, unless the court orders other- 
wise, pay costs in an amount determined in accordance with paragraph 23, immediately and regard- 
less of the outcome of the proceeding. . 


| Costs 


23. When a party is required to pay costs under paragraph 22, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $200. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


Pre-trial conference 


24. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Who shall preside 


25. The person who presided at the management conference shall also preside at the pre-trial conference. 


Trial date 


26. At the pre-trial conference, the person presiding shall fix a trial date, which shall be at least thirty 
days after the pre-trial conference. 


Trial 
27. The trial shall begin within one year of Day1. O. Reg. 443/90, r. 8. 
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FAST LIEN TRACK 


Definition 


9.—(1) In this rule, ‘‘Act’’ means the Construction Lien Act, 1983. (‘‘Loi’’) 


Special provisions 


(2) The following provisions apply to an action on the fast lien track: 


Statement of claim 


Ae 


Default 


ve 


The plaintiff shall serve the statement of claim, together with the plaintiff's affidavit of documents, 
the case information statement and the case management order, within ninety days after Day 1, in 
accordance with subsection 55 (2) of the Act, and shall file them with proof of service within 100 days 
after Day 1. The documents referred to in Schedule A of the plaintiff's affidavit of documents shall 
include the claim for lien (as registered, if the lien attaches to the premises) and affidavit of vertifica- 
tion, and shall be served with the statement of claim and other documents, but shall not be filed. 


If the plaintiff does not comply with paragraph 1 and remains in default on the 105th day after Day 1, 
the registrar shall immediately serve on the plaintiff a notice that the action will be dismissed if the 
default is not cured within fifteen days after service of the notice. If the plaintiff does not cure the 
default within that time, the registrar shall dismiss the action, with costs payable by the plaintiff to all 
defendants who have delivered a defence. However, unless the court orders otherwise, the registra- 
tion of the claim for lien and of any certificate of action in respect of the lien shall not be vacated until 
ten days have elapsed after the order of dismissal is served on the plaintiff. 


Statement of defence 


2, 


Default 


4, 


The defendant shall deliver the statement of defence, together with the defendant’s affidavit of docu- 
ments, within twenty days after the date of service of the statement of claim, in accordance with sub- 
section 56 (1) of the Act. Copies of the documents referred to in Schedule A of the defendant’s affi- 
davit of documents shall be served with the statement of defence and affidavit of documents, but shall 
not be filed. 


On the twenty-fifth day after the date of service of the statement of claim, the registrar shall note in 
default a defendant who has not yet complied with paragraph 3. 


Motion for judgment 


ae 


Default 


6. 


The plaintiff shall move for judgment within sixty days after the defendant is noted in default. Affida- 
vit evidence may be received at the hearing of the motion. 


If the plaintiff does not comply with paragraph 5, the registrar shall immediately serve on the plaintiff | | 


a notice that the action will be dismissed if the default is not cured within fifteen days after service of 


the notice. If the plaintiff does not cure the default within that time, the registrar shall dismiss the 


sbi 


action. However, unless the court orders otherwise, the registration of the claim for lien and of any 
certificate of action in respect of the lien shall not be vacated until ten days have elapsed after the _ 


order of dismissal is served on the plaintiff. 


Service outside Ontario 


fa 


If the defendant is served with the statement of claim outside Ontario, the periods for serving and fil- 
ing the statement of defence are extended (by twenty days, in the case of service elsewhere in Canada 
or in the United States, or by forty days, in the case of service anywhere else) and the other time peri- 
ods applicable to the action shall be adjusted accordingly. 
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Notice of action, notice of intent to defend 


8. The time periods applicable to the action are not extended if a notice of action or notice of intent to 
defend is used. 


Reply 
9. The reply, if any, shall be delivered within ten days after delivery of the statement of defence. No 
reply shall be delivered after that time without leave of the court. 
Settlement meeting obligatory 
10. A settlement meeting shall be held in accordance with section 63 of the Act on a day chosen by the 
plaintiff, at least thirty days but no more than fifty days after the date of service of the statement of 


claim. It is not necessary to obtain an order for the holding of the meeting under subsection 62 (1) of 
the Act. 


Notice 


11. The plaintiff shall serve notice of the settlement meeting in accordance with subsection 62 (2) of the 
Act and shall file proof of service within ten days after service. A copy of the case management order 
shall be served with the notice of the settlement meeting. 


Date for hearing of motion 
12. When proof of service of the notice of settlement meeting is filed, the registrar shall fix a date that is 
at least fifteen days but no more than sixty days after the date of the settlement meeting, for the hear- 
ing of a motion before a judge for the purposes set out in subsection 63 (5) of the Act. The registrar 
shall notify the plaintiff of the date and the plaintiff shall serve the notice of motion in accordance 
with subsection 62 (2) of the Act and shall file proof of service. 
Statement of settlement 
13. Ifthe settlement meeting does not result in a complete settlement of the action, the statement of set- 
tlement referred to in subsection 63 (3) of the Act shall, in addition to summarizing any issues of fact 
and law that have been settled by the parties, contain: 


i. the names of the lien claimants, 


ii. if entitlement to a lien or perfection or preservation of a lien are in question, a summary of the 
relevant issues, 


iii. a statement of the priorities of the lien claimants and encumbrancers or, if there is no agree- 
ment as to priorities, a summary of the relevant issues, 


iv. asummary of any other issues of fact and law to be determined at trial, 


v. a statement identifying the documents agreed on for filing at trial and, if the admissibility or 
authenticity of a document is in question, a summary of the relevant issues, 


vi. if the amount of the plaintiff’s claim is in question, a summary of the relevant issues, 
vii. if evidence is to be presented at trial, a list of witnesses to be called, 
viii. an estimate of the time that will be required for trial of the action or consolidated actions, 


ix. if there is more than one action respecting the same land, an agreement as to which plaintiff 
shall have carriage of the consolidated actions, and 


x. astatement indicating that all parties have signed the statement of settlement or, if that is not 
the case, indicating which parties have done so and the other parties’ reasons for not signing. 
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Filing of statement of settlement 


14. The party who conducted the settlement meeting shall file the statement of settlement within ten days 
after the settlement meeting. 


Powers of court at hearing of motion 


15. At the hearing of the motion referred to in paragraph 12, the court may exercise the powers set out in 
subsection 63 (5) of the Act and may, 


‘s 


il. 


ill. 


Vi. 


if there is more than one action respecting the same land, consolidate the actions and give car- 
riage of the consolidated action in accordance with the statement of settlement, 


fix a date, which shall be at least ninety days but not more than 120 days after the hearing of 
the motion, for the trial of the action or any issue in the action, 


if the only outstanding issue is the amount of the plaintiff's claim, give judgment and direct a 
reference to a judge or master to take accounts and report on that issue, 


direct that the plaintiff having carriage of the action file before the trial date a copy of an 
abstract of title and sheriff’s certificate (in the case of premises subject to the Registry Act) or 
of a certificate of title (in the case of premises subject to the Land Titles Act), dated no more 
than ten days before the trial date or, if the lien does not attach to the premises, a statement 
by the owner showing the identity of persons with preserved or perfected liens against the 
premises, 


direct that examinations for discovery be held in respect of any contested issues set out in the 
statement of settlement, and 


direct that a brief of the documents referred to in the statement of settlement be filed at least - 
fifteen days before the trial date. 


Exception, no parties entitled to notice of settlement meeting 


16. If there are no parties who are entitled to notice of a settlement meeting under subsection 62 (2) of 
the Act, the plaintiff, upon filing an affidavit to that effect with the registrar, may move immediately 
for summary judgment without holding a settlement meeting or making the motion referred to in 
paragraph 12. 


Refusal of leave for motion 


17. If leave for a motion requiring leave is refused, the moving party shall, unless the court orders other- 
wise, pay costs in an amount determined in accordance with paragraph 18, immediately and regard- 
less of the outcome of the proceeding. 


Costs 


18. When a party is required to pay costs under paragraph 17 or 26, every opposing party who is sepa- 
rately represented by counsel is entitled to costs in the amount of $100. Two or more opposing parties 
who are represented by the same counsel are jointly entitled to costs in that amount. 


Examinations for discovery 


19. No party may conduct examinations for discovery lasting more than three hours in total without 
leave. The motion for leave may itself be made without leave. 


Notices of readiness 


20. It is not necessary to serve notices of readiness for trial. 


Record 


21. The trial record shall contain a copy of the statement of settlement and of the order made under para- 
graph 15. 
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Notice of trial 


22. The plaintiff having carriage of the action shall serve a notice in accordance with subsection 62 (4) of 
the Act. 


Listing for trial 
23. The plaintiff shall serve and file the record and list the action for trial within forty-five days after the 
close of pleadings, failing which the registrar shall immediately serve on the plaintiff a notice that the 
action will be dismissed if the default is not cured within fifteen days after service of the notice. If the 
plaintiff does not cure the default within that time, the registrar shall dismiss the action, with costs 
payable by the plaintiff to all defendants who have delivered a defence. 
Fast lien track 
24. Assoonas the action is listed for trial, the registrar shall place it on the fast lien track list. 
Trial 
25. The trial shall begin within ten months after Day 1. 
General penalty for lateness 
26. Ifa party who is required by this rule to take a step within a specific time fails to do so and no other 
penalty is provided for the default, the registrar shall (except in the case of a defendant against whom 
pleadings have been noted closed) immediately send the party a notice requiring the party to appear 
before the court and request an extension of time. If the court grants the extention, the party shall, 
unless the court orders otherwise, pay costs in an amount determined in accordance with paragraph 
18, immediately and regardless of the outcome of the proceeding. If the party fails to appear or if the 
court refuses the extension, the action shall be dismissed or the party’s pleadings struck out, as the 
case may be. O. Reg. 443/90,r. 9. 
COMPLEX TRACK 
10.—(1) An action may be placed on the complex track only by means of a transfer under subrule 11 (4). 
(2) The following provisions apply to an action on the complex track: 


Case management judge 


1. A case management judge shall be assigned to the action, to monitor its progress and to make any 
orders and give any directions that are necessary. 


Motions 


2. The case management judge shall hear all motions in the action unless he or she is unavailable and 
the court gives a party leave to make a motion to another judge. 


Refusal of leave for motion 


3. If leave for a motion requiring leave is refused, the moving party shall, unless the court orders other- 
wise, pay costs in an amount determined in accordance with paragraph 4, immediately and regardless 
of the outcome of the proceeding. 


Costs 


4. When a party is required to pay costs under paragraph 3, every opposing party who is separately rep- 
resented by counsel is entitled to costs in the amount of $100 (in the case of a construction lien 
action) or $200 in any other case. Two or more opposing parties who are represented by the same 
counsel are jointly entitled to costs in the relevant amount. 


Status hearing in lien action 


5. Inthe case of a construction lien action, if the action is not set down for trial within eighteen months 
after Day 1, the case management judge shall hold an informal status hearing. 


1921 


5380 THE ONTARIO GAZETTE O. Reg. 443/90 
Complex track list 
6. Assoonas the action is listed for trial, the registrar shall place it on the complex track list. 
Date and time of pre-trial conference 


7. The case management judge shall fix the date and time for the pre-trial conference and fix a date by 
which all parties shall file pre-trial conference briefs. 


Pre-trial conference 


8. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Trial date 


9. The case management judge shall preside at the pre-trial conference and shall at that time fix a trial 
date, which shall be at least sixty days after the pre-trial conference. 


Additional pre-trial conference 
10. After the completion of the pre-trial conference, any party may, on requisition, have an additional 
pre-trial conference conducted by a different judge. Further pre-trial conferences require an order of 
the court. 


Trial 


11. The trial shall begin within three years of Day1. O. Reg. 443/90. r. 10. 


TRANSFERS FROM ONE TRACK TO ANOTHER 
Transfers between fast and standard tracks 


11.—(1) The court may transfer an action from the fast track to the standard track or from the standard 
track to the fast track on a party’s motion, made with leave after the close of pleadings. 


Timely transfers from fast to standard track 


(2) Leave is not required for a motion to transfer an action from the fast track to the standard track if 
notice of the motion is given within ten days after the close of pleadings. 


Transfers from family to fast track 


(3) The court may transfer an action from the family track to the fast track on a party’s motion, made 
with leave after the close of pleadings. 


Transfers to complex track 
(4) An action may be placed on the complex track only by a transfer from the fast track, the standard — 
track, the family track or the fast lien track ordered, on a party’s motion, by a judge designated by the regional 


senior judge. 


(5) The motion may be made at the hearing of the motion referred to in paragraph 12 of subrule 9 (2) (in 
the case of a construction lien action) or after the close of pleadings (in any other case). 


(6) The motion does not require leave or supporting written material and may be heard by means of a — 
conference telephone call. 


Form of order for transfer to complex track 


(7) The order transferring the action to the complex track shall be a case management order in 
Form 6 (complex track). 
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Transfers from complex track 

(8) The case management judge assigned to an action on the complex track may at any time, on a party’s 
motion or on his or her own initiative, transfer the action to the standard track, the fast track, the family track 
or the fast lien track. 
Content of order for transfer other than to complex track 

(9) An order transferring an action from one track to another, other than an order transferring it to the 
complex track, shall be a case management order reciting the appropriate provisions of rule 6 (fast track), rule 


7 (standard track), rule 8 (family track) or rule 9 (fast lien track), as the case may be, directions being given 
and time limits being modified as may be necessary. O. Reg. 443/90. r. 11. 


COUNTERCLAIMS, CROSSCLAIMS AND THIRD PARTY CLAIMS 
Track for counterclaims, crossclaims and third party claims 


12.—(1) A counterclaim, crossclaim or third party claim shall be on the same track as the main action 
and, except for the delivery of pleadings, shall follow the same timetable. 


Postponement of pre-trial conference and trial in main action 

(2) If a counterclaim is made against a person who is not already a party to the main action or, if there is a 
third party claim, the pre-trial conference and trial in the main action shall be postponed in order that they 
may be held at the same time as the pre-trial conference and trial in the counterclaim or third party claim, 
unless the court orders otherwise. 


Defence of main action by third party 


(3) A third party who defends in the main action may do so within the time periods for defending the 
third party claim. O. Reg. 443/90. r. 12. 


FAMILY VARIATION APPLICATIONS MADE ON OR AFTER SEPTEMBER 4, 1990 
Scope 


13.—(1) This rule applies to applications made on or after the 4th day of September, 1990 for variation of 
final orders or judgments for support, custody or access. 


Material to be filed 


(2) When a notice of application is issued, the applicant shall file any supporting material relevant to the 
determination of the application. 


Date for hearing 


(3) When the notice of application is issued, a hearing date, which shall be at least forty-five days and not 
more than sixty days after Day 1, shall be obtained from the registrar. 


(4) If the respondent is to be served with the notice of application outside Ontario, the hearing date shall 
be at least sixty-five days and not more than eighty days after Day 1 (in the case of service elsewhere in 
Canada or in the United States) or at least eight-five days and not more than 100 days after Day 1 (in the case 
of service anywhere else). 


Case management order 


(5) When the notice of application is issued, the court shall make a case management order in 
Form 7 (family variation track). 


Special provisions 


(6) The following provisions apply to an application on the family variation track: 
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Notice of application 


1. The applicant shall serve the notice of application, together with the case management order, the 
financial statement, if required, and all other documents to be used at the hearing in support of the 
application, within ten days after Day 1, and file them with proof of service within seventeen days 
after Day 1. 


Notice of appearance 


2. The respondent shall serve the notice of appearance, affidavit in opposition to the application and all 
other required documents within ten days after the date of service of the notice of application and 
shall file them with proof of service within fifteen days after that date. After that time, the respon- 
dent may file the documents only with leave. 


Service outside Ontario 


3. Ifthe respondent is served with the notice of application outside Ontario, the periods for serving and 
filing the notice of appearance are extended (by twenty days, in the case of service elsewhere in 
Canada or in the United States, or by forty days, in the case of service anywhere else) and the time 
for the hearing of the application shall be adjusted accordingly. 


Documents for settlement conference 


4. Before the hearing date set out in the notice of application, every party shall file a one-page summary 
of the issues and a copy of the documents supporting the party’s financial statement, if any. 


Failure to file documents 


5. If a party does not file the summary and supporting documents by the hearing date, the registrar 
shall, unless the court orders otherwise, make an order requiring the party to pay costs in an amount 
determined in accordance with paragraph 6, immediately and regardless of the outcome of the pro- 
ceeding, and fixing a date on which the party shall appear with counsel to explain the default to the 
court. 


Costs 


6. When a party is required to pay costs under paragraph 5 or 11, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $300. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


No examinations, cross-examinations or motions without leave before settlement conference 


7. Before the hearing date, no party may examine, cross-examine or make a motion without leave. 


Settlement conference 


8. On the hearing date set out in the notice of application, there shall be a settlement conference pre- 
sided over by a judge, a master or a person designated by the regional senior judge. 


9. All parties, as well as counsel, shall attend the settlement conference, unless an order excusing a 
party is made before the hearing date. 


Date and time of pre-trial conference 


10. If no settlement is achieved at the settlement conference, the person presiding shall fix the date and 
time for a pre-trial conference (if he or she is of the opinion that a pre-trial conference is necessary), a 
date for the hearing of the application on the merits and a date after which no party may examine, 
cross-examine or make motions without leave. The person presiding may give all necessary direc- 
tions, including a direction for the immediate trial of an issue. 
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Failure to comply with direction 
11. Ifa party fails to comply with a direction given at the settlement conference, the registrar shall, unless 
the court orders otherwise, make an order requiring the party to pay costs in an amount determined 
in accordance with paragraph 6, immediately and regardless of the outcome of the proceeding, and 
fixing a date on which the party shall appear with counsel to explain the default to the court. 


No further examinations, cross-examinations or motions without leave 


12. After the relevant date fixed under paragraph 10, a party may examine, cross-examine or make 
motions only with the leave of the person who presided over the settlement conference. 


Refusal of leave 
13. If leave for a motion requiring leave is refused, the moving party shall, unless the person who pre- 
sided orders otherwise, pay costs in an amount determined in accordance with paragraph 14, immedi- 
ately and regardless of the outcome of the proceeding. 
Costs 
14. When a party is required to pay costs under paragraph 13, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $200. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


Pre-trial conference 


15. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Who shall preside 


16. The person who presided at the settlement conference shall also preside at the pre-trial conference, if 
any, but not at the hearing of the application. 


Hearing on the merits 

17. The hearing of the application shall begin within six months of Day 1. O. Reg. 443/90. r. 13. 
EXISTING ACTIONS 
ACTIONS COMMENCED BEFORE JANUARY 1, 1985 

14. The following provisions apply to an action commenced before the 1st day of January, 1985: 
Notices of readiness 

1. It is not necessary to serve notices of readiness for trial. 

Case management judge, list 


2. Assoon as the action is listed for trial, a case management judge shall be assigned to it and the regis- 
trar shall place it on a list of actions commenced before the Ist day of January, 1985. 


Date and time of pre-trial conference 


3. The case management judge shall fix the date and time for the pre-trial conference and fix a date by 
which all parties shall file pre-trial conference briefs. 


Failure to file pre-trial conference brief 


4. Ifa party does not file a pre-trial conference brief by the date fixed by the judge, the registrar shall, 
unless the case management judge orders otherwise, make an order requiring the party to pay costs 
in an amount determined in accordance with paragraph 5, immediately and regardless of the outcome 
of the proceedings, and fixing a date on which the party shall appear with counsel to explain the 
default to the court. 
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Costs 


5. When a party is required to pay costs under paragraph 4, every opposing party who is separately rep- 
resented by counsel is entitled to costs in the amount of $300. Two or more opposing parties who are 
represented by the same counsel are jointly entitled to costs in that amount. 


Pre-trial conference 


6. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. The motion for such an order does not 
require supporting written material and may be heard by means of a conference telephone call. 


7. At the pre-trial conference, the presiding judge may give any necessary directions and may fix a trial 
date. 


Special ready list 


8. Ifthe judge presiding at the pre-trial conference does not fix a trial date, the action shall be placed on 
a ready list reserved for actions commenced before the 1st day of January, 1985. After one month has 
expired from the date of the pre-trial conference, the action may be called for trial at any time, with- 
out notice. O. Reg. 443/90. r. 14. 


ACTIONS COMMENCED ON OR AFTER JANUARY 1, 1985 AND BEFORE SEPTEMBER 4, 1990 


15. The following provisions apply to an action commenced on or after the 1st day of January, 1985 and 
before the 4th day of September, 1990: 
Notices of readiness 


1. It is not necessary to serve notices of readiness for trial. 


Listing for trial 


2. Ifthe action was commenced on or before the 31st day of December, 1989, the plaintiff shall serve 
and file the record and list the action for trial within thirty days of the close of pleadings or on or 
before the 5th day of November, 1990, whichever is later. 


3. Ifthe action was commenced after the 31st day of December, 1989 and before the 4th day of Septem- 
ber, 1990, the plaintiff shall serve and file the record and list the action for trial on or before the 31st 
day of December, 1990. 


Default 


4. If the plaintiff does not comply with paragraph 2 or 3, as the case may be, the registrar shall immedi- 
ately serve on the plaintiff a notice that the action will be dismissed if the plaintiff does not cure the 
default within fifteen days after service of the notice. If the plaintiff does not cure the default within 
that time, the registrar shall dismiss the action, with costs payable by the plaintiff to all defendants 
who have delivered a defence. 


Appropriate list 


5. Assoon as the action is listed for trial, the registrar shall place it on the standard track list, the family 
track list or the fast lien track list, or on the complex track list if a judge designated by the regional 
senior judge so orders on a party’s motion. The motion does not require leave or supporting written 
material and may be heard by means of a conference telephone call. | 


Date and time of case management conference 


6. The registrar shall also fix a date and time for a case management conference and may order that the 
conference be held by means of a conference telephone call. | 


Case management conference 


7. The judge presiding at the case management conference shall fix the date and time for the pre-trial 
conference and fix a date by which all parties shall file pre-trial conference briefs. 
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Action continues on appropriate track 
8. Paragraphs 10 to 17 of rule 7 (standard track), paragraphs 19 to 26 of rule 8 (family track), paragraph 
10 of rule 9 (fast lien track) or paragraphs 1 to 10 of subrule 10 (2) (complex track), as the case may 
be, apply to the action with necessary modifications. O. Reg. 443/90, r. 15. 
Short title 
16. These rules may be cited as the Essex Civil Case Management Rules. 
Commencement 
17.—(1) These rules come into force on the 4th day of September, 1990. 
Two-year period 


(2) These rules are revoked on the 7th day of September, 1992. 


FORM 1 
CASE INFORMATION STATEMENT 
(This space for court personnel only) 


Ontario Court (General Division) Pile NUMDer sree ure rs tack cde din eae 
County of Essex 


DIATE OFISINALING DLOCESS, ISSUCU 0. dss iean aon cnatcveacnoiane BD ce 





Plaintiff(s) (insert name(s)) 
Solicitor (insert name, address, telephone number, fax number and firm name) 
Defendant(s) (insert name(s)) 


Solicitor (same information as for plaintiff's solicitor, if known) 





Category of case (check as many as apply): 


TORTS CONTRACTS FAMILY OTHER 
Motor vehicle Real property Divorce Bankruptcy 
Other negligence Construction lien Property Landlord/tenant 
Professional malpractice Collection Support Breach of trust 
Wrongful dismissal Custody Estates 
Other breach of contract Other Other 


Track selected (check one): 
Fast 

Standard 

Family 


Fast lien 
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Proposed pre-trial conference date ..........:..seeeseeeeeeeee seen eeees a Ree 
Proposed trial Gate... cen ues tee earn hens FLT: os 
Is this 4 yury case!” “Yes... INQgaa, 


Other information: 


Pee eee eee errr ese eee eee Hoes eee e eee EEE EEE EEHHHEEE HH HEHEHE HEHEHE RO EEE 


Signature of plaintiffs solicitor 


O. Reg. 443/90, Form 1. 
FORM 2 


CASE MANAGEMENT ORDER 
(FAST TRACK) 


(General heading) 


(Court seal) 


CASE MANAGEMENT ORDER 
(FAST TRACK) 


IT IS ORDERED THAT: 


Statement of claim 


1. The plaintiff shall serve the statement of claim, together with the plaintiff's affidavit of documents, 
the case information statement and the case management order, on or before the (insert date thirty 
days after Day 1), and file them with proof of service on or before the (insert date forty days after 
Day 1). Copies of the documents referred to in Schedule A of the plaintiff's affidavit of documents 
shall be served with the statement of claim and other documents, but shall not be filed. 


Default 


2. If the plaintiff does not comply with paragraph 1 and remains in default on the (insert date forty-five - 
days after Day 1), the registrar shall immediately serve on the plaintiff a notice that the action will be 
dismissed if the default is not cured within fifteen days after service of the notice. If the plaintiff does — 
not cure the default within that time, the registrar shall dismiss the action, with costs payable by the ~ 
plaintiff to all defendants who have delivered a defence. 


Statement of defence 


3. The defendant shall serve the statement of defence, together with the defendant’s affidavit of docu- 
ments, within thirty days after the date of service of the statement of claim, and shall file them with | 
proof of service within forty days after that date. Copies of the documents referred to in Schedule A | 
of the defendant’s affidavit of documents shall be served with the statement of defence and affidavit ' 
of documents, but shall not be filed. j 


} 
Default 


4. On the forty-fifth day after the date of service of the statement of claim, the registrar shall note in 
default a defendant who has not yet complied with paragraph 3. 
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Service outside Ontario 


5. Ifthe defendant is served with the statement of claim outside Ontario, the periods for serving and fil- 
ing the statement of defence are extended (by twenty days, in the case of service elsewhere in Canada 
or in the United States, or by forty days, in the case of service anywhere else) and the other time peri- 
ods applicable to the action shall be adjusted accordingly. 


Notice of action, notice of intent to defend 
6. The time periods applicable to the action are not extended if a notice of action or notice of intent to 
defend is used. 
Reply 
7. The reply, if any, shall be delivered within ten days after delivery of the statement of defence. No 
reply shall be delivered after that time without leave of the court. 
Leave for motions 
8. No motion may be made without leave, except a motion referred to in paragraph 11 (examinations 
for discovery) of this case management order or subrule 11 (2) (timely transfers) of the Essex Civil 
Case Management Rules. 
Refusal of leave 
9. If leave for a motion is refused, the moving party shall, unless the court orders otherwise, pay costs in 


an amount determined in accordance with paragraph 10, immediately and regardless of the outcome 
of the proceeding. 


Costs 


10. When a party is required to pay costs under paragraph 9, every opposing party who is separately rep- 
resented by counsel is entitled to costs in the amount of $200. Two or more opposing parties who are 
represented by the same counsel are jointly entitled to costs in that amount. 


Examinations for discovery 


11. No party may conduct examinations for discovery lasting more than three hours in total without 
leave. The motion for leave may itself be made without leave. 


Notices of readiness 


12. It is not necessary to serve notices of readiness for trial. 


Listing for trial 


13. The plaintiff shall serve and file the record and list the action for trial within forty-five days after the 
close of pleadings, failing which the registrar shall immediately serve on the plaintiff a notice that the 
action will be dismissed if the default is not cured within fifteen days after service of the notice. If the 
plaintiff does not cure the default within that time, the registrar shall dismiss the action, with costs 
payable by the plaintiff to all defendants who have delivered a defence. 


Date and time of pre-trial conference, fast track list 


14. Assoonas the action is listed for trial, the registrar shall place it on the fast track list, fix the date and 
time for the pre-trial conference and fix a date by which all parties shall file pre-trial conference 
briefs. The date fixed for filing pre-trial conference briefs shall be at least fourteen days earlier than 
the day fixed for the pre-trial conference. 
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Failure to file pre-trial conference brief 
15. If a party does not file a pre-trial conference brief by the date fixed by the registrar, the registrar 
shall, unless the court orders otherwise, make an order requiring the party to pay costs in an amount 
determined in accordance with paragraph 16, immediately and regardless of the outcome of the pro- 


ceeding, and fixing a date on which the party shall appear with counsel to explain the default to the 
court. 


Costs 
16. When a party is required to pay costs under paragraph 15, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $300. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 
No further examinations for discovery without leave 
17. After the date fixed for the pre-trial conference, no party may examine for discovery without leave. 


Pre-trial conference 


18. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Trial date 
19. At the pre-trial conference, the judge shall fix a trial date. 
Trial 


20. The trial shall begin on or before the (insert date six months after Day 1). 
DAL Capac roe ag Has Ghee Oe a aol oa aes knee mre: aaa SIRTIOU DY. tcageron v.co tise War ory ete ee ee 


ATAFESS OF sey ad thas Geneve oo cet eer eee Ae 
court office 


i ee er ry 
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O. Reg. 443/90, Form 2. 


FORM 3 


CASE MANAGEMENT ORDER 
(STANDARD TRACK) 


(General heading) : 
(Court seal) 


CASE MANAGEMENT ORDER 
(STANDARD TRACK) 





{ 


IT IS ORDERED THAT: 
Statement of claim | 
Fi 


1. The plaintiff shall serve the statement of claim, together with the case information statement and this } 
case management order, on or before the (insert date thirty days after Day 1), and file them with proof 
of service on or before the (insert date forty days after Day 1). 
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Default 


2. If the plaintiff does not comply with paragraph 1 and remains in default on the (insert date forty-five 
days after Day 1), the registrar shall immediately serve on the plaintiff a notice that the action will be 
dismissed if the default is not cured within fifteen days after service of the notice. If the plaintiff does 
not cure the default within that time, the registrar shall dismiss the action, with costs payable by the 
plaintiff to all defendants who have delivered a defence. 


Statement of defence 


3. The defendant shall serve the statement of defence, within thirty days after the date of service of the 
statement of claim, and shall file it with proof of service within forty days after that date. 


Default 


4. On the forty-fifth day after the date of service of the statement of claim, the registrar shall note in 
default a defendant who has not yet complied with paragraph 3. 


Service outside Ontario 


5. Ifthe defendant is served with the statement of claim outside Ontario, the periods for serving and fil- 
ing the statement of defence are extended (by twenty days, in the case of service elsewhere in Canada 
or in the United States, or by forty days, in the case of service anywhere else) and the other time peri- 
ods applicable to the action shall be adjusted accordingly. 


Notice of action, notice of intent to defend 


6. The time periods applicable to the action are not extended if a notice of action or notice of intent to 
defend is used. 


Reply 


7. The reply, if any, shall be delivered within ten days after delivery of the statement of defence. No 
reply shall be delivered after that time without leave of the court. 


Notices of readiness 


8. It is not necessary to serve notices of readiness for trial. 
| Listing for trial 


9. The plaintiff shall serve and file the record and list the action for trial within seventy-five days after 
the close of pleadings. failing which the registrar shall immediately serve on the plaintiff a notice that 
the action will be dismissed if the default is not cured within fifteen days after service of the notice. If 
the plaintiff does not cure the default within that time, the registrar shall dismiss the action, with costs 
payable by the plaintiff to all defendants who have delivered a defence. 


Date and time of pre-trial conference, standard track list 


10. As soon as the action is listed for trial, the registrar shall place it on the standard track list, fix the 
date and time for the pre-trial conference and fix a date by which all parties shall file pre-trial confer- 
ence briefs. The date fixed for the pre-trial conference shall be at least eight months after the day the 
action is listed for trial (unless an earlier date is available and the parties consent), and the date fixed 
for filing pre-trial conference briefs shall be at least thirty days before the day fixed for the pre-trial 
conference. 


_ Failure to file pre-trial conference brief 


11. If a party does not file a pre-trial conference brief by the date fixed by the registrar, the registrar 
shall, unless the court orders otherwise, make an order requiring the party to pay costs in an amount 
determined in accordance with paragraph 12, immediately and regardless of the outcome of the pro- 
ceeding, and fixing a date on which the party shall appear with counsel to explain the default to the 
court. 
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Costs 
12. When a party is required to pay costs under paragraph 11, every opposing party who is separately 


represented by counsel is entitled to costs in the amount of $300. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


No further examinations for discovery without leave 


13. After the date fixed for the pre-trial conference, no party may examine for discovery or make a 
motion without leave. 


Refusal of leave 


14. If leave for a motion requiring leave is refused, the moving party shall, unless the court orders other- 
wise, pay costs in an amount determined in accordance with paragraph 15, immediately and regard- 
less of the outcome of the proceeding. 


Costs 
15. When a party is required to pay costs under paragraph 14, every opposing party who is separately 


represented by counsel is entitled to costs in the amount of $200. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


Pre-trial conference 


16. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Trial date 


17. At the pre-trial conference, the judge shall fix a trial date, which shall be at least thirty days after the 
pre-trial conference. 


Trial 


18. The trial shall begin on or before the (insert date eighteen months after Day 1). 
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FORM 4 O. Reg. 443/90, Form 3. 


CASE MANAGEMENT ORDER 
(FAMILY TRACK) 


(General heading) 
(Court seal) 


CASE MANAGEMENT ORDER 
(FAMILY TRACK) 


IT IS ORDERED THAT: 
Date of management conference 


1. The management conference shall take place on the (insert date at least ninety days but not more than © 
120 days after Day 1). 
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Petition or statement of claim 


2. The plaintiff shall serve the petition or statement of claim, together with the financial statement if 
required, the case information statement and this case management order, on or before the (insert 
date thirty days after Day 1), and file them with proof of service on or before the (insert date forty days 
after Day 1). 


Default 


3. If the plaintiff does not comply with paragraph 2 and remains in default on the (insert date forty-five 
days after Day 1), the registrar shall immediately serve on the plaintiff a notice that the action will be 
dismissed if the default is not cured within fifteen days after service of the notice. If the plaintiff does 
not cure the default within that time, the registrar shall dismiss the action, with costs payable by the 
plaintiff to all defendants who have delivered a defence. 


Answer or statement of defence 
4. The defendant shall serve the answer or statement of defence, together with the financial statement if 


required, within thirty days after the date of service of the petition or statement of claim, and shall 
file them with proof of service within forty days after that date. 













Default 


5. On the forty-fifth day after the date of service of the petition or statement of claim, the registrar shall 
note in default a defendant who has not yet complied with paragraph 4. 


| Service outside Ontario 


6. If the defendant is served with the petition or statement of claim outside Ontario, the periods for 
serving and filing the answer or statement of defence are extended (by twenty days, in the case of ser- 
vice elsewhere in Canada or in the United States, or by forty days, in the case of service anywhere 
else) and the other time periods applicable to the action shall be adjusted accordingly. 


Notice of action, notice of intent to defend 


7 The time periods applicable to the action are not extended if a notice of action or notice of intent to 
defend is used. 


Reply 


8. The reply, if any, shall be delivered within twenty days after delivery of the answer, answer and coun- 
terclaim or statement of defence. No reply shall be delivered after that time without leave of the 
court. 


| Notices of readiness 
9. Itis not necessary to serve notices of readiness for trial. 


Listing for trial 

| 10. The plaintiff shall serve and file the record and list the action for trial within forty-five days after the 
close of pleadings, failing which the registrar shall immediately serve on the plaintiff a notice that the 
action will be dismissed if the default is not cured within fifteen days after service of the notice. If the 
plaintiff does not cure the default within that time, the registrar shall dismiss the action, with costs 
payable by the plaintiff to all defendants who have delivered a defence. 


Family track 
11. Assoon as the action is listed for trial, the registrar shall place it on the family track list. 


Rescheduling management conference 


12. The court may, on a party’s motion, reschedule the management conference for an earlier date. The 
motion does not require supporting written material and may be heard by means of a conference tele- 
phone call. 
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Documents for management conference 


13. At least seven days before the date of the management conference, every party shall serve on every 
other party and file with proof of service a one-page summary of the issues in the action, a net family 
property statement, if required, with copies of documents substantiating the calculations, and a list of 
documents still to be obtained. 


Failure to file documents 


14. Ifa party does not file the documents within the prescribed time period, the registrar shall, unless the 
court orders otherwise, make an order requiring the party to pay costs in an amount determined in 
accordance with paragraph 15, immediately and regardless of the outcome of the proceeding, and fix- 
ing a date on which the party shall appear with counsel to explain the default to the court. 


Costs 


15. When a party is required to pay costs under paragraph 14, 18 or 20, every opposing party who is sepa- 
rately represented by counsel is entitled to costs in the amount of $300. Two or more opposing parties 
who are represented by the same counsel are jointly entitled to costs in that amount. 


Management conference 


16. All parties, as well as counsel, shall attend the management conference, unless an order excusing a 
party is made before the date fixed for the management conference. 


17. A judge, a master or a person designated by the regional senior judge shall preside at the manage- 
ment conference, shall discuss with the parties the possibility of settlement and may give all necessary 
directions, including a direction for the immediate trial of an issue and the direction of a reference on 


an issue. 


Failure to comply with direction 


18. Ifa party fails to comply with a direction given at the management conference, the registrar shall, 
unless the court orders otherwise, make an order requiring the party to pay costs in an amount deter- 
mined in accordance with paragraph 15, immediately and regardless of the outcome of the proceed- 
ing, and fixing a date on which the party shall appear with counsel to explain the default to the court. 


Date and time of pre-trial conference 


19. At the management conference, the person presiding shall also fix the date and time for the pre-trial 
conference and fix a date by which all parties shall file pre-trial conference briefs. The date fixed for 
filing pre-trial conference briefs shall be at least thirty days earlier than the date fixed for the pre-trial 
conference. 


Failure to file pre-trial conference brief 


20. Ifa party does not file a pre-trial conference brief by the date fixed under paragraph 19, the registrar 
shall, unless the court orders otherwise, make an order requiring the party to pay costs in an amount 
determined in accordance with paragraph 15, immediately and regardless of the outcome of the pro- 
ceeding, and fixing a date on which the party shall appear with counsel to explain the default to the 
court. 


No further examinations for discovery or motions without leave 


21. After the date fixed for the pre-trial conference, no party may examine for discovery or make a 
motion without leave. 


Refusal of leave 


22. If leave for motion requiring leave is refused, the moving party shall, unless the court orders other 
wise, pay costs in an amount determined in accordance with paragraph 23, immediately and regard- 
less of the outcome of the proceeding. 


1934 








O. Reg. 443/90 THE ONTARIO GAZETTE 5393 
Costs 
23. When a party is required to pay costs under paragraph 22, every opposing party who is separately 


represented by counsel is entitled to costs in the amount of $200. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


_ Pre-trial conference 


24. A\ll parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Who shall preside 


25. The person who presided at the management conference shall also preside at the pre-trial conference. 


Trial date 


26. At the pre-trial conference, the person presiding shall fix a trial date, which shall be at least thirty 
days after the pre-trial conference. 


_ Trial 


27. The trial shall begin on or before the (insert date one year after Day 1). 
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FORM 5 
CASE MANAGEMENT ORDER 
(FAST LIEN TRACK) 
(General heading) 
; (Court seal) 
CASE MANAGEMENT ORDER 
(FAST LIEN TRACK) 
IT IS ORDERED THAT: 


| Statement of claim 


1. The plaintiff shall serve the statement of claim, together with the plaintiffs affidavit of documents, 
the case information statement and this case management order, on or before the (insert date ninety 
days after Day 1), in accordance with subsection 55 (2) of the Construction Lien Act, 1983 (‘‘the 
Act’’), and shall file them with proof of service on or before the (insert date 100 days after Day 1). 
The documents referred to in Schedule A of the plaintiff's affidavit of documents shall include the 
claim for lien (as registered, if the lien attaches to the premises) and affidavit of verification, and shall 
be served with the statement of claim and other documents, but shall not be filed. 


2. If the plaintiff does not comply with paragraph 1 and remains in default on the (insert date 105 days 
after Day 1), the registrar shall immediately serve on the plaintiff a notice that the action will be dis- 
missed if the default is not cured within fifteen days after service of the notice. If the plaintiff does not 
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cure the default within that time, the registrar shall dismiss the action, with costs payable by the 
plaintiff to all defendants who have delivered a defence. However, unless the court orders otherwise, 
the registration of the claim for lien and of any certificate of action in respect of the lien shall not be 
vacated until ten days have elapsed after the order of dismissal is served on the plaintiff. 


Statement of defence 


3. The defendant shall deliver the statement of defence, together with the defendant’s affidavit of docu- 
ments, within twenty days after the date of service of the statement of claim, in accordance with sub- 
section 56 (1) of the Act. Copies of the documents referred to in Schedule A of the defendant’s affi- 
davit of documents shall be served with the statement of defence and affidavit of documents, but shall 
not be filed. 


Default 
4. On the twenty-fifth day after the date of service of the statement of claim, the registrar shall note in 
default a defendant who has not yet complied with paragraph 3. 


Motion for judgment 


5. The plaintiff shall move for judgment within sixty days after the defendant is noted in default. Affida- 
vit evidence may be received at the hearing of the motion. 


Default 


6. Ifthe plaintiff does not comply with paragraph 5, the registrar shall immediately serve on the plaintiff 
a notice that the action will be dismissed if the default is not cured within fifteen days after service of 
the notice. If the plaintiff does not cure the default within that time, the registrar shall dismiss the 
action. However, unless the court orders otherwise, the registration of the claim for lien and of any 
certificate of action in respect of the lien shall not be vacated until ten days have elapsed after the 
order of dismissal is served on the plaintiff. 


Service outside Ontario 


7. Ifthe defendant is served with the statement of claim outside Ontario, the periods for serving and fil- 
ing the statement of defence are extended (by twenty days, in the case of service elsewhere in Canada 
or in the United States, or by forty days, in the case of service anywhere else) and the other time peri- 
ods applicable to the action shall be adjusted accordingly. 


Notice of action, notice of intent to defend 


8. The time periods applicable to the action are not extended if a notice of action or notice of intent to 
defend is used. 


Reply 


9. The reply, if any, shall be delivered within ten days after delivery of the statement of defence. No 
reply shall be delivered after that time without leave of the court. 


Settlement meeting obligatory 


10. A settlement meeting shall be held in accordance with section 63 of the Act on a day chosen by the 
plaintiff, at least thirty days but no more than fifty days after the date of service of the statement of 
claim. It is not necessary to obtain an order for the holding of the meeting under subsection 62 (1) of 
the Act. 


Notice 


11. The plaintiff shall serve notice of the settlement meeting in accordance with subsection 62 (2) of the 
Act and shall file proof of service within ten days after service. A copy of this case management order 
shall be served with the notice of the settlement meeting. 


Date for hearing of motion 


12. When proof of service of the notice of settlement meeting is filed, the registrar shall fix a date that is 
at least fifteen days but no more than sixty days after the date of the settlement meeting, for the hear- 
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ing of a motion before a judge for the purposes set out in subsection 63 (5) of the Act. The registrar 
shall notify the plaintiff of the date and the plaintiff shall serve the notice of motion in accordance 
with subsection 62 (2) of the Act and shall file proof of service. 


Statement of settlement 
13. Ifthe settlement meeting does not result in a complete settlement of the action, the statement of set- 
tlement referred to in subsection 63 (3) of the Act shall, in addition to summarizing any issues of fact 
and law that have been settled by the parties, contain: 


i. the names of the lien claimants, 


ii. if entitlement to a lien or perfection or preservation of a lien are in question, a summary of the 
relevant issues, 


iii. a statement of the priorities of the lien claimants and encumbrancers or, if there is no agree- 
ment as to priorities, a summary of the relevant issues, 


iv. asummary of any other issues of fact and law to be determined at trial, 


v. astatement identifying the documents agreed on for filing at trial and, if the admissibility or 
authenticity of a document is in question, a summary of the relevant issues, 


vi. if the amount of the plaintiff's claim is in question, a summary of the relevant issues, 
vii. if evidence is to be presented at trial, a list of witnesses to be called, 
viii. an estimate of the time that will be required for trial of the action or consolidated actions, 


ix. if there is more than one action respecting the same land, an agreement as to which plaintiff 
shall have carriage of the consolidated actions, and 


x. a statement indicating that all parties have signed the statement of settlement or, if that is not 
the case, indicating which parties have done so and the other parties’ reasons for not signing. 


Filing of statement of settlement 


14. The party who conducted the settlement meeting shall file the statement of settlement within ten days 
after the settlement meeting. 


Powers of court at hearing of motion 


15. At the hearing of the motion referred to in paragraph 12, the court may exercise the powers set out in 
subsection 63 (5) of the Act and may, 


i. if there is more than one action respecting the same land, consolidate the actions and give Car- 
riage of the consolidated action in accordance with the statement of settlement, 


ii. fix a date, which shall be at least ninety days but not more than 120 days after the hearing of 
the motion, for the trial of action or any issue in the action, 


iii. if the only outstanding issue is the amount of the plaintiff's claim, give judgment and direct a 
reference to a judge or master to take accounts and report on that issue, 


iv. direct that the plaintiff having carriage of the action file before the trial date a copy of an 
abstract of title and sheriff’s certificate (in the case of premises subject to the Registry Act) or 
of a certificate of title (in the case of premises subject to the Land Titles Act), dated no more 
than ten days before the trial date or, if the lien does not attach to the premises, a statement 
by the owner showing the identity of persons with preserved or perfected liens against the 
premises, 


y. direct that examinations for discovery be held in respect of any contested issues set out in the 
statement of settlement, and 
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vi. direct that a brief of the documents referred to in the statement of settlement be filed at least 
fifteen days before the trial date. 


Exception, no parties entitled to notice of settlement meeting 
16. If there are no parties who are entitled to notice of a settlement meeting under subsection 62 (2) of 
the Act, the plaintiff, upon filing an affidavit to that effect with the registrar, may move immediately 
for summary judgment without holding a settlement meeting or making the motion referred to in 
paragraph 12. 
Refusal of leave for motion 
17. If leave for a motion requiring lease is refused, the moving party shall, unless the court orders other- 
wise, pay costs in an amount determined in accordance with paragraph 18, immediately and regard- 
less of the outcome of the proceeding. 
Costs 
18. When a party is required to pay costs under paragraph 17 or 26, every opposing party who is sepa- 
rately represented by counsel is entitled to costs in the amount of $100. Two or more opposing parties 
who are represented by the same counsel are jointly entitled to costs in that amount. 


Examinations for discovery 


19. No party may conduct examinations for discovery lasting more than three hours in total without 
leave. The motion for leave may itself be made without leave. 


Notices of readiness 


20. It is not necessary to serve notices of readiness for trial. 


Record 


21. The trial record shall contain a copy of the statement of settlement and of the order made under para- 
graph 15. 


Notice of trial 


22. The plaintiff having carriage of the trial shall serve a notice in accordance with subsection 62 (4) of 
the Act. 


Listing for trial 


23. The plaintiff shall serve and file the record and list the action for trial within forty-five days after the 
close of pleadings, failing which the registrar shall immediately serve on the plaintiff a notice that the 
action will be dismissed if the default is not cured within fifteen days after service of the notice. If the 
plaintiff does not cure the default within that time, the registrar shall dismiss the action, with costs 
payable by the plaintiff to all defendants who have delivered a defence. 


Fast lien track 
24. As soon as the action is listed for trial, the registrar shall place it on the fast lien track list. 
Trial 
25. The trial shall begin on or before the (insert date ten months after Day 1). 
General penalty for lateness 
26. Ifa party who is required by this order to take a step within a specific time fails to do so and no other 
penalty is provided for the default, the registrar shall (except in the case of a defendant against whom 
pleadings have been noted closed) immediately send the party a notice requiring the party to appear 


before the court and request an extension of time. If the court grants the extension, the party shall, 
unless the court orders otherwise, pay costs in an amount determined in accordance with paragraph 
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18, immediately and regardless of the outcome of the proceeding. If the party fails to appear or if the 
court refuses the extension, the action shall be dismissed or the party’s pleadings struck out, as the 
case may be. 
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O. Reg. 443/90, Form 5. 
FORM 6 


CASE MANAGEMENT ORDER 
(COMPLEX TRACK) 


(General heading) 


(Court seal) 


CASE MANAGEMENT ORDER 
(COMPLEX TRACK) 


IT IS ORDERED THAT: 
Transfer to complex track 
1. This action is transferred to the complex track. 


Case management judge 


PRR POI (name of judge) is assigned to the action as case management judge, to monitor its pro- 
gress and to make any orders and give directions that are necessary. 


Motions 


3. The case management judge shall hear all motions in the action unless he or she is unavailable and 
the court gives a party leave to make a motion to another judge. 


Refusal of leave for motion 


4. If leave for a motion requiring leave is refused, the moving party shall, unless the court orders other- 
wise, pay costs in an amount determined in accordance with paragraph 5, immediately and regardless 
of the outcome of the proceeding. 


Costs 
5. When a party is required to pay costs under paragraph 4, every opposing party who is separately rep- 
resented by counsel is entitled to costs in the amount of $100 (in the case of a construction lien 


action) or $200 in any other case. Two or more opposing parties who are represented by the same 
counsel are jointly entitled to costs in the relevant amount. 


Status hearing in lien action 


6. Inthe case of a construction lien action, if the action is not set down for trial within eighteen months 
after Day 1 the case management judge shall hold an informal status hearing. 


Complex track list 


7. Assoonas the action is listed for trial, the registrar shall place it on the complex track list. 
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Date and time of pre-trial conference 


8. The case management judge shall fix the date and time for the pre-trial conference and fix a date by 
which all parties shall file pre-trial conference briefs. 


Pre-trial conference 


9. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Trial date 
10. The case management judge shall preside at the pre-trial conference and shall at that time fix a trial 
date, which shall be at least sixty days after the pre-trial conference. 
Additional pre-trial conference 


11. After the completion of the pre-trial conference, any party may, on requisition, have an additional 
pre-trial conference conducted by a different judge. Further pre-trial conferences require an order of 
the court. 


Trial 


12. The trial shall begin on or before the (insert date three years after Day 1). 
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FORM 7 


CASE MANAGEMENT ORDER 
(FAMILY VARIATION TRACK) 


(General heading) 
(Court seal) 


CASE MANAGEMENT ORDER 
(FAMILY VARIATION TRACK) 


Notice of application 


1. The applicant shall serve the notice of application, together with this case management order, the 
financial statement, if required, and all other documents to be used at the hearing in support of the 
application, on or before the (insert date ten days after Day 1), and file them with proof of service on 
or before the (insert date seventeen days after Day 1). 


Notice of appearance 


2. The respondent shall serve the notice of appearance, affidavit in response and all other required doc- 
uments within ten days after the date of service of the notice of application, and shall file them with 
proof of service within fifteen days after that date. After that time, the respondent may file the docu- 
ments only with leave. 
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Service outside Ontario 


3. Ifthe respondent is served with the notice of application outside Ontario, the periods for serving and 
filing the notice of appearance are extended (by twenty days, in the case of service elsewhere in 
Canada or in the United States, or by forty days, in the case of service anywhere else) and the time 
for the hearing of the application shall be adjusted accordingly. 


Documents for settlement conference 


4. On or before the hearing date set out in the notice of application, every party shall file a one-page 
summary of the issues and a copy of the documents supporting the party’s financial statement, if any. 


Failure to file documents 


5. Ifa party does not file the summary and supporting documents by the hearing date, the registrar 
shall, unless the court orders otherwise, make an order requiring the party to pay costs in an amount 
determined in accordance with paragraph 6, immediately and regardless of the outcome of the pro- 
ceeding, and fixing the date on which the party shall appear with counsel to explain the default to the 
court. 


Costs 
6. When a party is required to pay costs under paragraph 5 or 11, every opposing party who is separately 
represented by counsel is entitled to costs in the amount of $300. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


No examinations, cross-examinations or motions without leave before settlement conference 


7. Before the hearing date, no party may examine, cross-examine or make a motion without leave. 


Settlement conference 


8. On the hearing date set out in the notice of application, there shall be a settlement conference pre- 
sided over by a judge, a master or a person designated by the regional senior judge. 


9. All parties, as well as counsel, shall attend the settlement conference, unless an order excusing a 
party is made before the hearing date. 


Date and time of pre-trial conference 


10. If no settlement is achieved at the settlement conference, the person presiding shall fix the date and 
time for a pre-trial conference (if he or she is of the opinion that a pre-trial conference is necessary), a 
date for the hearing of the application on the merits and a date after which no party may examine, 
cross-examine or make motions without leave. The person presiding may give all necessary direc- 
tions, including a direction for the immediate trial of an issue. 


| Failure to comply with direction 


11. Ifa party fails to comply with a direction given at the settlement conference, the registrar shall, unless 

the court orders otherwise, make an order requiring the party to pay costs in an amount determined 
in accordance with paragraph 6, immediately and regardless of the outcome of the proceeding, and 
fixing a date on which the party shall appear with counsel to explain the default to the court. 


| No further examinations, cross-examinations or motions without leave 


12. After the relevant date fixed under paragraph 10, a party may examine, cross-examine or make 
motions only with the leave of the person who presided over the settlement conference. 





_ Refusal of leave 

5 

| 13. If leave for a motion requiring leave is refused, the moving party shall, unless the person who pre- 
sided orders otherwise, pay costs in an amount determined in accordance with paragraph 14, immedi- 
ately and regardless of the outcome of the proceeding. 
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Costs 
14. When a party is required to pay costs under paragraph 13, every opposing party who is separately 


represented by counsel is entitled to costs in the amount of $200. Two or more opposing parties who 
are represented by the same counsel are jointly entitled to costs in that amount. 


Pre-trial conference 


15. All parties, as well as counsel, shall attend the pre-trial conference, unless an order excusing a party 
is made before the date fixed for the pre-trial conference. 


Who shall preside 


16. The person who presided at the settlement conference shall also preside at the pre-trial conference, if 
any, but not at the hearing of the application. 


Hearing on the merits 


17. The hearing of the application shall begin on or before the (insert date six months after Day 1). 
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O. Reg. 443/90, Form 7. 


LOI DE 1984 SUR LES TRIBUNAUX JUDICIAIRES 


Régl. de l’Ont. 443/90 

Régles de gestion des causes civiles d’ Essex 
pris—le 20 juin 1990 

approuvé—le 27 juillet 1990 

déposé—le 1° aotit 1990 


REGLEMENT PRIS EN APPLICATION DE LA 
LOI DE 1984 SUR LES TRIBUNAUX JUDICIAIRES 


REGLES DE GESTION DES CAUSES CIVILES D’ESSEX 


TABLE DES MATIERES 
Régle 1 Champ d’application 
Régle 2 Régles de procédure civile 
Resle 3 Interprétation 
Régle 4 Définitions 
Régle 5 Exposé informatif de cause et ordonnance de gestion de la cause 
Régle 6 Voie accélérée 
Régle 7 Voie ordinaire 
Régle 8 Voie des causes en droit de la famille 
Régle 9 Voie accélérée des causes relatives aux priviléges 
Régle 10 Voie des causes complexes 
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Régle 11 Transfert de causes d’une voie a une autre 

Régle 12 Demandes reconventionnelles, demandes entre défendeurs et mises en cause 

Régle 13 Requétes en modification d’ordonnances en droit de la famille 

Régle 14 Actions introduites avant le 1°" janvier 1985 

Régle 15 Hee introduites le 1°" janvier 1985 ou a une date ultérieure et avant le 4 septembre 


Régle 16 Titre abrégé 

Régle 17 Entrée en vigueur 

Formule 1 Exposé informatif de cause 

Formule 2. Ordonnance de gestion de la cause (voie accélérée) 

Formule 3. Ordonnance de gestion de la cause (voie ordinaire) 

Formule 4 Ordonnance de gestion de la cause (voie des causes en droit de la famille) 

Formule 5 Ordonnance de gestion de la cause (voie accélérée des causes relatives aux privileges) 
Formule 6 Ordonnance de gestion de la cause (voie des causes complexes) 


Formule 7 Ordonnance de gestion de la cause (voie des requétes en modification d’ordonnances en 
droit de la famille) 


CHAMP D’ APPLICATION 

1 (1) Les présentes régles s’appliquent aux instances introduites dans le comté d’Essex. 
Exception : requétes 

(2) Sauf disposition contraire du paragraphe 13 (1) (voie des requétes en modification d’ordonnances en 
droit de la famille), les présentes régles ne s’appliquent pas aux requétes, méme si celles-ci doivent étre consi- 


dérées comme des actions aux termes du paragraphe 38.11 (2) ou (3) des Régles de procédure civile. Régl. 
de |’Ont. 443/90, régle 1. 


REGLES DE PROCEDURE CIVILE 
2 Les Régles de procédure civile s’appliquent également aux instances auxquelles s’appliquent les pre- 


sentes régles. Toutefois, en cas d’incompatibilité, les présentes régles ’'emportent. Regl. de VOnt. 443/90, 
pecle 2. 


INTERPRETATION 


3 (1) Les présentes régles doivent recevoir une interprétation large afin de garantir la résolution équita- 
ble sur le fond, de la facon la plus expéditive et la moins onéreuse, des instances auxquelles elles s’appliquent. 


Silence des régles 


(2) En cas de silence des présentes régles, la pratique applicable est déterminée par analogie avec 
celles-ci. 


Dispense d’ observation 


(3) Le tribunal peut dispenser les parties de l’observation d’une disposition des présentes regles s'il estime 
cela juste et nécessaire. Régl. de l’Ont. 443/90, régle 3. 


DEFINITIONS 

4 Les définitions qui suivent s’appliquent aux présentes régles. 
«défendeur» S’entend en outre de l’intimé dans une action en divorce. («defendant») 
«demandeur» S’entend en outre du requérant dans une action en divorce. («plaintiff») 


«jour premier» Le jour auquel une instance est introduite. («Day 1») Régl. de l’Ont. 443/90, régle 4. 
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ACTIONS INTRODUITES LE 4 SEPTEMBRE 1990 OU A UNE DATE ULTERIEURE 
EXPOSE INFORMATIF DE CAUSE 


5 (1) Lorsqu’une requéte en divorce, une déclaration ou un avis d’action est délivré le 4 septembre 
1990 ou a une date ultérieure, le demandeur dépose un exposé informatif de cause (formule 1) indiquant son 
choix entre : 


a) la voie des causes en droit de la famille, dans le cas d’une action intentée aux termes de la Loi sur le 
divorce, de la Loi de 1986 sur le droit de la famille ou de la Loi portant réforme du droit de l’enfance, 
d’une action relative a un contrat familial ou d’une action en fiducie induite des faits entre des con- 
joints ou des personnes qui ont cohabité; 


b) la voie accélérée des causes relatives aux priviléges, dans le cas d’une action sur un privilége dans 
lindustrie de la construction; 


c) la voie accélérée ou la voie ordinaire, dans le cas de toute autre action. 
Ordonnance de gestion de la cause 


(2) Lorsque le demandeur dépose I’exposé informatif de cause, le tribunal rend une ordonnance de ges- 
tion de la cause selon la formule 2 (voie accélérée), la formule 3 (voie ordinaire), la formule 4 (voie des causes 
en droit de la famille) ou la formule 5 (voie accélérée des causes relatives aux priviléges). Régl. de l’Ont. 
443/90, régle 5. 


VOIE ACCELEREE 


6 Les dispositions suivantes s’appliquent aux actions placées dans la voie accélérée : 


Déclaration 


1. Le demandeur signifie la déclaration, ainsi que son affidavit de documents, l’exposé informatif de 
cause et l’ordonnance de gestion de la cause, dans les trente jours suivant le jour premier, et les 
dépose avec une preuve de leur signification dans les quarante jours suivant le jour premier. Des 
copies des documents visés a l’annexe A de Il’affidavit de documents du demandeur sont signifiées 
avec la déclaration et les autres documents; cependant, elles ne doivent pas étre déposées. 


Défaut 


2. Sile demandeur ne se conforme pas 4 la disposition | et est toujours en défaut le quarante-cinquiéme 
jour suivant le jour premier, le greffier lui signifie immédiatement un avis indiquant que I’action sera 
rejetée s'il n’est pas remédié au défaut dans les quinze jours suivant la signification de l’avis. Si le 
demandeur ne remédie pas au défaut dans ce délai, le greffier rejette l’action et les dépens de tous les 
défendeurs qui ont remis une défense sont a la charge du demandeur. 


Exposé de la défense 


3. Le défendeur signifie l’exposé de la défense, ainsi que son affidavit de documents, dans les trente 
jours suivant la date de signification de la déclaration, et les dépose avec une preuve de leur significa- 
tion dans les quarante jours suivant cette date. Des copies des documents visés 4 l’annexe A de I’affi- 
davit de documents du défendeur sont signifiées avec l’exposé de la défense et l’affidavit de docu- 
ments; cependant, elles ne doivent pas étre déposées. 


Défaut 


4. Le quarante-cinquiéme jour suivant la date de signification de la déclaration, le greffier constate le 
défaut de tout défendeur qui ne s’est pas encore conformé 4 la disposition 3. 


Signification en dehors de l’Ontario 


5. Sila déclaration est signifiée au défendeur en dehors de |’Ontario, les délais impartis pour signifier et 
déposer l’exposé de la défense sont prorogés (de vingt jours, si la signification est faite ailleurs au 
Canada ou aux Etats-Unis, ou de quarante jours, si la signification est faite n’importe ou ailleurs) et 
les autres délais applicables a l’action sont rajustés en conséquence. 
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Avis d’action, avis d’intention de présenter une défense 


6. Les délais applicables 4 l’action ne sont pas prorogés dans le cas d’une recours a un avis d’action ou a 
un avis d’intention de présenter une défense. 


Réponse 


7. La réponse, le cas échéant, est remise dans les dix jours de la remise de l’exposé de la défense. 
Aucune réponse ne peut étre remise passé ce délai sans autorisation du tribunal. 


Autorisation de présenter des motions 


8. Aucune motion ne peut étre présentée sans autorisation, sauf s’il s’agit d’une motion visée a la dis- 
position 11 (interrogatoires préalables) ou au paragraphe 11 (2) (transfert de causes en temps oppor- 
tun). 


Refus d’autorisation 


9. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément 4 la disposition 10, immédiatement et indépendamment de 
l’issue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 


10. Lorsqu’une partie est tenue de payer les dépens prévus a la disposition 9, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 200 $ a titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce montant a 
titre de dépens. 


Interrogatoires préalables 


11. Nulle partie ne peut mener des interrogatoires préalables d’une durée de plus de trois heures sans 
autorisation. La motion en vue d’obtenir l’autorisation peut étre présentée sans autorisation. 


Avis de mise en état 


12. Iln’est pas nécessaire de signifier les avis de mise en état. 


Inscription pour instruction 


13. Le demandeur signifie et dépose le dossier d’instruction, et inscrit l’action pour instruction dans les 
quarante-cing jours suivant la cléture de la procédure écrite, faute de quoi le greffier lui signifie 
immédiatement un avis indiquant que l’action sera rejetée s’il n’est pas remédié au défaut dans les 
quinze jours suivant la signification de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, 
le greffier rejette l’action et les dépens de tous les défendeurs qui ont remis une défense sont a la 
charge du demandeur. 


Date et heure de la conférence préparatoire au proces, rdéle de la voie accélérée 


14. Dés que l’action est inscrite pour instruction, le greffier l’inscrit au role de la voie accélérée, fixe les 
date et heure de la conférence préparatoire au procés, ainsi qu’une date limite de dépdt par toutes les 
parties des mémoires relatifs 4 la conférence préparatoire au procés. La date de dépot des mémoires 
relatifs a la conférence préparatoire au procés précéde d’au moins quatorze jours le jour fixe pour la 
tenue de la conférence. 


Défaut de déposer un mémoire relatif 4 la conférence préparatoire au proces 


15. Siune partie ne dépose pas son mémoire relatif 4 la conférence préparatoire au procés au plus tard a 
la date fixée par le greffier, ce dernier, 4 moins que le tribunal n’en ordonne autrement, rend une 
ordonnance exigeant de la partie le paiement d’un montant a titre de dépens déterminé conformé- 
ment A la disposition 16, immédiatement et indépendamment de l’issue de l’instance, et fixant une 
date a laquelle la partie doit comparaitre avec son avocat pour exposer les raisons de son omission au 
tribunal. 
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Dépens 
16. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 15, chaque partie adverse qui 
est représentée s¢parément par un avocat a droit au montant de 300 $ 4 titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement 4 ce montant a 
titre de dépens. 


Aucun autre interrogatoire préalable possible sans autorisation 


17. Passé la date fixée pour la tenue de la conférence préparatoire au procés, nulle partie ne peut procé- 
der a un interrogatoire préalable sans autorisation. 


Conférence préparatoire au procés 
18. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence préparatoire au procés, a 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 
Date du proces 
19. Lors de la conférence préparatoire au procés, le juge fixe la date du procés. 


Procés 


20. Le procés débute dans les six mois suivant le jour premier. Régl. de l’Ont. 443/90, régle 6. 


VOIE ORDINAIRE 


7 Les dispositions suivantes s’appliquent aux actions placées dans la voie ordinaire : 


Déclaration 


1. Le demandeur signifie la déclaration, ainsi que l’exposé informatif de cause et l’ordonnance de ges- 
tion de la cause, dans les trente jours suivant le jour premier, et les dépose avec une preuve de leur 
signification dans les quarante jours suivant le jour premier. 


Défaut 


2. Sile demandeur ne se conforme pas a la disposition 1 et est toujours en défaut le quarante-cinquiéme 
jour suivant le jour premier, le greffier lui signifie immédiatement un avis indiquant que l’action sera 
rejetée s’il n’est pas remédié au défaut dans les quinze jours suivant la signification de l’avis. Si le 
demandeur ne remédie pas au défaut dans ce délai, le greffier rejette l’action et les dépens de tous les 
défendeurs qui ont remis une défense sont a la charge du demandeur. 


Exposé de la défense 


3. Le défendeur signifie l’exposé de la défense dans les trente jours suivant la date de signification de la 
déclaration, et le dépose avec une preuve de sa signification dans les quarante jours suivant cette 
date. 


Défaut 


4. Le quarante-cinquiéme jour suivant la date de signification de la déclaration, le greffier constate le 
défaut de tout défendeur qui ne s’est pas encore conformé a la disposition 3. 


Signification en dehors de l’Ontario 


5. Sila déclaration est signifiée au défendeur en dehors de I’Ontario, les délais impartis pour signifier et 
déposer l’exposé de la défense sont prorogés (de vingt jours, si la signification est faite ailleurs au 
Canada ou aux Etats-Unis, ou de quarante jours, si la signification est faite n’importe ou ailleurs) et 
les autres délais applicables a l’action sont rajustés en conséquence. 
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Avis d’action, avis d’intention de présenter une défense 


6. 


Réponse 


fe. 


Les délais applicables a l’action ne sont pas prorogés dans le cas d’un recours a un avis d’action ou a 
un avis d’intention de présenter une défense. 


La réponse, le cas échéant, est remise dans les dix jours de la remise de l’exposé de la défense. 
Aucune réponse ne peut étre remise passé ce délai sans autorisation du tribunal. 


Avis de mise en état 


8. 


Il n’est pas nécessaire de signifier les avis de mise en état. 


Inscription pour instruction 


9. 


Le demandeur signifie et dépose le dossier d’instruction, et inscrit l’action pour instruction dans les 
soixante-quinze jours suivant la signification de l’avis suivant la cloture de la procédure écrite, faute 
de quoi le greffier lui signifie immédiatement un avis indiquant que l’action sera rejetée s’il n’est pas 
remédié au défaut dans les quinze jours suivant la signification de l’avis. Si le demandeur ne remédie 
pas au défaut dans ce délai, le greffier rejette l’action et les dépens de tous les défendeurs qui ont 
remis une défense sont a la charge du demandeur. 


Date et heure de la conférence préparatoire au procés, réle de la voie ordinaire 


10. 


Dés que I’action est inscrite pour instruction, le greffier l’inscrit au réle de la voie ordinaire, fixe les 
date et heure de la conférence préparatoire au procés, ainsi qu’une date limite de dépét par toutes les 
parties des mémoires relatifs 4 la conférence préparatoire au proces. La date fixée pour la tenue de la 
conférence suit d’au moins huit mois le jour ow l’action est inscrite pour instruction (4 moins qu’une 
date plus rapprochée ne soit possible et que les parties n’y consentent), et la date de dépot des me- 
moires relatifs a la conférence préparatoire au procés précéde d’au moins trente jours le jour fixe 
pour la tenue de celle-ci. 


Défaut de déposer un mémoire relatif a la conférence préparatoire au proces 


ine 


Dépens 
12; 


Si une partie ne dépose pas son mémoire relatif a la conférence préparatoire au proces au plus tard a 
la date fixée par le greffier, ce dernier, A moins que le tribunal n’en ordonne autrement, rend une 
ordonnance exigeant de la partie le paiement d’un montant a titre de dépens détermine conformé- 
ment a la disposition 12, immédiatement et indépendamment de l’issue de l’instance, et fixant une 
date a laquelle la partie doit comparaitre avec son avocat pour exposer les raisons de son omission au 
tribunal. 


Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 11, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 300 $ a titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce montant a 
titre de dépens. 


Aucun autre interrogatoire préalable ou motion possible sans autorisation 


13; 


Passé le date fixée pour la tenue de la conférence préparatoire au procés, nulle partie ne peut procé- 
der a un interrogatoire préalable ni présenter une motion sans autorisation. 


Refus d’autorisation 


14. 


Dépens 


be 


En cas de refus d’autoriser la présentation d’une motion, |’auteur de la motion paie un montant a 
titre de dépens déterminé conformément 4 la disposition 15, immédiatement et indépendamment de 
l’issue de l’instance, sauf ordonnance contraire du tribunal. 


Lorsqu’une partie est tenue de payer les dépens prévus a la disposition 14, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 200 $ a titre de dépens. Si plusieurs 
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parties adverses sont représentées par le méme avocat, elles ont droit conjointement 4 ce montant a 
titre de dépens. 


Conférence préparatoire au procés 


16. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence préparatoire au procés, a 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 


Date du proces 


17. Lors de la conférence préparatoire au procés, le juge fixe la date du procés, qui suit d’au moins trente 
jours la conférence préparatoire au procés. 


Proces 


18. Le proces débute dans les dix-huit mois suivant le jour premier. Régl. de l’Ont. 443/90, régle 7. 


VOIE DES CAUSES EN DROIT DE LA FAMILLE 


8 Les dispositions suivantes s’appliquent aux actions placées dans la voie des causes en droit de la 
famille : 


Date de la conférence de gestion 


1. Au moment ou il rend l’ordonnance de gestion de la cause, le tribunal fixe une date pour la tenue de 
la conférence de gestion, laquelle doit suivre d’au moins quatre-vingt-dix jours et d’au plus 120 jours 
le jour premier. 


Requéte en divorce ou déclaration 


2. Le demandeur signifie la requéte en divorce ou la déclaration, ainsi que |’état financier s’il est requis, 
exposé informatif de cause et l’ordonnance de gestion de la cause dans les trente jours suivant le 
jour premier, et les dépose avec une preuve de leur signification dans les quarante jours suivant le 
jour premier. 


Défaut 


3. Sile demandeur ne se conforme pas 4 la disposition 2 et est toujours en défaut le quarante-cinquiéme 
jour suivant le jour premier, le greffier lui signifie immédiatement un avis indiquant que l’action sera 
rejetée s'il n’est pas remédié au défaut dans les quinze jours suivant la signification de l’avis. Si le 
demandeur ne remédie pas au défaut dans ce délai, le greffier rejette l’action et les dépens de tous les 
défendeurs qui ont remis une défense sont 4 la charge du demandeur. 


Défense a la requéte en divorce ou exposé de la défense 


4. Le défendeur signifie la défense a la requéte en divorce ou l’exposé de la défense, ainsi que |’état 
financier s’il est requis, dans les trente jours suivant la date de signification de la requéte en divorce 
ou de la déclaration, et les dépose avec une preuve de leur signification dans les quarante jours sui- 
vant cette date. 


Défaut 


5. Le quarante-cinquiéme jour suivant la date de signification de la requéte en divorce ou de la déclara- 
tion, le greffier constate le défaut de tout défendeur qui ne s’est pas encore conformé 4 la disposition 
4. 


Signification en dehors de l’Ontario 


6. Sila requéte en divorce ou la déclaration est signifiée au défendeur en dehors de I’Ontario, les délais 
impartis pour signifier et déposer la défense a la requéte en divorce ou exposé de la défense sont 
prorogés (de vingt jours, si la signification est faite ailleurs au Canada ou aux Etats-Unis, ou de qua- 
rante jours, si la signification est faite n’importe ov ailleurs) et les autres délais applicables a l’action 
sont rajustés en conséquence. 
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Avis d’action, avis d’intention de présenter une défense 


7. Les délais applicables a l’action ne sont pas prorogés dans le cas d’un recours a un avis d’action ou a 
un avis d’intention de présenter une défense. 


Réponse 


8. La réponse, le cas échéant, est remise dans les vingt jours de la remise de la défense a la requéte en 
divorce ou de l’exposé de la défense. Aucune réponse ne peut étre remise passé ce délai sans autori- 
sation du tribunal. 


Avis de mise en état 
9. Il n’est pas nécessaire de signifier les avis de mise en état. 
Inscription pour instruction 


10. Le demandeur signifie et dépose le dossier d’instruction, et inscrit l’action pour instruction dans les 
quarante-cing jours suivant la cl6ture de la procédure écrite, faute de quoi le greffier lui signifie 
immédiatement un avis indiquant que l’action sera rejetée s’il n’est pas remédié au défaut dans les 
quinze jours suivant la signification de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, 
le greffier rejette l’action et les dépens de tous les défendeurs qui ont remis une défense sont a la 
charge du demandeur. 


Voie des causes en droit de la famille 


11. Dés que I’action est inscrite pour instruction, le greffier l’inscrit au rdle de la voie des causes en droit 
de la famille. 


Changement de la date de la conférence de gestion 


12. Le tribunal peut, sur la motion d’une partie, avancer la date de la conférence de gestion. II n’est pas 
nécessaire que la motion soit appuyée par des documents écrits, et son audition peut se faire par con- 
férence téléphonique. 


Documents destinés a la conférence de gestion 


13. Au moins sept jours avant la date de la conférence de gestion, chaque partie signifie 4 chacune des 
autres et dépose, avec une preuve de signification, un résumé d’une page des questions en litige qui 
font l’objet de l’action, une déclaration des biens familiaux nets si elle est requise, accompagnée des 
copies des documents a l’appui des calculs, et une liste des documents qui doivent toujours étre obte- 


nus. 


Défaut de déposer des documents 


14. Si une partie ne dépose pas les documents dans le délai prescrit, le greffier, a moins que le tribunal 
n’en ordonne autrement, rend une ordonnance exigeant de la partie le paiement d’un montant 4 titre 
de dépens déterminé conformément 4 la disposition 15, immédiatement et indépendamment de 
issue de l’instance, et fixant une date a laquelle la partie doit comparaitre avec son avocat pour 
exposer les raisons de son omission au tribunal. 


Dépens 


15. Lorsqu’une partie est tenue de payer les dépens prévus a la disposition 14, 18 ou 20, chaque partie 
adverse qui est représentées séparément par un avocat a droit au montant de 300 $ a titre de dépens. 
Si plusieurs parties adverses sont représentées par le meme avocat, elles ont droit conjointement a ce 
montant a titre de dépens. 


Conférence de gestion 


16. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence de gestion, a moins qu’une 
ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de la conférence 


de gestion. 
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17. Un juge, un protonotaire ou une personne désignée par le juge principal régional préside la con- 
férence de gestion, discute avec les parties de la possibilité d’une transaction et peut donner toutes les 
directives nécessaires, y compris une directive prescrivant l’instruction immédiate d’une question en 
litige. 


Inobservation d’une directive 


18. Si une partie n’observe pas une directive donnée a la conférence de gestion, le greffier, A moins que le 
tribunal n’en ordonne autrement, rend une ordonnance exigeant de la partie le paiement d’un mon- 
tant a titre de dépens déterminé conformément a la disposition 15, immédiatement et indépendam- 
ment de l’issue de l’instance, et fixant une date a laquelle la partie doit comparaitre avec son avocat 
pour exposer les raisons de son omission au tribunal. 


Date et heure de la conférence préparatoire au procés 


19. Lors de la conférence de gestion, la personne qui préside fixe également les date et heure de la con- 
férence préparatoire au procés, ainsi qu’une date limite de dépdt par toutes les parties des mémoires 
relatifs a la conférence préparatoire au procés. La date de dépdt des mémoires relatifs 4 la conférence 
préparatoire au procés précéde d’au moins trente jours la date fixée pour la tenue de celle-ci. 


Défaut de déposer un mémoire relatif 4 la conférence préparatoire au procés 


20. Si une partie ne dépose pas son mémoire relatif a la conférence préparatoire au procés au plus tard a 
la date fixée aux termes de la disposition 19, le greffier, a moins que le tribunal n’en ordonne autre- 
ment, rend une ordonnance exigeant de la partie le paiement d’un montant a titre de dépens déter- 
miné conformément a la disposition 15, immédiatement et indépendamment de l’issue de I’instance, 
et fixant une date a laquelle la partie doit comparaitre avec son avocat pour exposer les raisons de son 
omission au tribunal. 


Aucun autre interrogatoire préalable ou motion possible sans autorisation 


21. Passé la date fixée pour la tenue de la conférence préparatoire au procés, nulle partie ne peut procé- 
der a un interrogatoire préalable ni présenter une motion sans autorisation. 


Refus d’ autorisation 


22. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément a la disposition 23, immédiatement et indépendamment de 
Pissue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 
23. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 22, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 200 $ 4 titre de dépens. Si plusieurs 


parties adverses sont représentées par le méme avocat, elles ont droit conjointement 4 ce montant a 
titre de dépens. 


Conférence préparatoire au procés 
24. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence préparatoire au procés, a 


moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 


Présidence 


25. La personne qui a présidé la conférence de gestion préside également la conférence préparatoire au 
proces. 


Date du proces 


26. Lors de la conférence préparatoire au procés, la personne qui préside fixe la date du procés, qui suit 
d’au moins trente jours la conférence préparatoire au procés. 
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Proces 

27. Le procés débute dans un délai d’un an suivant le jour premier. Régl. de l’Ont. 443/90, régle 8. 
VOIE ACCELEREE DES CAUSES RELATIVES AUX PRIVILEGES 


9 (1) Dans la présente régle, «Loi» s’entend de la Loi de 1983 sur le privilége dans l’industrie de la 
construction. («Act») 


Dispositions spéciales 


(2) Les dispositions suivantes s’appliquent aux actions placées dans la voie accélérée des causes relatives 
aux priviléges : 


Déclaration 


1. Le demandeur signifie la déclaration, ainsi que son affidavit de documents, l’exposé informatif de 
cause et l’ordonnance de gestion de la cause, dans les quatre-vingt-dix jours suivant le jour premier, 
conformément au paragraphe 55 (2) de la Loi, et les dépose avec une preuve de leur signification 
dans les 100 jours suivant le jour premier. Les documents visés a l’annexe A de |’affidavit de docu- 
ments du demandeur comprennent I’avis de privilége (tel qu’il est enregistré, si le privilége gréve le 
local) et une attestation, et sont signifiés avec la déclaration et les autres documents; cependant, ils 
ne doivent pas étre déposés. 


Défaut 


2. Si le demandeur ne se conforme pas 4 la disposition 1 et est toujours en défaut le 105¢ jour suivant le 
jour premier, le greffier lui signifie immédiatement un avis indiquant que l’action sera rejetée s’il 
n’est pas remédié au défaut dans les quinze jours suivant la signification de l’avis. Si le demandeur ne 
remédie pas au défaut dans ce délai, le greffier rejette l’action et les dépens de tous les défendeurs qui 
ont remis une défense sont a la charge du demandeur. Cependant, sauf ordonnance contraire du tri- 
bunal, l’enregistrement de l’avis de privilége et de tout certificat d’action a l’égard du privilége ne 
peut étre annulé avant que dix jours ne se soient écoulés aprés la signification de l’ordonnance de 
rejet au demandeur. 


Exposé de la défense 


3. Le défendeur remet l’exposé de la défense, ainsi que son affidavit de documents, dans les vingt jours 
suivant la date de signification de la déclaration, conformément au paragraphe 56 (1) de la Loi. Des 
copies des documents visés a l’annexe A de l’affidavit de documents du défendeur sont signifiées avec 
exposé de la défense et l’affidavit de documents; cependant, elles ne doivent pas étre déposées. 


Défaut 


4. Le vingt-cinquiéme jour suivant la date de signification de la déclaration, le greffier constate le défaut 
de tout défendeur qui ne s’est pas encore conformé 4 la disposition 3. 


Motion en jugement 


5. Le demandeur demande par voie de motion un jugement dans les soixante jours suivant la constata- 
tion du défaut du défendeur. Les affidavits sont recevables en preuve lors de l’audition de la motion. 


Défaut 


6. Si le demandeur ne se conforme pas a la disposition 5, le greffier lui signifie immédiatement un avis 
indiquant que l’action sera rejetée s’il n’est pas remédié au défaut dans les quinze jours suivant la si- 
gnification de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, le greffier rejette 
Paction. Cependant, sauf ordonnance contraire du tribunal, |’enregistrement de l’avis de privilége et 
de tout certificat d’action a l’égard du privilége ne peut étre annulé avant que dix jours ne se soient 
écoulés aprés la signification de l’ordonnance de rejet au demandeur. 


Signification en dehors de |’ Ontario 


7. Sila déclaration est signifiée au défendeur en dehors de |’Ontario, les délais impartis pour signifier et 
déposer l’exposé de la défense sont prorogés (de vingt jours, si la signification est faite ailleurs au 
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Canada ou aux Etats-Unis, ou de quarante jours, si la signification est faite n’importe ou ailleurs) et 
les autres délais applicables 4 l’action sont rajustés en conséquence. 


Avis d’action, avis d’intention de présenter une défense 


8. Les délais applicables a l’action ne sont pas prorogés dans le cas d’un recours a un avis d’action ou a 
un avis d’intention de présenter une défense. 


Réponse 


9. La réponse, le cas échéant, est remise dans les dix jours de la remise de l’exposé de la défense. 
Aucune réponse ne peut étre remise passé ce délai sans autorisation du tribunal. 


Réunion en vue d’une transaction obligatoire 


10. Une réunion en vue d’une transaction se tient conformément a l’article 63 de la Loi le jour choisi par 
le demandeur, qui suit d’au moins trente jours et d’au plus cinquante jours la date de signification de 
la déclaration. Il n’est pas nécessaire d’obtenir une ordonnance pour la tenue de la réunion aux ter- 
mes du paragraphe 62 (1) de la Loi. 


Avis 


11. Le demandeur signifie un avis de réunion en vue d’une transaction conformément au paragraphe 
62 (2) de la Loi et dépose une preuve de sa signification dans les dix jours suivant la signification. 
Une copie de lordonnance de gestion de la cause est signifiée avec l’avis de la réunion en vue d’une 
transaction. 


Date d’ audition de la motion 


12. Lorsqu’une preuve de la signification d’un avis de réunion en vue d’une transaction est déposée, le 
greffier fixe une date d’audition de la motion devant un juge aux fins énoncées au paragraphe 63 (5) 
de la Loi, laquelle date suit d’au moins quinze jours et d’au plus soixante jours la date de la réunion 
en vue d’une transaction. Le greffier avise le demandeur de cette date et ce dernier signifie l’avis de 
motion conformément au paragraphe 62 (2) de la Loi et dépose une preuve de sa signification. 


Constat de transaction 


13. Sila réunion en vue d’une transaction n’aboutit pas a une transaction exhaustive de I’action, le cons- 
tat de transaction visé au paragraphe 63 (3) de la Loi, en plus de résumer les questions de fait et de 
droit sur lesquelles les parties ont transigé, indique tout ce qui suit : 


i. les noms des créanciers privilégiés, 


ll. un résumé des questions en litige pertinentes, si le droit 4 un privilége ou l’opposabilité ou la 
conservation d’un privilége sont en cause, 


ili. une déclaration des droits de priorité des créanciers privilégiés et des bénéficiaires de stiretés 
ou, en l’absence d’entente sur les droits de priorité, un résumé des questions en litige pertinen- 
tes, 


iv. unrésumé des autres questions de fait et de droit devant étre tranchées au procés, 
v. une déclaration précisant les documents dont il a été convenu qu’ils seraient déposés au procés 
et, si la recevabilité ou l’authenticité d’un document est en cause, un résumé des questions en 


litige pertinentes, 


vi. un résumé des questions en litige pertinentes, si le montant demandé par le demandeur est en 
cause, 


vii. une liste des personnes devant étre appelées 4 témoigner au procés, si des preuves doivent étre 
présentées au procés, 


Vili. une estimation du temps qui sera nécessaire a l’instruction de l’action ou des actions réunies, 
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ix. 


une entente établissant le demandeur qui est chargé de la conduite des actions réunies, si plus 
d’une action se rapporte au méme bien-fonds, 


une déclaration indiquant que toutes les parties ont signé le constat de transaction ou, dans le 
cas contraire, indiquant quelles parties ont signé, ainsi que les motifs de celles qui ont refusé 
de signer. 


Dépot du constat de transaction 


14. La partie qui a dirigé la réunion en vue d’une transaction dépose le constat de transaction dans les dix 
jours suivant la réunion. 


Pouvoirs du tribunal lors de l’audition de la motion 


15. Lors de l’audition de la motion visée 4 la disposition 12, le tribunal peut exercer les pouvoirs énoncés 
au paragraphe 63 (5) de la Loi et peut faire également tout ce qui suit : 


1. 


Ld 


iil. 


iv. 


Vi. 


si plus d’une action se rapporte au méme bien-fonds, réunir les actions et confier la responsa- 
bilité de la conduite de I’action issue de la réunion, conformément au constat de transaction, 


fixer une date, qui doit suivre d’au moins quatre-vingt-dix jours et d’au plus 120 jours l’audi- 
tion de la motion, pour l’instruction de I’action ou de toute question en litige faisant l’objet de 
laction, 


si la seule question en litige qui subsiste est celle du montant demandé par le demandeur, 
rendre un jugement et ordonner un renvoi a un juge ou a un protonotaire pour la reddition des 
comptes et la présentation d’un rapport sur cette question, 


ordonner que le demandeur chargé de la conduite de l’action dépose avant la date du proces 
une copie d’un extrait de registre et d’un certificat du shérif (dans le cas d’un local assujetti a la 
Loi sur l’entregistrement des actes) ou d’un certificat de titre (dans le cas d’un local assujetti a 
la Loi sur l’enregistrement des droits immobiliers), dont la date ne doit pas précéder de plus de 
dix jours la date du procés ou, si le privilége ne gréve pas le local, une déclaration du proprie- 
taire indiquant l’identité des titulaires d’un privilége conservé ou rendu opposable qui gréve le 
local, 


ordonner que des interrogatoires préalables aient lieu sur toute question contestée qui est 
énoncée dans le constat de transaction, 


ordonner qu’un mémoire des documents visés dans le constat de transaction soit déposé au 
moins quinze jours avant la date du proces. 


Exception : cas oi nulle partie n’a le droit de recevoir un avis de la reunion en vue d’une transaction 


16. Si nulle partie n’a le droit de recevoir un avis de la réunion en vue d’une transaction aux termes du 
paragraphe 62 (2) de la Loi, le demandeur peut, en déposant un affidavit 4 cet effet auprés du gref- 
fier, demander immédiatement, par voie de motion, un jugement sommaire sans tenir de reunion en 
vue d’une transaction ni présenter la motion visée a la disposition 12. 


Refus d’autorisation de présenter une motion 


17. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément 4 la disposition 18, immédiatement et indépendamment de 
V'issue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 


18. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 17 ou 26, chaque partie 
adverse qui est représentée séparément par un avocat a droit au montant de 100 $ a titre de dépens. 
Si plusieurs parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce 
montant a titre de dépens. 


Interrogatoires préalables 


19. Nulle partie ne peut mener des interrogatoires préalables d’une durée de plus de trois heures sans 
autorisation. La motion en vue d’obtenir l’autorisation peut étre présentée sans autorisation. 
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Avis de mise en état 


20. Iln’est pas nécessaire de signifier les avis de mise en état. 


Dossier d’instruction 


21. Le dossier d’instruction comprend une copie du constat de transaction et de l’ordonnance prévue a la 
disposition 15. 


Avis de procés 


22. Le demandeur chargé de la conduite de l’action signifie un avis conformément au paragraphe 62 (4) 
de la Loi. 


Inscription pour instruction 


23. Le demandeur signifie et dépose le dossier d’instruction, et inscrit l’action pour instruction dans les 
quarante-cing jours suivant la cléture de la procédure écrite, faute de quoi le greffier lui signifie 
immédiatement un avis indiquant que I’action sera rejetée s’il n’est pas remédié au défaut dans les 
quinze jours suivant la signification de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, 
le greffier rejette l’action et les dépens de tous les défendeurs qui ont remis une défense sont a la 
charge du demandeur. 


Voie accélérée des causes relatives aux priviléges 


24. Dés que l’action est inscrite pour instruction, le greffier l’inscrit au réle de la voie accélérée des cau- 
ses relatives aux priviléges. 


Procés 


25. Le procés débute dans les dix mois suivant le jour premier. 


Pénalité en cas de retard 


26. Si une partie qui est tenue par la présente régle de prendre une mesure dans un délai précis omet de 
le faire et qu’aucune autre pénalité n’est prévue pour cette omission, le greffier envoie (sauf dans le 
case d’un défendeur contre lequel la cléture de la procédure a été constatée) immédiatement a la par- 
tie un avis exigeant qu’elle comparaisse devant le tribunal pour demander une prorogation de délai. 
Si le tribunal accorde la prorogation, la partie paie un montant 4 titre de dépens déterminé confor- 
mément a la disposition 18, immédiatement et indépendamment de l’issue de l’instance, sauf ordon- 
nance contraire du tribunal. Si la partie ne comparait pas ou si le tribunal refuse la prorogation, ’ac- 
tion est rejetée ou les actes de procédure de la partie sont radiés, selon le cas. Régl. de 1’Ont. 
443/90, régle 9. 


VOIE DES CAUSES COMPLEXES 


10 (1) Une action ne peut étre placée dans la voie des causes complexes que par voie de transfert en 
vertu du paragraphe 11 (4). 


(2) Les dispositions suivantes s’appliquent aux actions placées dans la voie des causes complexes : 


Juge responsable de la gestion des causes 


1. Un juge responsable de la gestion des causes est affecté a l’action pour en contrdéler le déroulement et 
pour rendre toute ordonnance et donner toute directive nécessaires. 


Motions 


2. Le juge responsable de la gestion des causes entend toutes les motions qui sont présentées dans |’ac- 
tion a moins qu’il ne soit pas disponible et que le tribunal n’autorise la partie a présenter une motion 
devant un autre juge. 
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Refus d’autorisation de présenter une motion 


3. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément 4 la disposition 4, immédiatement et indépendamment de 
issue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 


4. Lorsqu’une partie et tenue de payer les dépens prévus 4 la disposition 3, chaque partie adverse qui est 
représentée séparément par un avocat a droit au montant de 100 $4 titre de dépens (dans le cas d’une 
action sur un privilége dans l’industrie de la construction) ou de 200 $ dans tous les autres cas. Si plu- 
sieurs parties adverses sont représentées par le méme avocat, elles ont droit conjointement au mon- 
tant approprié a titre de dépens. 


Audience sur l’état de l’instance dans une action sur un privilége dans l’industrie de la construction 


5. Dans le cas d’une action sur un privilége dans l’industrie de la construction, si l’action n’est pas ins- 
crite pour instruction dans les dix-huit mois suivant le jour premier, le juge responsable de la gestion 
des causes tient une audience informelle sur I’état de l’instance. 

Role de la voie des causes complexes 

6. Dés que l’action est inscrite pour instruction, le greffier l’inscrit au rdle de la voie des causes comple- 

Kes. 


Date et heure de la conférence préparatoire au proces 


7. Le juge responsable de la gestion des causes fixe les date et heure de la conférence préparatoire au 
procés, ainsi qu’une date limite de dépét par toutes les parties des mémoires relatifs a la conférence 
préparatoire au proces. 

Conférence préparatoire au proces 


8. Toutes les parties, ainsi que leur avocat, doivent assister a la conférence préparatoire au procés, a 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 

Date du proces 


9. Le juge responsable de la gestion des causes préside la conférence préparatoire au procés et, a cette 
occasion, fixe la date du procés, qui suit d’au moins soixante jours la conférence préparatoire au pro- 
cés. 


Nouvelle conférence préparatoire au proces 


10. Au terme de la conférence préparatoire au procés, une partie peut, sur réquisition, obtenir qu’une 
nouvelle conférence préparatoire au procés soit menée par un juge different. La tenue d’autres con- 
férences préparatoires au procés requiert une ordonnance du tribunal. 


Proces 

11. Le procés débute dans les trois ans suivant le jour premier. Régl. de l’Ont. 443/90, régle 10. 
TRANSFERT DE CAUSES D’UNE VOIE A UNE AUTRE 
Transfert de causes entre la voie accélérée et la voie ordinaire 


11 (1) Le tribunal peut transférer une action de la voie accélérée a la voie ordinaire ou de la voie ordi- 
naire a la voie accélérée, sur la motion d’une partie présentée sur autorisation apres la cléture de la procédure 
écrite. 


Transfert en temps opportun de causes de la voie accélérée a la voie ordinaire 


(2) Une autorisation n’est pas requise pour une motion visant a obtenir le transfert d’une action de la voie 
accélérée a la voie ordinaire si l’avis de motion est donné dans les dix jours suivant la cloture de la procédure 
écrite. 
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Transfert de causes de la voie des causes en droit de la famille a la voie accélérée 


(3) Le tribunal peut transf€rer une action de la voie des causes en droit de la famille a la voie accélérée, 
sur la motion d’une partie présentée sur autorisation aprés la cléture de la procédure écrite. 


Transfert de causes a la voie des causes complexes 


(4) Une action ne peut étre placée dans la voie des causes complexes que si son transfert de la voie accé- 
lérée, de la voie ordinaire, de la voie des causes en droit de la famille ou de la voie accélérée des causes relati- 
ves aux privileges a été ordonné par un juge désigné par le juge principal régional, sur la motion d’une partie. 


(5) La motion peut étre présentée au moment de l’audition de la motion visée A la disposition 12 du para- 
graphe 9 (2) (dans le cas d’une action sur un privilége dans l’industrie de la construction) ou aprés la cléture de 
la procédure écrite (dans tous les autres cas). 


(6) Il n’est pas nécessaire que la motion soit présentée sur autorisation ni qu’elle soit appuyée par des 
documents écrits, et son audition peut se faire par conférence téléphonique. 


Formule d’ordonnance en vue d’obtenir le transfert de causes 4 la voie des causes complexes 


(7) L’ordonnance qui transfére l’action a la voie des causes complexes est une ordonnance de gestion de 
la cause rédigée selon la formule 6 (voie des causes complexes). 


Transfert de causes de la voie des causes complexes 


(8) Le juge responsable de la gestion des causes affecté 4 une action placée dans la voie des causes com- 
plexes peut, en tout temps, sur la motion d’une partie ou de son propre chef, transférer l’action a la voie ordi- 
naire, a la voie accélérée, a la voie des causes en droit de la famille ou a la voie accélérée des causes relatives 
aux priviléges. 


Teneur de l’ordonnance qui transfére une cause a une autre voie que celle des causes complexes 


(9) Une ordonnance qui transfére une action d’une voie 4 une autre, a l’exclusion d’une ordonnance qui 
la transfere a la voie des causes complexes, est une ordonnance de gestion de la cause énoncant les dispositions 
appropriées de la régle 6 (voie accélérée), 7 (voie ordinaire), 8 (voie des causes en droit de la famille) ou 
9 (voie accélérée des causes relatives aux priviléges), selon le cas, les directives étant données et les délais 
étant modifiés au besoin. Régl. de l’Ont. 443/90, régle 11. 


DEMANDES RECONVENTIONNELLES, DEMANDES ENTRE DEFENDEURS ET MISES EN CAUSE 
Voie des demandes reconventionnelles, des demandes entre défendeurs et des mises en cause 

12 (1) Une demande reconventionneile, une demande entre défendeurs ou une mise en cause sont pla- 
cées dans la méme voie que I’action principale et, sauf pour ce qui est de la remise des actes de procédure, sont 
soumises au méme calendrier. 
Report de la conférence préparatoire au procés et du proces relatifs 4 l’action principale 

(2) Si une demande reconventionnelle est présentée contre une personne qui n’est pas déja partie a 
l’action principale, ou s’il y a mise en cause, la conférence préparatoire au procés et le procés relatifs a l’action 
principale sont reportés a plus tard afin qu’ils puissent avoir lieu en méme temps que la conférence prépara- 
toire au procés et le procés relatifs 4 la demande reconventionnelle ou a la mise en cause, sauf ordonnance 
contraitre du tribunal. 


Contestation de l’action principale par un tiers mis en cause 


(3) Un tiers mis en cause qui veut présenter une contestation relative a l’action principale peut le faire 
dans les délais impartis pour contester la mise en cause. Régl. de l’Ont. 443/90, régle 12. 


REQUETES EN MODIFICATION D’ORDONNANCES EN DROIT DE LA FAMILLE PRESENTEES LE 
4 SEPTEMBRE 1990 OU A UNE DATE ULTERIEURE 


Champ d’ application 
13 (1) La présente régle s’applique aux requétes en modification d’ordonnances définitives ou de juge- 
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ments définitifs pour l’obtention d’aliments, la garde d’enfants ou un droit de visite présentées le 4 septembre 
1990 ou a une date ultérieure. 


Dépot de documents 


(2) Lorsqu’un avis de requéte est délivré, le requérant dépose tout document justificatif pertinent a la 
décision sur la requéte. 


Date d’audience 


(3) Lorsque l’avis de requéte est délivré, une date d’audience, qui suit d’au moins quarante-cinq jours et 
d’au plus soixante jours le jour premier, est obtenue du greffier. 


(4) Si Pavis de requéte doit étre signifié a l’intimé en dehors de |’Ontario, la date d’audience suit d’au 
moins soixante-cing jours et d’au plus quatre-vingts jours le jour premier (si la signification est faite ailleurs au 
Canada ou aux Etats-Unis) ou suit d’au moins quatre-vingt-cinq jours et d’au plus 100 jours le jour premier (si 
la signification est faite n’importe ou ailleurs). 


Ordonnance de gestion de la cause 


(5) Lorsque l’avis de requéte est délivré, le tribunal rend une ordonnance de gestion de la cause en recou- 
rant a la formule 7 (voie des requétes en modification d’ordonnances en droit de la famille). 


Dispositions spéciales 


(6) Les dispositions suivantes s’appliquent aux requétes placées dans la voie des requétes en modification 
d’ordonnances en droit de la famille : 


Avis de requéte 


1. Le requérant signifie l’avis de requéte, ainsi que l’ordonnance de gestion de la cause, |’état financier, 
s’il est requis, et tous les autres documents devant étre utilisés a l’audience a l’appui de la requéte, 
dans les dix jours suivant le jour premier, et les dépose avec une preuve de leur signification dans les 
dix-sept jours suivant le jour premier. 


Avis de comparution 


2. Lintimé signifie avis de comparution, l’affidavit contestant la requéte et tous les autres documents 
requis dans les dix jours suivant la date de signification de l’avis de requéte, et les dépose avec une 
preuve de leur signification dans les quinze jours suivant cette date. Passé ce délai, l’intimé ne peut 
déposer les documents que sur autorisation. 


Signification en dehors de l’Ontario 


2. oi lavis de requéte est signifié a l’intimé en dehors de |’Ontario, les délais impartis pour signifier et 
déposer l’avis de comparution sont prorogés (de vingt jours, si la signification est faite ailleurs au 
Canada ou aux Etats-Unis, ou de quarante jours, si la signification est faite n’importe ov ailleurs) et 
la date d’audition de la requéte est rajustée en conséquence. 


_ Documents destinés a la conférence en vue d’un réglement 


4. Avant la date d’audience indiquée dans l’avis de requéte, chaque partie dépose un résumé d’une page 
des questions en litige et, éventuellement, une copie des documens a l’appui de son état financier. 


Défaut de déposer des documents 


5. Si une partie ne dépose pas de résumé ni de documents justificatifs au plus tard 4 la date d’audience, 
le greffier, 4 moins que le tribunal n’en ordonne autrement, rend une ordonnance exigeant de la par- 
tie le paiement d’un montant a titre de dépens déterminé conformément 4 la disposition 6, immédia- 
tement et indépendamment de l’issue de l’instance, et fixant une date a laquelle la partie doit com- 
paraitre avec son avocat pour exposer les raisons de son omission au tribunal. 


6. Lorsqu’une partie est tenue de payer les dépens prévus a la disposition 5 ou 11, chaque partie adverse 
qui est représentée séparément par un avocat a droit au montant de 300 $ 4 titre de dépens. Si plu- 
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sieurs parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce mon- 
tant a titre de dépens. 


Autorisation requise pour les interrogatoires, contre-interrogatoires ou motions avant la conférence en vue 
d’une transaction 


7. Avant la date d’audience, nulle partie ne peut procéder a un interrogatoire ou a un contre-interroga- 
toire ni présenter une motion sans autorisation. 


Conférence en vue d’une transaction 


8. A la date d’audience indiquée dans l’avis de requéte, il doit se tenir une conférence en vue d’une 
transaction présidée par un juge, un protonotaire ou une personne désignée par le juge principal 
régional. 


9. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence en vue d’une transaction, a 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date d’audience. 


Date et heure de la conférence préparatoire au proces 


10. Si aucune transaction n’est atteinte au cours de la conférence prévue a cette fin, la personne qui pré- 
side fixe les date et heure de la conférence préparatoire au procés (s’il est d’avis qu’une conférence 
préparatoire au procés est nécessaire), une date d’audition de la requéte sur le fond, ainsi qu’une 
date aprés laquelle nulle partie ne peut procéder a un interrogatoire ou a un contre-interrogatoire ni 
présenter des motions sans autorisation. La personne qui préside peut donner toutes les directives 
nécessaires, y compris une directive prescrivant l’instruction immédiate d’une question en litige. 


Inobservation d’une directive 


11. Si une partie n’observe pas une directive donnée lors de la conférence en vue d’une transaction, le 
greffier, 4 moins que le tribunal n’en ordonne autrement, rend une ordonnance exigeant de la partie 
le paiement d’un montant 4 titre de dépens déterminé conformément a la disposition 6, immédiate- 
ment et indépendamment de l’issue de l’instance, et fixant une date a laquelle la partie doit com- 
paraitre avec son avocat pour exposer les raisons de son omission au tribunal. 


Aucun autre interrogatoire, contre-interrogatoire ou motion possible sans autorisation 


12. Passé la date pertinente, fixée aux termes de la disposition 10, une partie ne peut procéder 4a un inter- 
rogatoire ou a un contre-interrogatoire ou présenter des motions que sur autorisation de la personne 
qui a présidé la conférence en vue d’une transaction. 


Refus d’autorisation 


13. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément 4 la disposition 14, immédiatement et indépendamment de 
V’issue de l’instance, 4 moins que la personne qui a présidé n’en ordonne autrement. 


Dépens 


14. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 13, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 200 $ a titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement 4 ce montant a 
titre de dépens. 


Conférence préparatoire au proces 


15. Toutes les parties, ainsi que leur avocat, doivent assister a la conférence préparatoire au procés, 4 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 


Présidence 


16. La personne qui a présidé la conférence en vue d’une transaction préside également la conférence 
préparatoire au procés, le cas échéant, mais non l’audition de la requéte. 
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Audition de la requéte sur le fond 


17. L’audition de la requéte débute dans les six mois suivant le jour premier. Régl. de l’Ont. 443/90, 


régle 13. 


ACTIONS DEJA EN COURS 


ACTIONS INTRODUITES AVANT LE 1* JANVIER 1985 


14 Les dispositions suivantes s’appliquent aux actions introduites avant le 1" janvier 1985 : 


Avis de mise en état 


Ls 


Il n’est pas nécessaire de signifier les avis de mise en état. 


Juge responsable de la gestion des causes, réle 


2. Dés que l’action est inscrite pour instruction, un juge responsable de la gestion des causes y est 


affecté et le greffier inscrit l’action au rdle des actions introduites avant le 1° janvier 1985. 


Date et heure de la conférence préparatoire au procés 


3. Le juge responsable de la gestion des causes fixe les date et heure de la conférence préparatoire au 


procés, ainsi qu’une date limite de dépét par toutes les parties des mémoires relatifs 4 la conférence 
préparatoire au procés. 


Défaut de déposer un mémoire relatif a la conférence préparatoire au procés 


4. Si une partie ne dépose pas son mémoire relatif 4 la conférence préparatoire au procés au plus tard a 


| Dépens 


la date fixée par le juge, le greffier, 4 moins que le juge responsable de la gestion des causes n’en 
ordonne autrement, rend une ordonnance exigeant de la partie le paiement d’un montant 4 titre de 
dépens déterminé conformément 4 la disposition 5, immédiatement et indépendamment de I’issue de 
Pinstance, et fixant une date a laquelle la partie doit comparaitre avec son avocat pour exposer les 
raisons de son omission au tribunal. 


Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 4, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 300 $ a titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce montant a 
titre de dépens. 


Conférence préparatoire au procés 


6. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence préparatoire au procés, a 


8. 








moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. II] n’est pas nécessaire que la motion visant 4 obtenir une telle ordonnance soit appuyée 
par des documents écrits, et son audition peut se faire par conférence téléphonique. 


Lors de la conférence préparatoire au procés, le juge qui préside peut donner toute directive néces- 
saire et fixer la date du procés. 


'Réle spécial prioritaire 


Si le juge qui préside la conférence préparatoire au procés ne fixe pas la date du procés, I’action est 
inscrite a un réle prioritaire, réservé aux actions introduites avant le 1° janvier 1985. Une fois écoulé 
un mois aprés la date de la conférence préparatoire au procés, l’instruction de l’action peut étre 
ordonnée a n’importe quel moment, sans préavis. Régl. de l’Ont. 443/90, régle 14. 


ACTIONS INTRODUITES LE 1* JANVIER 1985 OU A UNE DATE ULTERIEURE ET AVANT LE 
4 SEPTEMBRE 1990 


| 15 Les dispositions suivantes s’appliquent aux actions introduites 4 compter du 1° janvier 1985 et avant 
e 4septembre 1990 : 


} 
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Avis de mise en état 


A. 


Il n’est pas nécessaire de signifier les avis de mise en état. 


Inscription pour instruction 


2. SiVaction a été introduite au plus tard le 31 décembre 1989, le demandeur signifie et dépose le dos- 


Defaut 


sier d’instruction, et inscrit l’action pour instruction dans les trente jours de la cloture de la procédure 
écrite ou au plus tard le 5 novembre 1990, selon la date qui est la plus éloignée. 


Si l’action a été introduite aprés le 31 décembre 1989 et avant le 4 septembre 1990, le demandeur 
signifie et dépose le dossier d’instruction, et inscrit l’action pour instruction au plus tard le 31 décem- 
bre 1990. 


Si le demandeur ne se conforme pas 4 la disposition 2 ou 3, selon le cas, le greffier lui signifie 
immédiatement un avis indiquant que Il’action sera rejetée si le demandeur ne remédie pas au défaut 
dans les quinze jours suivant la signification de l’avis. Si le demandeur ne remédie pas au défaut dans 
ce délai, le greffier rejette l’action et les dépens de tous les défendeurs qui ont remis une défense sont 
a la charge du demandeur. 


Inscription au réle approprié 


ne 


Dés que l’action est inscrite pour instruction, le greffier l’inscrit au rdle de la voie ordinaire, au réle 
de la voie des causes en droit de la famille ou au réle de la voie accélérée des causes relatives aux pri- 
viléges, ou encore au rdéle de la voie des causes complexes si un juge désigné par le juge principal 
régional l’ordonne, sur la motion d’une partie. II n’est pas nécessaire que la motion soit présentée sur 
autorisation ni qu’elle soit appuyée par des documents écrits, et son audition peut se faire par confé- 
rence téléphonique. 


Date et heure de l’étude de cause en groupe 


6. Le greffier fixe également les date et heure pour la tenue d’une étude de cause en groupe, et peut 


ordonner que cette étude se fasse par conférence téléphonique. 


Etude de cause en groupe 


7. Le juge qui préside l’étude de cause en groupe fixe les date et heure de la conférence préparatoire au 


procés, ainsi qu’une date limite de dépét par toutes les parties des mémoires relatifs 4 la conférence 
préparatoire au procés. 


Poursuite de |’action suivant la voie appropriée 


8. Les dispositions 10 a 17 de la régle 7 (voie ordinaire), les dispositions 19 a 26 de la régle 8 (voie des ) 


causes en droit de la famille), la disposition 10 de la régle 9 (voie accélérée des causes relatives aux 
priviléges) ou les dispositions 1 4 10 du paragraphe 10 (2) (voie des causes complexes), selon le cas, 
s’appliquent a l’action avec les adaptations nécessaires. Régl. de l’Ont. 443/90, régle 15. 


Titre abrégé 


16 Le titre abrégé des présentes régles est Régles de gestion des causes civiles d’Essex. 


Entrée en vigueur 


17 (1) Les présentes régles entrent en vigueur le 4 septembre 1990. 


Délai de deux ans 


(2) Les présentes régles sont révoquées le 7 septembre 1992. 
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FORMULE 1 
EXPOSE INFORMATIF DE CAUSE 
(Espace réservé au personnel judiciaire) 


Cour del’Ontario (Division générale) INDICTOUe COSSICE nvterce, ovads sere eh acs ee 
Comté d’Essex 


Date de déelivrancede J acte;nteoauctiid instance ¢ Ao, ieee. eee IS Ss 199 


teeeee 


Demandeur(s) : (inscrire le/les nom(s) ) 
Procureur : (inscrire les nom, adresse, numéro de téléphone, numéro de télécopieur et raison sociale) 
Défendeur(s) : (inscrire le/les nom(s) ) 


Procureur : (mémes renseignements que pour le procureur du demandeur, s’ils sont connus) 


Catégorie de cause (cocher toute catégorie applicable) : 


DELITS CIVILS CONTRATS FAMILLE AUTRE 
Véhicule automobile Biens immeubles Divorce Faillite 


Autre négligence Privilége dans l’industrie Biens Propriétaire/locataire 
de la construction 


Négligence Recouvrement Aliments Abus de confiance 
professionnelle 

Renvoi injustifié Garde d’enfants Successions 

Autre inexécution de Autre Autre 

contrat 


Voie choisie (ne cocher qu’une seule catégorie) : 
Accélérée 

_ Ordinaire 

_ Droit de la famille 


Accélérée des causes relatives aux priviléges 


mate DIoposee dela COMLETeENCe DIEPAarAalOlle AU DTOCES 5 so. cscs deena sganmashintia piven ha: Maemer 
SALE PIO POSES CU OLOCES ime. weiter eae a ee Sie iOS 8 eee 


_ S’agit-il d’une cause devant jury? Oul...... Notices 


Autres renseignements : 
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SOOO eee HEHEHE HEHEHE HEHEHE EEE EEE HEHEHE E TEES ($= =—§« «§- HEHEHE HEHEHE HEHEHE EEE EEE HEHEHE EEE EEE EEE EEE EEE EEE EEE EEE EEE EES 


Signature du procureur du demandeur 
Régl. de l’Ont. 443/90, formule 1. 


FORMULE 2 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE ACCELEREE) 


(titre) 


(Sceau de la cour) 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE ACCELEREE) 


IL EST ORDONNE CE QUI SUIT : 


Déclaration 


L 


Le damandeur signifie la déclaration, ainsi que son affidavit de documents, |’exposé informatif de 
cause et la présente ordonnance de gestion de la cause, au plus tard le (inscrire la date qui suit de 
trente jours le jour premier), et les dépose avec une preuve de leur signification au plus tard le 
(inscrire la date qui suit de qarante jours le jour premier). Des copies des documents visés a l’annexe A 
de l’affidavit de documents du demandeur sont signifiées avec la déclaration et les autres documents; 
cependant, elles ne doivent pas étre déposées. 


Défaut 
2. Sile demandeur ne se conforme pas a la disposition 1 et est toujours en défaut le (inscrire la date qui 
suit de quarante-cing jours le jour premier), \e greffier lui signifie immédiatement un avis indiquant — 
que l’action sera rejetée s’il n’est pas remédié au défaut dans les quinze jours suivant la signification 
de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, le greffier rejette l’action et les 
dépens de tous les défendeurs qui ont remis une défense sont a la charge du demandeur. 
Exposé de la défense 
3. Le défendeur signifie exposé de la défense, ainsi que son affidavit de documents, dans les trente 
jours suivant la date de signification de la déclaration, et les dépose avec une preuve de leur significa- 
tion dans les quarante jours suivant cette date. Des copies des documents visés a l’annexe A de I’affi- 
davit de documents du défendeur sont signifiées avec l’exposé de la défense et l’affidavit de docu- 
ments; cependant, elles ne doivent pas étre déposées. 
Défaut 
4. Le quarante-cinquiéme jour suivant la date de signification de la déclaration, le greffier constate le 


défaut de tout défendeur qui ne s’est pas encore conformé 4a la disposition 3. 


Signification en dehors de l’Ontario 


=} 


Si la déclaration est signifiée au défendeur en dehors de I’Ontario, les délais impartis pour signifier et 
déposer l’exposé de la défense sont prorogés (de vingt jours, si la signification est faite ailleurs au 
Canada ou aux Etats-Unis, ou de quarante jours, si la signification est faite n’importe ov ailleurs) et 
les autres délais applicables a l’action sont rajustés en conséquence. 


Avis d’action, avis d’intention de présenter une défense 


6. 


Réponse 


Les délais applicables a l’action ne sont pas prorogés dans le cas d’un recours a un avis d’action ou a 
un avis d’intention de présenter une défense. 


7. La réponse, le cas échéant, est remise dans les dix jours de la remise de l’exposé de la défense. 


Aucune réponse ne peut étre remise passé ce délai sans autorisation du tribunal. 
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Autorisation de présenter des motions 


8. Aucune motion ne peut étre présentée sans autorisation, sauf s’il s’agit d’une motion visée a la dispo- 
sition 11 (interrogatoires préalables) de la présente ordonnance de gestion de la cause ou au paragra- 
phe 11 (2) (transfert de causes en temps opportun) des Régles de gestion des causes civiles d’Essex. 


Refus d’autorisation 


9. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément 4 la disposition 10, immédiatement et indépendamment de 
V’issue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 


10. Lorsqu’une partie est tenue de payer les dépens prévus a la disposition 9, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 200 $ a titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce montant a 
titre de dépens. 


Interrogatoires préalables 


11. Nulle partie ne peut mener des interrogatoires préalables d’une durée de plus de trois heures sans 
autorisation. La motion en autorisation peut étre présentée sans autorisation. 


Avis de mise en état 
12. Iln’est pas nécessaire de signifier les avis de mise en état. 
Inscription pour instruction 


13. Le demandeur signifie et dépose le dossier d’instruction, et inscrit action pour instruction dans les 
quarante-cing jours suivant la cléture de la procédure écrite, faute de quoi le greffier lui signifie 
immédiatement un avis indiquant que I’action sera rejetée s’il n’est pas remédié au défaut dans les 
quinze jours suivant la signification de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, 
le greffier rejette l’action et les dépens de tous les défendeurs qui ont remis une défense sont a la 
charge du demandeur. 


Date et heure de la conférence préparatoire au proces, réle de la voie accélérée 


14. Dés que l’action est inscrite pour instruction, le greffier l’inscrit au rdle de la voie accélérée, fixe les 
date et heure de la conférence préparatoire au procés, ainsi qu’une date limite de dépot par toutes les 
parties des mémoires relatifs 4 la conférence préparatoire au procés. La date de dépét des mémoires 
relatifs 4 la conférence préparatoire au procés précéde d’au moins quatorze jours le jour fixé pour la 
tenue de la conférence. 


Défaut de déposer un mémoire relatif a la conférence préparatoire au proces 


15. Siune partie ne dépose pas son mémoire relatif 4 la conférence préparatoire au procés au plus tard a 
la date fixée par le greffier, ce dernier, 4 moins que le tribunal n’en ordonne autrement, rend une 
ordonnance exigeant de la partie le paiement d’un montant 4 titre de dépens déterminé conformé- 
ment a la disposition 16, immédiatement et indépendamment de l’issue de l’instance, et fixant une 
date a laquelle la partie doit comparaitre avec son avocat pour exposer les raisons de son omission au 
tribunal. 


Dépens 


16. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 15, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 300 $ 4 titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce montant a 
titre de dépens. 


Aucun autre interrogatoire préalable possible sans autorisation 


17. Passé la date fixée pour la tenue de la conférence préparatoire au proces, nulle partie ne peut proce- 
der a un interrogatoire préalable sans autorisation. 


1963 





5422 THE ONTARIO GAZETTE O. Reg. 443/90 


Conférence préparatoire au procés 


18. Toutes les parties, ainsi que leur avocat, doivent assister a la conférence préparatoire au procés, a 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 


Date du proces 
19. Lors de la conférence préparatoire au procés, le juge fixe la date du procés. 
Procés 


20. Le procés débute au plus tard le (inscrire la date qui suit de six mois le jour premier). 


Date OR VI NTS, SHR af, Seaiceees cers ea recme eee SIMNEE DANE. BrP eden ee Nn et Oe Reta cca bebeban 
(greffier) 
Adresse GU pretie sinc 55: wasdi ccc ee 
Régl. de l’Ont. 443/90, formule 2. 
FORMULE 3 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE ORDINAIRE) 


(titre) 
(Sceau de la cour) 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE ORDINAIRE) 


IL EST ORDONNE CE QUI SUIT : 
Déclaration 


1. Le damandeur signifie la déclaration, ainsi que l’exposé informatif de cause et la présente ordon- 
nance de gestion de la cause, au plus tard le (inscrire la date qui suit de trente jours le jour premier), et 
les dépose avec une preuve de leur signification au plus tard le (inscrire la date qui suit de quarante 
Jours le jour premier). 


Défaut 


2. Si le demandeur ne se conforme pas 4a la disposition 1 et est toujours en défaut le (inscrire la date qui 
suit de quarante-cing jours le jour premier), le greffier lui signifie immédiatement un avis indiquant 
que l’action sera rejetée s’il n’est pas remédié au défaut dans les quinze jours suivant la signification 
de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, le greffier rejette |’action et les 
dépens de tous les défendeurs qui ont remis une défense sont a la charge du demandeur. 


Exposé de la défense 


3. Le défendeur signifie l’exposé de la défense dans les trente jours suivant la date de signification de la 
déclaration, et le dépose avec une preuve de sa signification dans les quarante jours suivant cette 
date. 


Défaut 


4. Le quarante-cinquiéme jour suivant la date de signification de la déclaration, le greffier constate le 
défaut de tout défendeur qui ne s’est pas encore conformé a la disposition 3. 
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Signification en dehors de |’Ontario 


5. Sila déclaration est signifiée au défendeur en dehors de I’Ontario, les délais impartis pour signifier et 
déposer l’exposé de la défense sont prorogés (de vingt jours, si la signification est faite ailleurs au 
Canada ou aux Etats-Unis, ou de quarante jours, si la signification est faite n’importe ov ailleurs) et 
les autres délais applicables a I’action sont rajustés en conséquence. 


Avis d’action, avis d’intention de présenter une défense 


6. Les délais applicables a l’action ne sont pas prorogés dans le cas d’un recours a un avis d’action ou a 
un avis d’intention de présenter une défense. 


Réponse 


7. La réponse, le cas échéant, est remise dans les dix jours de la remise de l’exposé de la défense. 
Aucune réponse ne peut étre remise passé ce délai sans autorisation du tribunal. 


Avis de mise en état 
8. Il n’est pas nécessaire de signifier les avis de mise en état. 
Inscription pour instruction 


9. Le demandeur signifie et dépose le dossier d’instruction, et inscrit l’action pour instruction dans les 
soixante-quinze jours suivant la cléture de la procédure écrite, faute de quoi le greffier lui signifie 
immédiatement un avis indiquant que I’action sera rejetée s’il n’est pas remédié au défaut dans les 
quinze jours suivant la signification de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, 
le greffier rejette l’action et les dépens de tous les défendeurs qui ont remis une défense sont a la 
charge du demandeur. 


_ Date et heure de la conférence préparatoire au proces, réle de la voie ordinaire 


10. Dés que laction est inscrite pour instruction, le greffier l’inscrit au rdle de la voie ordinaire, fixe les 
date et heure de la conférence préparatoire au procés, ainsi qu’une date limite de dépdt par toutes les 
parties des mémoires relatifs a la conférence préparatoire au proces. La date fixée pour la tenue de la 
conférence suit d’au moins huit mois le jour ot l’action est inscrite pour instruction (a moins qu’une 
date plus rapprochée ne soit possible et que les parties n’y consentent), et la date de dépdt des mé- 
moires relatifs 4 la conférence préparatoire au procés précéde d’au moins trente jours le jour fixé 
pour la tenue de celle-ci. 


Défaut de déposer un mémoire relatif 4 la conférence préparatoire au proces 


11. Si une partie ne dépose pas son mémoire relatif a la conférence préparatoire au procés au plus tard a 
la date fixée par le greffier, ce dernier, 4 moins que le tribunal n’en ordonne autrement, rend une 
ordonnance exigeant de la partie le paiement d’un montant 4 titre de dépens déterminé conformé- 
ment a la disposition 12, immédiatement et indépendamment de I’issue de l’instance, et fixant une 
date a laquelle la partie doit comparaitre avec son avocat pour exposer les raisons de son omission au 
tribunal. 


12. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 11, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 300 $ a titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce montant a 
titre de dépens. 


Aucun autre interrogatoire préalable ou motion possible sans autorisation 


13. Passé la date fixée pour la tenue de la conférence préparatoire au procés, nulle partie ne peut procé- 
der a un interrogatoire préalable ni présenter une motion sans autorisation. 


Refus d’autorisation 


14. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
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titre de dépens déterminé conformément a la disposition 15, immédiatement et indépendamment de 
issue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 
15. Lorsqu’une partie est tenue de payer les dépens prévus a la disposition 14, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 200 $ a titre de dépens. Si plusieurs 


parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce montant a 
titre de dépens. 


Conférence préparatoire au proces 


16. Toutes les parties, ainsi que leur avocat, doivent assister a la conférence préparatoire au proces, a 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 


Date du proces 


17. Lors de la conférence préparatoire au procés, le juge fixe la date du proces, qui suit d’au moins trente 
jours la conférence préparatoire au proces. 


Procés 


18. Le procés débute au plus tard le (inscrire la date qui suit de dix-huit mois le jour premier). 


Date es US, A a Fe Dae eh ce SiONES PAL wi 2s. FS. Te oe Baad oan ic 
(greffier) 
Adresse dut-grefte: 2 wcccs..< Pisin tter inne bolle adiaae 990s sca 
Régl. de l’Ont. 443/90, formule 3. 
FORMULE 4 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE DES CAUSES EN DROIT DE LA FAMILLE) 


(titre) 
(Sceau de la cour) 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE DES CAUSES EN DROIT DE LA FAMILLE) 


IL EST ORDONNE CE QUI SUIT : 
Date de la conférence de gestion 


1. La conférence de gestion a lieu le (inscrire une date qui suit d’au moins quatre-vingt-dix jours et d’au 
plus 120 jours le jour premier). 


Requéte en divorce ou déclaration 


2. Le demandeur signifie la requéte en divorce ou la déclaration, ainsi que |’état financier s’il est requis, 
l’exposé informatif de cause et la présente ordonnance de gestion de la cause au plus tard le (inscrire 
la date qui suit de trente jours le jour premier), et les dépose avec une preuve de leur signification au 
plus tard le (inscrire la date qui suit de quarante jours le jour premier). 
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Défaut 


3. Sile demandeur ne se conforme pas 4 la disposition 2 et est toujours en défaut le (inscrire la date qui 
| suit de quarante-cing jours le jour premier), le greffier lui signifie immédiatement un avis indiquant 
| que l’action sera rejetée s’il n’est pas remédié au défaut dans les quinze jours suivant la signification 
de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, le greffier rejette l’action et les 
dépens de tous les défendeurs qui ont remis une défense sont a la charge du demandeur. 


Défense a la requéte en divorce ou exposé de la défense 


4. Le défendeur signifie la défense 4 la requéte en divorce ou l’exposé de la défense, ainsi que |’état 
financier sil est requis, dans les trente jours suivant la date de signification de la requéte en divorce 
| ou de la déclaration, et les dépose avec une preuve de leur signification dans les quarante jours sui- 
vant cette date. 


Défaut 





5. Le quarante-cinquiéme jour suivant la date de signification de la requéte en divorce ou de la déclara- 


tion, le greffier constate le défaut de tout défendeur qui ne s’est pas encore conformé a la disposition 
4. 


Signification en dehors de l’Ontario 


6. Si la requéte en divorce ou la déclaration est signifiée au défendeur en dehors de I’Ontario, les délais 
impartis pour signifier et déposer la défense a la requéte en divorce ou l’exposé de la défense sont 
prorogés (de vingt jours, si la signification est faite ailleurs au Canada ou aux Etats-Unis, ou de qua- 
rante jours, si la signification est faite n’importe ow ailleurs) et les autres délais applicables a l’action 
sont rajustés en conséquence. 








Avis d’action, avis d’intention de présenter une défense 


7. Les délais applicables a l’action ne sont pas prorogés dans le cas d’un recours a un avis d’action ou a 
un avis d’intention de présenter une défense. 


Réponse 


8. La réponse, le cas échéant, est remise dans les vingt jours de la remise de la défense a la requéte en 
divorce, de la défense et de la demande reconventionnelle en divorce ou de l’exposé de la défense. 
Aucune réponse ne peut étre remise passé ce délai sans autorisation du tribunal. 


| Avis de mise en état 


9. Iln’est pas nécessaire de signifier les avis de mise en état. 


_ Inscription pour instruction 


10. Le demandeur signifie et dépose le dossier d’instruction, et inscrit action pour instruction dans les 
quarante-cing jours suivant la cléture de la procédure écrite, faute de quoi le greffier lui signifie 
immédiatement un avis indiquant que I’action sera rejetée s’il n’est pas remédié au défaut dans les 
quinze jours suivant la signification de l’avis. Si le demandeur ne remédie pas au defaut dans ce delai, 
le greffier rejette l’action et les dépens de tous les défendeurs qui ont remis une défense sont a la 
charge du demandeur. 





Voie des causes en droit de la famille 
11. Dés que l’action est inscrite pour instruction, le greffier l’inscrit au rdle de la voie des causes en droit 
de la famille. 





Changement de la date de la conférence de gestion 


12. Le tribunal peut, sur la motion d’une partie, avancer la date de la conférence de gestion. I] n’est pas 
nécessaire que la motion soit appuyée par des documents écrits, et son audition peut se faire par con- 
férence téléphonique. 
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Documents destinés 4 la conférence de gestion 


13s 


Au moins sept jours avant la date de la conférence de gestion, chaque partie signifie 4 chacune des 
autres et dépose, avec une preuve de signification, un résumé d’une page des questions en litige qui 
font l’objet de l’action, une déclaration des biens familiaux nets si elle est requise, accompagnée des 
copies des documents a l’appui des calculs, et une liste des documents qui doivent toujours étre obte- 
nus. 


Défaut de déposer des documents 


14. 


Dépens 


{lop 


Si une partie ne dépose pas les documents dans le délai prescrit, le greffier, a moins que le tribunal 
n’en ordonne autrement, rend une ordonnance exigeant de la partie le paiement d’un montant a titre 
de dépens déterminé conformément 4 la disposition 15, immédiatement et indépendamment de 
issue de l’instance, et fixant une date a laquelle la partie doit comparaitre avec son avocat pour 
exposer les raisons de son omission au tribunal. 


Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 14, 18 ou 20, chaque partie 
adverse qui est représentée séparément par un avocat a droit au montant de 300 $ a titre de dépens. 
Si plusieurs parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce 
montant a titre de dépens. 


Conférence de gestion 


16. 


17. 


Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence de gestion, 4 moins qu’une 
ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de la conférence 
de gestion. 


Un juge, un protonotaire ou une personne désignée par le juge principal régional préside la confé- 

rence de gestion, discute avec les parties de la possibilité d’une transaction et peut donner toutes les” 
directives nécessaires, y compris une directive prescrivant l’instruction immédiate d’une question en 

litige et une directive de renvoi d’une question en litige. 


Inobservation d’une directive 


18. 


Si une partie n’observe pas une directive donnée a la conférence de gestion, le greffier, A moins que le 
tribunal n’en ordonne autrement, rend une ordonnance exigeant de la partie le paiement d’un mon- 
tant a titre de dépens déterminé conformément a la disposition 15, immédiatement et indépendam- 
ment de l’issue de l’instance, et fixant une date a laquelle la partie doit comparaitre avec son avocat 
pour exposer les raisons de son omission au tribunal. 


Date et heure de la conférence préparatoire au proces 


is: 


Lors de la conférence de gestion, la personne qui préside fixe également les date et heure de la con- 
férence préparatoire au procés, ainsi qu’une date limite de dépét par toutes les parties des mémoires 
relatifs A la conférence préparatoire au procés. La date de dépét des mémoires relatifs a la conférence 
préparatoire au procés précéde d’au moins trente jours la date fixée pour la tenue de celle-ci. 


Défaut de déposer un mémoire relatif 4 la conférence préparatoire au proces 


20. 


Si une partie ne dépose pas son mémoire relatif 4 la conférence préparatoire au proces au plus tard a 
la date fixée aux termes de la disposition 19, le greffier, 4 moins que le tribunal n’en ordonne autre- 
ment, rend une ordonnance exigeant de la partie le paiement d’un montant a titre de dépens déter- 
miné conformément 4 la disposition 15, immédiatement et indépendamment de l’issue de l’instance, 
et fixant une date A laquelle la partie doit comparaitre avec son avocat pour exposer les raisons de son 
omission au tribunal. 


Aucun autre interrogatoire préalable ou motion possible sans autorisation 


Zhi 


Passé la date fixée pour la tenue de la conférence préparatoire au procés, nulle partie ne peut procé- 
der a un interrogatoire préalable ni présenter une motion sans autorisation. 
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Refus d’autorisation 


22. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément a la disposition 23, immédiatement et indépendamment de 
issue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 


23. Lorsqu’une partie est tenue de payer les dépens prévus a la disposition 22, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 200 $ a titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement a4 ce montant a 
titre de dépens. 


Conférence préparatoire au proces 
24. Toutes les parties, ainsi que leur avocat, doivent assister a la conférence préparatoire au procés, a 


moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 


_ Présidence 


25. La personne qui a présidé la conférence de gestion préside également la conférence préparatoire au 
proces. 


| Date du procés 


26. Lors de la conférence préparatoire au procés, la personne qui préside fixe la date du procés, qui suit 
d’au moins trente jours la conférence préparatoire au proces. 


27. Le procés débute au plus tard le (inscrire la date qui suit d’un an le jour premier). 


Elie te a nn ne en en ae SHONEE Dalits es sateen nares tye eet ori eames 
(greffier) 
PEON RIALS W695 aay eA aI Ry i ea en 
Régl. de Ont. 443/90, formule 4. 
FORMULE 5 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE ACCELEREE DES CAUSES RELATIVES AUX PRIVILEGES) 


(titre) 


ORDONNANCE DE GESTION DELACAUSE 
(VOIE ACCELEREE DES CAUSES RELATIVES AUX PRIVILEGES) 


IL EST ORDONNE CE QUI SUIT : 


: Déclaration 


1. Le damandeur signifie la déclaration, ainsi que son affidavit de documents, l’exposé informatif de 
cause et la présente ordonnance de gestion de la cause, au plus tard le (inscrire la date qui suit de 
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quatre-vingt-dix jours le jour premier), conformément au paragraphe 55 (2) de la Loi de 1983 sur le 
privilége dans l'industrie de la construction («la Loi»), et les dépose avec une preuve de leur significa- 
tion au plus tard le (inscrire la date qui suit de 100 jours le jour premier). Les documents visés a l’an- 
nexe A de l’affidavit de documents du demandeur comprennent I’avis de privilége (tel qu’il est enre- 
gistré, si le privilege gréve le local) et une attestation, et sont signifiés avec la déclaration et les autres 
documents; cependant, ils ne doivent pas étre déposés. 


Défaut 


2. Sile demandeur ne se conforme pas 4 la disposition 1 et est toujours en défaut le (inscrire la date qui 
suit de 105 jours le jour premier), le greffier lui signifie immédiatement un avis indiquant que l’action 
sera rejetée s'il n’est pas remédié au défaut dans les quinze jours suivant la signification de l’avis. Si le 
demandeur ne remédie pas au défaut dans ce deélai, le greffier rejette l’action et les dépens de tous les 
défendeurs qui ont remis une défense sont a la charge du demandeur. Cependant, sauf ordonnance 
contraire du tribunal, l’enregistrement de l’avis de privilége et de tout certificat d’action a l’égard du 
privilege ne peut étre annulé avant que dix jours ne se soient écoulés aprés la signification de l’ordon- 
nance de rejet au demandeur. 


Exposé de la défense 


3. Le défendeur remet l’exposé de la défense, ainsi que son affidavit de documents, dans les vingt jours 
suivant la date de signification de la déclaration, conformément au paragraphe 56 (1) de la Loi. Des 
copies des documents visés a l’annexe A de I’affidavit de documents du défendeur sont signifiées avec 
l’exposé de la défense et l’affidavit de documents; cependant, elles ne doivent pas étre déposées. 


Défaut 


4. Le vingt-cinquiéme jour suivant la date de signification de la déclaration, le greffier constate le défaut 
de tout défendeur qui ne s’est pas encore conformé 4 la disposition 3. 


Motion en jugement 


5. Le demandeur demande par voie de motion un jugement dans les soixante jours suivant la constata- 
tion du défaut du défendeur. Les affidavits sont recevables en preuve lors de l’audition de la motion. 


Défaut 


6. Si le demandeur ne se conforme pas 4 la disposition 5, le greffier lui signifie immédiatement un avis 
indiquant que l’action sera rejetée s’il n’est pas remédié au défaut dans les quinze jours suivant la 
signification de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, le greffier rejette l’ac- 
tion. Cependant, sauf ordonnance contraire du tribunal, l’enregistrement de l’avis de privilége et de 
tout certificat d’action a l’égard du privilége ne peut étre annulé avant que dix jours ne se soient écou- 
lés aprés la signification de l’ordonnance de rejet au demandeur. 


Signification en dehors de |’Ontario 
7. Sila déclaration est signifiée au défendeur en dehors de I’Ontario, les délais impartis pour signifier et 
déposer l’exposé de la défense sont prorogés (de vingt jours, si la signification est faite ailleurs au 
Canada ou aux Etats-Unis, ou de quarante jours, si la signification est faite n’importe ou ailleurs) et 
les autres délais applicables a l’action sont rajustés en conséquence. 


Avis d’action, avis d’intention de présenter une défense 


8. Les délais applicables a l’action ne sont pas prorogés dans le cas d’un recours a un avis d’action ou a 
un avis d’intention de présenter une défense. 


Réponse 


9. La réponse, le cas échéant, est remise dans les dix jours de la remise de l’exposé de la défense. 
Aucune réponse ne peut étre remise passé ce délai sans autorisation du tribunal. 


Réunion en vue d’une transaction obligatoire 


10. Une réunion en vue d’une transaction se tient conformément a l’article 63 de la Loi le jour choisi par 
le demandeur, qui suit d’au moins trente jours et d’au plus cinquante jours la date de signification de 
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la déclaration. II n’est pas nécessaire d’obtenir une ordonnance pour la tenue de la réunion aux ter- 
mes du paragraphe 62 (1) de la Loi. 


Avis 


11. Le demandeur signifie un avis de réunion en vue d’une transaction conformément au paragraphe 
| 62 (2) de la Loi et dépose une preuve de sa signification dans les dix jours suivant la signification. 
Une copie de la présente ordonnance de gestion de la cause est signifiée avec l’avis de la réunion en 
vue d’une transaction. 


Date d’ audition de la motion 


12. Lorsqu’une preuve de la signification d’un avis de réunion en vue d’une transaction est déposée, le 
greffier fixe une date d’audition de la motion devant un juge aux fins énoncées au paragraphe 63 (5) 
de la Loi, laquelle date suit d’au moins quinze jours et d’au plus soixante jours la date de la réunion 
en vue d’une transaction. Le greffier avise le demandeur de cette date et ce dernier signifie |’avis de 
motion conformément au paragraphe 62 (2) de la Loi et dépose une preuve de sa signification. 


Constat de transaction 


13. Sila réunion en vue d’une transaction n’aboutit pas a une transaction exhaustive de l’action, le cons- 
tat de transaction visé au paragraphe 63 (3) de la Loi, en plus de résumer les questions de fait et de 
droit sur lesquelles les parties ont transigé, indique tout ce qui suit : 


i. les noms des créanciers privilégiés, 


ii. un résumé des questions en litige pertinentes, si le droit 4 un privilége ou l’opposabilité ou la 
conservation d’un privilége sont en cause, 


ili. une déclaration des droits de priorité des créanciers privilégiés et des bénéficiaires de stiretés 
ou, en l’absence d’entente sur les droits de priorité, un résumé des questions en litige pertinen- 
tes, 


iv. un résumé des autres questions de fait et de droit devant étre tranchées au procés, 


v. une déclaration précisant les documents dont il a été convenu qu’ils seraient déposés au procés 
et, si la recevabilité ou l’authenticité d’un document est en cause, un résumé des questions en 
litige pertinentes, 


vi. un résumé des questions en litige pertinentes, si le montant demandé par le demandeur est en 
cause, 


vii. une liste des personnes devant étre appelées 4 témoigner au procés, si des preuves doivent étre 
présentées au proces, 


viii. une estimation du temps qui sera nécessaire a l’instruction de l’action ou des actions réunies, 


ix. une entente établissant le demandeur qui est chargé de la conduite des actions réunies, si plus 
d’une action se rapporte au méme bien-fonds, 


x. une déclaration indiquant que toutes les parties ont signé le constat de transaction ou, dans le 
cas contraire, indiquant quelles parties ont signé, ainsi que les motifs de celles qui ont refusé 
de signer. 


| Dépot du constat de transaction 


14. La partie qui a dirigé la réunion en vue d’une transaction dépose le constat de transaction dans les dix 
| jours suivant la réunion. 





| 
| 


Pouvoirs du tribunal lors de l’audition de la motion 


15. Lors de l’audition de la motion visée a la disposition 12, le tribunal peut exercer les pouvoirs €noncés 
au paragraphe 63 (5) de la Loi et peut faire également tout ce qui suit : 
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i. si plus d’une action se rapporte au méme bien-fonds, réunir les actions et confier la responsa- 
bilité de la conduite de I’action issue de la réunion, conformément au constat de transaction, 


ii. fixer une date, qui doit suivre d’au moins quatre-vingt-dix jours et d’au plus 120 jours l’audi- 
tion de la motion, pour I’instruction de l’action ou de toute question en litige faisant l’objet de 
action, 


iil. si la seule question en litige qui subsiste est celle du montant demandé par le demandeur, ren- 
dre un jugement et ordonner un renvoi a un juge ou a un protonotaire pour la reddition des 
comptes et la présentation d’un rapport sur cette question, 


iv. ordonner que le demandeur chargé de la conduite de l’action dépose avant la date du procés 
une copie d’un extrait de registre et d’un certificat du shérif (dans le cas d’un local assujetti a la 
Loi sur Ventregistrement des actes) ou dun certificat de titre (dans le cas d’un local assujetti a 
la Loi sur l’enregistrement des droits immobiliers), dont la date ne doit pas précéder de plus de 
dix jours la date du procés ou, si le privilége ne gréve pas le local, une déclaration du proprié- 
taire indiquant l’identité des titulaires d’un privilége conservé ou rendu opposable qui gréve le 
local, 


v. ordonner que des interrogatoires préalables aient lieu sur toute question contestée qui est 
énoncée dans le constat de transaction, 


vi. ordonner qu’un mémoire des documents visés dans le constat de transaction soit déposé au 
moins quinze jours avant la date du procés. 


Exception : cas ot nulle partie n’a le droit de recevoir un avis de la réunion en vue d’une transaction 
16. Si nulle partie n’a le droit de recevoir un avis de la réunion en vue d’une transaction aux termes du 
paragraphe 62 (2) de la Loi, le demandeur peut, en déposant un affidavit 4 cet effet auprés du gref- 


fier, demander immédiatement, par voie de motion, un jugement sommaire sans tenir de réunion en 
vue d’une transaction ni présenter la motion visée a la disposition 12. 


Refus d’autorisation de présenter une motion 
17. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 


titre de dépens déterminé conformément a la disposition 18, immédiatement et indépendamment de 
l’issue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 
18. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 17 ou 26, chaque partie 
adverse qui est représentée séparément par un avocat a droit au montant de 100 $ 4 titre de dépens. 


Si plusieurs parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce 
montant a titre de dépens. 


Interrogatoires préalables 


19. Nulle partie ne peut mener des interrogatoires préalables d’une durée de plus de trois heures sans 
autorisation. La motion en vue d’obtenir I’autorisation peut étre présentée sans autorisation. 


Avis de mise en état 


20. Il n’est pas nécessaire de signifier les avis de mise en état. 


Dossier d’ instruction 


21. Le dossier d’instruction comprend une copie du constat de transaction et de l’ordonnance prévue a la 
disposition 15. 


Avis de proces 


22. Le demandeur chargé de la conduite de I’action signifie un avis conformément au paragraphe 62 (4) 
de la Loi. 
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Inscription pour instruction 


23. Le demandeur signifie et dépose le dossier d’instruction, et inscrit l’action pour instruction dans les 
quarante-cing jours suivant la cloture de la procédure écrite, faute de quoi le greffier lui signifie 
immeédiatement un avis indiquant que l’action sera rejetée s’il n’est pas remédié au défaut dans les 
quinze jours suivant la signification de l’avis. Si le demandeur ne remédie pas au défaut dans ce délai, 
le greffier rejette l’action et les dépens de tous les défendeurs qui ont remis une défense sont a la 
charge du demandeur. 


Voie accélérée des causes relatives aux priviléges 


24. Dés que l’action est inscrite pour instruction, le greffier l’inscrit au réle de la voie accélérée des cau- 
ses relatives aux priviléges. 







Proces 
25. Le procés débute au plus tard le (inscrire la date qui suit de dix mois le jour premier). 
Pénalité générale en cas de retard 


26. Si une partie qui est tenue par la présente ordonnance de prendre une mesure dans un délai précis 
omet de le faire et qu’aucune autre pénalité n’est prévue pour cette omission, le greffier envoie (sauf 
dans le cas d’un défendeur contre lequel la cléture de la procédure a été constatée) immédiatement a 
la partie un avis exigeant qu’elle comparaisse devant le tribunal pour demander une prorogation de 
délai. Si le tribunal accorde la prorogation, la partie paie un montant a titre de dépens déterminé con- 
formément a la disposition 18, immédiatement et indépendamment de l’issue de |’instance, sauf 
ordonnance contraire du tribunal. Si la partie ne comparait pas ou si le tribunal refuse la prorogation, 
l’action est rejetée ou les actes de procédure de la partie sont radiés, selon le cas. 
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FORMULE 6 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE DES CAUSES COMPLEXES) 





(titre) 
| 


| (Sceau de la cour) 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE DES CAUSES COMPLEXES) 


IL EST ORDONNE CE QUI SUIT : 





Transfert de causes a la voie des causes complexes 


1. La présente action est transférée a la voie des causes complexes. 


Juge responsable de la gestion des causes 
DRIES, Art pete ICE UGE tt Poh) SAN (nom du juge) est affecté a l’action en tant que juge responsable de 


la gestion des causes pour en contrdler le déroulement et pour rendre toute ordonnance et donner 
toute directive nécessaires. 
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Motions 


3. Le juge responsable de la gestion des causes entend toutes les motions qui sont présentées dans 
action, a moins qu’il ne soit pas disponible et que le tribunal n’autorise la partie a présenter une 
motion devant un autre juge. 


Refus d’autorisation de présenter une motion 


4. En cas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément a la disposition 5, immédiatement et indépendamment de 
lissue de l’instance, sauf ordonnance contraire du tribunal. 


Dépens 
5. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 4, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 100 $ 4 titre de dépens (dans le cas 
d’une action sur un privilége dans l’industrie de la construction) ou de 200 $ dans tous les autres cas. 


Si plusieurs parties adverses sont représentées par le méme avocat, elles ont droit conjointement au 
montant approprié a titre de dépens. 


Audience sur |’état de l’instance dans une action sur un privilége dans l’industrie de la construction 
6. Dans le cas d’une action sur un privilége dans I’industrie de la construction, si l’action n’est pas ins- 


crite pour instruction dans les dix-huit mois suivant le jour premier, le juge responsable de la gestion 
des causes tient une audience informelle sur l’état de l’instance. 


Role de la voie des causes complexes 


7. Dés que l’action est inscrite pour instruction, le greffier l’inscrit au rdle de la voie des causes com- 
plexes. 


Date et heure de la conférence préparatoire au proces 
8. Le juge responsable de la gestion des causes fixe les date et heure de la conférence préparatoire au 


proces, ainsi qu’une date limite de dépét par toutes les parties des mémoires relatifs a la conférence 
préparatoire au proces. 


Conférence préparatoire au proces 
9. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence préparatoire au procés, a 


moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 


Date du proces 
10. Le juge responsable de la gestion des causes préside la conférence préparatoire au procés et, a cette 


occasion, fixe la date du procés, qui suit d’au moins soixante jours la conférence préparatoire au pro- 
Ces: 


Nouvelle conférence préparatoire au proces 


11. Au terme de la conférence préparatoire au procés, une partie peut, sur réquisition, obtenir qu’une 
nouvelle conférence préparatoire au procés soit menée par un juge différent. La tenue d’autres con- 
férences préparatoires au procés requiert une ordonnance du tribunal. 


Proces 


12. Le procés débute au plus tard le (inscrire la date qui suit de trois ans le jour premier). 
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FORMULE 7 


ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE DES REQUETES EN MODIFICATION D’ORDONNANCES EN DROIT DE LA FAMILLE) 


(titre) 
(Sceau de la cour) 


; ORDONNANCE DE GESTION DE LA CAUSE 
(VOIE DES REQUETES EN MODIFICATION D’ORDONNANCES EN DROIT DE LA FAMILLE) 


_ IL EST ORDONNE CE QUI SUIT : 


_ Avis de requéte 





1. Le requérant signifie l’avis de requéte, ainsi que la présente ordonnance de gestion de la cause, |’état 
financier, s’il est requis, et tous les autres documents devant étre utilisés 4 l’audience a l’appui de la 
requéte, au plus tard le (inscrire la date qui suit de dix jours le jour premier), et les dépose avec une 
preuve de leur signification au plus tard le (inscrire la date qui suit de dix-sept jours le jour premier). 





Avis de comparution 


2. L’intimé signifie l’avis de comparution, |’affidavit contestant la requéte et tous les autres documents 
requis dans les dix jours suivant la date de signification de l’avis de requéte, et les dépose avec une 
preuve de leur signification dans les quinze jours suivant cette date. Passé ce délai, l’intimé ne peut 
déposer les documents que sur autorisation. 







_ Signification en dehors de l’Ontario 


3. Si VPavis de requéte est signifié a l’intimé en dehors de I’Ontario, les délais impartis pour signifier et 
déposer l’avis de comparution sont prorogés (de vingt jours, si la signification est faite ailleurs au 
Canada ou aux Etats-Unis, ou de quarante jours, si la signification est faite n’importe ou ailleurs) et 
la date d’audition de la requéte est rajustée en conséquence. 


Documents destinés a la conférence en vue d’un réglement 





4. Avant la date d’audience indiquée dans I’avis de requéte, chaque partie dépose un résumé d’une page 
des questions en litige et, éventuellement, une copie des documents a l’appui de son état financier. 


| Défaut de déposer des documents 


5. Si une partie ne dépose pas de résumé ni de documents justificatifs au plus tard 4 la date d’audience, 
le greffier, a moins que le tribunal n’en ordonne autrement, rend une ordonnance exigeant de la par- 
tie le paiement d’un montant 4 titre de dépens déterminé conformément 4 la disposition 6, immédia- 
tement et indépendamment de l’issue de l’instance, et fixant une date a laquelle la partie doit com- 
paraitre avec son avocat pour exposer les raisons de son omission au tribunal. 





6. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 5 ou 11, chaque partie adverse 
qui est représentée séparément par un avocat a droit au montant de 300 $ 4a titre de dépens. Si 
plusieurs parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce 
montant a titre de dépens. 


1975 
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Autorisation requise pour les interrogatoires, contre-interrogatoires ou motions avant la conférence en vue 
d’une transaction 


7. Avant la date d’audience, nulle partie ne peut procéder a un interrogatoire ou a un contre-interroga- 
toire ni présenter une motion sans autorisation. 


Conférence en vue d’une transaction 


8. A la date d’audience indiquée dans l’avis de requéte, il doit se tenir une conférence en vue d’une 
transaction présidée par un juge, un protonotaire ou une personne désignée par le juge principal 
régional. 


9. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence en vue d’une transaction, a 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date d’audience. 


Date et heure de la conférence préparatoire au proces 


10. Si aucune transaction n’est atteinte au cours de la conférence prévue 4 cette fin, la personne qui pré- 
side fixe les date et heure de la conférence préparatoire au procés (s’il est d’avis qu’une conférence 
préparatoire au procés est nécessaire), une date d’audition de la requéte sur le fond, ainsi qu’une 
date aprés laquelle nulle partie ne peut procéder a un interrogatoire ou 4 un contre-interrogatoire ni 
présenter des motions sans autorisation. La personne qui préside peut donner toutes les directives 
nécessaires, y compris une directive prescrivant I’instruction immédiate d’une question en litige. 


Inobservation d’une directive 


11. Si une partie n’observe pas une directive donnée lors de la conférence en vue d’une transaction, le 
greffier, 4 moins que le tribunal n’en ordonne autrement, rend une ordonnance exigeant de la partie 
le paiement d’un montant a titre de dépens déterminé conformément 4 la disposition 6, immédiate- 
ment et indépendamment de I’issue de l’instance, et fixant une date a laquelle la partie doit com- 
paraitre avec son avocat pour exposer les raisons de son omission au tribunal. 


Aucun autre interrogatoire, contre-interrogatoire ou motion possible sans autorisation 


12. Passé la date pertinente, fixée aux termes de la disposition 10, une partie ne peut procéder a un inter- 
rogatoire ou a un contre-interrogatoire ou présenter des motions que sur autorisation de la personne 
qui a présidé la conférence en vue d’une transaction. 


Refus d’autorisation 


13. Encas de refus d’autoriser la présentation d’une motion, l’auteur de la motion paie un montant a 
titre de dépens déterminé conformément 4 la disposition 14, immédiatement et indépendamment de 
l’issue de l’instance, 4 moins que la personne qui a présidé n’en ordonne autrement. 


Dépens 


14. Lorsqu’une partie est tenue de payer les dépens prévus 4 la disposition 13, chaque partie adverse qui 
est représentée séparément par un avocat a droit au montant de 200 $ a titre de dépens. Si plusieurs 
parties adverses sont représentées par le méme avocat, elles ont droit conjointement a ce montant a 
titre de dépens. 


Conférence préparatoire au proces 


15. Toutes les parties, ainsi que leur avocat, doivent assister 4 la conférence préparatoire au procés, a 
moins qu’une ordonnance en dispensant une partie ne soit rendue avant la date fixée pour la tenue de 
la conférence. 


Présidence 


16. La personne qui a présidé la conférence en vue d’une transaction préside également la conférence 
préparatoire au proces, le cas échéant, mais non I’audition de la requéte. 
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17. L’audition de la requéte débute au plus tard le (inscrire la date qui suit de six mois le jour premier). 
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REGIONAL MUNICIPALITY OF YORK ACT 


O. Reg. 444/90. 

Town of Vaughan—Alteration of Status. 
Made—July 27th, 1990. 

Filed—August Ist, 1990. 


REGULATION MADE UNDER THE 
REGIONAL MUNICIPALITY OF YORK ACT 


TOWN OF VAUGHAN—ALTERATION OF 
STATUS 


1. Effective the Ist day of January, 1991, The 


_ Corporation of the Town of Vaughan is erected into 


a city municipality bearing the name of The Corpora- 
tion of the City of Vaughan. O. Reg. 444/90, s. 1. 


2. A reference in any general or special Act to the 


Town of Vaughan or The Corporation of the Town of 
_ Vaughan shall be deemed to be a reference to the 


City of Vaughan or The Corporation of the City of 


Vaughan, respectively. O. Reg. 444/90,s. 2. 
_ 34/90 


GENERAL WELFARE ASSISTANCE ACT 


O. Reg. 445/90. 

General. 

Made—July 30th, 1990. 
Filed—August 2nd, 1990. 


REGULATION TO AMEND 
REGULATION 441 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
GENERAL WELFARE ASSISTANCE ACT 


1.—(1) Clause 8 (9) (a) of Regulation 441 of 
Revised Regulations of Ontario, 1980, as 


SOM eles OF sen eis coe oa eee an 
(greffier) 
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made by section 1 of Ontario Regulation 
137/85, is amended by striking out ‘‘one- 
half’? in the fifth line and substituting 
*“one’’. 


(2) Section 8 of the Regulation, as remade by 
section 1 of Ontario Regulation 137/85 
and amended by section 1 of Ontario 
Regulation 554/89, is further amended by 
adding the following subsection: 


(11) Despite subsections (1) and (2), an applica- 
tion for assistance may be made to the welfare 
administrator in a form provided by the Director if, 
within one year before the date of application, an 
applicant applied for assistance in Form 1 or 2 or 
received assistance. O. Reg. 445/90, s. 1 (2). 


2.—({1) Subsection 15 (5a) of the Regulation, 
as made by section 1 of Ontario Regula- 
tion 681/86, is revoked. 


(2) Subsections 15 (5b), (5c) and (5d) of the 
Regulation, as made by section 1 of 
Ontario Regulation 438/89, are revoked. 


3. Section 28 of the Regulation, as remade 
by section 3 of Ontario Regulation 713/87 
and amended by section 3 of Ontario 
Regulation 747/88, section 4 of Ontario 
Regulation 525/89 and section 4 of 
Ontario Regulation 687/89, is further 
amended by adding the following subsec- 
tion: 


(2a) An applicant or recipient who is eligible for 
an allowance, other than emergency assistance paid 
under subsection 8 (10) or general assistance under 
subsection 11 (2) or (2a), in the month of August in 
any year and who has one or more eligible depend- 
ants shall be paid once in that year, in addition to the 
allowance, 


(a) $61 for each eligible dependant who attains 
the age of four years or more but who has 
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not attained the age of thirteen years in that 
year; and 


(b) $115 for each eligible dependant who attains 
the age of thirteen years or more in that 
year and who is attending school. O. Reg. 
445/90, s. 3. 


34/90 


CONDOMINIUM ACT 


O. Reg. 446/90. 

Surveys and The Description. 
Made—July 27th, 1990. 
Filed—August 2nd, 1990. 


REGULATION TO AMEND 
REGULATION 122 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CONDOMINIUM ACT 


1. Clause 7 (1) (c) of Regulation 122 of 
Revised Regulations of Ontario, 1980 is 
revoked and the following substituted: 


(c) show Forms 2 and 2A of Regulation 898 of 
Revised Regulations of Ontario, 1980 
immediately below Form 2; 


2. The Regulation is amended by adding the 
following section: 


10a. With respect to the items specified in clauses 
4 (1) (b), (e) and (f) of the Act, inclusion of those 
items in a complete submission is sufficient for the 
examiner to approve a description. O. Reg. 446/90, 
Siz) 


34/90 


REGISTRY ACT 


O. Reg. 447/90. 

Surveys, Plans and Descriptions of Land. 
Made—July 27th, 1990. 

Filed—August 2nd, 1990. 
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REGULATION TO AMEND 
REGULATION 898 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
REGISTRY ACT 


1. Section 3 of Regulation 898 of Revised 
Regulations of Ontario, 1980 is amended 
by adding the following subsections: 


(3a) Subsection (3) does not apply to a plan pre- 
pared under the Condominium Act or to a three- 
dimensional plan (strata plan) to be registered or 
deposited under the Land Titles Act or the Registry 
Act. 


(3b) To approve a plan prepared under the 
Condominium Act, the examiner may rely solely on 
the Surveyor’s Certificates in Forms 1, 3 and 5 of 
Regulation 122 of Revised Regulations of Ontario, 
1980 and the information in Form 6 of that Regula- 
tion and endorse the approval in Form 2A on the 
plan. 


(3c) To approve a three-dimensional plan (strata 
plan) to be registered or deposited under the Land 
Titles Act or the Registry Act, the examiner may rely. 
solely on the Surveyor’s Certificate (Form 1) and 
endorse the approval in Form 2B on the plan. 
O. Reg. 447/90, s. 1. 


2. Section 23 of the Regulation, as remade 
by section 4 of Ontario Regulation 
169/84, is revoked and the following sub- 
stituted: 


23. Where the approval of the examiner is 
required to be endorsed on a plan, approval blocks in 
Forms 2 and 2A, or 2 and 2B, as the case may be, 
shall be included on the plan. O. Reg. 447/90, s. 2. 


3. The Regulation is amended by adding the 
following Forms: 


Form 2A 
EXAMINER’S APPROVAL 
Approved in accordance with subsection 3 (3b) of 


Regulation 898 of Revised Regulations of Ontario, 
1980. 
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Examiner of Surveys 


O. Reg. 447/90, s. 3, part. 


1978 

















O. Reg. 447/90 
Form 2B 
EXAMINER’S APPROVAL 


Approved in accordance with subsection 3 (3c) of 
Regulation 898 of Revised Regulations of Ontario, 
1980. 


Ce 


Examiner of Surveys 
O. Reg. 447/90, s. 3, part. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 448/90. 

Crop Insurance Plan—Greenhouse 
Vegetables. 

Made—January 12th, 1990. 

Approved—July 27th, 1990. 

Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 310/89 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Section 4 of the Schedule to Ontario 
Regulation 310/89 is amended by adding 
the following paragraph: 


7. Flood as a result of excessive rain. 


(2) Subsections 13 (1) and (2) of the Schedule 
are revoked and the following substitu- 
ted: 


(1) The premium for cucumbers is, 


(a) $3.60 per hundred square feet where the 
established price is $3.50 per dozen; or 


(b) $5.00 per hundred square feet where the 
established price is $5.00 per dozen. 


(2) The premium for tomatoes is, 


(a) $3.70 per hundred square feet where the 
established price is $0.40 per pound; or 


(b) $5.60 per hundred square feet where the 
established price is $0.60 per pound. 


(3) Subsection 16 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final planting report 
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made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(4) Subsections 17 (2) and (3) of the Schedule 
are revoked and the following substitu- 
ted: 


(2) Where the Commission prepares a final plant- 
ing report under subsection (1), the Commission shall 
serve a copy of the report on the insured person 
either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final planting 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


2. Subparagraph 19 (2) of Form 1 of the 
Regulation is revoked and the following 
substituted: 


(2) Written notice to the insured person shall be 
served by personal delivery or by mailing it to the 
insured person’s last known address on file with the 
Commission. 


(3) A written notice that is mailed shall be deemed 
to be served three days after it is mailed. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


\ GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 12th day of January, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 449/90. 

Crop Insurance Plan—Spring Grain. 
Made—June 14th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 
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REGULATION TO AMEND 
REGULATION 223 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to Regulia- 
tion 223 of Revised Regulations of 
Ontario, 1980, as amended by section 1 of 
Ontario Regulation 277/88, is revoked 
and the following substituted: 


(a) ‘“‘average farm yield” means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) The Schedule to the Regulation is amend- 
ed by adding after the heading ‘‘COVER- 
AGE”’ the following section: 


8a. For the purpose of calculating the average 
farm yield for spring grain, the Commission shall, on 
an annual basis, compare the actual yield in each year 
of the ten-year period used to calculate the average 
farm yield with the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual 2 eae : (Ge Tae )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , a1 (2a | 7)- Actual ) 
Yield Yield Yield Yield 
(3) Subsection 12 (1) of the Schedule, as 

remade by section 1 of Ontario Regula- 


tion 296/89, is revoked and the following 
substituted: 


(1) For the purposes of this plan, the established 
price for spring grain is, 
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(a) $0.02 per pound; 
(b) $0.045 per pound; or 


(c) the greater of $0.033 per pound and the 
floating price per pound for spring grain, as 
determined under subsection (1a). 


(4) Clause 12 (la) (b) of the Schedule, as 
made by section 1 of Ontario Regulation 
296/89, is amended by striking out 
“$0.004”’ in the second line and substi- 
tuting ‘‘$0.002”’. 


(5) Subsection 13 (1), as remade by section 1 
of Ontario Regulation 296/89, and sub- 
section 13 (3), as remade by section 1 of 
Ontario Regulation 91/82, of the Sched- 
ule are revoked and the following substi- 
tuted: 


(1) The total premium is, 


(a) $4.40 per acre where the established price is 
$0.02 per pound; 


(b) $9.60 per acre where the established price is 
$0.045 per pound; or 


(c) $11.40 per acre where the established price 
is the floating price per pound. 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(6) Subsection 16 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(7) Subsections 17 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


(2) The Commission shall serve a copy of a final 
acreage report made under subsection (1) on the 
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insured person either by personal delivery or by mail- 
ing it to the insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


2. Paragraph 2 of Form 2 of the Regulation 
is amended by adding the following sub- 


paragraph: 


(2) For the purpose of calculating actual produc- 
tion, hulless oat yields shall be multiplied by a factor 
of 1.28 per cent to convert the yields to hulled oat 
yields, irrespective of whether loss occurs under sub- 


paragraph (1). 
3. The Regulation is amended by adding the 
following Forms: 


Form 1 
Crop Insurance Act (Ontario) 
EXTENDED COVERAGE ENDORSEMENT 


1.—(1) This endorsement is in force where the 
insured person applies for it and pays the prescribed 
premium. 


(2) The coverage in force and indemnity and pre- 
miums payable under this endorsement are in addi- 
tion to any prescribed by the plan. 


(3) The conditions of the Schedule and Form 2 
apply to this endorsement unless they are inconsis- 
tent with it or are specifically excluded under it. 


2. An application for extended coverage shall be 
made by, 


(a) the 1st day of May; or 


(b) the 31st day of October in the case of winter 
barley, 


in the crop year in respect of which it is made. 
COVERAGE 


3. The insured person may purchase an extra 3 per 
cent coverage in addition to the coverage determined 
under section 10 of the Schedule. 


4. The maximum indemnity for which the Com- 
mission is liable under a contract of insurance under 
the plan and insurance provided by this endorsement 
is the amount obtained by adding an additional 3 per 
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cent to the total guaranteed production determined 
under section 10 of the Schedule and multiplying this 
sum by the established price per pound determined 
under section 12 of the Schedule. 


PREMIUMS 


5._(1) The additional premium payable in the 
crop year for this endorsement is, 


(a) $0.60 per acre where the established price is 
$0.02 per pound; 


(b) $1.60 per acre where the established price is 
$0.045 per pound; or 


(c) $1.80 per acre where the established price is 
the floating price per pound. 


(2) The premiums prescribed by subsection (1) 
include payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(3) Subsection 13 (2) of the Schedule does not 
apply to this endorsement. 


(4) An insured person shall pay a premium deposit 
of $1 per acre at the time of application for extended 
coverage. 


O. Reg. 449/90, s. 3, part. 


Form 3 
Crop Insurance Act (Ontario) 
EXTENDED COVERAGE ENDORSEMENT 


1._(1) This endorsement is in force where the 
insured person purchases a contract of insurance for 
all perils for spring grain in the Schedule, applies for 
this endorsement and pays the prescribed premium. 


(2) The premiums payable under this endorsement 
are in addition to any prescribed by the plan. 


(3) The conditions of the Schedule and Form 2 
apply to this endorsement unless they are inconsis- 
tent with it or are specifically excluded under it. 


2. In order to qualify for coverage under this 
endorsement, the insured person shall offer for insur- 
ance all land planted to the insured crop that is oper- 
ated by that person in Ontario. 


3.—(1) An insured person may apply under this 
endorsement for insurance against a loss in produc- 
tion of spring grain resulting from hail damage to a 
portion of the person’s lands. 


(2) For the purposes of this endorsement an 
indemnity for hail damage is payable only where the 
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portion of land damaged by hail is 5 acres or more in 
size. 


APPLICATION 


4. An insured person must make an application for 
extended coverage by the 1st day of May during the 
crop year in respect of which insurance under this 
endorsement is request. 


COVERAGE 


5. The coverage provided under this endorsement 
shall be the same as that set out in sections 10 and 11 
of the Schedule and includes any additional coverage 
purchased under the extended coverage endorsement 
in Form 1. 


6. For the purposes of this endorsement, an 
indemnity for hail damage is payable only where 10 
per cent or more hail damage has occurred to the 
insured crop on the portion of land in question. 


7. Coverage under this endorsement commences 
no later than, 


(a) the 1st day of July in a crop year; or 


(b) at a time, as determined by the Commis- 
sion, when it is too late to replant the 
insured crop in a crop year, 


whichever is the earlier. 


PREMIUMS 


8.—(1) The total premium payable for this 
endorsement is 9 per cent of the total guaranteed 
production determined under section 10 of the 
Schedule multiplied by, 


(a) where the insured person has chosen the 
floating price, the established price in clause 
12 (1) (b) of the Schedule; or 


(b) in all other cases, the established price per 
bushel determined under section 12 of the 
Schedule. 


(2) The premiums prescribed by subsection (1) 
include payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


9.—{1) An insured person shall pay a premium 
deposit of $1 per acre by the Ist day of May during 
the crop year in respect of which insurance under this 
endorsement is requested. 


(2) This endorsement may be cancelled by the 
insured person by notice in writing to the Commis- 
sion on or before the final date for application in the 
crop year during which the cancellation is to be effec- 
tive. 
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(3) Where the endorsement is cancelled by the 
insured person after the Ist day of May in a crop 
year, the Commission shall cancel the contract of 
insurance for all perils in the Schedule and the 
extended coverage endorsement in Form 1 if applica- 
ble, and shall not refund to the insured person any 
deposits paid pursuant to these contracts. 


(4) The insured person shall pay the premium, less 
the premium deposit, to the Commission at the time 
he or she files the final acreage report prescribed by 
section 15 of the Schedule. 


EVALUATION OF LOSS 


10. The amount of loss respecting the insured 
acreage for which a claim is made under this endorse- 
ment shall be determined as follows: 


1. The Commission shall determine the num- 
ber of damaged acres and their potential 
production. 


2. The Commission shall determine the per- 
centage of damage to the damaged acres 
caused by the hail. 


3. The Commission shall calculate the loss, 


i. by multiplying the percentage of 
damage by the lesser of, 


A. the guaranteed production of 
the damaged acreage, and 


B. the potential production of 
the damaged acreage, and 


ii. by multiplying the product obtained 
under subparagraph i by, ‘ 


A. where the insured person has 
chosen the floating price, the 
established price in clause 
12 (1) (b) of the Schedule, or 


B. in all other cases, the estab- 
lished price per pound deter- 
mined under section 12 of the 
Schedule. 


11. The Commission shall determine the amount — 
of loss before the harvesting of the damaged acreage. _ 


12. The indemnity payable with respect to the 
total insured acreage in the final adjustment of loss — 
under the contract of insurance for all perils in the — 
Schedule shall be determined by subtracting the — 
indemnity paid under this endorsement from the 
maximum indemnity payable for a loss in production 
determined under section 11 of the Schedule. 


13. If the Commission has substituted the estab- — 
lished price in clause 12 (1) (b) of the Schedule for 
the floating price under sections 8 and 10 of this 
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endorsement and this substitution results in an over- 
payment or an underpayment, the Commission may, 
in making the final adjustment of loss under the con- 
tract of insurance for all perils in the Schedule, read- 
just the indemnity payable with respect to the total 
insured acreage. 


NOTICE OF LOSS OR DAMAGE 


14. The insured person shall notify the Commis- 
sion in writing within two days of an occurrence of 
loss or damage to the insured crop and before the 
harvesting of the insured crop. O. Reg. 449/90. 
s. 3, part. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 14th day of June, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 450/90. 

Crop Insurance Plan—Popping Corn. 
Made—May 7th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 312/81 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—({1) Section 3 of the Schedule to Regula- 
tion 312/81 is revoked and the following 
substituted: 


3. In this plan, 


(a) ‘“‘average farm yield” means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
stances, where the insured person 
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has not been enrolled in the plan for 
ten years; 


(b) ‘popping corn’? means shelled grain corn 
grown for popping that, 


(i) when shelled, has a moisture content 
of not more than 13 per cent, and 


(ii) is of a merchantable quality suitable 
for human consumption. 


(2) The Schedule to the Regulation is amend- 
ed by adding after the heading ‘“COVER- 
AGE”’’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted_ Actual 2 (ea is (ae x3 )) 


Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , 2 eae d a)- Actual ) 
Yield Yield 3 Yield Yield 


(3) Subsection 9 (1) of the Schedule, as 
amended by section 2 of Ontario Regula- 
tion 96/82, is further amended by striking 
out ‘‘tonnes”’ in the third line and substi- 
tuting ‘‘pounds’’. 


(4) Subsection 9 (5) of the Schedule is 
amended by striking out ‘‘tonnes’’ in the 
first line and substituting ‘‘pounds’’. 


(5) Section 10 of the Schedule is amended by 
striking out ‘‘tonne”’ in the fifth line and 
substituting ‘‘pound’’. 


(6) Section 11 of the Schedule, as remade by 
section 1 of Ontario Regulation 304/89, is 
revoked and the following substituted: 


11. For the purpose of this plan, the established 
price for popping corn is $0.15 per pound. 


(7) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 304/89, is revoked and the following 
substituted: 
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(1) The total premium is $45.50 per acre. 


(8) Subsection 12 (3) of the Schedule is 
revoked and the following substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


2.—(1) Subparagraph 3 (4) of Form 2 of the 
Regulation is amended by striking out 
‘‘tonne’’ in the last line and substituting 
‘*nound’’. 


(2) Subparagraph 4 (3) of Form 2 is amend- 
ed by striking out ‘‘tonne’’ in the last line 
and substituting ‘‘pound’’. 


(3) Subparagraph 4 (5) of Form 2 is amend- 
ed by striking out ‘‘tonne’’ in the last line 
and substituting ‘‘pound’’. 


(4) Paragraph 6 of Form 2 is amended by 
striking out ‘‘tonne’’ in the last line and 
substituting ‘‘pound’’. 


THE CROP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 7th day of May, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 451/90. 

Crop Insurance Plan—Potatoes. 
Made—May 7th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 314/81 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to 
Ontario Regulation 314/81 is revoked and 
the following substituted: 


(a) “‘average farm yield” means the average 
yield of the planted acreage, 
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(i) for the ten-year period immediately 
preceding the current year computed 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the bais of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) Subclause 7 (c) (ii) of the Schedule is 
amended by striking out ‘‘Ist day of 
May”’ in the second line and substituting 
*“1st day of April’. 


(3) The Schedule to the Regulation is amend- 
ed by adding after the heading ‘“COVER- 
AGE?’’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the — 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual _ 2 Gite (va x 13 )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more - 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , 2 (Coes « 0)- Actual ) 


Yield Yield 3 Yield Yield 


(4) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 301/89, is revoked and the following 
substituted: 


(1) The total premium for potatoes is, 


(a) $72 per acre where the established price is 
$4 per hundredweight; or 


(b) $90 per acre where the established price is 
$5 per hundredweight. 


(5) Subsection 12 (3) of the Schedule, as 
remade by section 2 of Ontario Regula- 
tion 97/82, is revoked and the following 
substituted: 
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(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(6) Subsection 15 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(7) Subsections 16 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


(2) The Commission shall serve a copy of the final 
acreage report, if one is prepared, on the insured per- 
son either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 7th day of May, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 452/90. 

Crop Insurance Plan—Rutabagas. 
Made—May 7th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 
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REGULATION TO AMEND 
ONTARIO REGULATION 315/81 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to 
Ontario Regulation 315/81 is revoked and 
the following substituted: 


(a) ‘‘average farm yield” means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) The Schedule to the Regulation is amend- 
ed by adding after the heading ‘‘COVER- 
AGE”’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual _ 2 (Gare fea ~13 )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , 2 ase " a)- Actual ) 
Yield Yield 3 Yield Yield 


(3) Section 10 of the Schedule, as remade by 
section 1 of Ontario Regulation 305/89, is 
revoked and the following substituted: 


10. The established price for rutabagas is, 


(a) $40 per ton where the premium paid is $80 
per acre; or 


(b) $55 per ton where the premium paid is $110 
per acre. 
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(4) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 305/89, is revoked and the following 
substituted: 


(1) the total premium is, 
(a) $80 per acre; or 


(b) $110 per acre. 


(5) Subsection 12 (3) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 98/82, is revoked and the following 
substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(6) Subsection 15 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(7) Subsections 16 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


(2) The Commission shall serve a copy of the final 
acreage report, if there is one, on the insured person 
either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respsect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE CRoP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 
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34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 453/90. 

Crop Insurance Plan—Oil Seed. 
Made—June 13th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 297/84 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to Ontario 
Regulation 297/84, as amended by section 
1 of Ontario Regulation 297/88, is 
revoked and the following substituted: 


(a) ‘“‘average farm yield” means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed — 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- - 
stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) Subsection 11 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purpose of subsection (2), the Com- — 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(3) Subsections 12 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 
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(2) The Commission shall serve a copy of a final 
acreage report made under subsection (1) on the 
insured person either by personal delivery or, by mail- 
ing it to the insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served ss a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


(4) The Schedule to the Regulation is amend- 
ed by adding after the heading ‘‘PART 
II—CANOLA”’ the following section: 


13a. For the purpose of calculating the average 
farm yield for canola, the Commission shall, on an 
annual basis, compare the actual yield in each year of 
the ten-year period used to calculate the average 
farm yield with the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual 2 (oa is (Gina x 1.3 )) 


Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 


yield according to the formula, 
_ Actual ) 
? Yield 


Adjusted _ Actual z( (ease 
Yield vee Yield 
(5) Section 16 of the Schedule, as remade by 
section 1 of Ontario Regulation 299/89, is 
revoked and the following substituted: 


16.—(1) For the purpose of this plan, the estab- 
lished price for canola is, 


(a) $0.09 per pound, 
(b) $0.11 per pound; 


(c) the floating price per pound determined 
under subsection (2). 


(2) The floating price per pound is the greater of, 


(a) $0.10 per pound; and 


(b) the average calculated by the Commission 
of the daily prices per pound of canola at 
Hamilton and Windsor, Ontario as deter- 
mined by the Farm Market News for the 
period from 15th day of August to 7th day 
of September in a crop year, minus $0.002 
per pound. 
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(6) Subsection 17 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 299/89, is revoked and the following 
substituted: 


(1) The total premium for canola is, 


(a) $11.80 per acre where the established price 
is $0.09 per pound; 


(b) $14.60 per acre where the established price 
is $0.11 per pound; 


(c) $17.80 per acre where the established price 
is the floating price per pound. 


(7) Subsection 17 (2) of the Schedule is 
revoked and the following substituted: 


(2) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(8) The Schedule is further amended by add- 
ing after the heading ‘‘PART 
III—SOYBEANS’”’ the following section: 


17a. For the purpose of calculating the average 
farm yield for soybeans, the Commission shall, on an 
annual basis, 


(a) calculate for each year in the ten-year 
period a factored yield by applying to the 
actual yield the factor designated for the 
year in Table 2; and 


(b) compare the factored yield in each year with 
the average of the factored yields and, 


(i) if the factored yield in a year exceeds 
the insured person’s ten year average 
by more than 30 per cent, shall adjust 
the factored yield according to the 


formula, 
Adjusted _Factored _2 Grats : (ar vile )) 
Yield Yield 3X Yield Yield 


(ii) if the factored yield in a year falls 
short of the insured person’s ten year 
average by more than 30 per cent, 
shall adjust the factored yield accord- 
ing to the formula, 


Adjusted _Factored , 2 (Ces x 0)- barlotes ) 
Yield Yield 3 Yield Yield 

(9) Subsection 20 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 299/89, is revoked and the following 
substituted: 
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(1) The established price for soybeans is, 
(a) $5.80 per bushel; 
(b) $7.00 per bushel; or 


(c) the floating price per bushel determined 
under subsection (1a). 


(10) Subsection 20 (la) of the Schedule, as 
made by section 1 of Ontario Regulation 
299/89, is revoked and the following sub- 
stituted: 


(1a) The floating price per bushel is the greater of, 
(a) $6.40 per bushel; and 


(b) the average calculated by the Commission 
of the daily prices per bushel of soybeans at 
Chatham, Ontario as determined by the 
Farm Market News for the period from Ist 
day of October to the 21st day of October in 
a crop year, minus $0.08 per bushel. 


(11) Subsection 21 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 299/89, is revoked and the following 
substituted: 


(1) The total premium for soybeans is, 


(a) $9.00 per acre where the established price is 
$5.80 per bushel; 


(b) $10.80 per acre where the established price 
is $7.00 per bushel; and 


(c) $12.40 per acre where the established price 
is the floating price per bushel. 


(12) Subsection 21 (2) of the Schedule is 
revoked and the following substituted: 


(2) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 


the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


2. The Regulation is amended by adding the 
following Forms: 


Form 2 
Crop Insurance Act (Ontario) 
EXTENDED COVERAGE ENDORSEMENT 


1.—(1) This endorsement applies only to soy- 
beans. 
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(2) This endorsement is in force where the insured 
person applies for it and pays the prescribed pre 
mium. 


(3) The coverage is in force and indemnity and 
premiums payable under this endorsement are in 
addition to any prescribed by the plan. 


(4) The conditions of the Schedule and Form 1 
apply to this endorsement unless they are inconsis- 
tent with it or are specifically excluded under it. 


2. An application for extended coverage shall be 
made by the Ist day of May in the crop year in 
respect of which it is made. 


COVERAGE 


3. The insured person may purchase an extra 4 or 
7 per cent coverage in addition to coverage deter- 
mined under section 18 of the Schedule. 


4. The maximum indemnity for which the Com- 
mission is liable under a contract of insurance under 
the plan and insurance provided by this endorsement 
is the amount obtained by adding an additional 4 or 7 
per cent to the coverage determined under section 18 
of the Schedule and multiplying this sum by the 
‘established price determined under section 20 of the 
Schedule. 


PREMIUMS 


5.—{1) The additional premium payable in the 
crop year for 4 per cent extra coverage is, 


(a) $2.00 per acre where the established price is 
$5.80 per bushel; 


(b) $2.60 per acre where the established price is © 
$7.00 per bushel; 


(c) $3.00 per acre where the established price is 
the floating price per bushel. 


(2) The additional premium payable in the crop 
year for 7 per cent extra coverage is, 


(a) $5.00 per acre where the established price is 
$5.80 per bushel; 


(b) $6.00 per acre where the established price is 
$7.00 per bushel; 


(c) $6.80 per acre where the established price is — 
the floating price per bushel. ; 


(3) The premiums prescribed by subsections (1) 
and (2) include payments in respect of premiums 
made by the Province of Ontario and the Govern- 
ment of Canada under the Crop Insurance Act 
(Canada). 


(4) Subsection 21 (3) of the Schedule does not 
apply to this endorsement. 
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(5) An insured person shall pay a premium deposit 
of $1 per acre at the time of application for extended 
coverage. O. Reg. 453/90, s. 2, part. 


Form 3 
Crop Insurance Act (Ontario) 
EXTENDED COVERAGE ENDORSEMENT 


1.—(1) This endorsement applies to soybeans 
only. 


(2) This endorsement is in force where the insured 
person purchases a contract of insurance for all perils 
for soybeans in the Schedule, applies for this 
endorsement and pays the prescribed premium. 


(3) The premiums payable under this endorsement 
are in addition to any prescribed by the plan. 


(4) The conditions of the Schedule and Form 1 
apply to this endorsement unless they are inconsis- 
tent with it or are specifically excluded under it. 


2. In order to qualify for coverage under this 
endorsement, the insured person shall offer for insur- 
ance all land planted to the insured crop that is oper- 
ated by that person in Ontario. 


3.—(1) An insured person may apply under this 
endorsement for insurance against a loss of produc- 
tion of soybeans resulting from hail damage to a por- 
tion of the person’s lands. 


(2) For the purposes of this endorsement an 
indemnity for hail damage is payable only where the 
portion of land damaged by hail is 5 acres or more in 
size. 


APPLICATION 


4. An insured person must make an application for 


- extended coverage by the Ist day of May during the 


crop year in respect of which insurance under this 


_ endorsement is requested. 


COVERAGE 


5. The coverage provided under this endorsement 


| shall be the same as that set out in sections 18 and 19 
| of the Schedule and includes any additional coverage 


purchased under the extended coverage endorsement 
in Form 2. 


6. For the purposes of this endorsement an indem- 


| nity for hail damage is payable only where 10 per cent 


or more hail damage has occurred to the insured 
crops on the portion of land in question. 


7. Coverage under this endorsement commences 
no later than, 


(a) the 1st day of July ina crop year, or 
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(b) at a time, as determined by the Commis- 
sion, when it is too late to replant the 
insured crop in a crop year, 


whichever is the earlier. 
PREMIUMS 


8.—(1) The total premium payable for this 
endorsement is 4 per cent of the total guaranteed 
production determined under section 18 of the 
Schedule multiplied by, 


(a) where the insured person has chosen the 
floating price, the established price in clause 
20 (1) (b) of the Schedule; or 

(b) in all other cases, the established price per 

bushel determined under section 20 of the 

Schedule. 


(2) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


9.—{1) An insured person shall pay a premium 
deposit of $1 per acre by the 1st day of May during 
the crop year in respect of which insurance under this 
endorsement is requested. 


(2) This endorsement may be cancelled by the 
insured person by notice in writing to the Commis- 
sion on or before the final date for application in the 
crop year during which the cancellation is to be effec- 
tive. 


(3) Where the endorsement is cancelled by the 
insured person after the 1st day of May in a crop 
year, the Commission shall cancel the contract of 
insurance for all perils in the Schedule and the 
extended coverage endorsement in Form 2 if applica- 
ble, and shall not refund to the insured person any 
deposits paid pursuant to these contracts. 


(4) The insured person shall pay the premium, less 
the premium deposit, to the Commission at the time 
he or she files the final acreage report prescribed by 
section 10 of the Schedule. 


EVALUATION OF LOSS 


10. The amount of loss respecting the insured 
acreage for which a claim is made under this endorse- 
ment shall be determined as follows: 


1. The Commission shall determine the num- 
ber of damaged acres and their potential 
production. 


2. The Commission shall determine the per- 
centage of damage to the damaged acres 
caused by the hail. 


3. The Commission shall calculate the loss, 
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(i) by multiplying the percentage of 
damage by the lessor of, 


A. the guaranteed production of 
the damaged acreage, and 


B. the potential production of 
the damaged acreage, and 


(ii) by multiplying the product obtained 
under subparagraph i by, 


A. where the insured person has 
chose the floating price, the 
established price in clause 
20 (1) (b) of the Schedule; or 


B. the established price per bush- 
el determined under section 
20 of the Schedule in all other 
cases. 


11. The Commission shall determine the amount 
of loss before the harvesting of the damaged acreage. 


12. The indemnity payable with respect to the 
total insured acreage in the final adjustment of loss 
under the contract of insurance for all perils in the 
Schedule shall be determined by subtracting the 
indemnity paid under this endorsement from the 
maximum indemnity payable for a loss in production 
determined under section 19 of the Schedule. 


13. If the Commission has substituted the estab- 
lished price in clause 20 (1) (b) of the Schedule for 
the floating price under sections 8 and 10 of this 
endorsement and this substitution results in an over- 
payment or an underpayment, the Commission may, 
in making the final adjustment of loss under the con- 
tract of insurance for all perils in the Schedule, read- 
just the indemnity payable with respect to the total 
insured acreage. 


NOTICE OF LOSS OR DAMAGE 


14. The insured person shall notify the Commis- 
sion in writing within two days of an occurrence of 
loss or damage to the insured crop and before the 
harvesting of the insured crop. O. Reg. 453/90, 
s. 2, part. 


3. The Regulation is further amended by 
numbering the Table as Table 1 and by 
adding the following Table: 
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Table 2 


1.13410 
1.11907 
1.10448 
1.09023 
1.07638 
1.00000 
1.00000 
1.00000 
1.00000 
1:00000 


Age of Yield 


10 
9 
8 
7 
6 
5 
4 
3 
2 
1 


O. Reg. 453/90, s. 3. 


THE CRoP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 13th day of June, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 454/90. 

Crop Insurance Plan—Green and Wax 
Beans. 

Made—May 25th, 1990. 

Approved—July 27th, 1990. 

Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 209 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—({1) Subsection 12 (1) of the Schedule to 
Regulation 209 of Revised Regulations of 
Ontario, 1980, as remade by section 4 of 
Ontario Regulation 289/85, is revoked 
and the following substituted: 


(1) The total premium payable in respect of acre- 
age under contract is $79 per acre. 


(2) Subsection 12 (3) of the Schedule, as 
remade by section 1 of the Ontario Regu- 
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lation 355/84, is revoked and the follow- 
ing substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


2. Paragraph 6 of Form 1 of the Regulation 
is amended by adding the following sub- 


paragraph: 


(2a) For the purpose of calculating actual produc- 
tion (yield of harvested beans), whole bean yields 
shall be increased by a factor of 20 per cent, irrespec- 
tive of whether loss occurs under subparagraph (1). 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 25th day of May, 1990. 
_ 34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 455/90. 

Crop Insurance Plan—Seed Corn. 
Made—May 7th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 220 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 11 (1) (c) of the Schedule to 
Regulation 220 of Revised Regulations of 
Ontario, 1980, as remade by section 1 of 
Ontario Regulation 473/89, is revoked 
and the following substituted: 


(c) abasic premium of $13.40 per acre. 





(2) Subsection 11 (2) of the Schedule is 
revoked and the following substituted: 


(2) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 
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THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 7th day of May, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 456/90. 

Crop Insurance Plan—Forage Seeding 
Establishment. 

Made—February 26th, 1990. 

Approved—July 27th, 1990. 

Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 211 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1. Subsection 11 (1) of the Schedule to Reg- 
ulation 211 of Revised Regulations of 
Ontario, 1980, as remade by section 2 of 
Ontario Regulation 302/89, is revoked 
and the following substituted: 


(1) The total premium is, 


(a) $4 per acre where the coverage is $25 per 
Acre; 


(b) $6 per acre where the coverage is $25 per 
acre and the insured person’s claims since 
his or her enrolment in the plan exceed the 
premiums paid; or 


(c) $6 per acre where the coverage is $50 per 
acre. 


(2) Subsection 14 (2) of the Schedule, as 
made by section 2 of Ontario Regulation 
302/89, is revoked and the following sub- 
stituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 
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(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


3. Subsections 15 (2) and (3) of the Sched- 
ule, as made by section 2 of Ontario Reg- 
ulation 302/89, are revoked and the fol- 
lowing substituted: 


(2) After preparing a final acreage report under 
subsection (1), the Commission shall serve a copy of 
the report on the insured person either by personal 
delivery or by mailing it to the insured person’s last 
known address. 


(3) An insured person shall pay the premium for 
the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with copy of 
it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE CROP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 26th day of February, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 457/90. 

Crop Insurance Plan—Lima Beans. 
Made—June 13th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 212 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1. Subsection 12 (3) of the Schedule to Reg- 
ulation 212 of Revised Regulations of 
Ontario, 1980 is revoked and the follow- 
ing substituted: 
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(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 13th day of June, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 458/90. 

Crop Insurance Plan—Sweet Corn. 
Made—June 13th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 225 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1. Subsection 12 (4) of the Schedule to Reg- 
ulation 225 of Revised Regulations of 
Ontario, 1980, as remade by section 3 of 
Ontario Regulation 362/84, is revoked 
and the following substituted: 


; 


(4) The premiums prescribed by subsections (1) . 
and (2) include payments in respect of premiums — 
made by the Province of Ontario and the Govern- 


ment of Canada under the Crop Insurance Act 


(Canada). 


THE CRopP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 


Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 13th day of June, 1990. 
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CROP INSURANCE ACT (ONTARIO) 


O. Reg. 459/90. 

Crop Insurance Plan—Peanuts. 
Made—June 13th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 606/88 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1. Subsection 13 (3) of the Schedule to 
Ontario Regulation 606/88 is revoked and 
the following substituted: 


(3) The premium prescribed by subsection (1) 
| includes payments in respect of premiums made by 
| the Province of Ontario and the Government of 
| Canada under the Crop Insurance Act (Canada). 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 13th day of June, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 460/90. 

Crop Insurance Plan—Asparagus. 
Made—November Ist, 1989. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 353/84 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Section 9 of the Schedule to Ontario 
Regulation 353/84 is revoked and the fol- 
lowing substituted: 








, 9.—{1) The initial coverage provided under a con- 
tract of insurance shall be 70 per cent of the average 
_ farm yield in pounds of the total producing acres of 


i 


| asparagus grown by the insured person. 
| 





| 
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(2) If there is no claim in a year, the coverage pro- 
vided under a contract of insurance for the next fol- 
lowing year shall be as follows, 


(a) where the coverage for the year in which 
there was no claim was 65 per cent, 70 per 
cent of the average farm yield in pounds of 
the total producing acres of asparagus 
grown by the insured person; 


(b) where the coverage for the year in which 
there was no claim was 70 per cent, 75 per 
cent of the average farm yield in pounds of 
the total producing acres of asparagus 
grown by the insured person; 


(c) where the coverage for the year in which 
there was no claim was 75 per cent, 80 per 
cent of the average farm yield in pounds of 
the total producing acres of asparagus 
grown by the insured person; 


(d) where the coverage for the year in which 
there was no claim was 80 per cent, 80 per 
cent of the average farm yield in pounds of 
the total producing acres of asparagus 
grown by the insured person. 


(3) If there is a claim in a year, the coverage pro- 
vided under a contract of insurance for the next fol- 
lowing year shall be as follows, 


(a) where the coverage for the year in which 
there was a claim was 80 per cent, 75 per 
cent of the average farm yield in pounds of 
the total producing acres of asparagus 
grown by the insured person; 


(b) where the coverage for the year in which 
there was a claim was 75 per cent, 70 per 
cent of the average farm yield in pounds of 
the total producing acres of asparagus 
grown by the insured person; 


(c) where the coverage for the year in which 
there was a claim was 70 per cent, 65 per 
cent of the average farm yield in pounds of 
the total producing acres of asparagus 
grown by the insured person; 


(d) where the coverage for the year in which 
there was a claim was 65 per cent, 65 per 
cent of the average farm yield in pounds of 
the total producing acres of asparagus 
grown by the insured person. 


(4) Despite subsection (3), if the amount of a 
claim paid in a year is less than one-half of that year’s 
total premium, the coverage for the following year 
shall remain unchanged. 


(5) The number of pounds calculated for the pur- 
poses of subsections (1), (2) and (3) constitutes the 
total guaranteed production under a contract of 
insurance. 
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(6) If the Commission is of the opinion that the 
insured person cannot provide adequate production 
records, it shall determine the average farm yield on 
the basis of such other acreage production records as 
it considers appropriate. 


O. Reg. 460/90 


(2) Subsection 12 (1) of the Schedule, as 
amended by section 1 of Ontario Regula- 
tion 659/87, is revoked and the following 
substituted: 


(1) The total premium is $26 per acre. 


(3) Subsection 15 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
and adjustment of premium made by the Commission 
under subsection (1) unless the insured person noti- 
fies the Commission in writing that he or she rejects 
the revision and adjustment within ten days after the 
Commission notification is served on the insured per- 
son. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(4) Subsections 16 (2) and (3) of the Schedule 
are revoked and the following substituted 
therefor: 


(2) Where the Commission prepares a final acre- 
age report under subsection (1), the Commission 
shall serve a copy of the report on the insured person 
either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A mailed report is considered served three 
days after it is mailed. 


THE CROP INSURANCE COMMISSION OF ONTARIO: 
GORDON HILL 

Chairman 

DANIELA SCERNI 

Secretary 


Dated at Toronto, this 1st day of November, 1989. 


34/90 
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CROP INSURANCE ACT (ONTARIO) 


O. Reg. 461/90. 

Crop Insurance Plan—Hay and Pasture. 
Made—October 25th, 1989. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 210 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 6 (c) of the Schedule to Regula- 
tion 210 of Revised Regulations of 
Ontario, 1980 is revoked and the follow- 
ing substituted: 


(c) an application for insurance; and 
(2) Clause 7 (a) of the Schedule is revoked. 


(3) Section 11 of the Schedule, as remade by 
section 2 of Ontario Regulation 145/84, is 
revoked and the following substituted: 


11.—({1) The Commission shall calculate the pre- 
mium payable in the crop year by applying to the cov- 
erage selected for each acre of the insured crop a pre- 
mium rate computed in accordance with the 
following formula: 


4% (100 + A) 


in which ‘‘A” is the surcharge or discount computed ~ 
in accordance with subsection (2). 


(2) The Commission shall calculate the surcharge 
or discount using the following formula: 


C 
B hand? 


100 
15 


in which, 
““B”’ is the lesser of, 


(i) the number of years the insured person has 
been enrolled in the plan, and 


(ii) nine years, and 


‘“C” is the insured person’s loss to coverage ratio, 
and 


‘““‘D” is the plan’s loss to coverage ratio. 
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(3) The insured person’s loss to coverage ratio 
shall be calculated by dividing the total dollar value 
of the payments made by the Commission to the 
insured person for the number of years he or she has 
been enrolled in the plan by the total dollar value of 
the insured person’s coverage for the number of 
years he or she has been enrolled in the plan, multi- 
plied by 100. 


(4) The plan’s loss to coverage ratio shall be calcu- 
lated by dividing the total dollar value of the pay- 
ments made by the Commission in respect of all 
claims made by insured persons under the plan for 
the number of years the plan has been in effect, by 
the total dollar value of coverage extended by the 
plan for the number of years it has been in effect, 
multiplied by 100. 


(5) The premium calculated in accordance with 
subsections (1), (2), (3) and (4) excludes payments in 
respect of premiums made by the Government of 
Canada under the Crop Insurance Act (Canada). 


2. Form 2 of the Regulation is revoked. 
THE CRoP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 25th day of October, 1989. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 462/90. 

Crop Insurance Plan—Winter Wheat. 
Made—November 17th, 1989. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 229 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (c) of the Schedule to Regula- 
tion 229 of Revised Regulations of 
Ontario, 1980, as remade by section 1 of 
Ontario Regulation 201/89, is revoked 
and the following substituted: 
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(c) “winter wheat” means soft white winter 
wheat and hard red winter wheat produced 
in Ontario. 


(2) Subsection 8 (2) of the Schedule is 
amended by striking out ‘‘20th’’ in the 
third line and substituting ‘‘31st’’. 


(3) Subsection 11 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 201/89, is revoked and the following 
substituted: 


(1) For the purposes of this plan, the grower may 
select an established price per bushel for winter 
wheat of, 


(a) $2.75; 
(b) $3.25; or 
(c) $3.75. 


(4) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 201/89, is revoked and the following 
substituted: 


(1) The total premium is, 


(a) $6.50 per acre where the established price is 
$2.75 per bushel; 


(b) $7.60 per acre where the established price is 
$3.25 per bushel; or 


(c) $8.80 per acre where the established price is 
$3.75 per bushel. 


(5) Subsection 15 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(6) Subsections 16 (2) and (3) of the said 
Schedule are revoked and the following 
substituted therefor: 


(2) Where the Commission prepares a final acre- 


~ age report under subsection (1), the Commission 
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shall serve a copy of the report on the insured person 
either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A mailed report is considered served three 
days after it is mailed. 


2. Paragraph 23 (2) of Form 1 of the Regu- 
lation is revoked and the following substi- 
tuted: 


(2) Written notice to the insured person shall be 
served by personal delivery or by mailing it to the 
insured person’s last known address on file with the 
Commission. 


(3) Where a written notice is mailed, it shall be 
deemed to be served three days after it is mailed. 


THE CROP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 17th day of November, 
1989. 


34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 463/90. 

Crop Insurance Plan—Sour Cherries. 
Made—December 7th, 1989. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 221 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Section 9 of the Schedule to Regula- 
tion 221 of Revised Regulations of 
Ontario, 1980 is revoked and the follow- 
ing substituted: 


9.—{1) The initial coverage provided under a con- 
tract of insurance shall be 66 per cent of the average 
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yield in pounds as determined by the Commission 
multiplied by the established price. 


(2) If there is no claim in a year, the coverage pro- 
vided under a contract of insurance for the next fol- 
lowing year shall be as follows: 


(a) where the coverage for the year in which 
there was no claim was 63 per cent, 66 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price; 


(b) where the coverage for the year in which 
there was no claim was 66 per cent, 68 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price; 


(c) where the coverage for the year in which 
there was no claim was 68 per cent, 70 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price; 


(d) where the coverage for the year in which 
there was no claim was 70 per cent, 73 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price; and 


(e) where the coverage for the year in which’ 
there was no claim was 73 per cent, 73 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price. 


(3) If there is a claim in a year, the coverage pro- 


vided under a contract of insurance for the next fol- 


lowing year shall be as follows: 


(a) where the coverage for the year in which — 
there was a claim was 73 per cent, 70 per — 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the — 
established price; 


(b) where the coverage for the year in which 
there was a claim was 70 per cent, 68 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price; 


(c) where the coverage for the year in which 
there was a claim was 68 per cent, 66 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price; 


(d) where the coverage for the year in which 
there was a claim was 66 per cent, 63 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price; and 
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(e) where the coverage for the year in which 
there was a claim was 63 per cent, 63 per 
cent of the average yield in pounds as deter- 
mined by the Commission multiplied by the 
established price. 


(4) The number of pounds calculated for the pur- 
poses of subsections (1), (2) and (3) constitutes the 
total guaranteed production under a contract of 
insurance. 


(2) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 798/83, is revoked and the following 
substituted: 


(1) The total premium payable in the crop year is, 


(a) where the level of coverage is 73 per cent, 
20 per cent of the guaranteed production in 
pounds multiplied by the established price; 


(b) where the level of coverage is 70 per cent, 
21 per cent of the guaranteed production in 
pounds multiplied by the established price; 


(c) where the level of coverage is 68 per cent, 
22 per cent of the guaranteed production in 
pounds multiplied by the established price; 


(d) where the level of coverage is 66 per cent, 
23 per cent of the guaranteed production in 
pounds multiplied by the established price; 
and 


(e) where the level of coverage is 63 per cent, 
24 per cent of the guaranteed production in 
pounds multiplied by the established price. 


2. Subparagraph 17 (2) of Form 1 of the 
Regulation is revoked and the following 
substituted: 


(2) Written notice to the insured person shall be 
served by personal delivery or by mailing it to the 
insured person’s last known address on file with the 
- Commission. 





_ (3) A-written notice that is mailed shall be deemed 
to be served three days after it is mailed. 


THE CRop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 





DANIELA SCERNI 
Secretary 


Dated at Toronto, this 7th day of December, 1989. 
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CROP INSURANCE ACT (ONTARIO) 


O. Reg. 464/90. 

Crop Insurance Plan—Pears. 
Made—December Ist, 1989. 
Approved—July 27th, 1990. 

Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 216 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1. Subsection 12 (1) of the Schedule to Reg- 
ulation 216 of Revised Regulations of 
Ontario, 1980, as remade by section 1 of 
Ontario Regulation 119/89, is revoked 
and the following substituted: 


(1) The total premium payable in the crop year is 
as follows: 


(a) where the coverage is 80 per cent, 13 per 
cent of the guaranteed production in pounds 
multiplied by the established price; 


(b) where the coverage is 78 per cent, 14 per 
cent of the guaranteed production in pounds 
multiplied by the established price; 


(c) where the coverage is 76 per cent, 15 per 
cent of the guaranteed production in pounds 
multiplied by the established price; 


(d) where the coverage is 73 per cent, 16 per 
cent of the guaranteed production in pounds 
multiplied by the established price; and 


(e) where the coverage is 70 per cent, 17 per 
cent of the guaranteed production in pounds 
multiplied by the established price. 


2. Subparagraph 17 (2) of Form 1 of the 
Regulation is revoked and the following 
substituted: 


(2) Written notice to the insured person shall be 
served by personal delivery or by mailing it to the 
insured person’s last known address on file with the 
Commission. 


(3) A written notice that is mailed shall be deemed 
to be served three days after it is mailed. 


THE CRoP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 
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DANIELA SCERNI 
Secretary 


Dated at Toronto, this 1st day of December, 1989. 


34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 465/90. 

Crop Insurance Plan—Grapes. 
Made—January 17th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 208 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Subsection 9 (4) of the Schedule to 
Regulation 208 of Revised Regulations of 
Ontario, 1980, as made by section 1 of 
Ontario Regulation 68/88, is revoked. 


(2) Subsection 10 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 68/88, is amended by striking out the 
definition of ‘‘negotiated price’’. 


(3) Subsections 10 (2) and (3) of the Sched- 
ule, as remade by section 1 of Ontario 
Regulation 120/89, are revoked and the 
following substituted: 


(2) The established prices for each class are as fol- 
lows: 


Class Price per tonne 
1 Sige 
1A 198 
2 227 
3 265 
3A 13953 
4 241 
5 489 
5A 352 
5B 500 
5C 299 
6 §52 
6A 436 
6B 450 
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6C 261 
ch a3 
8 345 
8A 593 
9 823 
9A 903 
9B 1,666 
OC 1,070 
10 549 


2. Subparagraph 17 (2) of Form 1 of the 
Regulation is revoked and the following 
substituted: 


(2) Written notice to the insured person shall be 
served by personal delivery or by mailing it to the 
insured person’s last known address on file with the 
Commission. 


(3) A written notice that is mailed shall be deemed 
to be served three days after it is mailed. 


THE CRoP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI ~ 
Secretary 


Dated at Toronto, this 17th day of January, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 466/90. 

Crop Insurance Plan—Cucumbers. 
Made—May 7th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 462/84 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to > 
Ontario Regulation 462/84 is revoked and 
the following substituted: 


(a) ‘“‘average farm yield’ means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed 
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on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the bais of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) The Schedule to the Regulation is amend- 
ed by adding after the heading ‘“COVER- 
AGE?’’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual 2 [ire (sea vee )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 


yield according to the formula, 
_ Actual ) 
4 Yield 


Adjusted _ Actual , Al Cea 
Yield Yield Yield 
(3) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 226/88, is revoked and the following 
substituted: 






| (1) The total premium is $52 per acre. 
(4) Subsection 12 (3) of the Schedule is 
revoked and the following substituted: 


_ (3) The premium prescribed by subsection (1) 
/ includes payments in respect of premiums made by 
| the Province of Ontario and the Government of 
| Canada under the Crop Insurance Act (Canada). 


(5) Subsection 15 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
_ agreed with the revision of the final acreage report 
_ made by the Commission under subsection (1) unless 
_ the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
jafter the Commission notification is served on the 
insured person. 
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(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(6) Subsections 16 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


(2) The Commission shall serve a copy of the final 
acreage report, if one is prepared, on the insured per- 
son either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 7th day of May, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 467/90. 

Crop Insurance Plan—Red Spring Wheat. 
Made—April 4th, 1990. 

Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 607/88 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—{1) Section 3 of the Schedule to Ontario 
Regulation 607/88 is revoked and the fol- 
lowing substituted: 


3. In this plan, 


“average farm yield” means the average yield of the 


planted acreage, 


(a) for the ten-year period immediately preced- 
ing the current year computed on the basis 
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of the acreage production records of the 
insured person, or 


(b) for the number of years of enrolment in the 
plan computed on the basis of the acreage 
production records of the insured person or 
on another basis that is reasonable in the 
circumstances, where the insured person 
has not been enrolled in the plan for ten 
years; 


‘red spring wheat’? means Canada Eastern red spring 
wheat produced in Ontario for milling and eligible 
for a grade under the Canada Grains Act 
(Canada). 


(2) The Schedule to the Regulation is amen- 
ded by adding after the heading ‘‘COV- 
ERAGE”’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual _ 2 (Sar (ect x 13 )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 


yield according to the formula, 
7)- Actual ) 
Yield 


Adjusted _ Actual , a (ses age . 
Yield Yield” Yield 
(3) Subsection 11 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 308/89, is revoked and the following 
substituted: 


(1) For the purposes of this plan, the established 
price for red spring wheat is, 


(a) $2.80 per bushel; or 


(b) $4.20 per bushel. 


(4) Subsection 13 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 308/89, is revoked and the following 
substituted: 


(1) The total premium for red spring wheat is, 


(a) $9.60 per acre where the established price is 
$2.80 per bushel; or 
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(b) $14.20 per acre where the established price 
is $4.20 per bushel. 


(5) Subsection 13 (3) of the Schedule is 
revoked and the following substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(6) Subsection 16 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(7) Subsections 17 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


(2) Where the Commission prepares a final acre- 
age report under subsection (1), the Commission 
shall serve a copy of the report on the insured person — 
either by personal delivery or by mailing it to thes : 
insured person’s last known address. 











(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days ; 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE CROP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 4th day of April, 1990. 
34/90 





O. Reg. 468/90 
CROP INSURANCE ACT (ONTARIO) 


O. Reg. 468/90. 

Crop Insurance Plan—Honey. 
Made—May 25th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 605/88 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) The definition of ‘‘average farm 
yield’’ in section 3 of the Schedule to 
Ontario Regulation 605/88 is revoked and 
the following substituted: 


‘“‘average farm yield” means the average of previous 
yields per insurable hive, 


(a) for the ten-year period immediately preced- 
ing the current year computed on the basis 
of the hive production records of the 
insured person, or 


(b) for the number of years of enrolment in the 
plan computed on the basis of the hive pro- 
duction records of the insured person or on 
another basis that is reasonable in the cir- 
cumstances, where the insured person has 
not been enrolled in the plan for ten years; 


(2) The Schedule to the Regulation is amen- 
ded by adding after the heading ‘‘COV- 
ERAGE”? the following section: 


9a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
' compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
| the average yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual _ 2 (Amal Ga ae )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , 2 (Ga y a) Actual ) 
Yield Yield 3 Yield Yield 


(3) Section 11 of the Schedule, as remade by 
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section 1 of Ontario Regulation 313/89, is 
revoked and the following substituted: 


11. For the purpose of this plan, the established 


price for honey is, 


(a) $0.50 per pound; or 


(b) $0.60 per pound. 


(4) Subsection 13 (1) of the Schedule, as 
remade by section1 of Ontario Regulation 
313/89, is revoked and the following sub- 
stituted: 


(1) The total premium for honey is, 


(a) $4.60 per hive where the established price is 
$0.50 per pound; or 


(b) $5.60 per hive where the established price is 
$0.60 per pound. 


(5) Subsection 13 (2) of the Schedule is 
revoked and the following substituted: 


(2) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(6) Section 15 of the Schedule is amended by 
adding the following subsection: 


(1a) Weak hives shall not be included in the calcu- 
lation of the total number of insurable hives made 
under subsection (1). 


(7) Subsection 16 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the correction of the hive report made 
under subsection (1) unless the insured person noti- 
fies the Commission in writing that he or she rejects 
the correction within ten days after the Commission 
notification is served on the insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(8) Subsections 17 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


(2) The Commission shall serve a copy of a final 
hive report made under subsection (1) on the insured 
person either by personal delivery or by mailing it to 
the insured person’s last known address. 
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(3) Every insured person shall pay the premium 
for the crop year in respect of which a final hive 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


2. Paragraph 9 of Form 1 of the Regulation 
is amended by adding the following sub- 


paragraph: 


(3) For the purpose of calculating actual produc- 
tion, comb honey yields shall be multiplied by a fac- 
tor of 3, irrespective of whether loss occurs under 
subparagraph (1). 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 25th day of May, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 469/90. 

Crop Insurance Plan—Carrots. 
Made—May 7th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 217/82 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to Ontario 
Regulation 217/82 is revoked and the fol- 
lowing substituted: 


(a) ‘‘average farm yield’? means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
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stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) The Schedule to the Regulation is amen- 
ded by adding after the heading ‘“‘COV- 
ERAGE” the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual 2 (Gere (evi vate )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual | 2 (Cos a7)- Actual ) 
Yield ied "3 Yield Yield 


(3) Section 10 of the Schedule, as remade by 
section 1 of Ontario Regulation 300/89, is. 
revoked and the following substituted: 


10. For the purpose of this plan, the established 
price for carrots is, 


(a) $1.60 per bushel; or 
(b) $2.00 per bushel. 


(4) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 300/89, is revoked and the following 
substituted: 


(1) Subject to subsection (2), the total premium is, 


(a) $176 per acre where the established price is 
$1.60 per bushel; or 


(b) $220 per acre where the established price is _ 
$2 per bushel. 


(5) Subsection 12 (3) of the Schedule is 
revoked and the following substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of — 
Canada under the Crop Insurance Act (Canada). 


(6) Subsection 15 (2) of the Schedule is 
revoked and the following substituted: 
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(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(7) Subsections 16 (2) and (3) of the Schedule 
are revoked and the following substit- 
uted: 


(2) The Commission shall serve a copy of the final 
acreage report, if one is prepared, on the insured per- 
son either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 7th day of May, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 470/90. 

Crop Insurance Plan—Red Beets. 
Made—April 27th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 434/88 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) The definition of ‘‘average farm yield’’ 
in section 3 of the Schedule to Ontario 
Regulation 434/88 is revoked and the fol- 
lowing substituted: 
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‘average farm yield’’ means the average yield of the 
planted acreage, 


(a) for the ten-year period immediately preced- 
ing the current year computed on the basis 
of the acreage production records of the 
insured person, or 


(b) for the number of years of enrolment in the 
plan computed on the basis of the acreage 
production records of the insured person or 
on another basis that is reasonable in the 
circumstances, where the insured person 
has not been enrolled in the plan for ten 
years; 


(2) The Schedule to the Regulation is amen- 
ded by adding after the heading ‘‘COV- 
ERAGE”’’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual 2 ( (Aer x 13 )) 

Yield Yield 3 \ Yield Yield 

(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , 2 iG . a)- Actual ) 
Yield Yield. 3 Yield Yield 


(3) Subsection 13 (1) of the Schedule, as 
amended by section 1 of Ontario Regula- 
tion 298/89, is further amended by strik- 
ing out ‘‘$24’’ in the second line and sub- 
stituting ‘‘$20.40’’. 


(4) Subsection 13 (3) of the Schedule is 
revoked and the following substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(5) Subsection 16 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
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that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(6) Subsections 17 (2) and (3) of the Schedule 
are revoked and the following substit- 
uted: 


(2) Where the Commission prepares a final acre- 
age report under subsection (1), the Commission 
shall serve a copy of the report on the insured person 
either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 27th day of April, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 471/90. 

Crop Insurance Plan—Sunflowers. 
Made—June 13th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 478/87 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1 Subsection 12 (2) of the Schedule to 
Ontario Regulation 478/87 is revoked and 
the following substituted: 


(2) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
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the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


THE CRop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 13th day of June, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 472/90. 

Crop Insurance Plan—Peppers. 
Made—April 27th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 218 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to Regula- . 
tion 218 of Revised Regulations of 
Ontario, 1980 is revoked and the follow- — 
ing substituted: | 






(a) ‘average farm yield” means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately — 
preceding the current year computed — 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- | 
stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) The Schedule to the Regulation is amen- 
ded by adding after the heading ‘““COV- 
ERAGE?’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
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period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual _ 2 (a . Gan 14 )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , 2 (Ces * 0)- Actual ) 
Yields icin <3 Yield Yield 


(3) Subsection 11 (1) of the Schedule, as 
made by section 1 of Ontario Regulation 
95/82, is revoked and the following sub- 
stituted: 


(1) The established price for peppers is, 
(a) $160 per ton; or 
(b) $200 per ton. 


(4) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 306/89, is revoked and the following 
substituted: 


(1) The premium for peppers is, 


(a) $136 per acre where the established price is 
$160 per ton; and 


(b) $170 per acre where the established price is 
$200 per ton. 


(5) Subsection 12 (3) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 306/89, is revoked and the following 
substituted: 






(3) The premium prescribed by subsection (1) 
1) includes payments in respect of premiums made by 
7 the Province of Ontario and the Government of 
}) Canada under the Crop Insurance Act (Canada). 


(6) Subsection 16 (2) of the Schedule, as 
made by section 5 of Ontario Regulation 
404/81, is revoked and the following sub- 
stituted: 


_ (2) The insured person shall be deemed to have 
|, agreed with the revision of the final acreage report 
_ made by the Commission under subsection (1) unless 
|) the insured person notifies the Commission in writing 
|| that he or she rejects the revision within ten days 
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after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(7) Subsections 17 (2) and (3) of the Sched- 
ule, as made by section 5 of Ontario Reg- 
ulation 404/81, are revoked and the fol- 
lowing substituted: 


(2) Where the Commission prepares a final acre- 
age report under subsection (1), the Commission 
shall serve a copy of the report on the insured person 
either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 27th day of April, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 473/90. 

Crop Insurance Plan—Peas. 
Made—April 27th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 217 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Subsection 12 (1) of the Schedule to 
Regulation 217 of Revised Regulations of 
Ontario, 1980, as remade by section 1 of 
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Ontario Regulation 443/89, is revoked 
and the following substituted: 


(1) The total premium payable in respect of acre- 
age under contract to a processor is $65 per acre. 


(2) Subsection 12 (3) of the Schedule, as 
remade by section 3 of Ontario Regula- 
tion 299/85, is revoked and the following 
substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(3) Clause 13 (a) of the Schedule, as remade 
by section 4 of Ontario Regulation 
299/85, is revoked and the following sub- 
stituted: 


(a) in the County of Essex and in the Township 
of Romney and Tilbury East in the County 
of Kent, the 24th day of May; 


THE CROP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 27th day of April, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 474/90. 

Crop Insurance Plan—Corn. 
Made—May 7th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 205 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to Regula- 
tion 205 of Revised Regulations of 
Ontario, 1980, as amended by section 1 of 
Ontario Regulation 276/88, is revoked 
and the following substituted: 
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(a) “‘average farm yield’? means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) The Schedule to the Regulation is amen- 
ded by adding after the heading ‘‘COV- 
ERAGE”’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 


(a) calculate for each year in the ten-year 
period a factored yield by applying to the 
actual yield the factor designated for that 
year in Table 2; and 


(b) compare the factored yield in each year with 
the average of the factored yields and, 


(i) if the factored yield in a year exceeds 
the insured person’s ten year average 
by more than 30 per cent, shall adjust 
the factored yield according to the 


formula, 
Adjusted _ Factored _ 2 (seg “ Coen x13 )) 
Yield Yield 3X Yield Yield 


(ii) if the factored yield in a year falls 
short of the insured person’s ten year 
average by more than 30 per cent, 
shall adjust the factored yield accord- 
ing to the formula, ! 


Adjusted _Factored , 2 (en * a)- Factored ) 
Yield Yield 3 Yield Yield | 


(3) Subsection 11 (1) of the Schedule, adi 
remade by section 1 of Ontario Regula-— 
tion 297/89, is revoked and the following 
substituted: 


— 






(1) For the purposes of this plan, the established 
price for grain corn is, 


(a) $2.20 per bushel; 
(b) $2.65 per bushel; or 


(c) the floating price per bushel determined 
under subsection (1a). 
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(4) Subsection 11 (la) of the Schedule, as 
made by section 1 of Ontario Regulation 
297/89, is revoked and the following sub- 
stituted: 


(1a) The floating price per bushel is the greater of, 
(a) $2.425 per bushel; and 


(b) the average calculated by the Commission 
of the daily prices per bushel of grain corn 
at Hensall, Ontario as determined by the 
Farm Market News for the period from the 
21st day of October to the 11th day of 
November in a crop year, minus $0.27 per 
bushel. 


(5) Subsection 12 (1) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 297/89, is revoked and the following 
substituted: 


(1) The total premium is, 


(a) $9.60 per acre where the established price is 
$2.20 per bushel; 


(b) $11.60 per acre where the established price 
is $2.65 per bushel; or 


(c) $12.80 per acre where the established price 
is the floating price per bushel. 


(6) Subsection 12 (3) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 89/82, is revoked and the following 
substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
_ Canada under the Crop Insurance Act (Canada). 


(7) Subsection 15 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
| agreed with the revision of the final acreage report 
_ made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 


4] that he or she rejects the revision within ten days 


| after the Commission notification is served on the 
| insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
| address, in which case the notification shall be 
_ deemed to be served three days after it is mailed. 


(8) Subsections 16 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 
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(2) The Commission shall serve a copy of the final 
acreage report, if one is prepared, on the insured per- 
son either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


2. The Regulation is amended by number- 
ing the Table as Table 1 and by adding 
the following Table: 


TABLE 2 


Factor 


1.14630 
ee a ah. 
1.11368 
1.09807 
1.08292 
1.00000 
1.00000 
1.00000 
1.00000 
1.00000 


Age of Yield 


O. Reg. 474/90, s. 2. 


3. The Regulation is further amended by 
adding the following Form: 


Form 1 
Crop Insurance Act (Ontario) 
EXTENDED COVERAGE ENDORSEMENT 


1.—({1) This endorsement is in force where the 
insured person applies for it and pays the prescribed 
premium. 


(2) The coverage is in force and indemnity and 
premiums payable under this endorsement are in 
addition to any prescribed by the plan. 


(3) The terms and conditions of the Schedule and 
Form 2 shall apply to this endorsement unless they 
are inconsistent with it or are specifically excluded 
under it. 


2. An application for extended coverage shall be 
made by the Ist day of May in the crop year in 
respect of which it is made. 
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COVERAGE 


3. The insured person may purchase an extra 5 or 
10 per cent coverage in addition to the coverage 
determined under section 9 of the Schedule. 


4. The maximum indemnity for which the Com- 
mission is liable under a contract of insurance under 
the Plan and insurance provided by this endorsement 
is the amount obtained by adding an additional 5 or 
10 per cent to the coverage determined under section 
9 of the Schedule and multiplying this sum by the 
established price determined under section 11 of the 
Schedule. 


PREMIUMS 


5.—(1) The additional premium payable in the 
crop year for 5 per cent extra coverage is, 


(a) $2.80 per acre where the established price is 
$2.20 per bushel; 


(b) $3.20 per acre where the established price is 
$2.65 per bushel; 


(c) $3.60 per acre where the established price is 
the floating price per bushel. 


(2) The additional premium payable in the crop 
year for 10 per cent extra coverage is, 


(a) $7.20 per acre where the established price is 
$2.20 per bushel; 


(b) $8.60 per acre where the established price is 
$2.65 per bushel; 


(c) $9.40 per acre where the established price is 
the floating price per bushel. 


(3) The premiums prescribed by subsections (1) 
and (2) include payments in respect of premiums 
made by the Province of Ontario and the Govern- 
ment of Canada under the Crop Insurance Act 
(Canada). 


(4) Subsection 12 (2) of the Schedule shall not 
apply to this endorsement. 


(5) An insured person shall pay a premium deposit 
of $1.00 per acre at the time of application for 
extended coverage. 


(6) The minimum premium deposit payable by an 
insured person in the crop year under this endorse- 
ment is $25.00. O. Reg. 474/90, s. 3. 

THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 
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O. Reg. 475/90 
Dated at Toronto, this 7th day of May, 1990. 
34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 475/90. 

Crop Insurance Plan—Coloured Beans. 
Made—April 4th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 204 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to Regula- 
tion 204 of Revised Regulations of 
Ontario, 1980, as amended by section 1 of 
Ontario Regulation 223/88, is revoked 
and the following substituted: 


(a) ‘‘average farm yield’? means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed 
on the basis of the acreage produc- 


tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
stances, where the insured person 
has not been enrolled in the plan for 


ten years; 


(2) The Schedule to the Regulation is amen- | 
ded by adding after the heading ‘‘COV- 
ERAGE”’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


| 
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Adjusted _ Actual | 2 Cae (ia we )) 
Yield Yield 3 X Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , 2 (Pee Y 0); Actual ) 
Yield Yield 3 Yield Yield 


(3) Subsection 13 (3) of the Schedule, as 
remade by section 1 of Ontario Regula- 
tion 92/82, is revoked and the following 
substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(4) Subsection 16 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(5) Subsections 17 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


(2) Where the Commission prepares a final acre- 
| age report under subsection (1), the Commission 
' shall serve a copy of the report on the insured person 


§| either by personal delivery or by mailing it to the 


| insured person’s last known address. 


(3) Every insured person shall pay the premium 


7) for the crop year in respect of which a final acreage 
| report is prepared by the Commission within ten days 


| after the insured person has been served with a copy 
of it. 


| (4) A report that is mailed shall be deemed to be 
|) served three days after it is mailed. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 
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Dated at Toronto, this 4th day of April, 1990. 


O. Reg. 476/90 


34/90 


CROP INSURANCE ACT (ONTARIO) 


O. Reg. 476/90. 

Crop Insurance Plan—White Beans. 
Made—Appril 4th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 228 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) Clause 3 (a) of the Schedule to Regula- 
tion 228 of Revised Regulations of 
Ontario, 1980, as amended by section 1 of 
Ontario Regulation 189/88, is revoked 
and the following substituted: 


(a) “average farm yield’? means the average 
yield of the planted acreage, 


(i) for the ten-year period immediately 
preceding the current year computed 
on the basis of the acreage produc- 
tion records of the insured person, or 


(ii) for the number of years of enrolment 
in the plan computed on the basis of 
the acreage production records of the 
insured person or on another basis 
that is reasonable in the circum- 
stances, where the insured person 
has not been enrolled in the plan for 
ten years; 


(2) The Schedule to the Regulation is amen- 
ded by adding after the heading ‘‘COV- 
ERAGE”’ the following section: 


8a. For the purpose of calculating the average 
farm yield, the Commission shall, on an annual basis, 
compare the actual yield in each year of the ten-year 
period used to calculate the average farm yield with 
the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual 2 (Ce u Eas ae )) 
Yield Yield 3 X Yield Yield 
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(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Adjusted _ Actual , 2 (a , 0)- Actual ) 
Yield Wield, 723 Yield Yield 


(3) Subsection 13 (3) of the Schedule, as 
remade by section 4 of Ontario Regula- 
tion 93/82, is revoked and the following 
substituted: 


(3) The premium prescribed by subsection (1) 
includes payments in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(4) Subsection 16 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
after the Commission notification is served on the 
insured person. 


(2a) For the purposes of subsection (2), the Com- 
mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(5) Subsections 17 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


(2) Where the Commission prepares a final acre- 
age report under subsection (1), the Commission 
shall serve a copy of the report on the insured person 
either by personal delivery or by mailing it to the 
insured person’s last known address. 


(3) Every insured person shall pay the premium 
for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE CROP INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 4th day of April, 1990. 
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O. Reg. 477/90 
CROP INSURANCE ACT (ONTARIO) 


O. Reg. 477/90. 

Crop Insurance Plan—Onions. 
Made—May 7th, 1990. 
Approved—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
ONTARIO REGULATION 541/86 
MADE UNDER THE 
CROP INSURANCE ACT (ONTARIO) 


1.—(1) The definition of ‘‘average farm yield’’ 
in section 3 of the Schedule to Ontario 
Regulation 541/86 is revoked and the fol- 
lowing substituted: 


“average farm yield’’ means the average yield of the 
planted acreage, 


(a) for the ten-year period immediately preced- 
ing the current year computed on the basis 
of the acreage production records of the 
insured person, or 


(b) 
plan computed on the basis of the acreage 
production records of the insured person or 
on another basis that is reasonable in the 
circumstances, where the insured person 
has not been enrolled in the plan for ten 
years; 


(2) The Schedule to the Regulation is amen- 


ded by adding after the heading ‘‘COV- 
ERAGE?”’ the following section: 


8a. For the purpose of calculating the average 


for the number of years of enrolment in the. 


farm yield, the Commission shall, on the annual — 


basis, compare the actual yield in each year of the 
ten-year period used to calculate the average farm 
yield with the average farm yield itself and, 


(a) if the actual yield in a year exceeds the 


insured person’s ten year average by more | 
than 30 per cent, shall adjust the actual — 


yield according to the formula, 


Adjusted _ Actual _ 2 (eae (ae x13 )) 
Yield Yield 3 \ Yield Yield 


(b) if the actual yield in a year falls short of the 
insured person’s ten year average by more 
than 30 per cent, shall adjust the actual 
yield according to the formula, 


Yield 3 


Adjusted _ Actual | 2 (Gears Y a7) Actual ) 


Yield Yield Yield 


2010 





_ ee 
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(3) Subsection 11 (3) of the Schedule is 
revoked and the following substituted: 










(3) The premium prescribed by subsection (1) 
includes payment in respect of premiums made by 
the Province of Ontario and the Government of 
Canada under the Crop Insurance Act (Canada). 


(4) Subsection 14 (2) of the Schedule is 
revoked and the following substituted: 


(2) The insured person shall be deemed to have 
agreed with the revision of the final acreage report 
_ made by the Commission under subsection (1) unless 
the insured person notifies the Commission in writing 
that he or she rejects the revision within ten days 
| after the Commission notification is served on the 
_ insured person. 


(2a) For the purposes of subsection (2), the Com- 
| mission notification may be served by personal deliv- 
ery or by mailing it to the insured person’s last known 
| address, in which case the notification shall be 
deemed to be served three days after it is mailed. 


(5) Subsections 15 (2) and (3) of the Schedule 
are revoked and the following substi- 
tuted: 


| (2) The Commission shall serve a copy of a final 
| acreage report on the insured person either by per- 
| sonal delivery or by mailing it to the insured person’s 
_ last known address. 


(3) Every insured person shall pay the premium 
| for the crop year in respect of which a final acreage 
report is prepared by the Commission within ten days 
| after the insured person has been served with a copy 
of it. 


(4) A report that is mailed shall be deemed to be 
served three days after it is mailed. 


THE Crop INSURANCE COMMISSION OF ONTARIO: 


GORDON HILL 
Chairman 


DANIELA SCERNI 
Secretary 


Dated at Toronto, this 7th day of May, 1990. 
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Grapes for Processing—Plan. 
Made—July 27th, 1990. 
Filed—August 3rd, 1990. 
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REGULATION TO AMEND 
REGULATION 363 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
FARM PRODUCTS MARKETING ACT 


1.—(1) Subsection 7 (1) of the Schedule to 
Regulation 363 of Revised Regulations of 
Ontario, 1980 is revoked and the follow- 
ing substituted: 


(1) Producers are divided into the following four 
districts: 


1. District 1, consisting of the Town of 
Niagara-on-the Lake, in The Regional 
Municipality of Niagara. 


2. District 2, consisting of the City of St. 
Catharines and the Judicial District of 
Niagara South, in The Regional Municipal- 
ity of Niagara. 


3. District 3, consisting of the Town of 
Lincoln, in The Regional Municipality of 
Niagara. 


4. District 4, consisting of the Town of 
Grimsby and the Township of West 
Lincoln, in The Regional Municipality of 
Niagara and The Regional Municipality of 
Hamilton-Wentworth. 


(2) Section 10 of the Schedule is amended by 
striking out ‘‘fifty’’ in the fourth line and 
substituting ‘‘thirty’’. 


(3) Section 11 of the Schedule is revoked and 
the following substituted: 


11. On or before the 30th day of April in each 
year, The Grape Growers’ Committee may elect pro- 
ducer-members to the local board from the districts 
mentioned in subsection 7 (1) on the following basis: 

1. Two producer-members from District 1. 

2. One producer-member from District 2. 

3. Two producer-members from District 3. 

4. One producer-member from District 4. 

5. One producer-member as a director at large 
from any of the districts mentioned in sub- 


section 7 (1). 
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FARM INCOME STABILIZATION ACT 


O. Reg. 479/90. 

Fresh Market Potato Stabilization, 
1989-1992—Plan. 

Made—January 29th, 1990. 

Approved—July 27th, 1990. 

Filed—August 3rd, 1990. 


REGULATION MADE UNDER THE 
FARM INCOME STABILIZATION ACT 


FRESH MARKET POTATO STABILIZATION, 
1989-1992—PLAN 


1. In this Regulation, 


“board” means The Ontario Fresh Potato Growers’ 
Marketing Board established under the Farm 
Products Marketing Act; 


‘‘plan”’ means the plan established under section 2; 


‘potatoes’? means potatoes produced in Ontario and 
marketed during the term referred to in section 3; 


‘production unit”’ means, 
(a) one or more farms operated by a person, or 


(b) one or more farms operated by two or more 
persons who have a common interest in the 
outcome of the operation; 


‘‘sales year’’ means a period from the Ist day of July 
to the 30th day of June in the next year. O. Reg. 
479/90, s. 1. 


2. There is hereby established a voluntary plan for 
farm income stabilization for potatoes to be known as 
the ‘‘Ontario Fresh Market Potato Stabilization Plan, 
1989-1992. O. Reg. 479/90, s. 2. 


3.—(1) The term for this plan is three sales years 
with the first sales year commencing in 1989. 


(2) The plan ceases to apply as soon as a plan for 
potatoes is established under the National Tripartite 
Stabilization Plan, implemented by agreement 
between the Minister of Agriculture for Canada and 
the Ontario Minister of Agriculture and Food and 
authorized in Ontario by Order in Council. 
O. Reg. 479/90, s. 3. 


4.—(1) An application for enrolment in the plan 
may be made to the Commission by, 
(a) the owner and operator of a farm on which 
potatoes are produced; 


the tenant and operator of a farm on which 
potatoes are produced; 


(b) 
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(c) a person engaged in the operation of a pro- 
duction unit. 


(2) An application under subsection (1) shall be 
made for sales years commencing in 1989, 1990 or 
1991 by a date in each sales year determined by the 
Commission. O. Reg. 479/90,s. 4. 


5. It is a condition of continued enrolment in the 
plan that each person enrolled, 


(a) retain and, at the request of the Commis- 
sion, make available to the Commission or 
its agent all sales and weigh receipts, signed 
by the buyer and the seller, conforming to 
the records of the board through which the 
potatoes are marketed, in respect of all 
potatoes for which payment is claimed 
under the plan; 

(b) maintain a record of all potatoes sold that 

includes the names of the buying agent and 

seller, the date of the sale, the date ana 
location of the delivery, the quantity and 
the price; 

(c) after each sales year, complete and file with 

the Commission, on a form provided by the 

Commission for that purpose, a sales report 

for that year which includes the total actual 


sales in hundredweight of all potatoes to 


which the plan applies; 


disclose to the Commission the name and 
address of every person engaged in the 
operation of the production unit; 


(d) 


(e) 


be the grower of the potatoes in respect of 
which payment is claimed under the plan; 


(f) 


for which payment is claimed; and 


(g) 


of July in each sales year for all potatoes in 
respect of which an application for payment 
ismade. O. Reg. 479/90, s. 5. 


6.—(1) The index to be used in any year in calcu- 
lating the stabilization price of potatoes under clause 
6 (1) (e) of the Act shall be the difference deter- 
mined by subtracting from the cash-cost of producing 
the potatoes in that year the average cash-cost of pro- 
ducing potatoes for the immediately preceding five 
years. 


(2) The stabilization price in any year for potatoes’ 


under this plan equals 95 per cent of the base price 


determined by the Commission added to the index 


for that year. O. Reg. 479/90, s. 6. 

7. A claim for payment under this plan shall be 
made not later than two years after the expiration of 
the sales year in respect of which the claim is made. 
O. Reg. 479/90, s. 7. 


2012 


market the potatoes during the sales year 


pay licence fees to the board by the 30th day 


! 











O. Reg. 479/90 


8. Payments under this plan shall be made not 
later than one year after the receipt of an eligible 
claim for payment. O. Reg. 479/90,s. 8. 


9. Every payment under the plan to a person who 
was eligible for enrolment for a sales year commenc- 
ing in 1989 but whose application is made in the sales 
year commencing in 1990 or 1991 shall be reduced by 
20 percent. O. Reg. 479/90, s. 9. 


10.—(1) Five acres of potatoes produced and mar- 
keted by a production unit in a sales year is pre- 
scribed as the minimum level of marketing necessary 
by a person to be enrolled in the plan and to continue 
to be enrolled in the plan. 


(2) Forty-eight thousand hundredweight of pota- 
toes produced and marketed by a production unit in a 
sales year is prescribed as the maximum level of mar- 
keting for which a person enrolled in the plan is eligi- 
ble to receive payments under the plan. 


(3) A person enrolled in the plan shall only be 
paid for potatoes marketed through the board and 
for which all licence fees have been paid by the 30th 
day of July of each sales year. O. Reg. 479/90, 
s. 10. 


11. Fees payable to the Commission by a produc- 
tion unit, 


(a) are payable when the Commission makes a 
payment under the plan to the production 
unit; and 


(b) shall be deducted from any payment pay- 
able under the plan by the Commission to 
the production unit. O. Reg. 479/90, 
Shs 


FARM INCOME STABILIZATION COMMISSION 
OF ONTARIO: 


KEITH PINDER 
Chairman 


MICHELE HILL 
Secretary 


Dated at Toronto, this 29th day of January, 1990. 
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FARM PRODUCTS GRADES AND SALES 
ACT 


O. Reg. 480/90. 

Grades—Fruit and Vegetables. 
Made—July 27th, 1990. 
Filed—August 3rd, 1990. 


REGULATION TO AMEND 
REGULATION 332 OF 
REVISED REGULATIONS 
OF ONTARIO, 1980 
MADE UNDER THE 
FARM PRODUCTS GRADES AND SALES 
ACT 


1. Part VII of Regulation 332 of Revised 
Regulations of Ontario, 1980 is amended 
by adding immediately after the heading 
‘‘Fresh Fruit and Vegetable Grade Stan- 
dards’’ the following section: 


41a.—(1) The grade names adopted or established 
in this Part shall only be applied to or used in connec- 
tion with produce grown in Canada. 


(2) The grade names to be applied to or used in 
connection with imported produce are the same as 
those for produce grown in Canada except that the 
words ‘“‘Canada”’ and ‘‘Ontario” are deleted from 
them. 


(3) Produce imported into Ontario that bears a 
grade name formed in accordance with subsection (2) 
shall comply with the same grade standards, estab- 
lished under the Canada Agricultural Products Act 
and adopted in this Part, as produce grown in Canada 
that bears a corresponding grade name. 


(4) As of the 1st day of July, 1990, no person shall 
be in conformity with clause 13 (b) and section 14 of 
this Regulation, unless the person uses a grade name 
formed in accordance with subsection (2) when stat- 
ing the grade of imported produce. 


(5) As of the Ist day of January, 1991, no person 
shall be in conformity with clause 10 (b) of this Regu- 
lation, unless the person uses a grade name formed in 
accordance with subsection (2) when designating the 
grade of imported produce. O. Reg. 480/90, s. 1. 
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Achat en personne: 

Publications Ontario 

880 rue Bay, Toronto 

Du lundi au vendredi, de 9 a 17h 


Commandes par correspondance: 
Publications Ontario 

5e Etage, 880 rue Bay 
Toronto, Ontario M/A 1N8 
(416)326-5300: 1-800-668-9938 
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